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PREFACE. 


Thb  present  Cyclopaddia  is  not  a  revision  of  the  well-known  "  Dictionary 
of  Hecbanics,"  issued  by  its  publishers  more  than  a  quarter  of  a  century 
ago,  bat  is  an  entirely  new  work.  The  amount  of  matter  retained  from  the 
''Dictionary'*  bears  but  an  insignificant  proportion  to  the  present  contents. 
The  plan  of  the  work  has  been  materially  changed  ;  not  merely  so  as  greatly 
to  increase  the  number  of  subjects  treated  and  to  group  them  more  logical- 
ly, but  to  give  a  connected  view  of  the  chief  types  of  each  class  of  inven- 
tion, to  exhibit  clearly  their  relations  to  each  other  and  the  principles  of 
oonstruction  involved  in  them,  and  in  most  cases  to  present  results  of  their 
actual  working  from  well-authenticated  records.  Special  efforts  have  also 
be^  directed  toward  rendering  the  information  given  of  such  practical  util- 
ity that  the  work  may  serve  as  a  trustworthy  guide  to  the  engineer  and  me- 
chanical student  in  their  every-day  avocations.  To  this  end,  simplified  rules 
bive  been  introduced,  with  plain  examples  of  their  application  ;  graphic 
methods  have  been  preferred  to  those  involving  mechanical  demonstration ; 
and  facts  generally  have  been  combined  wherever  possible  in  condensed  tab- 
ular form«  All  the  principal  mechanical  inventions  and  discoveries  which 
have  contributed  toward  the  vast  progress  accomplished  during  late  years 
in  science  and  the  arts — and  more  particularly  those  which  have  attracted  the 
world's  attention  at  the  great  International  Expositions  of  Vienna  in  1873, 
Philadelphia  in  1876,  and  Paris  in  1878 — ^will  be  found  described  in  these 
pages.  Where  the  magnitude  of  a  subject  has  precluded  its  treatment  in 
detail,  ample  bibliographical  references  are  supplied,  which  will  direct  the 
reader  in  the  path  of  closer  investigation. 

The  editor  gratefully  acknowledges  his  indebtedness  to  his  contributors 
for  the  preparation  of  many  important  original  articles,  and  for  valued 
counseL  While  care  has  been  taken  to  accord  proper  recognition  to  all 
authorities  quoted,  special  credit  is  due  to  the  "American  CyclopeBdia"  for 
illustrations  and  some  few  selections  from  the  text  of  the  mechanical  and 
scientific  articles. 
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ABACUS.  An  instrameiit  employed  bj  the  ancients  for  facilitating  calculations ;  similar  to  that 
WW  freqaentlj  employed  for  teaching  children  the  rudiments  of  arithmetic,  and  which  is  commonly 
fold  in  oar  stationers*  shops.  It  usually  consists  of  twelve  parallel  wires,  fixed  in  a  light  rectangu- 
lar frame;  eadi  wire  carrying  12  beads  or  balls.  There  are  thus  12  times  12,  answering  to  the 
eommon  multiplication-table,  all  the  results  of  which  it  demonstrates  to  the  dullest  capacity.  All 
tbe  operations  of  addition  or  subtraction  are  likewise  performed  by  it,  by  merely  moving  the 
beads  from  one  side  to  the  other  of  the  frame.  By  thus  smoothing  the  difficulties  of  acquiring 
arithmetical  knowledge  at  the  very  outset,  and  rendering  it  quite  obvious  and  amusing  at  the  same 
time,  the  apparatus  becomes  one  of  considerable  importance  in  education. 

Another  kind  of  abacus  consists  of  a  series  of  parallel  wires  fixed  in  a  frame  like  the  former. 
Oa  each  wire  there  are  nine  little  baUs ;  the  lowest  stand  for  imife,  the  next  above  for  tensj  the  next 
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kimdrtdi,  and  so  on  up  to  any  number.  The  frame  is  divided  into  two  compartments,  a  and  6,  by 
t  cross-wire  at  c,  which  is  sufficiently  raised  above  the  wires  to  allow  the  little  balls  to  slide  under  it. 
Soppose  the  whole  63  balls  to  be  placed  in  the  compartment  a,  and  it  be  proposed  to  note  the  sum  of 
4,146,072,  it  is  effected  by  sliding  the  balls  shown  in  b  from  their  previous  situation  in  a.    See  Cal- 

CTLATUfO-HACHIinES. 

ACCUMULATOR.  An  apparatus  used  for  working  hydraulic  cranes,  lifts,  and  other  machines 
where  a  steady,  powerful  pressure  of  water  is  required.  Fig.  2  represents  the  portable  accumulator 
Qsed  in  connection  with  other  hydraulic  madiinery  at  the  St  Gotliard  Tunnel.  It  is  interposed 
between  the  pump  and  the  lift.  It  consists  of  a  vertical  cylinder,  in  which  a  piston  travels,  and  which 
has  to  be  loaded  to  a  weight  equivalent  to  460  lbs.  per  square  inch.  When  the  lift  is  not  in  opera- 
tion^the  piston  is  raised  to  an  extent  proportionate  to  the  quantity  of  water  introduced,  which  it 
returns  to  the  lift  when  the  ingressKsock  of  the  latter  is  opened.  The  diameter  of  the  piston  is 
11.81  mcfaes,  and  the  stroke  is  66.98  inches.  The  volume  of  water  contained  is  26.2  gallons,  and 
the  pressure  on  the  piston  should  be  21.18  tons;  the  piston  and  cross-head  weigh  1.18  ton.  A 
kad  of  20  tons  of  lead-ingots  is  suspended  to  the  cross-head  at  the  top  of  the  piston.  These  can  be 
wnored  at  will  to  fadlitate  the  moving  of  the  apparatus  from  place  to  place  on  the  works. 
•  Tbe  aocunmlator  illustrated  in  Fig.  8  admits  of  the  use  of  a  long  cylinder  of  small  diameter.  The 
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weight  of  masonry  if,  rests  upon  the  cylinder  C,  and  entirely  surrounds  the  same.     No  guide  is 
therefore  needed  to  control  the  yertical  movement  of  the  weight,  and  the  centre  of  gravity  of  the 


latter  is  situated  low  down.  The  plat«  F  is  in  two  portions,  consolidated  by  the  screw-rods  Z.  The 
upper  joint  has  a  stuffing-box,  to  which  access  may  be  had  through  the  cover  K, 

ADDRESSINGr-MACHINE.  An  apparatus  used  for  affixing  the  addresses  on  a  large  number  of 
missives,  such  as  newspapers,  upon  which  the  same  series  of  names  must  be  inscribed  as  the  day 
of  issue  recurs.  There  are  two  general  forms  of  this  machine.  In  one  the  addresses  are  separately 
printed  on  slips  of  gummed  paper,  which  are  fed  from  the  apparatus,  which  cuts  off  each  address 
in  turn,  and  allows  the  latter  to  remain  attached  to  the  wrapper.  The  other  mode  is  iu  set  up  the 
type  of  each  address  in  a  form,  and  so  to  arrange  the  forms  that  they  are  successively  presented  at 
a  spot  to  which  the  enveloped  papers  are  consecutively  fed.  A  large  number  of  these  machines 
have  been  patented. 

ADHESION  is  the  molecular  attraction  exerted  between  bodies  in  contact.  It  occurs  between 
solids  and  solids,  liquids  and  solids,  liquids  and  liquids,  gases  and  solids,  gases  and  gases,  and  gases 
and  liquids.  The  adhesion  between  two  plates  of  the  same  material  is  the  same  as  that  between 
one  of  the  plates  and  any  material  which  possesses  a  less  adhesive  property.  Adhesion  is  supposed 
to  manifest  itself  at  an  appreciable  distance  before  actual  contact  of  bodies.  The  ascent  of  liquids 
in  capillary  tubes  is  a  result  of  adhesion,  as  well  as  the  spreading  out  of  liquids  between  two  sur- 
faces kept  in  close  proximity.  The  chain-pump,  in  which  the  water  is  carried  up  by  a  simple  chain 
in  a  tube,  is  a  practical  example  of  adhesion  of  liquids  to  solids.  The  adhesion  of  gases  and  solids 
is  illustrated  by  the  adhesion  of  air  around  a  piece  of  solid  iron,  which  causes  it  to  float  on  melted 
iron.  In  the  Giffard  injecter  a  blast  of  steam  is  used  to  carry  water  by  its  adhesion  to  it  into  the 
boiler  against  its  own  pressure. 

The  adhesive  force  on  railroads  may  be  estimated  approximately  by  multiplying  the  weight  of 
the  locomotive  in  tons  which  rests  on  the  driving-wheels  by  a  coefficient  of  adhesion  for  said 
wheels.  This  coefficient  is  with  dry  rails  670 ;  very  dry  rails  660 ;  under  ordinary  circumstances 
460;  wet  rails  814 ;  in  snowy  or  frosty  weather  226.  On  horse-railroads  the  coefficient  varies  from 
800  to  400  in  snow  and  frost. 

ADIT.  The  horizontal  opening  by  which  a  mine  is  entered,  or  by  which  water  and  ores  are  car- 
ried away.  An  adit  is  termed  a  cross-cut  when  run  for  purposes  of  exploration  in  a  direction  trans- 
verse to  the  general  bearings  of  the  veins  or  lodes.  The  great  adit  in  Cornwall,  Wales,  drains  the 
waters  from  the  Gwennap  and  Redruth  mines,  and  is  nearly  thirty  miles  in  length. 

AGRICULTURAL  MACHINERY.  Agricultural  machines  and  implements  are  so  multifarious 
that  to  facilitate  their  consideration  a  system  of  classification  is  necessary.  Such  a  system  may  be 
baaed  on  the  history  of  every  crop ;  hence  we  have — 

1.  Implements  for  clearing  ground,  breaking  it,  and  otherwise  preparing  it  for  the  reception  of 
the  seed. 

2.  Implements  for  depositing  the  seed. 

8.  Implements  for  the  cultivation  of  the  plant 

4.  Implements  for  gathering  crops. 

6.  Implements  for  preparing  the  crops  for  market 

6.  Miscellaneous  implements  applicable  to  various  farm-uses. 

These  classes  will  be  cousidered  in  their  order,  and  examples  of  machinery  given  under  each  divi- 
sion. Daily  implements  are  principally  referred  to  under  Dairy  Apparatus,  Churns,  and  Cheese- 
Hakino  ;  farm-engines,  under  Engines,  Steam,  Forms  of.     See  also  Drainage,  Irrigation,  and  MiLLa 

1.  ImpUmenU  for  cUaring^  breaking  Ground^  etc. 
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Stwrnp-Pulleri^ — ^The  primitive  method  of  extracting  stumps  is  to  hitch  on  a  yoke  of  oxen,  and, 
after  catting  away  the  earth  from  aromid  the  stmnp  as  much  as  possible,  drag  the  latter  from  the 
soil  bj  main  strength.  Explosiyes  are  frequently  employed  to  blow  the  stump  to  pieces.  A 
mechanical  apparatus  for  stump-extraction  is  represented  in  Fig.  4.  It  consists  of  two  beams 
placed  at  right  angles,  and  carrying  each  a  wheel  at  their  outer  ends.  The  journal  of  the  larger 
vheel  on  the  right  is  hinged  to  its  beam  so  that  the 

vhed  may  he  turned  back  parallel  to  the  beam  for  con-  ^ 

Tenienoe  in  drawing  the  machine  from  place  to  place. 
k  loop  secured  to  the  ends  of  the  hinged  journal  carries 
a  hook,  to  which  the  harness  of  the  horse  is  hitched. 
Near  the  intersection  of  the  beams  is  placed  a  guide  for 
a  knife,  which  may  be  adjusted  by  a  lever  as  deep  in  the 
ground  as  is  desired.  To  the  rear  of  the  beam  on  the 
left  is  attadied  a  loop  that  encircles  the  stump.  The 
horse  is  hitched  to  the  apparatus  as  shown. 

In  op^uting  the  machine  the  loop  is  first  dropped  in 
place,  and  a  ring  is  placed  above  it  A  wedge  is  then 
driven  into  the  top  of  the  stump  so  as  to  fasten  the  ring, 
the  latter  serving  both  to  prevent  the  loop  from  slipping 
off,  and  also  as  a  band  to  keep  the  wedge  from  spreading 

the  lower  part  of  the  stump  so  as  to  tighten  the  loop.  The  knife  is  next  forced  into  the  ground  for 
five  or  six  inches,  so  that,  on  driving  the  horse  around  the  stump,  it  cuts  oflT  such  side  roots  as  may 
lie  in  its  path.  At  each  round  the  knife  is  driven  in  deeper  until  all  the  roots  are  divided.  The  hook 
shown  Is  then  dropped  and  held  down  by  the  foot  until  it  catches  upon  a  root  A  few  rounds  twist 
off  this  last,  and  the  stump  may  then  be  easily  raised  from  the  ground. 

Flouffhs. — The  plough  is  primarily  designed  to  prepare  the  ground  for  cultivation  by  turning  it  over, 
thus  burying  the  weeds  and  loosening  the  earth.  Modifications  of  the  plough,  however,  have  of  late 
been  contrived  to  assist  in  cultivating  operations,  such  as  the  destruction  of  weeds,  loosening  the 
surface  of  the  earth,  or  casting  the  same  against  the  rows  of  the  grain  or  plant,  as  the  case  may  be, 
and  ploughs  of  this  description  will  be  treated  of  under  the  head  of  Cultivators^  by  which  term  they 
are  now  generally  known.  The  modem  plough  consists  of  a  frame,  to  which  horses  may  be  attached, 
and  to  which  is  fastened  a  device  to  detadi  (in  advance  of  the  share)  the  furrow  from  the  un- 
ploughed  land ;  a  share  to  sever  the  bottom  of  the  furrow  from  the  land  beneath,  a  gauge-wheel  to 
regulate  the  depth  to  which  the  share  shall  enter  the  soil,  and  a  mould-board  to  invert  the  furrow. 

In  Fig.  5  is  represented  an  improved  form  of  plough,  made  by  the  Ames  Plough  Co.    A  is  the  frame ; 
jB  fi  fie  the  handles  by  which  the  operator  guides  the  plough ;  Cis  the  gauge-wheel,  which  runs  upon 

the  surface  of  the  soil  and  determines  by  the  distance 
between  its  perimeter  at  the  bottom  and  the  bottom 
of  the  ploughshare  the  depth  of  the  furrow;  D  is 
the  coulter  which  severs  the  furrow-slice  from  the  land 
in  advance  of  the  share ;  E  is  the  mould-board,  and  F 
is  the  clevis  to  which  the  draught  is  appHed. 

The  manner  in  which  the  furrow  is  turned  by  the 
plough  is  of  considerable  importance.  Greensward  land 
may  be  ploughed  with  the  furrows  turned  completely 
over  so  as  to  kill  the  herbage,  as  shown  in  Fig.  6 ; 
or  it  may  be  lap-furrowed,  as  shown  in  Fig.  7.  The 
difference  is,  that  in  the  former  case  the  ploughed  land  lies  solid,  and  is  difficult  to  break  up,  whereas 
in  the  latter  the  hind  will  break  somewhat  of  itself,  while  there  will  remain  at  the  same  time  beneath 


the  furrows  the  hollow  triangular  spaces  shown  in  Fig.  7.  Hence,  when  the  cultivator,  or  clod- 
cnuher,  is  passed  over  the  land,  the  soil  will  be  more  thoroughly  broken  up.  In  arable  land — ^that 
is,  land  that  has  been  well  ploughed  before,  and  is  not  of  a  very  clayey  nature— the  furrows  may  be 
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turned  completely  over  with  such  a  short  turn  that  th< 
up,  as  shown  in  Fig.  8.  Still  another  kind  of  ploughi 
the  furrows  of  whidi  arc  shown  in  Fig.  9.    The  upp 


portion  of  the  sod  and  inyerts  it  in  the  bottom  of  the 
its  previous  traverse.  By  this  method  the  soil  is  well 
the  roots  of  grass,  weeds,  etc.,  are  thoroughly  buried. 
The  amount  of  twist  given  to  the  furrow  is  determii 
things  being  equal,  a  long  twist  will  require  the  lei 
thoroughly  break  up  the  soil.  The  manner  in  which 
which  the  cutter  or  coulter  is  set.    Thus  in  Fig.  10 


proper  for  ploughing  flat  furrow-slices,  and  stands  as  much  inclined  toward  the  mould-board  side  as 
the  land-side  (as  the  side  of  the  plough  next  to  the  unploughed  land  is  termed)  does,  and  it  is  gen- 
erally considered  best  to  incline  it  even  a  little  more,  in  order  to  obtain  that  beveled  edge  of  the 
furrow-slices  so  essential  to  their  sure  and  finished  matching,  side  by  side,  as  they  come  from  the 
|)lough,  and  to  do  perfectly  flat  work. 

In  Fig.  \\  B  and  C/ are  the  furrows,  and  the  dotted  lines  denote  the  direction  in  which  the  furrow  B 
will  fall,  D  being  the  mould.  In  order  to  plough  lap-furrowed  slices,  the  cutter  or  coulter  is  adjusted 
as  shown  in  Fig.  12,  in  which  A  represents  the  land-side,  or  unploughed  land,  B  the  coulter  or  cutter, 
C  the  mould,  and  X>,  E^  and  F  the  furrows  already  turned.  The  forward  inclination  of  the  coulter 
or  cutter  may  be  made  greater  or  less,  but  it  is  always  set  with  the  point  in  advance.  In 
some,  cases  a  circular  cutter  takes  the  place  of  the  knife-coulter,  because  it  will  sever  fibrous  roots 
the  more  readily.    The  width  of  the  furrow  depends  upon  the  position  of  the  plough  with  reference 
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to  the  line  of  draught  of  the  hones,  and  is  usaally  adjusted  through  the  medium  of  either  the  draught- 
rod  or  of  the  clevis,  and  examples  of  each  of  these  methods  wiU  be  found  in  our  illustrations.  To 
illustrate  the  inflnpnrtft  of  the  line  of  draught  upon  the  plough,  however,  let  b  in  Fig.  18  represent  the 


forward  end  of  the  plough-beam,  and  e  the  centre  of  resistance  on  the  plough,  which  may  be 
anomed  at  two  inches  above  the  plane  of  the  base  of  the  plough,  d  e,  though  it  is  liable  to  constant 
changes,  from  the  depth  of  the  furrows  and  constant  inequalities  in  the  soil 

We  have  firat  to  consider  the  particular  form  of  those  parts  through  which  the  motive  power  is 
brought  to  bear  upon  the  plough  It  is  evident  that  the  motive  force  acts  in  a  direct  line  from  the 
book  or  ring  at  the  shoulder  of  the  animal,  to  the  centre  of  resistance,  and  a  straight  bar  or  beam, 
lying  in  the  direction  e  i,  and  attached  firmly  to  the  body  at  e,  would  answer  all  the  purposes  of 
dn^t,  perhaps  better  than  the  present  beam,  but  for  considerations  of  convenience.  The  draught, 
however,  not  being  the  end  in  view,  but  merely  the  means  by  which  the  end  is  accomplished,  the 
former  is  made  to  subserve  the  latter;  and,  as  the  beam,  if  placed  in  the  direct  line  e  to  6,  would 
obstruct  the  proper  working  of  the  plough,  we  are  compelled  to  resort  to  an  indirect  action  to  obtain 
the  desired  effect  This  indirect  action  is  aocomplished  by  means  of  an  angular  framework,  consist- 
ing of  the  beam,  and  the  body  of  the  plough,  so  strongly  oonnected  together  as  to  form  an  unyieldin«^ 
structore.  The  effect  of  the  motive  force  applied  to  the  framework  at  the  point  b,  and  in  the  line  b 
to/  produces  the  same  results  as  if  «  6  were  firmly  connected  by  a  bar  in  the  position  of  the  line  c 
to  6,  or  as  if  that  bar  alone  were  employed. 

The  average  length  of  the  trace-chains  being  ten  feet,  including  all  that  intervenes  between  the 
devis  of  the  plough  at  6,  and  the  horse's  shoulders,  let  that  distance  be  set  off  in  the  direction  6  to// 
and  the  average  height  at  the  horse's  shoulders,  where  the  chains  are  attached,  being  four  feet  and 
two  inches,  let  the  point /be  fixed  at  that  height  above  the  base-line  d  e.  Draw  the  line  from/  to  e, 
which  is  the  direction  of  the  line  of  draught  acting  upon  the  assumed  centre  of  resistance  c  ;  and  if 
the  plough  is  in  proper  trim  it  will  ooincide  also  with  the  ring  of  the  clevis,  e  ef  being  the  angle  of 
drai^t  and  equal  to  'iXf,  It  will  be  readily  perceived  that,  with  the  same  length  of  hames,  the 
angle  «  e  /  is  invariable ;  and  if  the  plough  has  a  tendency  to  rise  at  the  heel,  or  run  on  the  point 
under  this  arrangement,  it  indicates  that  tiie  ring  at  6  is  too  high  in  the  clevis.  Shifting  the  ring 
one  or  more  holes  downward  will  bring  the  plou^  to  work  evenly  upon  the  base  of  the  land-side,  or 
work  flat. 

If  the  plough  has  a  tendency  to  rise  at  the  point  of  the  share,  the  rine  b  is  too  /oto,  and  must  be 
moved  by  raising  it  one  or  more  holes  in  the  clevis.  If  a  pair  of  taller  horses  be  harnessed  to  the 
ploQgh,  the  draught-diains,  depth  of  furrow,  and  soil  remaining  the  same,  we  should  have  the  point 
/  raised,  suppose  to  /'  /  by  drawing  the  line  /'  to  c,  we  have  «  c  /'  as  the  angle  of  draught,  which 
will  be  22"*,  and  the  ring  will  be  found  to  be  bdoxo  the  line  of  draught  /'  e  ;  and  if  the  draught- 
diains  were  applied  at  6,  in  the  direction  /'  6,  the  plough  wouljd  have  a  tendency  to  rise  at  the  point 
of  the  share,  by  the  action  of  that  law  of  forces  which  obliges  the  line  of  draught  to  coindde  with 
the  line  whidi  passes  through  or  to  the  centre  of  resistance ;  hence  the  ring  would  be  found  to  rise 
from  b  to  b\  which  would  raise  the  point  of  the  share  out  of  its  proper  d&ection.  To  rectify  this, 
the  ring  must  be  raised  in  the  clevis  by  a  space  equaling  that  between  6  and  b\  causing  it  to  coindde 
with  the  true  line  of  draught,  which  would  again  bring  the  plough  to  work  evenly  on  £e  base  of  the 
land-side  and  run  flat. 

The  forcing  prindples  are  substantially  such  as  are  adopted  by  the  most  experienced  plough- 
men, and,  if  properly  applied,  will  not  only  do  the  best  work,  but  accomplish  it  with  the  greatest 
ease  to  themselves  and  their  team.  If-  the  power  (or  team)  is  not  rightly  applied,  good  work  cannot 
easily  be  done ;  for  if  the  plough  inclines  in  or  out  of  the  ground  too  much,  or  takes  too  wide  or  too 
narrow  a  furrow-slice,  the  ploughman  must  exert  force  to  direct  it  properly,  in  addition  to  that  re- 
quired to  overcome  the  obstacles  and  inequalities  in  the  soil ;  but  if  the  power  be  rightly  applied, 
the  plough  will  move  so  accurately  as  not  only  to  perform  good  work  with  more  case  to  both  plough- 
man and  team,  but,  in  soils  free  from  obstructions,  even  without  a  guide. 

To  effect  a  proper  horizontal  movement,  the  clevis  at  b  or  draught-rod  (if  one  is  used  instead  of  a 
devis)  must  be  adjusted  and  confined  at  that  point,  moving  it  to  the  right  or  left,  if  necessary. 
This  will  cause  the  plough  to  take  the  proper  width  of  furrow-slice,  which,  in  sod,  should  be  wider 
OT  narrower  according  to  the  depth  of  furrow,  or,  rather,  the  thickness  of  the  furrow-slice  required ; 
for  as  the  thickness  is  increased,  so  also  must  be  the  width  in  proportion,  in  order  to  turn  it  easily 
and  perfectly  over,  particularly  when  the  furrow-slices  are  required  to  be  laid  over  level,  and  side  by 
ode.  The  proportion  in  ordinary  sod  should  be  seven  by  ten,  or  the  width  or  depth  should  be  varied 
<imkg  vi  Qm  pr<ipofri^on. 
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In  determining  the  width  of  furrow-slice,  some  regard  must  be  had  to  the  strength  of  the  particu- 
lar sod  to  be  turned ;  for  the  plough  will  tui*n  over  a  wider  slice  in  a  strong,  sUff  sod  than  when 
running  in  one  more  easily  broken,  or  it  will  cripple  and  double  when  raised  to  a  perpendicular  posi- 
tion, thus  only  doing  the  work  called  "  cut  and  cover." 

When  the  slices  are  required  to  be  laid  at  an  angle  and  lapped  each  one  upon  the  preceding,  the 
proportion  of  width  should  be  as  seven  to  ten,  thus  setting  the  furrows  at  an  angle  of  45°,  which  is 
the  position  of  furrow  presenting  the  greatest  attainable  surface  to  the  action  of  the  atmosphere, 
and  the  greatest  cubical  contents  of  soil  to  the  action  of  the  harrow  in  preparing  a  seed-bed. 

In  Fig.  14  is  shown  a  prairie-breaking  plough.  The  furrows  in  this  class  of  ploughing  are  usually 
about  4  inches  deep,  and  from  the  fibrous  roots  in  and  compact  nature  of  the  soil  the  duty  is  very 
heavy ;  hence  the  length  of  the  plough  is  increased,  and  a  wheel-coulter  is  employed.    The  line  of 


draught  is  regulated  by  the  clevis  being  moved  laterally  to  the  width  of  the  furrow,  and  vertically 
to  steady  the  plough  as  regards  depth. 

The  double  Michigan  or  **  sod  and  subsoil "  plough.  Fig.  18,  has  some  important  advantages.  The 
forward  or  skim  plough  pares  off  a  sod  a  few  inches  in  thickness,  and  inverts  it  into  the  bottom  of 
the  previous  furrow.  The  second  or  main  plough  follows,  and  throws  up  the  lower  soil,  completely 
burying  the  inverted  sod,  and  giving  a  loose,  mellow  surface  to  the  field.  This  forms  an  excellent 
preparation  for  all  crops,  particularly  carrots  and  other  roots,  which  grow  best  in  a  deep,  loose  bed 
of  earth  ;  and,  where  a  portion  of  the  subsoil  improves  the  top-soil  by  being  mixed  with  it,  a  perma- 
nent advantage  results.    A  greater  depth  may  be  attained  by  the  use  of  this  double  plough  than 


with  one  having  a  single  mould-board,  in  sod-gronnd,  because  the  inversion  will  be  complete  even  if 
the  width  of  the  furrow  is  only  one-half  the  depth.  But,  with  a  single  plough,  the  width  must  be  con- 
siderably greater  than  the  depth,  or  the  sod  will  be  thrown  on  its  side  or  edge,  and  cannot  be  in- 
verted. There  is  one  disadvantage,  however,  in  the  use  of  the  double  plough.  A  greater  force  is 
required  to  make  two  cuts  in  the  soil,  one  above  the  other,  than  one  cut  with  a  single  share.  For 
this  reason  more  force  must  be  used  to  plough  a  field  to  a  given  depth,  say  one  foot,  with  the  double 

19. 


than  with  the  single  plough.    But  the  single  plough,  in  order  to  reach  this  depth,  would  require  to 
be  BO  large,  and  to  tium  so  wide  a  furrow,  that  no  ordinary  amount  of  team  could  be  had  to  do  the 
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work.    And,  m  addition  to  this  difficulty,  the  inyerted  surface  would  not  be  so  well  pulverized  as  by 
the  use  of  the  double  plough. 

Sde4uU  or  bwIt^  ploi^s  are  designed  to  throw  the  furrow^oe  down-hill,  whicherer  way  the 
pkmgh  may  be  moTing.  The  plough  is  pivoted  so  that  it  may  be  moved  from  side  to  side  of  the 
beam  when  at  the  end  of  the  furrow.  The  ploughing  may  then  be  done  across  and  across  the  field 
instead  of  around  it  or  in  sections.  Fig.  16  is  an  Ames  side-hill  plough.  Another  variety  of  the 
swivel  or  ^  turn-wrist  *'  plough  is  shown  in  Fig.  17.  It  is  so  constructed  that  two  ploughs  attached 
to  one  beam  are  readily  chafed  from  one  side  to  the  other,  turning  the  furrow-slices  either  to  the 
r^t  or  left  as  desired.  The  forward  plough  turns  the  sod  to  the  depth  of  about  three  inches,  de- 
positing it  at  the  bottom  of  the  channel ;  and  the  rear  plough  works  to  the  depth  of  five  to  seven 
incbea,  raising  and  pulverizing  the  under  or  subsoil,  and  depositing  it  upon  the  forward  furrow-slice, 
buiying  the  sod  below  the  reach  of  the  harrow  or  cultivator. 

Fig.  15  is  a  plough  designed  for  deep  tilling,  and  it  may  be  taken  as  a  representative  of  the  class 
of  ploughs  used  in  sugar-cultivation.  The  line  of  draught  is  adjustable  by  the  clevis,  as  shown. 
In  the  New  York  plough.  Fig.  19,  the  line  of  draught  for  regulating  the  width  of  the  furrow  is 
adjusted  at  the  end  of  the  beam  where  it  connects  with  the  handle-frame.  The  handles  may  be 
kept  nearly  equidistant  laterally  from  the  share,  giving  a  central  draught 

Fig.  20  is  a  Scotdi  subsoil  plough,  which  b  liscd  for 
following  directly  after  the  turning-plough,  and  in  the 
same  furrow,  breaking  up,  lifting  a  few  inches,  and 
pulverizing  the  subsoil  For  making  roads,  the  class 
of  plough  shown  in  Fig.  21  is  used.  Strength  and  du- 
rability  are  here  prime  requisites,  as  the  principal  duty 
is  simply  to  loosen  the  ground,  cutting  a  width  of  from 
seven  to  nine  inches  at  a  traverse. 

As  regards  the  tractile  power  required  to  draw  a 
plough,  from  experiments  in  England  it  appears  that 
about  35  per  cent  of  the  whole  required  draught  is  ex- 
pended in  overcoming  the  friction  of  the  implement  on 
its  bottom  and  sides,  about  65  for  cutting  the  furrow- 
slice,  and  only  about  10  per  cent  for  turning  the  sod. 

Hence  the  exclusive  attention  formerly  given  to  forming  the  mould-board,  as  a  means  of  reducing 
the  draught,  should  have  been  directed  more  to  lessening  the  force  required  for  cutting  the  hard  soiL 

These  data  are  not  wholly  satisfactory  for  the  light  ploughs  of  the  United  States. 

To  ascertain  the  amount  of  friction,  suppose  the  plough  weighs  100  lbs.  Half  its  weight  would  be 
50  lbs.,  the  friction  on  the  sole  of  the  plough.  The  friction  of  the  sides  would  vary  greatly  with 
ploughs,  being  very  small  with  those  having  a  perfect  centre-draught,  or  with  no  tendency  to  press 
against  the  land  on  the  left  The  whole  friction  and  force  for  lifting  the  sod  would  therefore  be 
about  150  lbs. ;  leaving  250  lbs.  as  the  force  for  cutting  the  slice.  A  very  easy-running  plough 
wouki  leave  a  much  smaller  forco— some  as  low  as  200  lbs. 

This  estimate  is  liable  to  great  variation.    A  wet  and  clayey  soil  would  double  the  friction ;  a  very 
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hard  piece  of  ground  would  add 
much  to  the  force  required  for  cut- 
ting the  slice;  if  loose,  the  force 
would  be  comparatively  small ;  or  if 
quite  moist,  this  force  would  be  also 
much  diminished;  while  the  great 
difference  in  the  draught  of  ploughs 
would  vary  the  results  still  further. 
The  estimate,  however,  for  soil  dry 
enough  to  be  friable,  and  of  medium 
tenadty,  is  probably  not  far  from 
correct,  for  ploughing  in  this  country— showing  that  most  of  the  force  required  is  for  the  act  of  cut- 
ting,  and  indicating  the  importance  of  giving  social  attention  to  the  cutting  edge. 

iSftwi-P&ni^AiJi^.— This  answers  the  use  of  a  gang-plough  hauled  across  and  across  or  else  around 
the  field  by  means  of  wire  ropes,  the 
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steam-engine    remaining   stationary. 

In  Fig.  22  is  represented  Fowler*s  dou- 
ble-engine  system,*  which   requires 

two  engines,  one  on  each  headland, 

eadi  of  which  alternately  draws  the 

cultivating    implement    across    the 

field.    Each  engine  is  provided  with 

a  winding  or  hauling  drum,  which  in 
^tum  pulls  the  implement  and  pays 
'out  the  slack  rope.    This  system  is 

both  simple  and  effective.    The  im- 
plement is  drawn  with  considerable 

vdodty— often  much  faster  than  a 

man  can  walk — and  the  steam  drag 

or  harrow  will  pass  over  from  fifty 

to  sixty  acres  of  land  per  day.    Fow-  " 

•  Fnm  "*  British  Uuiiilkctailng  Indottrtos,'*  arttde  Agricultortl  Maohiaery,  by  O.  P.  Bevan,  F.  O.  S. 
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ler'8  double-engine  system  appeals  to  large  capitalists,  but  the  same  firm  also  proTides  gc 
engine  sets  for  the  use  of  smaller  employers.  The  single-engine  system  (Fig,  23)  requires 
on  one  headland  and  a  self-moving  windlass  on  the  other.  The  engine  is  provided  with  t 
Burton  clip-drum,  capable  of  hauling  the  cultivating  implement  backward  and  forward  be 
engine  and  windlass.  Both  engine  and  windlass  travel  along  the  two  headlands  opposite  e 
A  third  system  is  offered  in  Fig.  24,  in  which  the  engine  remains  stationarj,  and  th 
arranged  in  an  irregular  triangle  or  square,  while  the  implement  passes  to  and  fro  bet 
fixed  anchors,  rendered  movable  at  pleasure.  This  is  called  the  *'  round-about  system,"  b( 
rope  is  carried  around  anchors  and  incloses  the  space  to  be  cultivated.  The  several  sys 
slightly  described  will  be  more  easily  understood  by  reference  to  the  accompanying  diagra 
of  the  main  advantages  of  the  **  round-about "  plan  is  that  it  enables  the  farmer  to  employ 
nary  traction-engine  for  ploughing  purposes,  and  thus  reduces  the  amount  of  capital  re 
commencing  steam-cultivation. 
The  following  particulars,  taken  from  one  of  the  Royal  Agricultural  Society*8  Implement  G 

will  give  the  reader  a  good  idea  c 
24i  included  in  a  set  of  st^am-cultiv 

plements.  Messrs.  J.  Fowler  i 
double  engine,  20  horse-power  sel 
of  a  pair  of  20  horse-power  so 
engines  with  single  cylinders,  fi 
single  winding  drums,  800  yardi 
steel-wire  rope,  and  works  a  thirt 
cultivator.  There  may  be  a  six-fu 
ance  combined  plough  and  digge 
tion. 

It  appears  from  a  test  of  Messr 
and  Co.'s  apparatus,  made  by  tl 
Agricultural  Society,  that  the  mac 
able  to  turn  over  soil  in  an  eflSci 
ner  at  a  saving  as  compared  wit 
labor  on  light  land  of  2^  to  26  p( 
on  heavy  land  25  to  80  per  cent, 
trenching  80  to  86  per  cent. 

Qang-Ploughi, — The  gang-plouj 
framework  to  which  are  attachec 
more  ploughs,  together  with  a  sea 
driver.  Mechanical  means  are  provided  whereby  the  ploughs  may  be  lifted  entirely  dear  < 
adjusted  to  any  reqmred  depth  in  the  ground.    The  smaller  and  lighter  gang-ploughs  may  l: 

SB. 
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by  horses  after  the  manner  of  sulky-ploughs ;  but  in  many  cases,  and  especially  in 
ploughs  are  employed  for  steam-ploughing,  as  previously  described. 
In  Figs.  26  and  26  are  given  two  views  of  an  unproved  English  gang  cultivator-plough. 
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The  frame,  to  which  the  ploughs  are  attached,  stands  on  three  wheels,  of  which  the  middle  one  is 
a  caster-wheel,  while  the  two  end-wheels  revolve  in  turn-tables,  which  lift  or  lower  the  main  frame 
exactly  bj  the  depth  of  the  furrow,  according  to  the  direction  which  is  given  to  the  wheel.  The 
ploDgh-fikifes  turn  in  sockets,  and  are  connected  by  a  long  rod,  working  short  levers,  so  that  the 
tmung  round  of  one  plough  causes  all  the  others  to  turn  as  well  There  are,  further,  two  con- 
nected horizontal  pulling  levers,  by  turning  which  either  backward  or  forward  the  ploughs  are 
also  turned  completely  round,  and  locked.  The  ploughs  themselves  are  shaped  so  as  to  cut  with 
either  end.  While  at  work  the  main  frame  travels  in  a  slanting  position  over  the  land,  the  front- 
wheel  running  in  the  preceding  furrow,  the  hind-wheel  on  the  unploughed  ground,  the  ploughman 
steering  the  f  urrow-wheel. 

Table  skowing  Dynamometrie  Tests  of  Gang-Ploughs  at  Paris  Exposition^  1878.  (1) 


Bar- 

Mmd 

Powtr 

nfab. 

be* 
«• 

by 

PUal- 
meter. 

Lagth 

of 
tnee. 

(*) 

Mwo 

onU- 

DAte. 

(8) 

Oorm- 
pondhig 
•flbrt. 

Man 

dtpth 

of 
fanow. 

width 
of 

•lice 
ofths 

neeMMxy 

todla- 
plM«85.2 
cnblefMt 
ofMrth. 
M«uiof 
twotrlalt. 

LMirth 

of 
Ainvw. 

Tbns 

of 
trard. 

Wslfbt 

of 
Flo«^. 

KAMIS  OF  OOX- 
TESTANTS. 

1 

of 

U»d 
tanifld. 

8qa«« 

iBclMa. 

FmI.. 

laehct. 

Foot- 
pooiuli. 

IfldM. 

iDchflk 

Sqiutf. 

Fool- 
pooDds. 

F««t. 

Mia. 
8m. 

Ftandi. 

!  Meixrooron       de 
'    Dombasl0,Nuicy, 

1     France 

De«r6  A  Co^  Mo- 
1    ltoe,Ill 

^,  Going. 

)    Returning. 
1  1  Going, 
f    Returning. 

178.6 

7.97 

1.92 

8695.5 

6.9 

26.4 

1.098 

524 

48 

548.4 

174.7 
187.8 
195.2 

7.75 
8.24 
7.79 

1.85 
1.87 
8.06 

8616.8 
8651.9 

4028.8 

6.2 
6.8 
6.5 

24.4 
27.1 
27.6 

1.080 
1.218 
1.269 

85421.2 
8288V.7 

624 
524 
524 

4  42 
4  12 
4  22 

'572." 

(I)  Tbe  fuoand  was  Bllghtly  inclined.    (2)  The  base  line  on  the  paper  ribbon  of  the  dynamometer, 
between  the  bMe  and  profile  lines  on  paper  ribbon. 


(8)  Mean  dis- 


See  SdaOifie  Americtm,  xxxiz.,  162. 


27. 


28. 


In  Fig.  27  is  represented  the  Collins  Gang  and  Sulky  Plough,  hi  which  the  depth  of  furrow  is  regu- 
lated  by  the  adjustment  of  the  slide  upon  the  arc  shown.  The  ploughs  are  raised  above  the  ground 
by  tiirowing  the  left-hand  lever  forward,  causing  the  clamp  attached  thereto  to  engage  the  rim  of  the 
wheel  which  carries  it  over,  lifting  the  frame  and  ploughs.  To  take  the  first  furrow,  the  right-hand 
lever  and  its  rear  sliding  clamp  are  drawn  back  on  the 
arc  and  fastened  at  the  point  necessary  to  give  the 
required  depth  of  furrow.  The  left-hand  lever  is 
then  retracted,  depressing  the  ploughs  into  the 
ground. 

Sulky-Plough, — ^This  name  is  given  to  single  ploughs, 
which  are  mounted  upon  a  frame  on  which  a  seat  for 
the  ploughman  is  arranged.  The  sulky-plough  shown 
in  Fig.  28  is  arranged  ifor  three  draught-horses.  By 
applying  the  brake  to  the  wheel  the  horses  raise 
the  plough  out  of  the  ground  instead  of  the  driver 
having  to  pull  it  out  by  main  force.  The  team  is 
hitdi^  to  the  end  of  the  beam  instead  of  to  the 
tongue  or  carriage,  thus  avoiding  side-draught  and 
relieving  the  weight  from  the  horses'  necks.  Owing 
to  the  peculiar  construction  of  the  axle,  the  lower- 
mg  of  the  plough  into  the  ground  throws  the  furrow- 
wheel  down  and  the  land-wheel  up,  keeping  the  plough 
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level,  thereby  avoiding  all  the  trouble  of  leveling  up  with  levers  or  screws.    The  depth 

can  be  instantly  changed  by  the  driver  without  getting  off  or  stopping  the  horses.     It  ca 

readily  adjusted  to  take  more  or  less  land. 

Clcd-Crtuher. — This  machine  is  used  to  break  up  the  land  which  is  of  such  a  stiff  na 

remain  in  lumps  or  clods  after  ploughing.  In  the  implement  illustrated  in  fig.  29,  it  consist 
two  dozen  circular  cast>iron  disks,  placed  loosely  upon  an  axle,  so  as 
separately.  Their  outer  circumference  is  formed  into  teeth,  which 
disintegrate  the  clods  as  they  roll  over  the  surface  of  the  field.  Ei 
nate  disk  has  a  lai'ger  hole  for  the  axle,  which  causes  it  to  rise  and 
turning  over,  and  thus  prevent  the  disks  from  clogging. 

This  clod-crusher  can  be  used  only  where  the  ground  and  the  c 
become  quite  dry.  Even  then  it  packs  the  soil,  and  if  followed  by 
with  scarifier  teeth,  to  loosen  it  again,  it  would  prove  an  advantaj 
only  in  certain  seasons  that  it  is  most  successfully  employed,  or  w 

dry  weather  follows  a  wet  spring.    As  thorough  tile-draining  is  generally  adopted,  it  bee 

necessary. 

Harrmos  are  used  to  disintegrate  and  pulverize  the  ground  after  ploughing.     Several 

these  implements  are  presented  herewith. 


82. 


ilg.  80  is  the  ordinary  square  harrow;  Fig.  31,  the  Friedmann  harrow;  and  Fig.  32,  tl 
harrow.    For  land  containing  many  fibrous  roots,  or  much  stiff  clay,  the  disk  or  wheel  ha 


84. 


resented  in  Fig.  88  is  used.  The  wheel-gangs  (that  is  to  say,  the  shafts  to  which  each  row 
is  fixed)  are  attached  to  the  pole  and  draught-bars  by  the  ball-joint  shown  at  A,  so  that  eacl 
free  to  conform  by  its  own  weight  to  the  shape  of  the  ploughed  land-surface.  The  operatioi 
harrow  is  that  of  cutting  and  separating  rather  than  of  scratching,  as  in  the  case  of  spike-l 
The  shares  harrow  (Fig.  84)  is  especially  adapted  for  pulverizing  the  freshly-inverted  su 
sward-land,  to  a  depth  two  or  three  times  as  great  as  the  common  harrow  can  effect  Tl 
being  sharp,  flat  blades,  cut  with  great  efficiency ;  and  as  they  slope  like  a  sled-runner,  they  p 
the  M>d,  and  instead  of  tearing  it  up  like  the  common  harrow  or  gang-plough,  they  tend  to 
down,  and  in  its  place,  while  the  upper  surface  of  the  sod  is  sliced  up  and  torn  into  a  fine,  mel 


86 


80. 


JRoUert  crush  all  sods  and  lumps  that  remain  on  the  top  of  the  ground  after  the  harrow  has 
and  force  down  small  stones  level  with  the  surface.    They  render  the  field  smooth  for  the 


Digitized  by 


Google 


AGRICULTURAL  MACHINERY.  II 

scythe,  and  rake,  press  the  earth  dose  ahout  the  seed,  and  secure  a  more  sure  and  quick  germmation. 
On  light  and  sandy  lands  they  are  invaluable,  and  in  all  cases  their  use  has  greatly  increased  the 
product.  Much  benefit  is  undoubtedly  found  in  compressing  the  surface  of  such  light  soils,  by  pre- 
Teating  the  escape  of  those  gases  from  the  manure  so  essential  to  vegetation,  and  which  are  so  rapidly 
extncted  by  the  sun  and  winds.  Great  advantage  is  gained  by  rolling  early  in  the  spring  while  the 
groond  is  yet  soft.  Clay  lands,  by  heaving,  pull  to  pieces  and  displace  the  roots  of  grain  and  grasses 
Bown  the  previoos  autumn,  and  the  heavy  roller  presses  the  roots  and  earth  together  to  their  proper 
posidon,  when  vegetation  goes  on  again,  and  thus,  in  a  measure,  prevents  what  is  termed  winter- 
killing. Fig.  85  represents  an  approved  form  constructed  wholly  of  iron,  except  the  tongue  and 
box,  which  are  of  wood.  These  rollers  are  made  of  various  diameters,  from  twenty  to  thirty-six 
inches,  in  separate  sections,  each  one  foot  long,  placed  on  a  wrought-iron  shaft  independently  of  each 
other. 

Fig.  36  is  a  hand-roller  used  upon  lawns  and  gardens.    Additional  weight  is  supplied  by  iron 
vdgfats  pivoted  as  shown  to  the  axle. 
2.  hnpUmgnUfor  depositing  Seed,  etc, 

Seed-Sowing  MaeMnes — Drills, — ^These  machines  are  mainly  distinguished  by  the  mechanical  do- 
vices  by  which  the  drills  are  opened,  seed  fed,  and  drills  reclosed  upon  the  seed.  Of  these  the  feed- 
ing-device is  the  essential  feature,  and  this  usually  involves  either  means  for  varying  the  quantity  of 
8Md  fed  by  varying  the  escape-openings,  or  by  positive  mechanical  movements  variable  in  speed. 
The  principal  requirements  are  capability  of  distributing  seed  with  a  continuous  and  regular  dis- 
duiTge  from  each  distributor  or  grain-tube ;  accuracy  in  quantity  of  seed  discharged ;  efficiency  in 
regulating  the  same  under  all  circumstances  on  inclin^,  level,  or  irregular  land ;  changeability  of  the 
loed-apparatus  to  suit  coarse  or  fine  seed,  and  facility  of  adjustment. 

Fig.  87  represents  a  sowing-machine  to  which  a  horse  may  be  attached,  or  it  may  be  pushed  by 
hind.  ^  is  the  seed-box,  in  the  bottom  of  which  is  the  seed-delivering  device,  which  consists  either 
of  a  brush  Z>,  or  a  revolving  cylinder  C,    The 

former  is  employed  for  small,  the  latter  for  ^7* 

large  seed.  To  change  the  quantity  of  seed 
sown,  the  speed  of  either  of  these  feed-devices 
b  increased  as  follows :  if  is  a  casting  contain- 
ing Bereral  diameters  of  gears  upon  one  cast- 
mg,  which  is  either  fast  to  the  wheel  or  the 
axle.  Into  one  of  these  gears  is  meshed  a 
pinion  fast  upon  an  horizontal  shaft  or  spindle, 
ihich  by  means  of  bevel-gears  at  the  other 

end  rotates  the  brush  or  cylinder  as  the  case  ^ 

nttj  be.   Hence  by  changing  the  pinion  at  if         ^  o 

from  meshing  into  the  larger  or  smaller  gear 

•*  ^  the  rotations  of  the  brush  or  cylinder  may  be  increased  or  diminished,  and  the  quantity  of  seed 
wwn  varied  in  consequence.  The  grain-spout  enters  the  ground  at  its  point,  and  therefore  opens  the 
wll  readj  to  receive  the  seed,  while  the  swing-board  beneath  the  handles  closes  the  earth  over  the 
801TI  leed,  and  the  roller  following  compacts  and  levels  the  same  over  the  seed. 
^  38  is  a  Bickford  and  Huffman  grain-drill.  It  contains  eight  dropping-tubes.  The  mode  by 
vmch  the  grain  is  discharged  from  the  hopper  down  these  tubes  is  exhibit^  in  section  in  Fig.  89, 

oo  89.  40. 


oo*'' 


which  shows  the  interior  of  the  hopper,  and  a  revolving  %—^ — ^  7f  /"""^J^^  r^/  n-j 
wheel,  the  projecting  rims  of  which  form  the  bottom  of  the  ^^«  *«  »  ** 
•eed-holder;  the  axle  causes  this  wheel  to  revolve,  and  the 

small  projections  on  the  interior  of  the  rim  carry  the  seed  to  where  it  drops  through  an  opening  in 
the  plate  which  forms  the  side  of  the  seed-holder.  The  rapidity  of  discharge  is  perfectly  controlled 
by  jwheel-work,  which  causes  the  axle  to  revolve  slowly  or  fast  at  pleasure.  The  seed-holder  is 
divided  into  two  parts  by  the  wheel,  as  shown  by  cross-section  in  ilg.  40 ;  one  part  containing  wheat, 
barley,  and  other  medium-sized  grains,  and  the  other  for  com,  peas,  and  the  larger  seeds.  This 
figure  shows  the  opening  in  the  side-plates,  through  which  the  grain  is  discharged.  As  these  two 
divisions  must  be  used  on  separate  occasions,  the  apertures  between  them  and  the  hopper  are  opened 
and  closed  at  pleasure  by  a  sliding  bottom  with  a  single  movement  of  the  hand.  This  sliding  bottom 
is  shown  in  Fig.  41,  and  forms  hoppers  with  sloping  sides  down  which  the  grain  passes.  The  ends  of 
the  tubes,  which  are  shod  with  steel,  are  made  to  pass  any  desired  depth  into  the  mellowed  soil,  and 
fonn  the  drills  for  the  seed,  which  is  immediately  covered  by  the  falling  earth  as  the  drill  passes. 
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In  Figs.  42  and  43  is  shown  the  "  force-feed  "  device.    The  seed  is  delivered  from  the  internal 
of  the  feed-wheeL    Fig.  42  exhibits  the  feed  for  wheat  and  small  grain,  and  Fig.  48  the  sai 


42. 


44. 


com  or  coarse  grain.  The  flange  serving  as  a  bottom  for  the  distribution,  the  grain  rests  i 
consequently,  when  the  wheel  is  revolved,  the  seed  travels-  exactly  with  it,  thereby  insuring  t 
of  grain  to  be  in  a  steady,  unbroken  stream.  The  two  casings,  as  shown  by  the  cuts,  betwee 
the  feed-wheel  revolves,  forms  the  outer  walls  of  a  complete  measuring  channel,  or  throat, 

which  the  grain  is  carried  by  the  rotary  m 
45.  the  wheel,  thus  providing  the  means  of  m< 

the  seed  with  as  much  accuracy  as  could  1 
with  a  small  measure.    The  quantity  sown 
is  governed  by  simply  increasing  or  diminisl 
speed  of  the  feed-wheel 

In  Fig.  44  is  represented  Euhn's  grain- 
which  the  change  of  speed  in  the  fe€»iing-< 
altered  by  a  system  of  cone-gearing  shown 
45.  The  lower  gear-wheel  may  be  adji 
mesh  into  such  of  the  cone-gears  as  is  roc 
accordance  with  the  amount  of  seed  to  be  d( 
The  mode  in  which  the  grain  is  fed  by  a 
mechanical  movement  is  exhibited  in  Figs.  • 
Fig.  46  shows  a  feed -wheel,  Fig.  47  a  i 
view  of  wheel  and  cap,  and  Figs.  48  and  4' 
livery  of  the  grain.  In  Fig.  50  is  reprc 
potato-planting  machine.  The  cut  pota 
placed  in  the  hopper  shown.  Secured  u 
axle  is  a  cast  -  iron  disk,  around  the  peri 
which  a  number  of  holes  are  made  in  or 
the  cups  may  be  fastened  theroon,  at  ai 
or  at  any  distances  apart.  As  this  disk 
the  cups,  which  aro  turned  rearward,  e 
hopper  from  beneath,  passing  through  8 
protected  by  bristles,  which  serve  to  pre 
escape  of  the  seed.  The  cups  thus  become  filled  As  they  are  carried  on  out  of  the  h< 
the  disk,  they  pass  through  a  box,  also  shown  larger  at  one  side.    The  sides  of  this  attachi 


48. 


46. 


fitted  with  bristles,  which,  while  offering  no  resistance  to  the  passage  of  the  cup,  retain  th 
the  same  as  it  is  reversed  by  the  rotation  of  the  disk.    As  soon,  however,  as  eadi  cup  emei 
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61. 


between  the  bristles,  its  contents  drop  out — directly,  howerer,  into  the  drill  made  by  the  opening 

ploo^     Wings  in  rear  of  the  latter,  as  the  machine  advances,  replace  the  soil  in  the  furrow,  com- 
pleting the  planting.    The  knives  in  the  cutter  divide 

the  seed  into  pieces  of  uniform  size,  and  thus  the  con-  00. 

stant  filling  of  the  cups  is  rendered  more  certain. 
Figs.  51  and  52  represent  an  apparatus  for  cutting 

potatoes  before  planting.    They  are  placed  in  the  tubes 

shown  on  the  table,  across  which  a  strap  passes,  thence 

over  a  pulley,  and  finally  is  attached  to  a  treadle.    On 

the  upper  side  of    the  strap  are  bolted    horizontal 

blades  (see  enlarged  view.  Fig.  62),  which  carry  one  or 

more  vertical  cutters  on  the  portions  contained  within 

the  peripheries  of  the  tubes.    These  tubes,  it  will  be      ^ 

seen,  are  slotted  in  order  to  allow  all  the  blades  to  be      a 

drawn  through  them,  an  operation  effected  through  the     B 

strap  and  treadle  already  referred  to.    By  increasing     Q 

the  number  of  vertical  cutters  in  any  tube,  the  number 

of  pieces  into  which  the  potato  is  divided  is  of  course 

angmoited.    The  system  of  knives  is  connected  by  bars  underneath  the  table,  secured  to  vertical 

•nns  extending  down  through  slots  in  the  same. 
In  operation,  after  the  potatoes  are  deposited,  one  in  each  tube,  pressure  upon  the  tresuile  carries 

the  knives  through  them ;  and  thus  divided,  they  fall  through 
apertures  beneath  the  tubes,  upon  an  inclined  plane,  and  into 
any  vessel  placed  for  their  reception. 

8.  Impl^nerUs/or  (he  CuUivaii<m  of  the  Plant, 
OuUivaton, — The  name  cultivator  has  been  applied  to  a  class 
of  implements  which'  is  adapted  to  perform  the  various  agricult- 
ural operations  necessary  to  the  cultivation  of  the  crop.  Prop- 
erly speaking,  the  term  should  imply  that  its  duties  commence 
after  the  crop  is  above  the  ground ;  but,  unfortunately,  it  has 
been  applied  to  machines  employed  in  preparing  the  ground  for 
the  reception  of  seed,  which,  so  to  speak,  trench  upon  Sie  duty  of 
the  harrow.  The  ordinary  duty  of  the  cultivator,  however,  is  to 
loosen  the  earth,  destroy  weeds,  and  in  some  cases  to  gather  the 
surface  earth  and  leave  it  around  the  growing  plants  or  crop. 
It  follows,  then,  that  to  admit  of  the  use  of  the  cultivator,  the 
crop  must  be  sown  or  planted  in  drills  or  rows.  Cultivators  are 
made  in  various  forms  to  suit  the  duty  required.  When  they 
operate  between  two  rows  they  are  termed  single,  and  when 
between  three  rows,  double  cultivators.  Those  which  provide 
a  scat  for  the  driver  are  termed  sulky-cultivators,  while  those 
not  so  provided  are  simply  **  cultivators,*'  and  are  usually  distin- 
guished by  an  additional  term  indicating  the  kind  of  crop  they 
are  intended  to  cultivate.  Thus  we  have  "corn-cultivators," 
"cotton-cultivators,"  etc  Double  cultivators  are  arranged  so 
that  the  outside  teeth  may  be  adjusted  in  width  to  suit  The 
width  of  the  rows  of  the  crop.  In  Fig.  63  is  shown  a  hand- 
cultivator,  the  two  outside  rows  of  teeth  being  adjustable  in 
width  to  suit  the  width  of  the  crop-rows  by  means  of  the  slotted 
a$ays  in  the  rear,  which  are  held  by  the  set  screw  shown. 

In  Fig.  64  is  represented  a  cultivator  having  a  gauge-wheel 
adjustable  upon  the  draught-beam,  and  also  a  roller.  By  these 
devices  .the  depth  at  which  the  implement  works  in  the  ground  is 
adjusted.  The  cultivator  shown  in  Fig.  66  has  iron  side-beams 
so  curved  that,  as  they  are  expanded  or  contracted  by  loosening 

the  iron  keys  that  confine  the  teeth  in  their  places,  the  latter  are  moved  forward  or  back  to  a  point 

that  will  again  cause  them  to  work  parallel  with  the  centre-beam,  and  at  equal  distances  from  the 


others. 


51 


There  is  also  one  pair  of  moulds  calculated  to  work  in  the  rear,  in  form  like  small  ploughs,  throw- 
nig  the  earth  in  opposite  directions,  and  fitting  alike  both  side-beams ;  they  may  be  placed  to  throw 
the  earth  to  or  from  the  centre,  or  rows  of  vegetables. 
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The  cultivator  sbown  in  Fig.  66  is  adapted  to  loosen  the  surface  of  the  soil  and  destr 
The  draught-rod  is  connected  to  the  centre  of  the  beam  to  render  the  operation  of  the  machi 


^mmr 


and  facilitate  the  regulation  of  the  depth  to  which  the  t«eth  enter  the  soil.    fig.  67  is  a 
and  hiller.    The  soil  loosened  by  the  teeth  is  thrown  against  the  plants  by  a  rear-share.    Th< 

the  hiller  and  of  the  teeth  is  adjustable  t 
57.  duty.    Fig.  68  represents  an  improTcd  wl 

vator  operating  between  rows  of  com.  T 
frame  is  pivoted  to  the  axle,  and  the  hand 
tached  on  each  side  the  ploughs,  when  ] 
eration  are  suspended  from  the  hooks  she 
ploughing  out  between  narrow  rows  th 
or  double-mould  plough  represented  in  J 
used.  It  is  also  employed  for  opening 
plant  potatoes.  Fig.  60  is  a  double-mou 
or  cultivator  for  sugar-cane.  The  raould-l 
made  to  expand  to  suit  the  width  of  i 
The  double  share  cuts  off  a  surfacc-sli 
soil,  and  the  wings  or  mould  -  boards  1 
same  up  to  the  cane-plants.  Fig.  61  is  a 
row  plough  of  English  construction,  des 
steam-cultivation,  and  the  notable  feature  in  it  is  the  admirably  simple  means  provided  for 
the  widths  of  the  furrows.    The  implement  has  the  rigid  frame  which  is  so  essential  in  st 

68. 
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Ttdog  implementa,  while  the  alteration  of  the  width  of  the  farrows  is  effected  by  means  of  wedges, 
wliicii  throw  the  ploughs  at  different  angles  to  the  frames.  The  employment  of  wedges  in  this  way 
does  away  with  the  necessity  for  bolts  or  screws,  and  makes  a  thoroughly  rigid  fastening,  while  at  the 
tame  time  erery  facility  is  afforded  for  adjusting  the  width  of  furrow  veiy  quickly. 

9U 


Fig.  62  is  a  type  of  the  cultivators  similar  in  construction  to  the  doable-mould-board  ploogh.  The 
object  is  to  throw  the  earth  on  each  side,  the  wings  A  BaX  the  sides  being  provided  to  alter  the 
width  of  the  mould  to  suit  that  of  the  cross-rows.  The 
pieoe  C  is  also  removable,  so  that  part  of  the  earth 
may,  if  desired,  fall  between  the  moulds  instead  of  being 
delivered  at  the  sides. 

4.  JmpUmerUa  for  gaihtring  CropB, 

Mcmen. — The  essential  parts  of  a  mower  are  suitable 
driving,  wheels  upon  which  it  travels,  and  from  which 
motion  is  transmitted  to  the  catting  apparatus ;  a  main 
frame  supporting  the  mechanical  movements ;  the  cutting 
apparatus  consisting  of  a  finger  or  cutter  bar  and  a  recip- 
rocatmg  scythe ;  levers  or  handles  by  means  of  which  the 
driver  can  put  the  machine  in  or  out  of  gear,  and  lift  the 
cuttiDg  ^)p«rata8  to  pass  obstructions ;  jointed  or  flexible  connections  between  the  finger-bar  and 
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frame,  allowing  the  cutting  apparatus  to  conform  to  the  undulations  of  the  surface  of  the  ground  in- 
dependently of  the  main  frame,  and  admitting  of  the  folding  over  of  the  cutting  apparatus  on  to  the 
frame  when  traveling  on  the  road  so  as  to  stow  it  out  of  the  way  in  a  compact  shape ;  appliances  at 
each  end  of  the  finger-bar  for  regulating  the  height  of  the  stubble,  and  mechanical  means  of  throw, 
ing  the  mechanism  operating  the  cutter-bar  in  or  out  of  motion.  The  diameter  of  the  driving-wheels 
(A^  Fig.  63)  is  usually  about  80  inches.  Hence  it  follows  that  one  revolution  of  the  wheel  carries  the 
machine  forward  94.28  inches.  The  scythe  sections  project  forward  2  inches,  so  that  they  must  have 
a  sufficient  number  of  vibrations,  which  (multiplied  by  the  2  inches)  will  cut  over  all  the  ground  trav- 
ersed.  Now,  as  the  machine  represented  has  61.6  vibrations  to  one  revolution  of  the  driving-wheel,  the 
cut  made  equals  (51.6  multiplied  by  2  equals  103.2,  which  less  94.28  equals)  8.92  inches  more  than  the 
actual  distance  traveled  by  the  machine.  These  vibrations  are  obtained  by  multiplying-gear  which 
cause  the  shaft  driving  the  scythe  (through  the  medium  of  a  crank-disk  and  connecting-rod)  to  re- 
volve the  necessary  number  of  revolutions  faster  than  the  wheels  A, 

In  fig.  63,  ^  ^  are  the  wheels  upon  which  the  machine  travels,  the  lugs  or  projections  shown 
upon  the  periphery  of  each  being  provided  for  the  purpose  of  enabling  the  wheels  to  take  a  firm 
bold  of  the  ground.  This  is  necessary,  because  the  r^prooating  motion  necessary  to  the  cutting- 
knives  is  obtained  either  by  gear-wheels  attached  to  the  shaft  upon  which  the  wheels  A  A  revolve, 
or  by  the  said  wheels  themselves  containing  an  internal  gear-wheel.  In  either  case  the  gear  or  tooth 
wheel  actuates  the  parts  which  operate  the  cutter-scythe.  Hence  it  follows  that  if  the  wheels  A  A 
were  to  slide  over  the  ground  and  not  revolve,  the  operation  of  the  scythe  would  cease,  and  the  ma- 

64. 


chine  would  pass  over  the  herbage  without  mowing  it  The  framework  carrying  the  mechanical  move- 
ments necessary  to  the  operation  of  the  machine  is  carried  by  means  of  suitable  bearings  upon  the 
axle  connecting  the  wheels  A  Aj  and  upon  this  framework  there  is  provided  a  seat  for  the  operator. 

The  levers,  or  handles,  by  which  the  operator 
6S.  throws  the  cutting-knives  into  or  out  of  operar 

tion,  or  raises  or  lowers  the  cutting-device,  are 
convenient  to  the  hand.  The  machine  shown 
in  Figs.  63,  64,  65,  and  66,  is  known  as  the 
Buckeye  mower,  the  driver's  seat  being  re- 
moved to  show  the  arrangement  of  the  mechan- 
ical parts  the  more  distinctly.  The  wheels  A 
A  are  not,  in  the  mower  under  consideration, 
fast  upon  the  axle  By  so  that  when  the  ma 
chine  is  in  transit  to  or  from  the  field  of  openr 
tions  the  wheels  revolve  independently,  and  are, 
therefore,  the  only  parts  in  motion.  When, 
however,  the  machine  is  in  position  ready  to 
operate  they  are  connected  to  the  axle  -5,  in 
the  following  manner :  Fast  to  the  axle  B  are 
the  ratchet-wheels  C,  and  attached  to  the  side 
of  each  of  the  wheels  ^  -4  are  two  pawls  or 
catches,  each  pivoted  at  one  end,  so  that  the 
other  end  may  engage  or  disengage  with  the 
teeth  of  the  ratchet.  To  retain  the  pawl  in  fixed,  engaged,  or  disengaged  position  there  is  provided 
a  spring  which  is  shown  at  E,  Another  advantage  of  this  arrangement  is,  that  when  the  horses  are 
backing  (in  which  operation  they  cannot  exert  much  power),  they  are  relieved  of  the  duty  of  moving 
the  working-gear  of  the  machine. 

To  drive  the  shaft  /  (Fig.  63)  two  methods  of  gearing  have  been  applied.    In  the  first  (Fig.  63) 
the  bevel-gear  D  drives  a  pinion  upon  a  short  shaft  having  at  its  other  end  a  pinion  geared  to  the 
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pbioa  0  in  Fig.  67,  which  figure  is  a  plan  view  of  the  part  H  in  fig.  63.  In  the  second  method 
^Iga.  65  and  66)  the  bevel-wheel  D  gears  direct  to  the  pinion  O, 

Fistopon  Uie  axle  B  is  the  bevel- 
gear  wheel  D  (Fig.  661  which  engages  W. 
vith  the  bevel-pinion  (/,  the  latter  being 
fonned  in  one  casting  with  the  internal 
gear  H.  This  ar- 
rangement  is  con- 
structed in  order 
that,  the  bevel-gear 
having  71  teeth,  or 
cogs,  and  the  bev- 
el-pinion having  12 
teeth,  Uie  revolu- 
tions of  the  ktter'may  be  5.91  to  one 
of  the  former;  and  the  internal  gear  H 
haTingiS  cogs,  and  the  spur-pinion  bav- 
iog  11  ooga,  the  revolutions  of  the  lat- 
ter are  4.36  times  those  of  the  former. 
Upon  the  shaft  /,  fig.  68,  at  the  end  JT, 
is  a  crtnk-disk  shown,  carrying  a  crank- 
I»n  which  communicates  reciprocating 
modoQ  to  the  rod  which  is  pivoted  at 
that  end  of  the  scathe-bar,  thus  also  im- 
parting a  reciprocating  motion  to  the 
latter.  Thos  it  will  be  noted  that  the 
multiplication  of  scythe  reciprocations 
over  the  wiieel  revolutions  is  obtained 
in  two  places:  first  between  the  wheels 
Dand  &,  and  next  between  the  wheel  H 

aod  its  pinion.  All  these  wheels  are  cased  in  to  prevent  them  from  becoming  clogged  or  entangled  with 
herbage.  NN^  Fig.  63,  is  the  iron  frame  swung  by  beariDgs  upon  the  axle  S^  and  carrying  the  parts  so 
ht  described ;  if  is  a  wrought-iron  hinge-bar  connecting  the  cutting-device  to  the  frame  iV,  to  which 
it  is  hinged  beneath ;  while  0  is  a  brace  attached  rigidly  to  Jf,  and  hinged  to  the  frame  N  at  its  other 
end.  The  joints  of  the  hinges  by  which  both  if  and  O  respectively  are  attached  to  the  frame  N  are 
parallel  one  with  the  other  and  also  with  the  shaft  /,  an  arrangement  which  permits  of  the  cutting-device 
bang  raised  and  lowered  without  the  intervention  of  a  double  or  universal  joint.  It  is  obvious  that 
the  cQtting-device  (as  we  have  termed  that  part  of  the  machine  which  consists  of  the  finger-bar, 
Mjthe4)ar,  and  the  attachments  at  each  end  thereof)  must  be  lifted  out  of  the  way  when  it  is  re- 
quiied  to  pass  over  an  obstruction,  and  for  this  purpose  the  lever  Q  and  its  attachments  are  provided. 
Upon  the  dran^t-pole  P  is  the  ratchet  casting  shown  in  Fig.  68,  and  upon  the  projecting  pin  shown 


therein  fits  the  hole  shown  in  the  lever  Q,  illustrated  in  fig.  69 ;  the  catch  R  engages  and  disengages 
G  (by  operating  the  latch  8)  with  the  teeth  of  the  ratchet  shown  in  fig.  68.  To  the  eye  shown 
at  Ta  diain  is  attached,  the  lower  end  of  the  cham  being  fast  to  the  hinge-bar  if,  in  Fig.  63,  so  that, 
by  operating  the  lever  Q,  the  bar  M  may  be  raised  to  the  requisite  height  and  detained  there  by  the 
eatdi  R  engaging  with  the  ratchet. 

We  now  come  to  the  cutting-device,  which  consists  essentially  of  a  bar  of  iron,  to  which  are  fixed 
flke  entting-kidves,  and  which  is  termed  the  scythe ;  a  bar  to  which  are  fixed  the  stationary  cutters, 
and  whidi  is  termed  the  finger-bar ;  a  mechanical  device  at  each  end  whereby  to  regulate  the  height 
of  the  scythe  from  the  ground,  and  means  of  permitting  the  scythe  to  lay  in  a  plane  parallel  with  the 
waxtMot  of  the  ground. 

In  Fig.  70  is  shown  the  scythe,  the  eye  at  A  being  that  to  which  the  rod  JT  in  Fig.  63  is  attached, 
00  as  to  impart  the  reciprocating  motion ;  and  in  Fig. 
71  (foreground)  is  shown  the  finger-bar,  formed  of 
a  loies  of  fingers  attached  to  a  bar.  These  fingers 
serve  a  fourfold  purpose.  They  are  stationary,  and 
have  a  slot  which  forms  a  guide,  wherein  the  scythe 
reciprocates,  and  is  thus  maintained  in  proper  posi- 
tioD ;  the  finger-points  passing  in  advance  of  the  knives  into  the  herbage  hold  the  same  while  it  is  be- 
ing cut,  and  they  act  as  guards  to  protect  the  knives  from  becoming  damaged  by  contact  with  stones 
or  other  foreign  substances,  while  at  the  same  time  they  hold  the  lower  or  stationary  knives. 

The  finger-^r  and  the  scythe  are  held  at  each  end  by  castings  termed  shoes,  of  which  the  one  nearest 
the  bar  if,  in  fig.  63,  is  called  the  inside,  and  the  one  at  the  other  end  the  outside  shoe.    To  these 
shoes  are  attach^  the  devices  which,  when  adjusted,  keep  the  guard-fingers  the  desired  height  from 
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the  ground.    This  is  accomplished  on  the  mside  shoe  of  the  wheel  IT,  shown  in  Fig.  68,  whi. 
jostable  for  vertical  height  in  a  slot  provided  in  the  shoe.    By  raising  the  wheel  W  the 


height  between  the  bottom  of  that  wheel  which  runs  upon  the  ground,  and  the  guard-fingers, 
ished,  and  vice  versa.  The  same  result  is  attained  on  the  outside  shoe  by  adjusting  the  heigl 
foot  of  the  same  from  the  finger-bar. 

In  the  outside  shoes  are  also  carried  the  track-clearers  shown  in  fig.  71,  at  the  end  of 
These  cause  the  herbage,  when  mown,  to  fall  clear  of  that  uncut,  thus  leaving  a  clear  space  bet 
two.  In  addition,  however,  the  inside  shoe  performs  another  and  an  important  duty,  as  folio 
cutting-device  requires  to  cant  or  tilt  to  suit  the  conformation  of  the  land  beneath  the  guan 
and  it  follows  that  the  connection  between  this  device  and  the  bar  must  be  such  that  while  th 
can  follow  the  above  conformation  it  can  yet  be  lifted  bodily  to  pass  an  obstruction.  These 
are  attained  as  shown  in  Fig.  72,  in  which  ^  is  a  section  of  the  shoe,  B  is  the  end  of  the  f 

attached  to  the  shoe,  M  is  an  cdgi 
the  bar  M  shown  in  Fig.  63,  C  is  1 
to  raise  the  same,  and  (?  is  a  lu^ 
Now,  the  distance  allowed  betweei 
of  the  gag  O  and  the  undemeatl 
the  bar  M  is  sufficient  to  permit  tl 
bar  to  lie  at  any  angle  necessary  tc 
slope  of  the  land  ;  but  when  it  is 
to  raise  the  same  to  pass  an  obs 
the  following  action  takes  plac 
weight  of  the  cutter-bar  is  in  the 
of  the  arrow  D  ;  hence,  when  the 
raised  (in  the  direction  of  the  arro 
the  chain  C,  the  outside  shoe  rcma 
the  ground  until  the  top  of  the  ga 
tacts  with  the  face  of  the  bar  Jf,  whereupon  the  whole  cutting-device  raises  up  to  a  hcig 
mined  by  the  distance  the  lever  M  is  moved. 

The  cutting-device  or  mowing-part  of  the  machine  is  shown  in  Fig.  71.  The  scythe-knivei 
laterally  on  the  finger-guards  and  above  the  lower  knives.  A  cutting-edge  is  given  to  the  kni 
in  the  fingers  by  beveling  off  the  bottom-face  edge,  while  the  cutting-edge  for  the  upper  c 
knives  is  formed  by  beveling  off  the  top  face  at  the  edges.  For  cutting  grass  or  other  grc 
age,  the  edges  of  the  knives  are  plain,  but  for  cutting  grain  the  knives  are  given  a  sickle-ed 
is  to  say,  the  beveled  face  of  the  knife  is  serrated  to  form  fine  teeth.  The  sickle-edged  V 
not  serve  for  grass-mowing,  but  is  preferred  for  grain,  because  it  retains  its  cutting-edge  withe 
ins,  t^us  saving  that  labor. 

When,  however,  the  grain  is  to  be  cut  sufficiently  near  the  ground  that  the  knives  come  i 

tact  with  weeds  or  other  green  herbage,  plain  knives  must  be  used,  as  sickle-knives  would 

clogged.    The  cutting  angle  for  scythe  sections  or  knives  is  about  60",  and  for  sickle-edges  a 

The  variations  in  the  construction  of  all  mowing-machines  consist  of  mechanical  devices  ai 
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,  designed  to  effect  the  objects  herdn  described.    In  the  machine  here  illustrated,  the  mowing 

k  performed  in  front  of  ti^e  driving-wheels  A  A,  while  in  others  it  is  performed  in  a  line  with  the 
axle  i?,  and  in  jet  others  still  farther  to  the  rear  of  the  side.  In  some  cases,  also,  the  frame  UN, 
Fig.  68,  is  made  to  adjust  out  of  the  line  of  draught,  so  that  the  points  of  the  finger-guards  may  depress 
toward  or  cant  from  the  surface  of  the  sward.  In  all  mowing-machines  the  cutting-device  is  either 
made  to  lift  and  stand  vertical,  or  else  to  fold  over  to  the  frame  of  the  mower,  in  order  to  be  out  of 
the  waj  during  transportation  from  place  to  place. 

78. 


In  Fig.  73  is  shown  Wm.  Anson  Wood's  mower,  in  which  an  internal  gear-wheel,  provided  upon  the 
mam  wheel,  drives  the  cutter-bar. 

Reopen  or  harvesting-machines  are  used  for  cutting  grain-crops.  They  either  deliver  the  grain  to 
one  side  in  gavels  ready  to  bind  into  sheaves,  or  elevate  the  gavels  upon  a  platform  where  two  opera- 
tors bind  them  into  sheaves  by  hand.  An  attachment  is  often  provided  whereby  the  machine  suc- 
cessfully performs  the  binding  of  the  sheaves  automatically  with  wire  before  delitering  them. 

The  essential  parts  of  a  reaper  are :  the  cutting  arrangement,  similar  in  design  to  that  of  mowing- 
machines  (except  that  in  many  cases  sickle-knives  in  place  of  plain  knives  are  used) ;  sweep  or  table 
rakes  to  convey  the  grain  to  and  from  the  machine ;  and  mechanical  means  to  regulate  the  delivery  of 
the  gavels,  so  that  the  size  of  the  same  shall  be  sufficient  for  binding  even  in  spots  or  plaoes  upon  the 
land  where  the  crop  is  very  light  Many  of  these  machines  are  constructed  so  that  the  various  devices 
for  raking,  sweeping,  gathering,  or  delivering,  may  be  detached,  leaving  the  machine  a  simple  mower. 

The  term  ^  Harvester  "  originated  in  the  Western  States,  and  was  applied  to  distinguish  machines 
which  bound  the  grain  from  those  which  simply  delivered  it  in  gavels.  In  Figs.  74  and  76  is  shown 
the  Champion  mower  and  reaper,  with  the  names  of  the  various  parts  marked  thereon.  The  reaping 
part  of  the  machine  consists  of  the  device  above  the  large  shoe,  which  is  for  operating  the  rake-arms 
and  the  wooden  framework,  and  its  attachments  whereon  and  whereby  the  grain  is  gathered  and  de- 
fivered  in  gavels.  The  chain-wheel  is  fast  to  the  upright  spindle,  to  which  the  rake-arms  are  pivoted 
or  hinged,  and  is  driven  by  a  chain  passing  around  another  chain-wheel  attached  to  the  main  axle 
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of  the  machine.    To  the  rake-arms  are  attached  rollers  nmning  upon  an  inclined  pathv 
cam.    The  plane  of  this  pathway  is  arranged  so  as  to  lower  the  rake-arm  to,  and  lift 

7ft. 


table,  to  rake  the  grain  on  to  and  off  from  the  table— the  rake-guide  being  provided  to  | 
rake  from  contact  with  the  finger-bar. 

The  rake-arms  may  be  permitted  to  sweep  a  gavel  of  grain  from  the  table  at  each  desc 
be  made  to  carry  the  grain  on  to  the  table,  and  allow  it  to  remain  there  until  sufficient  is  e 
to  form  a  gavel,  when  the  rake  may  be  allowed  to  sweep  it  off.  The  arrangement  by  mea 
this  is  accomplished  is  the  switch  shown  in  Fig.  75,  operated  by  means  of  the  treadle-crar 
chain  shown  in  Fig.  74.  The  switch  acts  to  raise  the  roller-path,  lifting  the  rake-arm  and 
it  has  time  to  rake  the  gavel  from  the  table.    When,  however,  sufficient  grain  has  aocv 

7a 


form  a  proper-sized  gavel,  the  switch  moves  out  of  the  way,  and  the  rake  sweeps  the  gave 
table ;  and  in  this  manner  the  size  of  the  delivered  gavel  can  be  reg\ilated  by  the  operator. 
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Mr.  John  Coleman,  an  English  judgpe  at  the  Centennial  Exhibition,  sajs,  referring  to  this  class  of 
machines,  in  his  report  to  the  English  Goyemment:  "A  word  or  two  as  to  table-rakes  may  not  be  out 
of  place,  scdng  that  this  form  of  reaper  is  unknown  in  England.  The  ordinary  sweep-rake  is  replaced 
by  a  jointed  rs^e,  which  travels  in  a  given  orbit  on  the  table  or  platform,  being  driven  by  universal- 
j(nnt-and-bevel  gearings,  the  direction  of  travel  being  regulated  by  a  cam  screened  from  the  grain  by 
i  shield.  The  advantages  claimed  for  this  invention  are  reduction  of  draught  and  superior  form  of  the 
grain  for  bmding.  The  rake,  when  uncontrolled,  works  continuously  but  can  be  arrested  at  any 
pmnt  by  t  leverage  from  the  driver's  foot  This  is  a  desirable  feature,  allowing  of  uniform  sheaves 
for  i  variable  crop.  The  disadvantages  appear  to  be  that,  as  the  rake  compresses  at  the  comer  of 
the  table,  there  is  some  risk  of  shedding  when  over-ripe ;  also,  that  the  compact  nature  of  the  sheaf 
interferes  with  the  drying  influence  of  sun  and  wind,  so  important  when  grain  is  cut  in  a  green  con- 
dition ;  and,  lastly,  the  table-rake  is  not  suitable  for  very  heavy  crops,  especially  if  the  straw  is  long.** 

In  Fig.  76  is  shown  the  Buckeye  mower  and  reaper,  with  dropping  attachment  In  machines  of 
thffl  class  a  revolving  reel  instead  of  sweep-rakes  is  iBmployed,  and  the  gavels  are  dropped  in  the  rear 
of  the  machine.  The  duty  of  the  reel  is  to  press  the  grain  to  the  knives,  and  hold  it  while  being  cut 
hj  the  scythe.  The  dropper,  as  the  slotted  frame  behmd  the  cutter-bar  is  called,  is  raised  at  an  angle 
to  collect  the  grain,  and  is  lowered  by  hand  to  deposit  the  gavel. 

The  Walter  A.  Wood  binder  makes  a  bundle  or  sheaf  to  every  ten  feet,  if  allowed  to  work  auto- 
matically.   The  binder  can  be  removed  from  the  machine,  and  the  grain  bound  by  hand  upon  tables 

n. 


attached  for  the  purpose.    The  amount  of  duty  claimed  for  a  Walter  A.  Wood  harvester  with  binding 
attachment  is,  with  fair  grain  on  fair  ground,  from  ten  to  fifteen  acres  per  day. 

In  Figs.  11  and  78  is  shown  the 
VcCormick  harvester  with  self-bind-  T8. 

ing  attachment,  the  latter  showing  the 
binding  attachment  detached. 

The  details  of  the  McCorroick  sheaf- 
binder  are  represented  in  Figs.  79-86. 

The  binding  apparatus  is  fixed  at 
the  Bide  of  the  reaping  machinery. 
The  grain  as  cut  is  delivered  by  an 
endleas  band  to  the  elevators,  shown 
in  Fig.  79,  by  which  it  is  raised  and 
delivered  onder  the  guard  on  to  the 
platfonn.  Fig.  70  also  shows  the 
general  form  of  the  binding -arms 
ud  their  position  before  inclosing  a 
*heal  The  standard  carrying  the 
bindbg-arm  has  a  reciprocating  move- 
ment imparted  to  it,  by  which  it  is 
nwved  from  the  position  shown  in 
^  79  to  the  various  other  positions 
*own  SQocessively  in  Figs.  80,  81,  82, 
ete.  To  put  the  machine  into  work,  the 
wire  from  the  upper  spool  is  thread- 
ed mto  the  main  arm,  as  shown,  and 
jomted  to  the  wire  from  the  lower  spo 
P*'*  of  Fig.  85.  The  main  arm  may  n 
SI)  tnd  is  about  to  descend  through  the 
^%  ^  which  position  the  thumb  I— 
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of  the  wire,  op  that  from  the  upper  apool,  m  between  the  teeth  of  the  twister,  so  that  the  two  parts 
of  the  wire  are  between  opposite  teeth  in  the  twister.    The  standard  now  begins  to  return  to  the 


80. 

•««CMa   latmim    p»nrt»w 
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position  shown  in  Fig.  79,  and  in  its  rectilinear  moyement  the  teeth  of  two  wheels  shown  in  Fig. 
86  engage  in  a  rack  by  which  they  are  reTolved,  and  in  their  revolution  they  move  the  two  steel 
wheels  which  form  the  twister  and  the  cutter,  a  differential  moyement  being  given  to  them  by  the 
difference  in  the  number  of  teeth  in  the  main  wheels,  so  that  the  twister-teeth  gradually  overlap  after 
several  revolutions  by  one  revolution  of  the  main  wheels.  ^  As  seen  in  Fig.  82,  the  sheaf  is  inclosed, 
both  parts  of  the  wire  are  in  the  twister-teeth,  and  the  latter  now  begin  to  revolve. 

Fig.  83  shows  the  position  after  the  first  twist,  and  Fig.  84  shows  the  twist  completed,  and  the 
wire  cut  off,  the  wheels  having  assumed  the  position  shown  in  Fig.  86,  and  the  standaid  having 
nearly  returned  to  the  position  of  Fig.  79.  Fig.  80  shows  the  position  of  both  arms  after  the  sheaf 
is  bound,  but  before  it  is  released.  Each  successive  sheaf  passes  the  last  one  off  the  platform. 
Now,  it  will  have  been  seen  that  the  wire  has  been  joined  by  twisting  both  above  and  below  the 
twister,  so  that,  though  cut  off  in  one  place,  the  wire  is  by  thb  join  continuous  from  lower  to  upper 
spool,  as  seen  in  Fig.  84.  When  the  arm  begins  to  rise  again,  the  lower  wire,  as  seen  in  Fig.  79,  is 
pulled  to  the  position  seen  in  the  lower  part  of  Fig.  86,  and  as  the  arm  still  rises,  the  wire  is 
pulled  in  between  the  twister-teeth,  as  shown  by  the  light-dotted  lines.  Now  it  becomes  necessary 
to  get  the  wire  to  the  position  shown  in  the  dark-dotted  lines,  or  to  that  shown  in  Fig.  81,  and  to 
effect  this  the  twister-wheels  receive  a  half-revolution,  obtained  by  the  meeting  of  a  projecting  arm 
and  two  studs  on  the  main  cog-wheels,  during  the  latter  part  of  the  return-movement  of  the  stand- 
ard, which  it  will  be  seen  carries  all  this  mechanism.  The  projecting  arm  thus  gives  the  wheels  a 
push  farther  round.  The  wire  is  now  in  the  position  shown  in  Figs.  79,  81,  and  86,  and  the  whole 
is  ready  to  recommence  the  binding  operation. 
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The  following  is  a  sidnmaiy  of  the  dynamometer  tests  of  sheaf-binders  made  at  the  Royal  Agri- 
coltoral  Society  in  August,  1877 : 


Width  of  eat,  with  toy 

•^  against  lay 

•*  arenge 

Height  of  stabble 

Sld«-<lnaght,  with  ky 

*^  against  lar. 

Ifiaii  drangfat  (In  lbs.),  with  lay 

**  against  lay 

••  average 

Ifiaii  draoght  (In  Ibs-X  per  inch  width  of  cut,  i 

with  lay f 

MesD  draoght  (In  lbs.),  per  inch  width  of  cut,  ( 

Mean  dnin^'t'(in'lbft.),  per  Inch  width  of  cat,  I  i 

aTeiage J 

Mesa  speed  in  miles  per  hoar 

Width  of  knife 

No.  of  sheavea  eat 

Total  weight  of  sbesTes 

Mesa  weight  of  each  sheaf. 


I  of  EzhlUtOT  in  Order  of  Trial. 


C.  H.  McConnick.  Walter  A.  Wood.       D.  M.  Otbon*  &  Co. 


Foot-poonda  of  work  per  lb.  of  com  cut,  or 
height  to  which  eora  most  be  raised  to  r« 
resent  work  done  In  catting  and  binding 


t,orl 


56  in. 
52  in. 
55  In. 

Sin. 
8Mb. 
261b. 

464 

471 
467.5 

81b. 
9.061b. 

8.&81b. 

8.15 
5ft.6in. 

17 
2651b. 
15.6 

428.5 


60  in. 

61  in. 
56.5  In. 

6  in. 
151b. 
251b. 

468 

460 

464 

98.61b. 
7.54  lb. 

6.45  lb. 

8.00 
4  ft. 

21 
8nib. 
17.7 

420.7 


55.2  in. 
62  in. 
58.6in. 

7  in. 
851b. 

87.5 

486 

418 

452 

8.85  lb. 
6.75  lb. 
7.61b. 


5  ft  6  in. 

18 

16 
250 
178 


18.9 
10.8 


84 
428 
12.4 


468 


ArongM. 


461 


8.26 
8.12 


Lawn-Mowers, — ^The  use  of  these  machines  is  indicated  by  the  name.  The  essential  parts  of  the 
apparatus,  a  representative  of  which  is  shown  in  Fig.  87,  consist  in  the  wheels  and  frame,  the  rotary 
eatters,  and  a  stationary  knife  below,  and  multiplying  geariug  for  transmitting  motion  from  the 
wheels  to  the  cutters.    The  construction  is  such  that,  when  the  machine  travels  in  one  direction,  the 

87. 


cutters  are  operated,  and  when  moved  in  the  other  they  are  not.  The  machine  is  made  in  various 
sizes  to  adapt  it  for  hand-use,  or  to  enable  it  to  be  drawn  by  a  horse. 

PoUdo-Digger. — One  form  of  this  apparatus  is  illustrated  in  Fig.  88.  On  the  under  and  near 
side  of  the  centre  plough  ^  is  an  adjustable  bar  of  steel,  having  sharp-edged  wings,  and  fastened  to 
this  throughout  its  whole  length,  which  is  more  than  the  full  breadth  of  the  furrow,  are  a  number  of 
looped  and  branched  chains,  two  feet  or  more  in  length,  which  drag  on  the  bottom  *of  the  furrow, 
breddng  up  and  stirring  the  earth  that  falls  upon  and  through  them,  and  bringing  the  potatoes  to 
the  surface.  This  chain-bar  may  be  placed  higher  or  lower,  as  may  be  desired.  A  coulter,  blunt- 
pointed  and  round-edged,  is  attached  to  the  beam,  and  opens  the  hills  at  the  right-hand  side,  clearing 
away  the  bmes,  and  placing  them  over  to  the  left  of  the  plough,  which  follows,  turning  the  hills  up. 
The  two  rods  B  C  are  sufficiently  high  to  permit  the  earth  to  pass  between  them,  while  they  cause 
the  weeds  to  pass  to  one  side.  The  wheels  D  D  steady  the  implement,  and  also  serve  as  gauge- 
wheels  to  regulate  the  depth  to  which  the  plough  enters  the  soil. 

Ua^edden  are  used  to  turn  the  hay  as  it  lies  on  the  meadow,  in  order  to  dry  it  preparatory  to 
stacking.  In  the  tedder  illustrated  in  Fig.  89  the  main  wheels  contain  a  gear-wheel  driving,  through 
the  medium  of  pinions,  cranked  shafts  carrying  forks.  Each  fork  is  connected  at  its  centre  and  at 
its  end  to  a  crank  upon  the  upper,  and  one  upon  the  lower,  shaft.  The  upper  shaft  is  operated  by 
gears  connected  with  the  lower  one.  The  whole  framework  carrying  the  forks  and  gearing  swings 
upon  the  bearing,  supporting  it  on  the  axle.    The  draught-frame  is  secured  to  the  latter  by  separate 
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bearings ;  hence  to  alter  the  distance  at  which  the  forks  approach  the  surface  it  is  necessi 
change  the  position  of  the  fork-canying  frame  with  relation  to  the  draught-frame.     This 


89. 


plished  by  the  lever  shown  aWe  the  driver's  seat.    The  motion  of  the  forks  is  closely 
that  performed  by  hand  in  tossing  the  hay.    English  machines  usually  have  two  separate! 

frames  carrying  forks,  each  fork 
^'  one-half  of  the  width  between  tl 

The  direction  of  motion  of  the  i 
be  reversed,  so  that,  after  the  haji 
strewed  in  the  usual  way,  it  may  I 
backward.  A  machine  of  this  clas 
in  Fig.  90. 

Fig.  91  represents  an  Americai 
der  having  revolving  forks.    The 
is  revolved  by  multiplying  gear 
wheel-axle.      It  is  furnished  wit 
forks,  attached  to  a  light  reel  in  su 
ner  that  they  revolve  rapidly,  witl 
continuous,  and  uniform  motion, 
clogs,  may  be  easily  backed,  an 
passes  over  ordinaiy  obstructions,  without  any  attention  on  the  part  of  the  driver. 
Hay-tedders  «hould  be  used  on  the  meadow  about  three  times  a  day,  which  will  enable  t 
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to  cot  his  crop  in  the  morning,  and  4raw  it  in  the  same  day ;  giving  him,  also,  more  uniformly  dried 
and  better  hay. 

Hone  hait-rakes  gather  the  hay  preparatory  to  its  remoyal  from  the  meadows.  That  repre- 
sented in  Fig.  92  may  be  used  without  lifting  the  rake  or  stopping  the  horse.  It  has  a  double  row 
of  teeth,  pointing  each  way,  which  are  brought  alternately  into  use  as  the  rake  makes  a  semi-revolu- 
tion at  each  forming  windrow,  in  its  onward  progress.  They  are  kept  flat  upon  the  ground  by  the 
pressure  of  the  square  frame  on  their  points,  beneath  the  handles ;  but,  as  soon  as  a  load  of  hay 
has  collected,  the  h&ndles  are  slightly  raised,  throwing  this  frame  backward  off  the  points,  and  rais- 
ing them  enough  for  the  forward  row  to  catch  the  earth.  The  continued  motion  of  the  horse  causes 
the  teeth  to  rise  and  revolve,  throwing  the  backward  teeth  foremost,  over  the  windrow.  In  this 
way  each  set  of  teeth  is  alternately  brought  into  operation. 

An  improved  form  of  rake  is  represented  in  Fig.  93.  It  is  arranged  with  a  sulky,  so  that  the 
operator  can  ride.  The  spring-teeth  gather  the  hay  and  retain  it  until  the  driver,  by  pulling  the 
vertical  lever,  lifts  the  teeth  and  discharges  it.  The  horizontal  bars  projecting  through  the  teeth 
keep  the  hay  from  rising  with  them,  thus  insuring  its  complete  discharge.  Fig.  94  shows  another 
form  of  spring-tooth  rake,  the  teeth  of  which  are  made  of  stiff,  elastic  wiro,  on  the  points  of  which 


the  rake  runs ;  they  bend  in  passing  an  obstruction,  and  spring  back  into  their  place  again.  The 
rake  is  unloaded  by  simply  lifting  by  the  lower  handles,  the  upper  ones  being  intended  for  holding 
and  guiding ;  the  rake  is  light,  and  about  one-half  the  weight  sustained  by  the  horse. 

Hay-noteps  are  essentially  large,  stout,  coarse  rakes,  with  teeth  projecting  both  ways,  like  those 
of  a  common  revolver ;  a  horse  is  attached  to  each  end,  and  a  boy  rides  each  horse.  A  horse  passes 
akmg  each  side  of  the  windrow,  and  the  two  thus  draw  this  rake  after  them,  scooping  up  the  hay  as 
tbey  go.  When  500  lbs.  or  more  are  collected,  they  draw  it  at  once  to  the  stack  or  bam,  and  the 
horses  taming  about  at  each  end,  causing  the  gates  to  make  half  a  circle,  draw  the  teeth  backward 

96. 


from  Ae  heap  of  hay,  and  go  empty  for  another  load — the  teeth  oix  opposite  sides  being  thus  used 
alternately.    In  Fig.  95  the  apparatus  is  shown  separate,  and  in  Fig.  96  in  operation. 


97. 
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Hay-hadififf  madUnea  lift  the  hay  upon  vehicles.  The  Douglas  machine,  shown  in  Kg.  97,  consists 
of  a  frame  hinged  to  the  rear  of  the  wagon,  and  suspended  by  chains,  by  which  it  can  be  raised  and 
lowered  at  will.  Upon  the  hinged  frame  stands  an  upright  frame,  carrying  roll(»rs  at  its  top  and  bot- 
tom. Around  the  rollers  pass  leather  belts,  armed  with  steel  spurs,  which  pick  up  the  hay  as  the 
wacon  passes  over  it    The  lower  rollers  are  rotated  by  chain-gear  from  the  rear  axle  of  the  wagon. 

Borse  hay-forks  are  also  used  to  facilitate  the  loading  and  unloading  of  hay.  Fig.  98  shows  Glad- 
ding's  fork,  in  which  a  hinge-joint  is  placed  at  the  connection  of  the  head  and  handle,  so  that  at  any 
moment,  by  a  jerk  on  the  coitl  which  passes  through  a  bore  in  the  himdle,  the  fork  is  dropped,  and 
the  load  allowed  to  fall  on  the  stack  or  wagon,  as  shown  in  the  lower  figure.    Another  form  of  fork 

adapted  for  lifting  hay  into  bam-win- 
•*•  IW.  dows,  etc.,  is  represented  in  Fig.  99,  in 

which  the  mode  of  operation  is  plainly 
shown. 

A  double  hay-fork  is  represented  in 
Fig.  100,  and  another  in  Fig.  101,  which 
consists  of  two  three-pronged  forks  con- 
nected by  a  hinge.  Fig.  102  shows  a 
simple  clamp  for  attaching  this  fork  to 
a  beam.  It  is  raised  and  lowered  by  the 
double  ropes  passing  over  two  fixed  pul- 
leys and  the  one  on  the  elevator—the 
horse  moving  twice  as  fast  as  the  load  is 
raised. 

For  pitching  hay,  or  any  material 
which  hangs  well    together,  harpoon- 
forks  work  most  rapidly,  but  they  are  obviously  not  suited  for  short  straw. 

Walker's  harpoon  is  a  straight  bar  of  metal,  appearing  almost  as  simple  as  a  crowbar  (Fig  108). 
Its  point  is  driven  into  the  hay  as  far  as  desired,  when  a  movement  at  the  handle  is  made,  which 

turns  up  the  point  at  right  an- 
101.  gles  (Fig.  104),  enabling  it  to  l<«. 

lift  a  large  quantity  of  hay. 
A  modification  has  spurs, 
which  are  thrown  out  on  op- 
posite sides.  The  combined 
fork  and  knife  invented  by 
Eniffen  and  Harrington  is  an 
excellent  hay-knife  when  fold- 
ed, as  shown  in  Fig.  106,  and 
'  an  efficient  elevator  when 
opened,  as  shown  in  Fig.  106. 
At  a  trial  in  Auburn,  New 
York,  this  fork  discharged  a 
load  of  hay  weighing  2,800 
pounds,  over  a  beam,  in  two 
minutes. 

Fig.  10*7  represents  a  hay- 
stacker, which    first  elevates 
the  hay,  and  then  swings  it 
around  over  the  stack,  dropping  it  where  desired.    The  horizontal  motion  of  the 
crane  is  effected  as  follows :   Two  ropes  are  attached  to  the  whippletree ;  one,  a 
strong  one,  to  elevate  the  hay,  running  on  the  pulleys  at  B^  C,  and  2)  /  and  the 
other,  a  smaller  one,  passing  the  swivel-pulley  at  ^,  on  the  end  of  the  lever  Bj  ex- 
tending from  the  foot  of  the  upright  shaft.    This  cord  then  passes  up  and  over  a 
pulley  above  the  weight  E,    The  weight  is  about  four  pounds,  and  is  attached  to 
the  end  of  the  smaller  cord.    At  the  same  time  that  the  horse,  in  drawing,  ele- 
vates the  fork  with  its  load  of  hay,  the  weight  E  is  raised  until  it  strikes  the  pulley,  when  the  power 
of  the  horse  becomes  applied  to  the  end  of  the  level  B,  causing  it  to  revolve,  and  swing  the  hay  over 
the  stack.    As  the  horse  backs,  the  weight  drops  again  to  the  ground,  taking  up  the  slack  rope 
from  under  the  horse's  feet,  and  the  weight  of  the  fork  causes  the  arm  of  the  derrick  to  revolve 
back  over  the  load.     The  intended  height  for  raising  the  hay,  before  swinging,  is  regulated  by 
lengthening  or  shortening  the  smaller  cord,  as  the  arm  will  not  revolve  until  the  weight  strikes  the 
pulley  under  the  head-block. 

6.  Implements  for  preparing  Crops, 

TJiraahing' Machine, — ^Thrashing  and  cleaning  machine.  Thrashing  and  separating  machine. 
Thrashing  and  winnowing  machine.  All  the  above  terms  are  applied  to  the  same  class  of  implement. 
The  operation  of  simply  thrashing  is  rarely  resorted  to,  since  the  additional  parts  necessary  to  perform 
the  winnowing  add  but  very  little  to  the  cost,  while  increasing  vastly  the  utility  of  the  machine.  The 
term  cleaning,  as  applied  to  thrashing  machines,  is  synonymous  with  the  term  winnowing.  The  term 
separating,  however,  is  applied  to  such  processes  as  separate  the  grain  from  the  straw,  and  all  such 
other  purifying  and  assorting  as  cannot  be  performed  by  the  simplest  process  of  winnowing.  Hence 
processes  which  separate  the  grain  into  divisions  of  equal  gravity  are  separating  processes,  while 
those  intended  simply  to  remove  matter  foreign  to  the  grain  itself  are  termed  cleaning  processes. 
The  first  and  simplest  processes  of  cleaning  and  separating  only  arc  performed  in  the  thrashing 
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■ndifaie— the  farther  deaning,  poliBUng,  and  separating  processes  being  done  by  the  miller.    See 
Mills. 

104.  108.  105.  106.  107. 


k 
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In  Fiff.  108  is  represented  a  sectional  view  of  an  excellent  thrashing  and  cleaning  machine,  the  de- 
sign of  Minard  Haider,  of  Cobleskill,  New  York.  In  this  machine  the  grain  is  fed  into  the  machine  as 
denoted  by  the  arrow  marked  1,  the  thrashing  operation  being  performed  conjointly  by  the  roller  A 
and  the  concave ;  thence  it  passes  to  the  separator  C7,  which  allows  the  loose  grain  to  fall  through,  while 
the  straw  passes  along,  finding  exit  as  denoted  by  the  arrow  2.   The  grain  and  chaff  passing  through  the 


106. 
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separator  fall  into  a  trough  and  thence  to  three  sieves  marked  respectively  2),  E,  and  F,  6^  is  a  re- 
volving fan  which  forces  a  current  of  air  between  the  sieves,  the  grain  falling  through  while  the  chaff 
sod  dust  are  carried  away  with  the  aur-current  produced  by  tlie  fan.    The  revolving  cylinder  A  is  pro- 
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vlded  with  a  series  of  spikes  arranged  spirally  in  rows  around  its  drcmnferenoe.  The  c< 
bar  standing  parallel  with  the  axis  of  the  cylinder  A^  and  contains  stationary  spikes,  and 
sage  of  the  straw  through  these  spikes  the  thrashing  is  performed.  The  spikes  beat  the 
loosening  the  grain  therefrom.  The  rotary  motion  of  the  cylinder  A  throws  the  grain  ai 
the  separator  (7,  and  to  maintain  an  even  feed  of  the  same  to  the  separator  the  beater  H  i 
consisting  of  a  revolving  shaft  carrying  three  wings.  This  serves  also  to  prevent  the  grain 
being  thrown  by  the  cylinder  A  too  far  forward  upon  the  separator  C,  In  the  rear  of  thi 
feeder,  and  equalizer,  as  it  may  be  more  properly  termed,  is  hinged  a  light  board  mark< 
duty  is  to  force  the  straw  lightly  down,  and  prevent  its  being  thrown  too  far  forward  by 
The  separating  device  is  shown  in  Fig.  109,  in  which  K  K  K  K  K  ktq  perforated  boar 
each  of  which  are  situated  the  blades  e.  These  perforated  boards  and  the  blades  are  opera 
cally,  the  motion  of  the  boards  being  in  a  direction  opposite  to  that  of  the  blades  c  ;  the  ] 
slightly  vertical  as  well  as  lateral,  so  that  during  the  reciprocating  movement  the  blades  ri 
through  the  separator-boards.  When  the  motion  of  the  blades  is  toward  the  arrow  2,  in  I 
blades  lift,  thus  carrying  the  straw  toward  that  end  of  the  machine.  The  blades  /  ar 
upon  their  upper  edges,  but  are  serrated  with  teeth  similar  to  saw-teeth,  the  front  of  the  ( 
the  rear  of  the  machine  so  as  to  hold  the  straw  on  the  one  stroke,  and  allow  it  to  pass  ovi 
ing  back  of  the  teeth  during  the  backward  motion.  In  addition  to  this,  the  upper  edge  of 
has  a  wave-like  form,  and  the  highest  part  of  one  blade  is  opposite  laterally  to  the  lowest 
next  one,  so  that  they  impart  to  the  straw  a  combined  zigzag,  vertical,  and  horizontal  mov 
ard  the  arrow  marked  2,  affording  ample  disturbance  to  the  straw  to  insure  the  falling  o 
therefrom.  The  double  crank  denoted  by  L  is  employed  to  operate  the  rod  J/,  which  is  atli 
separator,  and  also  the  rod  N  attached  to  the  trough  O,  The  separator  and  the  trough  arc 
by  links.  By  suitable  construction,  while  a  reciprocating  movement  is  given  to  the  separate 
an  horizontal  plane,  the  blades  are  made  to  receive,  in  addition  to  this  horizontal  movement, 
ously  with  the  separator,  a  vertical  movement  (up  and  down)  at  nearly  right  angles  in  rclal 
separator.  The  grain  after  falling  through  the  separator  to  the  reciprocating  trough  O  ti 
reason  of  the  motion  of  the  trough  and  its  own  gravity  to  the  end  P,  and  thence  falls  to  tl 
board  Q,  Upon  the  end  of  the  board  Q  is  a  row  of  forks  /,  whose  duty  is  to  prevent  f 
stances  from  falling  in  a  body  upon  the  first  sieve  D,  which  is  termed  the  chaffing-sieve.  ' 
sieve  E  carries  the  operation  of  cleaning  still  further.  The  sieve  D  is  coarsest,  and  has 
meshes  of  the  same  size  for  all  kinds  of  grain,  while  the  mesh  of  the  middle  sieve  is  vai 
size  and  shape  of  its  mesh  to  suit  the  grain.  For  buckwheat  and  barley  a  square  mes 
wheat,  rye,  and  oats,  a  mesh  longer  than  it  is  wide,  are  employed.  The  lower  screen  F  has 
than  the  others,  in  order  to  separate  seeds  and  small  grain.  The  cleaned  grain  falls  from 
into  the  grain-spout,  and  the  screenings  into  the  screening-drawer  at  F,  while  the  cha£F  and 
out  with  the  air-current  as  shown  by  the  arrow  8.  The  capacity  of  this  machine,  as  detcn 
test  in  Auburn,  New  York,  in  1866,  is  260  bundles  of  wheat-straw,  producing  11  bushc 
clean  wheat,  thrashed  in  40  minutes. 

In  Figs.  110  and  111  are  represented  an  English  thrashing-machine.    Fig.  110  is  a  side 
showing  the  framing,  stiffened  around  the  edges,  and  at  intervals  in  the  length,  by  platei 

110. 


shows  the  arrangement  of  the  pulleys  for  driving  the  drum,  shakers,  fan,  etc.  The  other  y 
a  longitudinal  section  through  the  centre  of  the  machine,  and  shows  clearly  the  arrangement 
shakers,  shoes,  barley-awners,  and  fan.  The  engravings  explain  the  arrangement  of  the 
thoroughly,  and  we  need  not,  therefore,  attempt  any  detailed  description,  but  confine  ourseh 
special  features  of  this  machine,  other  than  the  iron  framework  mentioned  above.  The  drui 
is  of  steel,  and  the  rings  placed  upon  it  are  slotted  out,  as  shown  in  Fig.  Ill,  to  receive  a  n 
iron  bars,  to  which  the  beater-plates  are  attached,  this  arrangement  being  found  preferable 
ducing  wood  beneath  the  beaters.    The  concave  at  the  back  of  the  drum  is  entirely  of  wroi 
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Tbe  shaken  consist  of  four  boxes,  the  straw-platforms  being  arranged  as  shown.  They  are  actuated 
bj  two  crank-shafts,  one  at  each  end,  connected  with  the  shakers  by  brackets.  The  cranks  are  pro- 
Tided  with  long  bearings,  and  a  collar  at  each  end,  oyer  which  the  top  bearing-block  overlaps,  to  keep 
out  the  dirt.  The  reciprocating  dressing-shoes  are  hung  on  spring  rods,  as  shown,  and  are  worked  by 
a  crank-shaft  similar  to  those  for  the  shakers.  The  whole  of  the  blast  employed  in  the  machine  is 
taken  from  one  fan,  shown  in  Fig.  Ill,  one  part  being  taken  under  the  riddle  of  the  main  dressing- 
■hoe,  and  the  other  thrown  upward  to  act  on  the  corn  as  it  passes  from  the  cleaner  to  the  screen. 


HI. 


Tbe  derators  are  entirely  within  the  machine,  and  lift  the  grain  from  the  reservoir.  It  will  be  noted 
that  the  main  difference  between  the  English  and  American  machines  consists  in  that,  in  the  former, 
revolving  flails  are  employed  instead  of  a  spiked  roller  and  concave.  In  England,  however,  the  straw 
is  used  for  thatching  bams  and  stacks,  so  that  it  is  desirable  that  it  should  leave  the  machine  un- 
broken. This  object  is  better  served  with  the  revolving  flails  than  with  the  spiked  rollers. 
Figs.  112  to  114  represent  Berdsell's  improved  machine  for  thrashing  and  hulling  clover.    The 
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thrashhkg-cylinder  D  has  four  rows  of  wedge-shaped  teeth  set  spirally  on  its  surface,  as  shown  in  ilg. 
112,  which  take  the  clover-stalks  from  the  seed-board  A^  and  carry  them  up  as  indicated  by  the  arrow 


118. 


under  the  concave  /,  which  is  provided  with  three  rows  of  teeth.  As  the  teeth  in  the  concave  are 
only  half  as  far  apart  as  the  teeth  in  the  cylinder,  the  latter  are  so  arranged  as  to  pass  alternately 
thioug^  the  spaces  between  the  teeth  in  the  concave. 
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The  Tibrating-board  E  conducts  the  thrashed  clover  on  to  the  upper  bolt  B^  which  b  made  of  thin 
boards,  perforated  with  holes  one  and  one-eighth  inch  in  diameter ;  and  in  the  same  frame  is  a  screen 


Hi. 


By  with  holes  three-fourths  of  an  inch  in  diameter.    When  the  screen  moves  toward  the  thrashing- 
cylinder,  it  descends  and  slips  forward  under  the  straw,  and  rises  as  it  moves  back,  carrying  the  straw 


from  the  thrashing-cylinder,  and  it  passes  off  at  the  end  of  the  screen,  while  the  bolls  and  seed  pass 
through  the  screen  on  the  table  T,    A  belt  of  slats,  6  6,  carries  the  bolls  and  seed  off  of  the  table 
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7*  on  to  the  inclined  feed-board  P,  which  conducts  them  on  to  the  huUing-cylinder  L.  The  shaft  of 
this  cylinder  may  be  provided  with  a  pulley  or  gear  to  turn  it  and  operate  the  machine,  as  the  pulley 
1 OQ  this  shaft  is  connected  by  belt  to  pulley  2  on  the  thrashing-cylinder.  The  cylinder  L  is  coyered  with 
iron  roughened  like  a  rasp,  and  case-hardened.  It  is  provided  with  a  concave  of  iron,  having  a  rasp- 
surface  similar  to  that  of  the  cylinder  X,  and  the  bolls  and  seed  fed  to  the  cylinder  off  the  board  P 
are  carried  up  as  indicated  by  the  arrow,  and  over  between  the  cylinder  and  concave  which  separates 
the  bolls  from  the  seed,  both  falling  ta  the  board  M',  They  are  then  carried  by  the  belt  of  slats,  h  b, 
to  the  screens  of  woven  wire  Q  Q^to  the  shoe  0,  which  screens  and  separates  the  hulls  from  the 
seed,  the  latter  passing  through  the  screens,  while  the  hulls  pass  off  at  the  end  of  the  screen. 

The  case  F'  around  the  fan  compels  the  blast  to  pass  between  the  end  of  the  board  M  and  the 
screen,  so  as  to  pass  among  the  seed  ;  and  the  blast  also  passes  between  the  screens  and  under  the 
lower  scre^  thus  mingling  with  the  falling  seed.  The  screens  £  traverse  so  fast  that  they  slip  forward 
im4er  the  straw  as  they  descend,  and,  as  they  rise  and  move  back,  they  lift  the  straw  and  carry  it 
back.    This  operation  being  continued,  the  straw  passes  off  at  the  rear  end  of  the  screens. 

A  bran-separator  is  illustrated  in  Figs.  116  to  117.    fig.  115  is  a  sectional  view,  and  Fig.  117  a  sec- 
tional plan,  with  the  top  parts  removed,  in  order  more  plainly  to  show  the  parts  represented  in  Fig. 
116.    ^  is  the  shaft ;  £y  the  cylinder ;  C,  the  inner  revolving  shell ;  and  i>,  the  outer  or  stationary 
shell    The  cylinder  is  made  by  framing  staves  of  the  form  and  in  the  position  represented  at  1,  2, 
S,  etc,  Fig.  117,  into  corresponding  cast-heads ;  the  staves  thus  forming  the  longitudinal  and  work- 
bg  surface,  and  which  may  be  covered  wi^h  any  kind  of  material  that  will  make  it  rough  and  durable. 
Air  is  let  into  the  cylinder  at  the  lower  end,  through  holes  around  the  centre,  and  spaces  between  the 
stares  emit  it  to  carry  the  flour  and  other  stuffs  through  the  several  qualities  of  wire-cloth  with  which 
the  mner  surface  of  the  revolving  shell  is  covered.    The  cylinder  is  driven  by  a  belt  and  pulleys,  as 
b  represented  at  the  bottom  of  Fig.  116.    The  inner  surface  of  the  revolving  shell  is  covered  with 
the  above-named  wire-cloth.    Thus,tthe  space  between  the  top  and  the  beveled  dividing  ring  By  Fig. 
116,  is  covered  with  a  quality  that  will  let  through  little  else  but  pure  flour,  which  falls,  and  by  the 
dividing  ring  is  conducted  into  an  endless  trough  I,  attached  to  the  inner  and  sheet-iron  or  zinc-lined 
surface  of  the  stationary  shell,  and  by  the  sweepers  F, 
attached  to  the  revolving  shell,  is  brought  around  and 
disdiarged  at  the  spout  O.    The  space  between  the  di- 
vidmg  rings  F  and  H  is  covered  with  a  quality  that  will 
discbarge  an  inferior  quality  to  the  above,  which  falls,  as 
above,  into  the  endless  trough  /,  and  by  the  sweepers  K 
is  brought  around  and  discharged  at  the  spout  L,    The 
space  between  the  dividing  rings  H  and  M  is  covered 
with  a  quality  that  will  take  out  the  fine  particles  of  the 
bran,  called  dusting,  which  falls,  as  above,  into  the  end- 
less trough  i\r,  and  by  the  sweepers  0  is  discharged  at 
the  spout  F.    The  space  between  the  dividing  ring  Jf 
and  the  bottom  is  covered  with  a  quality  that  will  sepa- 
rate the  shorts  from  the  bran,  the  shorts  falling  to  the 
bottom,  or  into  the  endless  trough  i2,  and  by  the  sweepers 
8  is  dLscharged  at  the  spout  Tj  the  bran  passing  down 
the  mside  of  the  revolving  shell,  and  by  the  arms  U  of 

its  cast-head  is  swept  around  to  and  discharged  at  the  spout  V,    The  revolving  shell  is  driven  by  a 
eombmation  of  gear-wheels. 

Ftuaun^miils  or  winnowing-machines  clean  coffee,  grain,  eta,  from  chaff,  dirt,  and  other  light  impuri- 

119. 


tics.    The  apparatus  shown  In  Kg.  118  is  designed  for  hand-use.    Multiplying  gear  is  placed  be- 
tween  the  crank-handle  and  bar  shown.    The  sieves  are  vibrated  by  means  of  a  crank  disk-rod  and  bell- 
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crank.  The  grain  is  fed  in  at  the  top,  and  passes  through  the  sieves,  the  uppermost  of  which  is  coarse, 
while  the  lower  ones  are  of  varying  degrees  of  fineness,  the  object  being  to  distribute  the  fanning 
dutj,  by  arresting  the  motion  of  the  grain,  so  that  the  coarser  impurities  pass  out  between  the  up- 
per and  the  finer  ones  between  the  lower  sieves. 

6.  Miscellaneoiu  Agricultural  Impiementi. — Of  these  there  is  a  large  number  variously  adapted  to 
spedal  uses.  As  a  representative  of  a  very  important  class,  we  introduce  llg.  119,  which  is  a  ditcher ^ 
designed  by  ex-Govcmor  Randolph,  of  New  Jersey.  In  this  Machine  the  flange>wheel  A  cuts  the 
ground  upon  each  side  ready  for  the  cutter  0  to  slice  out  the  soil,  which  is  elevated  and  delivered 
at  the  side  of  the  machine  at  Z.  The  screw-gearing  serves  to  regulate  the  depth,  etc.,  of  the  trench. 
This  machine  has  dug  a  ditch  1,000  feet  long,  2  feet  deep,  and  5  inches  wide,  in  one  hour,  the  soil 
being  heavy  muck  and  blue  clay. 


180. 
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121. 


128. 


Feed-atUers  are  employed  to  cut  feed  for  cattle.  Fig.  120  is  an  apparatus  having  a  simple  lever 
carrying  a  knife.  To  the  end  of  the  trough  is  attached  a  stationary  blade.  The  fodder  is  fed  through 
the  troueh  by  hand  between  the  knives.  Fig.  121  shows  a  geared  stalk  and  straw  cutter,  having 
self-feedmg  spiked  rollers.  It  has  two  revolving  knives  and  a  fixed  knife.  The  apparatus  shown  m 
Fig.  122  has  spiral  knives,  above  which  is  a  roller  composed  of  disks  of  raw-hide  closely  compressed 
upon  a  mandrel    Between  the  roller  and  knives  the  material  passes.    Fig.  123  represents  a  machine 


124. 
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for  mixing  com  and  cobs  for  feed.    It  is  driven  by  power,  the  operation  being  performed  by  the  re- 
volving hooked  teeth.    The  speed  should  be  about  600  revolutions  per  minute.    Fig.  124  is  a  machine 
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ior  catting  yegetables  for  fodder.  The  cutting-wheel  is  made  of  cast-iron,  through  which  are  inserted 
three  knlTes  similar  to  plane-irons ;  these  cut  the  vegetables  into  thin  slices  with  great  rapidity,  and 
the  cross-knives  operate  to  cut  and  break  them  into  irregular  pieces  of  convenient  form  and  size  for 
cattle  or  sheep. 

Cwrn^thellers  r^nove  the  grain  of  Indian-corn  or  maize  from  the  cob.  The  general  principle  fol- 
lowed is  that  of  scratdiing  off  the  com  by  means  of  short  spike  projections  upon  a  cylindrical  or 
flat  surface.  The  operation  of  the  apparatus  shown  in  Fig.  125  is  evident  In  the  machine  shown 
in  Fig.  126  the  spiked  teeth  are  arranged  radially  upon  a  rotating  disk,  the  cobs  being  fed  singly,  and 
presented  lengthwise  to  the  face  of  the  disk. 

ddtr-MUU, — ^These  usually  consist  of  a  grinding-mill  and  a  press,  for  crushing  apples  and  ex- 
pressing  the  juice.  The  apples  are  placed  in  the  hopper,  as  shown,  and  the  pulp,  after  grinding,  is 
placed  in  the  press  (Fig.  127). 

Ineubators. — ^The  essential  elements  involved  in  hatching  eggs  by  artificial  means  arc  that  the  eggs 
shall  be  kept  for  21  days  at  a  temperature  of  about  102°  Fahr.,  and  that  in  no  case  shall  that  tem- 
perature fall  b^low  100°  or  rise  above  106",  while  the  eggs  should  be  carefully  turned  over  once  in 
efery  24  hours. 
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In  Fig.  128  is  shown  a  simple  form  of  this  apparatus  known  as  Corbett's  incubator,  which  con- 
sists of  a  cylindrical  wooden  box,  in  which  are  placed  two  sieves  containing  the  eggs.  During  the 
process  of  hatching,  the  box  is  buried  to  its  upper  edge  in  horse-manure,  which  must,  however,  be  the 
product  of  grain-f^  (not  grass-fed)  horses,  and  must  not  be  over  two  months  old.  The  ventilator 
shown  at  the  top  is  opened  to  reduce  the  temperature  as  desired.  After  the  e^g&  are  hatched  the 
chicka  are  removed  to  what  is  termed  the  "artificial  mother,"  shown  in  Fig.  129.  This  is  a  box 
exactly  the  same  as  the  incubator,  but  provided  with  an  horizontal  disk,  covert  on  the  underside  with 
a  piece  of  sheep-skin  from  a  long-wool  sheep,  and  arranged  to  be  moved  up  and  down  by  a  screw. 
The  manure  is  heaped  partly  around  the  box,  to  provide  the  needed  warmth ;  the  door  is  let  down  for 
a  pathway  in  and  out  for  the  chicks  (see  Fig.  129),  and  in  this  they  are  placed  as  soon  as  ready  to  be 
removed  from  the  incubator.  After  having  been  fed  a  few  times,  the  chicks  will  learn  to  come  out 
from  beneath  the  wool  to  feed  when  the  platform  is  tapped. 

Coip-MUker, — ^An  apparatus  for  milking  cows  is  shown  in  fig.  180.    It  consists  of  a  glass  receiver, 
bavmg  a  cover  which  may  be  closed  air-tight.  Through  this  cover  extend  four  rubber  tubes,  which  ter- 
minate in  metal  tubes  attached  to  the  teats.    Air  is  ex-  ' 
haosted  from  the  receiver  by  the  pump  shown,  and  the 
milk  thus  drawn  down.  The  device  may  be  suspended  by 
the  hooks  on  a  strap  over  the  cow*s  back.          J.  R. 

AIR-COMPRESSORS.  Machines  for  compressing  air, 
which  is  afterward  to  be  used  in  suitable  engines  as  a 
motor,  or  through  its  expansion  as  a  means  of  reducing 
the  temperature  of  adjacent  bodies,  or  as  a  blast  for 
forges,  etc  The  machines  performing  the  last-men- 
tioned duty  are  known  as  blowing  engines  and  blowers. 
The  name  "  blower "  is  more  commonly  applied  to  ro-  i 
tary  machines,  either  force,  blast,  or  fan,  and  "  blow- 
ing engine  "to  piston  apparatus.  The  former,  having 
a  wide  range  of  uses,  are  separately  treated  under  Blow- 
XBS.  For  mechanical  applications  of  compressed  air, 
see  Brakes,  Caissons,  Diving,  Foundations,  Hammer, 
Locomotive,  Railroad,  Refrigerating  Machinery,  and 
Telegraph.    For  theoretical  considerations,  see  Steam. 

Apparatus  for  compressing  air  includes,  first,  a  mo- 
tor ;  second,  a  machine  wherein  the  air  is  compressed. 
Compressors  may  be  classified  as  follows:  1.  With  re- 
gard to  air-pressure  generated.    Low-pressure  com- .  .  ^ 

prtuort  are  those  in  which  -air  is  compressed  to  a  — -^:::^— .-^■^^- 
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pressure  not  exceeding  2  absolute  atmospheres — that  is  to  say,  to  less  than  one  effective 
Mediumrpreuure  cotnpressors  are  those  in  which  the  pressure  attained  is  compressed  be 
4  absolute  atmospheres,  or  between  1  and  8  effective  atmospheres.  IRgh-preasure  con 
those  in  which  the  air  is  compressed  to  between  4  and  8  absolute  atmospheres — ^that  is  t 
2  effective  atmospheres.  Very  high-preature  eompreasors  are  those  in  which  the  air  is  cc 
pressures  above  8  absolute  atmospheres. 

2.  With  regard  to  volume  furnished  at  a  given  pressure,  each  one  of  the  foregoing  cla 
divided  into  kno^viy  and  high-duty  machines.  Each  of  these  subdivisions  may  be  again 
pi^on-eompresaara,  the  primitive  type  of  which  is  the  blast-machine  of  blast-furnaces,  in  v 
contained  in  a  cylinder  is  brought  to  the  desired  pressure  by  means  of  a  piston  whic 
decreases  the  volume  of  the  cylinder  to  that  which  corresponds  to  the  pressure  desired ;  i 
8or8  toiihout  pUioru,  the  primitive  type  of  which  is  the  trompe  or  water-bellows  of  Catalan 
which  includes  all  other  machines  not  coming  under  the  piston-compressor  class. 

In  piston-compressors  the  piston  may  act  on  the  air  either  directly  or  by  the  intermedis 
which  serves  as  packing.  Hydraulic  piston-compressors,  as  the  last-mentioned  class  ma; 
may  be  again  divided  in  accordance  with  the  means  used  for  cooling  the  air  and  the  e 
eadi  class  above  mentioned  will  be  considered  in  turn,  for  the  convenience  of  the  readei 
groupings  are  recapitulated  as  follows  in  their  proper  connection : 

I.  LoW-PbESSUBE  Ck)llFR]ISSOBS. 

A.  Low^uty  MtKkines. 

B.  Highrduty  Machinea. 

1.  Exhausting  and  compressing  apparatus  for  sugar-works. 

2.  Blowing-engines  for  blast-furnaces,  which   include  (a)  walking-beam  engines,  (2 
engines,  (c)  vertical  engines. 

8.  Compressing  and  exhausting  machines  for  pneumatic  telegraphs. 

C.  Compressors  tdthoui  Pistons,  which  include — 
1.  Water-machines.    2.  Steam-machines. 

n.  Medium-Prbssurb  Comfbxssobs. 
A.'  Low-duty  Machines, 

1.  Forcing-pumps,  for  diving-apparatus. 

2.  Compressors  for  compressed-air  wells. 

^.  Compressors  for  pneumatic  foundations  and  caissons. 

B.  High-duty  Machines. 
181.  1.  Blast-engines  for  Bessemer  converters. 

m.  High-Pressube  Comfbessore 

A.  LovhdiUy  Machines, 

1.  Piston-compressors  acting  directly  on  t 
compressed. 

2.  Hydraulic  piston-compressors. 

B.  High^iUy  Machines, 

1.  Compressors  in  which  there  is  no  refrig 

2.  Compressors  in  which  the  refrigeratory 
purely  exterior,  and  is  a  water-envelope 
in  which  there  is  water  in  circulation. 

8.  Compressors  in  which  refrigeration  is 

water  maintained  on  the  piston. 
4.  Compressors  wherein  refrigeration  is 

water  introduced  at  the  periphery  of  tl 

ing  piston. 
6.  Compressors  wherein  refrigeration  is  c1 

jection  of  water  in  the  compressory  cylii 

6.  Compressors  wherein  refrigeration  is  ef 
jection  of  water  in  spray  in  the  compr 
der,  and  by  circulation  of  water  in  a  ; 
the  same,  and  also  within  the  piston. 

7.  Hydraulic  piston-compressors. 

8.  Impact  compressors. 

lY.  Vebt  High-Pressure  Compress 

A.  Low-duty  Machines. 

1.  Compressors  having  pistons  acting  dir 
air  to  be  compressed. 

2.  Hydraulic  piston-compressors. 

B.  High-duty  machines  subdivided  in  tlie  san 

I.  Low-Pressure  Compressors.    A.  Low-a 

(us. — ^This  class  includes  hand  and  forge  be 

forcing-pumps  for  supplying  air  to  respiratory  apparatus  used  by  firemen,  etc.    The  ] 

Fig.  181,  consists  of  a  leather  bellows,  fixed  between  heads,  in  which  are  inlet  and  del 

In  the  centre  of  the  bellows  is  a  piston  of  wood,  connected  by  a  split  connecting-rod  wit! 
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shaft  and  wheeL  The  air  is  driven  into  a  8heet4ron  reservoir  in  the  lower  portion  of  the  machine, 
which  oommonicates  with  the  delivery-valve,  and  by  a  lateral  tube  with  the  air-conduit.  This  appa- 
ratus furnishes  air  under  pressure  of  from  ll.Y  to  16.6  inches  of  water,  and  this  excess  of  pressure 
of  from  .04  to  .03  atmosphere  is  sufficient  to  supply  fresh  air  to  five  or  six  miners  with  their  lamps 
aft  a  distance  of  some  800  feet  from  the  oonq)ressor. 

E  HiffK-duty  Apparatus,  1.  Machines  for  Sugar-Works. — fig.  132  represents  the  blowing  and 
eihaosdng  madiine  used  in  the  large  ts^rman  sugar-works  for  injecting  carbonic  acid  into  the 
defecating  apparatus.     The  air-cylinder  is  in  line  with  the  steam-cylinder,  the  piston-rods  being 


ooDoeoted  and  guided  as  shown.  The  diameter  of  the  air-piston  varies  according  to  the  power 
of  the  machine  from  17.6  to  81.2  inches,  the  stroke  generally  being  equal  to  the  diameter.  The 
lerolutionB  vary  from  86  to  60  per  minute.  The  valve-medianism  is  clearly  shown  in  the  en- 
grarin^. 

2.  J^tta-Fttmace  Blovftnff-J^wines.^a)  Walking-beam  Machines,  fig.  133  shows  the  dispo- 
ritioQ  of  the  machine  used  at  Ebbw  Yale,  Wales.  This  engine,  owing  to  its  size,  is  probably  the 
most  powerful  of  its  class  extant  The  dimensfons  are  as  follows :  Motor,  Sameter  of  steam-piston,  71.6 
niches ;  stroke,  142.7  inches ;  length  of  walking-beam,  36  feet  7  inches ;  fly-wheel,  diiuueter,  30  feet  7 
faicfaes ;  weight,  85  tons ;  air-cylinder,  diameter  of  piston,  142.7  inches ;  area  of  same,  112  square  feet 
86  square  inches ;  stroke,  142.7  inches ;  volume  of  cylinder,  1,368  cubic  feet  818  cubic  inches ;  revolutions 
per  minute,  16 ;  velocity  of  piston  per  seoond,  6  feet  4  inches ;  theoretic  volume  generated  per  minute, 
43,496  cubic  feet ;  absolute  pressure  of  blast,  1.8  atmosphere ;  volume  of  air  theoretically  furnished 
at  this  pressure,  38,4^^  ^hic  feet,  (b)  Horizontal  Machines.  Fig.  184  represents  the  blowing-engine 
at  GeorgB-Marien  Hiitte,  near  Osnabruck.  The  steam-piston  has  two  rods,  one  attached  to  the  con- 
necting-rod of  the  crank-shaft  and  fly-wheel, 

the  other  communicating  with  the  air-pump  188. 

piston.  The  principal  mmensions,  etc.,  are 
as  follows:  Ab^lute  air-pressure,  1.33  at- 
mosphere ;  volume  of  air  furnished  at  this 
preoure,  16,421  cubic  feet.  Motor:  Diam- 
eter of  steam-piston,  4  feet  4  inches ;  stroke, 
85  inches,  cut-off  at  }  stroke.  Diameter  of 
fly-wheel,  30  feet  4  inches.  Weight,  28 
tons.  Normal  steam  pressure,  4.6  atnu>s- 
jdieres.  Air-cylinder:  Diameter  of  piston, 
9  feet ;  stroke,  85  inches ;  useful  volume  of 
cylinder,  487  cubic  feet;  revolutions  per 
minute,  21 ;  theoretic  volume  generated  per 
minute,  20,516  cubic  feet.  As  will  be  seen 
from  Big.  135,  the  air-valves  are  disposed  on 
the  cylinder-heads.  The  inlet-vajves,  seven 
in  number,  arc  placed  in  three  vertical  lines 
in  the  upper  half  of  the  heads,  and  are  of 
iron,  with  leather  packing.  Their  mode  of 
support  by  articulated  nxib  is  clearly  shown. 
The  total  opening  is  .19  the  piston-surface. 
The  delivery-valves,  1 6  in  number,  are  placed 
in  six  vertical  lines,  and  are  formed  of  leaves 
of  rubber  fixed  at  one  side.    Their  total 

opening  is  .156  that  of  the  piston-surface.  The  piston  is  hollowed,  (c)  Vertical  Blowing-Engines. 
Fig.  136  represents  a  type  of  compressor  employed  in  many  localities  in  Pennsylvania.  The  inlet- 
valyea  are  placed  in  the  extremities  of  the  cylinders,  and  are  provided  with  springs  so  as  to  insure 
their  rapid  closing.  The  delivery-valves  are  of  leather.  The  cylinder  is  surrounded  by  an  annular 
chamber.  The  dimensions,  etc,  are  as  follows :  Absolute  air-pressure,  1.3  atmosphere.  Volume  of 
air  at  the  pressure,  11,804  cubic  feet  Motor:  Diameter  of  steam-piston,  43  inches;  stroke,  47.1 
inches ;  two  fly-wheels  of  20  feet  4  inches  diameter.  Air-cylinder :  Diameter  of  piston,  83  inches ; 
stroke,  46.8  inches;  useful  volume  of  cylinder,  151  cubic  feet;  revolutions  per  minute,  60;  volume 
generated  per  minute,  15,345  cubic  feet 
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8.  Compressors  for  PneumaHe  Tdegraphs, — ^These  machines  are  used  in  large  dties  for 
the  pressure  or  Tacuum  for  impelling  packets  through  underground  systems  of  pneumatic 

186. 


PMamatie  Telegraphy y  in  Telegraph).    Fig.  187  represents  the  machine  used  in  the  Post-0 
don,  England.    The  walking-beam  is  connected  with  two  compressing  cylinders,  also  to  8t< 


181. 
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den  built  on  the  oompoond  system,  and  to  the  fly-wheeL  The  absolute  pressure  of  the  compressed 
air  is  1.7  atmosphere,  and  the  corresponding  volume  of  air  furnished  is  588  cubic  feet  when  cylin- 
ders are  single-acting ;  when  double-acting,  twice  this  total.  The  dimensions  are  as  follows :  Motor : 
Diameter  of  small  pizfton,  16.7  inches  ;  large  piston,  24.9  inches;  stroke  of  small  piston,  48.7  inches ; 
Cff  large  piston,  65.1  inches.  Cut-ofF  at  }  stroke;  condensing;  steam-pressure,  75  lbs.  Air-cylin- 
ders: Diameter  of  air-piston,  84.7  inches;  stroke,  86.6  inches;  useful  Toluroe  of  cylinder,  20  cubic 
feet  22  cnbic  inches ;  rcTolutions  per  minute,  25 ;  volume  generated  per  minute,  one  cylinder,  998 
cobio  feet ;  two  cylinders,  1,996  cubic  feet.  The  cylinders  are  made  as  shown  in  Fig.  187,  so  as  to  be 
both  exhausting  and  compressing,  or  either  exhausting  or  compressing.  To  this  end  the  valves 
are  placed  in  chambers  on  each  side  of  the  cylinder,  as  shown.  The  inlet-valves  are  on  the  left, 
the  deliverj-valves  on  the  right.  The  two  upper  ones  communicate  with  the  atmosphere ;  the  lower 
pair  communicate,  one  with  the  receiver  to  be  exhausted,  the  other  ?rith  the  compressed-air  reservoir. 
It  will  readily  be  seen  how,  by  suitable  adjustment  of  these  valves,  the  apparatus  may  be  made  to 
act  in  the  different  ways  above  described  The  total  valve  openings  aggregate  air-area  .0087  that  of 
the  pisUm-rarf ace. 

C.  Compreuort  without  Pistons.  1.  Waier'ApparcUus, — Of  this  variety  they  are  two  types,  that  in 
which  the  compression  is  produced  only  by  the  progressive  reduction  of  the  volume  occupied  by  the 
an*  in  a  reservoir  in  which  water  is  admitted ;  and  th.at  in  which  the  compression  is  produced  by  the 
entrainment  of  the  air  by  means  of  a  liquid  vein  escaping  under  a  given  pressure.  The  first  may  be 
termed:  (1.)  Simple  Displacement  Apparatus.  Machines  of  this  description  are  used  in  some  of  the 
poeomatio^ispatdi  stations  of  Paris.  An  example  is  given  in  Fig.  188.  The  machine  consists  of  a 
water-reservoir  6  feet  2  indies  in  diameter, 

12  feet  2  inches  in  length,  and  64.7  cubic  ^^ 

feet  hi  capacity,  and  two  air-chambers,  208 
eabie  feet  volume.  One  tube  connects  the 
reservoir  with  the  dty  water-mains,  anoth- 
er serves  for  emptying  the  reservoir,  and 
a  third  on  the  upper  portion  of  the  latter 
eommunicates  with  the  dr-chambers.  The 
air-chambers  are  connected  as  shown,  and 
from  one  a  tube  leads  directly  to  the 
pneumatic  conduit.  If  the  three  recep-  m: 
tades  be  filled  with  air,  and  placed  in 
coiunanication  with  one  another,  but  shut 
oflf  from  the  pneumatic  pipe,  water  enter- 
mg  the  reservoir  at  a  pressure  of  about 
85  feet  drives  out  the  air,  and  compresses  it  in  the  two  chambers.  When  the  reservoir  is  filled,  the 
air  is  reduced  from  a  volume  of  668  cubic  feet  to  one  of  416  cubic  feet,  and  the  pressure  amounts  to 
1.59  absolute  atmosphere.  (2.)  Entrainment  Apparatus.  To  this  class  belongs  the  well-known 
water-bellows  or  trompe  of  the  Catalan  forges.  An  improved  device  on  the  same  prindple  has  been 
invoited  by  M.  Romil^,  and  is  illustrated  in  Fig.  189.  This  apparatus  is  formed  of  a  conical  tube 
0,  having  a  valve  S^  which  prevents  the  air  escaping  from  the  reservoir  to  which  the  tube  is  attached. 
Water  is  led  in  the  compressing  reservoir  through  an  ajutage  0,  in  the  form  of  a  liquid  vein  at  a  given 
pressure  which  entrains  air  with  it,  and  so  effects  compression  of  the  latter  in  the  reservoir  V. 
The  reservoir  is  282.4  cubic  feet  in  capadty,  and  M.  Romilly  has  determined  that  with  water  at  86 
feet  pressure  a  quantity  of  air  can  be  introduoed  equal  to  .465  of  the  volume  of  the  water  employed 
raising  the  air-pressure  to  1.6  atmosphere. 

2.  ISteam  Apparatus.  Injectors.  (See  also  same  general  headmg.)— Mr.  Siemens  has  investigated 
die  application  of  the  steam-mjector  to  the  propulsion  of  gases,  and  he  has  constructed  an  injector 
whidi,  with  steam  at  45  lbs.  pressure,  produces  a  vacuum  of  28.7  inches  of  mercury.    Hg.  140  is 

140. 


189. 


aJ^ 


a  section  of  the  apparatus.  The  In^ection-pipe  is  slightly  conical  in  form,  maintaining  the  conver- 
gences of  the  concentric  air  and  steam  jets  toward  the  axis  of  the  tube  on  a  length  compressed  be- 
tween twelve  and  twenty  times  the  breadth  of  the  annular  air-induction  aperture.  The  object  of  this 
convergence  is  to  secure  complete  mingling  of  steam  and  air.  Mr.  Siemens  has  applied  this  apparatus 
to  the  production  of  a  vacuum  in  21,869  feet  of  pneumatic-dispatch  tubes  in  London.    Three  injectors 
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maintained  in  pipes  of  the  above  length  and  2.9  indies  in  diameter  a  vacumn  of  9.8  inches  o 
with  steam  at  a  pressure  of  29  lbs.  per  square  inch,  and  a  consumption  of  coal  of  about  56  Ibi 

The  same  apparatus  has  been  used  i 
141*  the  Siemens  furnace  and  in  sugar- 

cannot  be  practically  employed  as  a 
feet  compressions  over  26.5  inches  o 
8.  Apparatus  has  been  produce 
compressed  air  itself  has  entraine< 
rounding  atnKwphere.  Experiment  c 
ject  has  not  resulted  in  the  invent! 
practicable  machine  based  thereon. 

II.  Medium-Pressure  Compressors 
dwyApparatm. — 1.  Fig.  141  represc 
pressor  of  the  Sommeiller  type  dei 
low  duty.    The  piston-plunger  mo' 
horizontal  pump-body,  while  the  i 
placed  in  a  vertical  chamber  conne 
the  pump-cylinder.    This  column  is 
water,  so  that  when  the  piston  is  a 
of  its  stroke  the  water  covers  the  val 
As  at  each  impulsion  a  portion  of  tl 
entrained  by  the  comproBsed  air,  ther 
around  the  chamber  a  water-jacket  i 
a  stream  of  water  constantly  enters, 
passing  through  the  valve  into  the  compressor  at  each  aspiration.     The  dimensions,  etc.,  i 
lows :  Absolute  pressure  of  air,  .5  atmosphere ;  volume  of  air  furnished  per  minute,  278  < 
Motor  of  any  type :  CJompressor  single-acting ; 
diameter  of   compressing  piston,  6.8   inches; 
stroke,  same ;  useful  volume  of  cylinder,  91  cu- 
bic feet ;  revolutions  per  minute,  16  ;  theoretic 
volume  generated  by  the  piston  at  this  velocity, 
1,408  cubic  feet 

2.  Compressors  for  svpjilying  Air  under 
Pressure  in  Wells. — fig.  142  is  a  double-acting 
compressor  used  in  sinking  wells  near  Li^ge, 
Belgium.  It  is  driven  by  a  vertical  engine,  as 
shown.  The  aspiration-valves  are  fixed  on  the 
upper  half  of  each  head  of  the  air-cylinder  and 
open  directly  into  the  atmosphere.  The  com- 
pressing valves  open  into  a  chamber  communica- 
ting with  the  lower  section  of  each  cylinder- 
head.  This  chamber  is  connected  by  a  tube  with 
the  well.  The  following  are  the  dimensions, 
etc. :  Absolute  air-pressure,  8  atmospheres ;  vol- 

ume  of  air  furnished  at  this  pressure,  12  cubic  feet.  Motor:  Diameter  of  piston,  14.9  inches 
27.6  inches;  normal  steam-pressure, 62.6  lbs.  Air-cylinder:  Diameter  of  piston,  23.6  inches 


142. 


same ;  useful  volume  of  cylinder,  6  cubic  feet ;  revolutions  per  minute,  80 ;  theoretic  volu 
rated  per  minute,  86.6  cubic  feet. 
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8.  Ccmwenonfor  Bridg^Fcfundaiixmi. — These  are  mainly  employed  for  fordng  air  into  bridge- 
cai£8oii8.  The  disposition  of  the  Gail  compressor  used  at  Eehl  Bridge  is  the  plan  for  Fig.  143.  The  rods 
of  the  cylinders  are  connected.  The  compressing  cylinder  is  at  we  base  of  an  iron  box,  so  that  the 
intermediate  qMice  between  its  outer  periphery  and  the  box  may  be  filled  with  water.  In  this  box  also 
ire  the  aspiration  and  compression  valves.  The  dimensions,  etc,  are  as  follows :  Absolute  air-pres- 
sure, 8.6  atmospheres ;  volume  furnished  at  this  pressure,  60  cubic 
fed  Motor :  Diameter  of  piston,  12.6  inches ;  stroke,  28.6  inches ; 
flj-wheel,  6.6  feet  in  diameter ;  steam-preesure,  76  lbs.  Compression 
cylinder :  Diameter  of  piston,  16.7  inches ;  stroke,  23.6  inches ;  use- 
fol  Tolume  of  cylinder,  4,661  cubic  inches ;  revolutions  per  minute, 
40;  theoretic  volume  generated  per  minute,  218  cubic  feet 

The  caissons  of  the  East  River  Bridge,  New  York  City,  were  sup- 
pfied  with  compressed  air  by  six  steam-engines  driving  two  single- 
acting  compressors,  with  cylinders  14.9  inches  in  diameter  by  13.7 
inches  stroke.    See  Caissons. 

B.  High-duty  Machine*.  Engine  for  Bestemer  Converten, — ^Fig. 
144  represents  an  engine  of  this  class,  employed  in  Pittsburg.  The 
cylinders  are  dispos^  vertically,  the  air-cylinder  being  uppermost 
iDd  inverted.  Around  this  cylinder  is  a  water-jacket,  and  liie  valves 
tre  placed  In  the  ends,  which,  divided  by  a  diametrical  partition, 
constitute  inlet  and  delivery  chambers.  The  valves  are  formed  of 
Tery  light  disks  of  vulcanized  India-rubber,  supported  by  disks  of 
brus.  They  move  on  bronze  seats  inserted  in  the  cylinder-ends,  and 
are  held  thereon  by  spheral  springs.  The  dimensions,  etc.,  are  as 
foUows:  Absolute  air-pressure,  2.66  atmospheres;  volume  of  air 
lomiBhed  at  this  pressure,  2,889  cubic  feet.  Motor:  Diameter  of 
piston,  41  indies;  stroke,  47  inches.  Air-cylinder:  Diameter  of 
piston,  63.4  inches ;  stroke,  47  inches ;  useful  volume  of  cylinder, 
63.7  cubic  feet ;  revolutions  per  minute,  60 ;  theoretic  volume  of  air 
delivered  per  minute,  6,366  cubic  feet 

m.  High-Pressure  Compressors. — Machines  of  this  class  are  by 
fir  the  most  numerous.     Air  employed  as  a  means  of  transmission  of  power  over  long  distances  is 
compressed  to  a  pressure  of  from  4  to  8  atmospheres,  in  order  to  enable  it  to  overcome  friction  of 
pipes,  etc.,  and  to  reach  die  apparatus  of  which  it  is  the  motor  with  effective  working  energy. 
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A.  Low-duty  Apparatus. — 1.  Under  this  heading  may  be  classed  the  compressors  used  for  supply- 
ing air  as  motive-power  for  rock-drills,  where  but  small  volume  is  required.  The  general  construction 
of  the  Boiieigh  compressor  is  shown  in  fig.  146.  There  are  two  vertical  inverted  air-cylinders,  the 
pistons  of  which  are  moved  by  cranks,  on  a  shaft  which  carries  at  one  extremity  the  fly-wheel,  and 
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at  the  other  the  crank  which  is  connected  with  a  direct-acting  inverted  engine  moi 
same  support.  The  deliyery-valyes  are  placed  in  a  chamber  which  connects  the  uppci 
two  cylinders.  They  are  cooled  by  a  stream  of  water,  regulated  to  quantity  by  a  sultabh 
machine  may  be  said  to  furnish  86.8  cubic  feet  of  air,  at  4  atmospheres  and  at  90  re 
minute.  This  is  one  of  the  most  successful  compressors  for  supplying  power  to  drills  yc 
2.  Hydrandie  Fiatan-Campresaors. — ^The  compressor  used  in  the  mines  of  Pereebcrgr, 
146),  is  connected  with  and  actuated  by  the  pumping-engine.  It  consists  of  two  verti 
connected  by  a  cast-iron  bed  below,  and  carrying  a  valve-box  above.  In  one  of  the  cy! 
piston  which,  surrounded  by  water,  causes  the  liquid  at  each  stroke  to  rise  in  one  vessel 
in  the  other.    In  order  to  facilitate  the  descent  of  the  piston,  a  cross-head  is  attached  t 
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piston  acts  in  its  horizontal  cylinder  directly  on  the  air.    The  three  inlet-valves  at  one  < 

cylinder  open  into  the  atmosphere ;  the  three  delivery-valves  in  the  other  end  open  into 

which  communicate  with  a  cast-iron  tube  placed  parallel  to  the  cylinder.    On  this  is  a  ss 

and  the  connection  for  the  air-conduit.    Dimensions  and  data:   Absolute  air-pressure, 

pheres ;  volume  of  air  furnished  at  this  pressure,  47  cubic  feet.    Air-cylinder.    Diameter 

9.7  inches ;  stroke,  86.8  inches ;  useful  volume  of  cylinder,  2,730  cubic  inches ;  revolutions  p 

46  ;  theoretic  volume  delivered  per  minute,  143  cubic  feet.    As  compression  is  not  carried 

degree,  the  heat  generated  causes  no  difficulty. 

2,  Compressors  cooled  by  Water- Envelope. — In  the  majority  of  compressors  the  refri^ 
accomplished  by  jacketing  the  cylinder  and  causing  a  circulation  of  water  in  the  anni 
between.    Failure  of  this  means  is  mostly  due  to  the  fact  that  the  air  remains  dry,  ai 
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cooditioa  the  compression  causes  a  development  of  heat  which  increases  rapidly  with  the  pressure. 
This  beat  is  incompletely  absorbed  by  the  water  because  of  the  high  velocity  with  which  the  air 
trtvetses  the  cylinder,  and  the  consequenoe  is  that  piston-packing  and  valves  speedily  deteriorate. 
These  machines  are  most  advantageously  employed  for  pressures  between  8  and  4  atmospheres. 
One  of  the  most  successful  compressors  of  this  class  is  that  constructed  by  Mr.  Sturgeon,  in  Eng- 
hnd,  the  disposition  of  which  is  shown  in  Fig.  148.    The  air-cylinder  is  attached  to  one  side  of  a 
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boQov  bed  or  receiver,  and  is  worked  by  a  steam-engine 
attadied  to  the  other  side  through  a  crank-shaft  carrying  a 
fly-wheel  at  each  end.  To  these  fly-wheels  the  crank-pins  are 
attached  at  right  angles  to  eadi  other,  so  that  the  piston  of 
the  steam-engine  may  be  at  the  middle  of  its  stroke  and  the 
best  point  of  its  power,  when  the  piston  of  the  air-engine  is 
ipproadiing  the  end  of  its  stroke,  where  it  meets  the  great- 
eat  redstanoe  from  the  compression  of  the  air.  The  valve- 
boxes  of  the  air-cylinder  (Fig.  149)  serve  as  covers,  and  are 
bolted  to  the  receiver.  The  inlet-valves  are  at  the  centre  of 
the  boxes.  The  construction  is  such  that,  as  the  piston  begins 
to  recede,  the  rod  carries  the  valve  with  it  until  its  progress 
is  checked  by  a  stop,  it  then  being  full  open,  and  the  rod,  continuing  its  movement  through  the  valve, 
holds  the  latter  open  until  the  end  of  the  stroke.  On  the  conmiencement  of  the  return-stroke  the 
vaire  is  at  once  closed  in  the  same  manner.  The  delivery-valves  consist  of  a  number  of  small  valves 
distributed  over  the  surface  of  the  cylinder-cover  or  valve-box,  and  affording  a  lai*ge  area  of  outlet 
opposite  the  direction  of  movement  of  the  piston.  The  following  data  relate  to  one  of  these  com- 
pressors exhibited  at  the  Manchester  (England)  Exhibition  of  1874:  Absolute  air-pressure,  3  atmos- 
pheres; volume  of  air  furnished  at  this  pressure,  85  cubic  feet.  Motor:  Diameter  of  piston,  11.7 
indies;  stroke,  same  ;  diameter  of  fly-wheels,  8  feet  10  inches.  Compressor  (double-acting) :  Diameter 
of  piston,  10.4  indies;  stroke,  11.7  inches;  useful  volume  of  cylinder,  1,037  cubic  inches;  revolu- 
tkiDs  per  minute  (average),  14S — ^these  have  been  carried  as  high  as  440;  theoretic  volume  deliv- 
ered per  minute,  174  cubic  feet. 

3.  Compresion  refrigeraied  by  Layer  of  Water  on  (he  Piston, — This  mode  of  cooling  is  much  more 
efficadous  than  a  simple  outside  water  drculation,  because  the  inner 
periphery  of  the  cylinder  which  is  in  contact  with  the  heated  air  is  kept 
wet,  as  a  quantity  of  water  passes  around  the  piston  which  may  be  suf- 
ficient to  saturate  the  air  with  watery  vapor  during  its  compression.  In 
this  state,  air  may  be  compressed  to  7.5  atmospheres  without  its  tempera- 
tare  exceeding  194''  Fahr.  The  portable  compressor  of  MM.  Saultier 
and  Lemonnier,  a  section  of  which  is  given  in  Fig.  160,  belongs  to  this 
dasfl.  It  is  a  small,  strong  machine,  built  of  sufficiently  light  weight  to 
be  cvried  by  a  mule.  The  cylinders,  of  which  there  are  two,  are  open 
iborc.  A  thin  stream  of  water  passes  to  a  circular  channel  in  the 
upper  part  of  the  cylinders,  by  which  it  is  distributed  around  their 
jnner  portion  to  the  pistons,  through  the  inlet-valves,  in  which  it  enters 
mto  the  space  in  which  the  tur  is  compressed,  so  that  it  comes  in  direct 
contact  with  the  air.  There  are  three  valves  in  each  cylinder :  two 
inlets  in  the  piston,  and  one  delivery  at  the  cylinder-bottom.  They 
tre  simply  bronze  cups  on  seats  of  the  same  metal,  provided  with  suit- 
tble  springs,  and  guided  by  stems,  dimensions,  data,  etc.  Absolute  air- 
pressure,  5  atmospheres ;  volume  of  air  furnished  at  this  pressure  by 
both  cylinders,  6  cubic  feet  269  cubic  inches.  Motor  of  10-horse  power, 
•ay  form.  Compressor :  Diameter  of  pistons,  9.8  inches ;  stroke,  11.7 
inches ;  useful  volume  of  cylinders,  479  cubic  feet ;  revolutions  per 
loimite,  27 ;  theoretic  volume  delivered  by  the  pistons  at  this  velocity, 
26  cubic  feet. 

4.  Compressors  refrigeraied  by  Water  introduced  at  the  Periphery  of 
t^  Comprestinff  Piston. — In  1872  Messrs.  Benjamin  Roy  &  Co.,  who 
^t  the  first  air-compressing  machines  for  the  St.  Grothard  Tiinnel, 
•'l^'pted  a  system  of  construction  which  involved  a  hollow  compressing  piston,  receiving  by  its  rod 
v*t^  under  pressure  which  it  distributed  uniformly  over  the  piston  by  means  of  a  channel  at  the 
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middle.  This  disposition  is  analogous  to  the  water-layer  on  the  piston  in  the  preceding  class  of  ma- 
chines, but  it  is  considered  preferable  because  it  is  applicable  to  double-acting,  to  horizontal,  and 
to  fast-running  compressors,  since  the  piston  is  no  longer  formed  of  two  independent  portions,  of 

161. 


which  one  (the  liquid  packing)  may  be  disadvantagebuslj  affected  by  high  Tclocities.  In  Pig.  161 
Is  given  a  section  of  the  air-cylinder  and  pump  of  a  compressor  of  this  type,  made  for  mining 
purposes  by  the  French  Gompagnie  de  I'Horme.  The  piston  is  hollow,  and  has  on  its  periphery 
five  channels,  of  which  one  conmiunicates  by  apertures  with  its  interior,  and  serves  as  an  escape  for 
the  water.  The  others  receive  the  metal  packing-rings.  In  rear  of  the  piston  is  a  hollow  rod  which 
is  screwed  in  the  piston-rod,  and  which,  passing  through  the  rear  cylinder-head,  connects  with  a 
pump.  The  latter  is  composed  of  two  small  hansels  and  a  spring  accumulator.  The  pistons  consist 
of  two  solid  rods  connected  by  a  cross-piece  and  a  sleeve  to  the  prolonged  hollow  piston-rod.  These 
plungers  pump  the  water  from  a  reservoir  into  the  accumulator  chamber,  whence  it  is  forced  throu^ 
the  piston-rod  and  out  through  the  piston,  as  already  described.  The  water  then  escapes  into  a  reser- 
voir, in  which  is  an  automatic  valve, 
^^'  which  opens  when  a  certain  level   is 

reached,  and  allows  the  water  to  pass 
into  the  receptacle,  from  which  it  is 
pumped.  Dimensions  and  data :  Abso- 
lute air-pressure,  6  atmospheres ;  volume 
of  air  furnished  at  this  pressure  by  two 
cylinders,  142  cubic  feet  Motor,  two 
cUrect-acting  horizontal  cylinders.  Di- 
ameter of  pistons,  19.6  inches ;  stroke, 
81.2  inches.  Variable  cut-off.  Ck)nden- 
sing.  Fly-wheels,  11  feet  6  inches  in 
diameter.  Two  double-acting  air-com- 
pressing cylinders.  Diameter  of  pistons, 
16.6  indies ;  stroke,  81.2  inches;  useful 
volume  of  cylinders,  8,647  cubic  feet; 
revolutions  per  minute,  60.  Volume  de- 
livered at  this  velocity,  one  cylinder,  422 
cubic  feet ;  two  cylinders,  844  cubic  feet, 
6.  Comprenort  refrigerated  by  InjeC" 
Hon  of  Water  in  the  C^tWer.— -This  sys- 
tem is  better  than  the  foregoing,  because 
the  air  becomes  more  perfectly  saturated 
with  watery  vapor.  The  compressing 
cylinder  of  the  Windhausen  machine  (see 
Refrioeratimg  Machinery)  is  of  this 
class,  and  is  represented  in  fig.  162.  The 
cylinder  has  a  double  envelope  in  which 
cold  water  circulates.  In  order  to  aug- 
ment the  surface  exposed  to  the  action 
of  the  water,  grooves  are  made  dose 
together  on  the  outside  of  the  interior 
shell.  Four  valves,  placed  in  each  end 
of  the  cylinder,  are  contained  in  the 
covers,  which  form  chambers,  and  are 
connected  by  horizontal  tubes,  whence 
lead  the  air-ducts.  The  two  inlet-valves 
placed  at  the  upper  part  of  the  cover 
are  guided  by  stems  which  carry  small 
pistons  moving  in  closed  cylinders.  In  which  the  air  forms  an  elastic  cushion.  A  lever,  actuated 
by  traverse-guides  on  the  piston-rod,  moves  these  stems  so  as  completely  to  close  the  inlet-valves 
when  the  piston  reaches  the  end  of  its  stroke.    The  two  delivery-valves  at  the  lower  part  of  the 
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ejlinder  are  composed  each  of  a  cylinder  of  bronze  closed  by  a  lightly  concave  bottom.  This  cylinder 
trards  in  another  closed  cylinder  in  which  the  air-spring  tends  to  maintain  the  valve  upon  its  seat. 
These  valves  are  also  guided  by  stems  terminated  by  a  projection  with  which  a  lever  comes  in  contact 
80  as  to  lift  the  traverse  guide  of  the  piston  at  the  end  of  each  aspirating  stroke.  The  cooling  of 
the  air  is  directly  effected  in  the  cylinder  by  a  jet  of  cold  water  which  enters  at  the  upper  portion 
of  each  end  of  ihe  cylinder  through  an  aperture  made  between  the  two  inlet-valves.  This  injection 
is  produced  by  small  pumps  placed  laterally  at  each  end  of  the  cylinder,  the  pistons  of  which  are 
tetoated  by  the  air  compressed  in  the  cylinder,  so  that  the  intensity  of  the  jet  increases  with  the 
degree  of  compression  of  the  air.  Dimensions  and  data :  Absolute  air-pressure,  6  atmospheres ;  vol- 
ume of  air  per  minute  furnished  at  this  pressure,  871  cubic  feet.  Motor,  single  horizontal  cylinder 
eommimicating  with  compressor ;  compressor  horizontal,  double-acting.  Diameter  of  piston,  48.6  inch- 
es; stroke,  41  inches;  useful  volume  of  cylinder,  87.1  cubic  feet ;  revolutions  per  minute,  25 ;  theo- 
retic Tolumc  at  this  velocity,  1,858.5  cubic  feet. 

6.  ComproBors  refrigerated  by  Injection  of  158. 

WaUr  in  Form  of  Spray  into  the  Cylinder  (Fig. 
158).— Four  sets  of  compressing  cylinders,  three 
m  eich  group,  and  all  belonging  to  this  type, 
are  in  use  at  Airolo,  St.  Oothard  Tunnel.  To 
each  group  motive  power  is  communicated  from 
gearing  connected  with  the  shaft  of  a  turbine 
wheel  There  is  a  circulation  of  water  in  the 
head  and  around  each  cylinder,  and  also  in  the 
piston  and  rod,  besides  an  injection  of  spray  at 
eadi  eod.  The  circulation  around  the  body  and 
eods  of  the  cylinders  is  obtained  from  small 
pomps  operated  from  the  rod  of  the  compress- 
ing piston.  This  pump  injects  water  into  the 
hollows  in  the  cylinder-ends  and  into  the  annu- 
lar space  formed  around  the  cylinder  by  a 
dieet^nm  envelope.  The  piston-rod,  which  is 
of  steel,  is  bored  through  to  receive  a  copper 
tube  of  nnaller  diameter.  This  tube  is  nearly 
18  king  as  the  rod,  and  is  connected  to  it  at  the 
rear  end  by  a  screw-threaded  bronze  plug. 
The  mode  of  connection  at  the  opposite  ex- 
tremity is  clearly  shown  in  the  drawing.  'Die 
vaier  injected  by  the  pump  passes  through 
this  tube  and  returns  by  the  annular  space  be- 
tween the  tube  and  piston-rod,  as  far  as  a  dia- 
phragm which  is  formed  of  a  bronze  ring  fixed 
on  the  rod  just  inside  the  piston,  and  which 
eompels  the  water  to  penetrate  the  latter,  cool- 
ing the  two  faces  as  indicated  by  the  arrows. 
This  water  then  escapes  by  the  rubber  tube 
attached  to  the  rear  end  of  the  piston-rod. 
The  water  which  enters  at  each  end  of  the 
cylinder  does  so  through  spouts  so  constructed 
that  two  fine  streams  are  emitted  by  each,  and 
the  two  jets  on  escaping  are  caused  to  meet  at 
nearly  a  right  angle,  so  that  the  water  becomes 
tuned  to  spray  by  the  impact.  The  quantity  of 
water  introduced  is  regulated  so  as  to  maintain 
the  air  completely  saturated.  Under  these  con- 
ditionB,  even  when  circulation  inside  the  piston 

is  not  continuous,  it  has  been  found  possible  to  maintain  the  temperature  of  the  entire  apparatus  at 
about  86''  Fahr.  Three  valves  are  placed  at  each  end  of  the  cylinder,  two  inlet  and  one  delivery. 
The  total  area  of  the  inlet-valves  is  .11,  and  of  the  delivery-valves  .04,  that  of  the  piston-surface. 
DimensioDs  and  data :  Absolute  air-pressure,  6  atmospheres ;  volume  of  air  furnished  at  this  pressure 
by  the  three  compressors  of  a  group,  286.9  cubic  feet.  Motor  for  each  group  turbine  of  46.8  inches 
diameter,  under  528  feet  head  velocity,  890  turns  per  minute.  Transmission  by  gearing  in  ratio  of  1 
to4.S5.  Triple  compressors,  double-acting.  Diameter  of  pistons,  17.9  inches;  stroke,  17.6  inches; 
naefnl  Tolume  of  cylinders,  26.4  cubic  feet ;  revolutions  per  minute,  90 ;  theoretic  volume  delivered 
at  this  Telocity  for  each  compressor,  476.2  cubic  feet.  Final  temperature  of  air  on  leaving  cylinders, 
1<H\  It  will  be  seen  that  the  four  groups  of  compressors  employed  produce  at  the  above  average 
▼elodty  of  90  revolutions  947,600  cubic  feet  of  air  at  a  pressure  of  6  absolute  atmospheres. 

7.  Hydraulie  Piston^  Comprestors. — ^An  example  of  this  type  is  the  improved  Sommeillcr  com- 
pv^essor  used  in  the  tunnelinc  of  Mont  Cenis,  as  shown  in  Fig.  164.  The  two  cylinders  of  each  com- 
pressor are  isolated,  and  each  has  its  own  piston,  only  one  of  the  faces  of  which  (that  in  contact  with 
the  water,  and  which,  by  the  intermediation  of  the  latter,  acts  on  the  air)  is  concealed,  while  the  other 
is  easily  accessible  in  the  pump-body  in  which  it  moves.  The  piston  is  very  long,  so  that  it  guides 
I^U.  The  valves  consist  of  four  circular  leaves  of  leather  with  metallic  backing,  resting  on  an 
BwUned  bronze  seat.  These  are  disposed,  two  by  two,  along  the  vertical  column  of  the  compressor, 
•s  shown  in  the  engraving.    The  upper  ones  are  the  inlet-valves,  and  take  air  from  a  cylindrical  iron 
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envelope  which  communicates  with  the  atmosphere.    The  lower  valves  open  into  a  w 
serve  for  the  introduction  of  water  to  replace  that  entrained  by  the  compressed  air. 
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valve  is  of  bronze,  and  conical.  Dimensions  and  data:  Absolute  air-pressure,  7  s 
volume  of  air  furnished  at  this  pressure  by  the  two  compressors  connected  to  a  sinj 
wheel,  68.4  cubic  feet  Motor,  hydraulic  wheel,  216  inches  in  diameter,  and  163.8  inche 
discharging  35.3  cubic  feet  of  water  per  second,  under  a  head  of  216  inches.  Direct  < 
tion.  Compressor :  Piston-diameter,  23.4  inches ;  stroke,  68.5  inches ;  useful  volume 
14.9  feet ;  number  of  turns  per  minute,  8 ;  theoretic  volume  of  air  delivered  at  this  vel 
cubic  feet.    Final  temperature  of  air  on  leaving  compressors,  104°  Fahr. 

8.  Shock-Compressors. — These  machines  are  not  used  industrially,  on  account  of  theii 
They  are  really  nothing  but  hydraulic  rams  of  large  size.    They  were  used  for  a  time 
Cenis  Tunnel,  but  were  removed  to  give  place  to  piston-compressors. 
IV.  Vbry  High-Pressure  Compressors. — Compressors  belonging  under  this  division  ar 

employed  for   indus- 
^^-  trial  purposes.    They  i56. 

are  utilized  for  com- 
pressing air  to  a  great 
degree  in  small  reser- 
voirs, such  as  are  car- 
ried by  divers,  when  i 
the  latter  take  with  | 
them  their  own  air- 
supply,  instead  of  de- 
pending on  pumps  at 
the  surface.  They  are 
also  used  for  com- 
pressing gases  in  cyl- 
inders which  are  de- 
livered to  consumers, 
for  the  oxyhydrogen 
light,  etc.;  also  for 
filling  the  air-reservoirs  of  compressed-air  locomotives  and  of  tor- 
pedoes, and  for  forcing  air  into  gaseous  waters. 

A.  Low-diUy  Apparatus, — M.  Rouquayrol's  pump  (Fig.  155)  is 
adapted  to  filling  reservoirs  of  air  for  divers,  of  a  capacity  of  some- 
thing less  than  a  cubic  foot,  with  air  under  40  atmospheres*  press- 
ure. The  apparatus  is  composed  of  two  pump-bodies  of  unequal 
diameter.  The  first  has  large  diameter  and  long  stroke ;  the  second, 
a  much  smaller  diameter,  and  a  stroke  reduced,  so  that  the  volume 
delivered  by  the  piston  of  the  large  body  may  be  five  times  greater 
than  that  delivered  by  the  small  piston.  The  air  compressed  by  the 
large  piston  is  forced  into  a  small  reservoir  forming  the  upper  por- 
tion of  the  pump-body ;  and  it  is  in  this  reservoir  that  the  small  pis-  I 
ton  carries  the  pressure  from  6  atmospheres  to  25.    With  an  appar 

ratus  of  four  such  differential  bodies,  a  pressure  of  100  atmospheres 
may  be  obtained  by  man-power.  The  valves  have  water-joints,  and 
all  the  connections  are  made  with  great  accuracy. 

B.  High-duty  Apparatus,     1.  Direct-action  Machines. — ^The  Hurcourt  compressor  (Fig. 
in  Paris  for  compressing  gas,  at  a  pressure  of  11  atmospheres,  into  cylinders  holdmg  247. 
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etch.  The  apparatus  consists  of  two  single-acting  pumps,  disposed  on  each  side  of  a  pyramidal 
support,  whidi  carries  at  its  summit  a  shaft  with  cranks  at  right  angles,  and  a  belt-pullej  be- 
tween the  two  standards.  The  cylinder  is  of  cast-iron,  with  no  exterior  envelope,  and  no  means 
ol  refrigeration.  At  the  base  is  a  tube,  in  which  is  the  conical  inlet-valve.  Opening  into  the 
piston  is  a  conical  valve  which  communicates  by  three  openings  leading  through  the  rod,  and 
jnst  above  the  piston-packing,  with  the  annular  space  between  rod  and  cylinder.  The  piston, 
on  descending,  compresses  the  gas  contained  in  the  pump-body,  until  a  pressure  is  reached 
roffident  to  enable  the  gas  to  lift  the  valve  in  the  piston  and  pass  into  the  annular  space 
abore.  On  the  up-stroke  of  the  pump  the  gas  is  again  compressed,  and  at  the  same  time  a  new 
supply  is  drawn  in  through  the  valve  in  the  cylinder-bottom.  Dimensions  and  data :  Absolute  air- 
preesure,  1 1  atmospheres ;  volume  of  compressed  gas  furnished  at  this  pressure  by  the  two  pumps, 
2,939.7  cubic  feet  Motor,  horizontal  non-condensing  engine— no  steam  expansion — connects  with 
6  compressors  by  belting.  Diameter  of  piston,  13.26  inches;  stroke,  24.9  inches;  steam-pressure, 
6  ttinospheres ;  revolutions  per  minute,  70.  Compressor :  Diameter  of  piston,  7.02  inches ;  stroke, 
23.4  indies;  useful  volume  of  cylinder,  588.6  cubic  feet;  revolutions  per  minute,  30;  theoretic 
volume  generated  at  this  velocity  by  each  compressor,  32,337.6  cubic  feet. 

1  Hydraulic  Piston^ Comprettora, — The  nmchines  under  this  class  are  but  two:  one,  a  very  old 
apparatus,  not  used  at  present ;  in  the  second,  in  which  the  air  is  compressed  to  25  atmospheres,  the 
refrigeration  is  accomplished  by  injection,  and  the  compression  effected  in' two  unequal  cylinders.  This 
mad^me  has  not  been  subjected  to  sufficient  practical  tests  to  admit  any  authentic  data  being  presented. 

Summary. — In  the  construction  of  air-compressors^  the  present  tendency  is  to  use  metal  through- 
out For  piston-packing,  rings  or  segments  in  cast-iron  or  bronze  are  employed ;  for  stuffing  boxes, 
soft  alloys,  and  for  valves  in  machines  for  distributing  power,  plates  of  steel,  resting  in  bronze  seats, 
(sAner  with  or  without  springs,  are  recommended.  With  regard  to  dimensions,  starting  with  the  vol- 
ume of  compressed  air  to  be  furnished  per  minute  under  a  given  pressure,  the  useful  volume  to  be 
^ren  to  the  compressor  is  first  to  be  calculated,  keeping  in  view  the  fact  that  the  compressing  piston, 
if  on  the  hydraulic  system,  should  not  travel  faster  than  16  revolutions  per  minute ;  or,  if  direct-act- 
u^  not  more  than  60  revolutions.  The  useful  volume  determined,  the  stroke  of  the  piston  is  fixed  so 
tbit  the  velocity  per  second  shall  not  exceed  29.25  inches  for  hydraulic  piston-compressors,  or  58 
indies  for  direct-acting  compressors.    If  the  diameter  is  too  large,  two  cylinders  are  employed. 

RtnUU  of  Tests, — ^From  the  records  of  a  large  number  of  experimental  investigations,  the  following 
results  are  selected :  I.  Apparatus  without  piston — 1.  Machines  acting  by  simple  displacement  of 
witer:  useful  effect,  6  to  40  per  cent — Experiments  of  MM.  Romilly  and  Worms  {Annates  des 
Mma).  2.  Entrainment  apparatus:  useful  effect,  41.50  per  cent — Same  experimenters.  II.  Hy- 
draulic piston  apparatus — Sommeiller  compressor  improved :  useful  effect,  84  per  cent. — Daxhelet's  ex- 
periments (Revue  UniverseUe  des  Mines),  III.  Apparatus  with  piston  acting  directly  on  air — London 
Pneumatic  Telegraph  compressor :  useful  effect,  87  per  cent. — Tested  by  constructor  (Engineering, 
1874).  Schacht  compressors,  SaarbriidE  mines :  air  compressed  to  4  atmospheres,  80  per  cent.  In 
power  utilizable  at  driven  shaft  of  compressor,  with  expansion  of  one-half,  about  40  per  cent. ;  at  3 
atmospheres,  84 J^  per  cent ;  at  1  atmosphere,  91  per  cent — Hasslacher's  experiments  (Annales  des 
Mines  Prussiennes,  vol.  xvii.).  Ryhope  Colliery  compressor :  average  useful  effect,  66  per  cent — Tay- 
k>r^s  experiments  (Th-ansactions  of  North  of  England  Institute  of  Mining  and  Mechanical  Engineers, 
vol  xxl).  As  a  rule,  it  may  be  stated  that  the  useful  effect  of  the  most  improved  compressors  is  80 
per  cent  at  average  rate  of  travel. 

DisTBiBunoN  or  Compressed  Air.  Tubing, — Tubes  are  usually  of  cast  or  wrought  iron,  the  former 
being  preferable  for  large  diametera,  and  the  latter  for  those  below  3.9  to  5.7  inches.  Wrought4ron  has 
the  advantage  of  lightness  and  flexibility.  Tubes  of  riveted  sheet-iron  are  sometimes  us^  for  trans- 
mitting blast  to  furnaces.  Copper  tubing  is  employed  where  flexible  joints  and  sections  of  peculiar 
shape  are  needed.  Lead  tube  is  of  little  value,  and  rubber  tubes  are  used  for  flexible  connections. 
The  latter  are  usually  lined  with  wire-spiral,  and  covered  with  canvas.  Diameter  of  Tubing, — The 
following  table  shows  the  losses  of  pressure  in  millimetres  of  mercury  which  occur  in  conduits  1,000 
metres  in  length,  and  of  diametera  increasing  from  .1  to  .35  metre,  velocity  of  air  from  1  to  6  metres: 


Vdodfty  of  tlM  air 

•topolBf  Ofoiw- 

ddta,   fai  111.1m, 

LoesRB  OF  PBEssraa  nc  mLUMrnun  of  MHSoiraT  observed  in  cokduits  of 

1,000  MSraiS  IN  LBIfOTU  AKD  OF  UCTEBIOB  DIAMETEBS  OF 

.1  DMCrt. 

.16  metn. 

.S  mat**. 

M  mcftrt. 

.S  metre. 

M  metr*. 

1 
9 
8 
4 
5 
6 

83 
109 
167 
288 

4 

18  . 

42 

72 
M2 
15« 

8 

18 
81 
M 

84. 
117 

8 
11 
25 
44 

67 
94 

2 
9 
21 
86 
56 
73 

2 
8 
18 
81 
48 
67 

The  results  of  practice  at  the  tunnels  of  Mont  Cenis  and  St.  (}othard,  Saarbriick  mines,  and  elsewhere 
m  Europe,  show  the  following  diametera  of  pipes  to  be  advisable :  For  principal  conduits,  cast-iron, 
from  5.8  to  9.7  inches ;  for  secondary  conduits  (generally  drawn  tubing),  2.9  to  5.8  inches ;  for  extreme 
tomdies  (always  drawn  tubing),  1.9  to  2.9  inches ;  for  flexible  connections  (rubber),  0.9  to  1.9  inch. 

Reservoin. — ^Under  ordinary  conditions,  the  capacity  of  the  reservoir  should  represent  10  or  15 
times  the  consumption  of  air  in  cubic  feet  per  minute  when  the  air  is  used  variably,  as  in  rock- 
driOfl;  in  cases  of  regular  employment,  4  or  5  times  the  consumption  per  minute  may  be  taken  as  the 
nde.  In  a  large  number  of  instances,  reservoira  ranging  from  706  to  2,824  cubic  feet  have  been  found 
of  ample  size. 

Ihiy  of  Air-Motors, — ^In  many  English  mines  experiments  have  been  conducted  with  a  view  to 
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determining  the  fraction  of  absolute  work  theoretically  transmitted  by  air  delivered,  which  madiines, 
driven  by  said  air,  return  in  the  form  of  effective  work.  This  work  has  always  represented  65  to  76 
per  cent  of  the  absolute  work,  which  corresponds  to  the  consumption  of  compressed  air.  At  St. 
Gothard  Tunnel,  M.  Rebourt,  by  direet  experiment  upon  compressed-air  locomotives,  determined  that 
the  relation  of  tractile  work  to  the  theoretic  work  of  air  expended  was  comprised  between  .60  and 
.60.  If,  instead  of  seeking  a  ratio  between  the  effective  work  and  the  theoretic  work  contained  in  the 
air  expended,  we  determine  the  same  between  the  first  and  the  work  expended  to  compress  the  air 
80  as  to  obtain  the  total  useful  effect  of  the  entire  system,  or,  in  other  words,  for  the  fraction  of  work 
expended  by  primary  motor  which  is  returned  from  the  shaft  of  the  compressed-air  engine,  the  relation 
is  found  to  be  between  20  and  26  per  cent  at  high  pressure,  or  36  and  40  per  cent  at  low  pressure. 

Wwk9  fwr  Refet'enee, — ^The  foregoing  article  is  translated  and  abridg^  fi-om  L^Air  Con^primi, 
by  A.  Pemolet  (raris,  1876),  to  which  Uie  reader  is  referred  for  complete  discussion  of  the  subject 
For  a  full  list  of  all  the  authorities  on  compressed  air,  reference  may  be  had  to  "  Tunnelling,  Explo- 
sive Compounds,  and  Rock-DriUs,''  by  H.  S.  Drinker,  £.  M.  (New  York,  1878). 

AIR-CHAMBER.    8ee  Pumps. 

AIR-ENGINE.    See  Enoikis,  Aib. 

AIR-ESCAPE.  A  simple  and  ingenious  contrivance  for  letting  off  the  air  from  water-pipes.  If  a 
range  of  water-pipes  be  led  over  a  rising  ground,  it  will  be  found  that  air  will  collect  in  the  higher 
parts  and  obstruct  the  progress  of  the  water,  to  remedy  which  inconvenience  the  air-escape  is  em- 

Sloyed.  A  hollow  vessel  is  attached  to  the  upper  part  of  the  pipe,  in  the  top  of  which  vessel  there  is 
xed  a  ball  cock,  adjusted  in  such  a  way  that,  when  any  air  collects  in  the  pipe,  it  will  ascend  into 
the  vessel,  and,  by  displacing  the  water,  cause  the  ball  to  descend,  and  thus  open  the  cock,  when  the 
air  is  allowed  to  escape.  No  water,  however,  can  escape,  for,  when  that  fluid  rises  in  the  vessel  above 
a  certain  height,  the  ball  rises  and  shuts  the  cock ;  new  air  then  collects,  displaces  the  water,  lowers 
tiie  ball,  the  code  is  opened,  and  it  again  escapes. 

AIR-GUN.  A  madiine  in  which  highly-compressed  air  is  substituted  for  gunpowder  to  expel  Uie 
ball,  which  will  be  projected  forward  with  greater  or  less  velocity,  according  to  the  state  of  conden- 
sation and  the  wei^t  of  the  body  projected. 

It  consists  of  a  lode,  stock,  barrel,  ramrod,  etc.,  of  about  the  size  and  weight  of  a  common  fowling- 
piece.  Under  the  lock  at  6  is  screwed  a  hollow  copper  ball  c,  perfectly  air-tight  This  ball  is  fully 
charged  with  condensed  air,  by  means  of  the  syringe  B^  previous  to  its  being  applied  to  the  tube  at  h. 
Being  diarged  and  screwed  on  as  above  stated,  if  a  bullet  be  rammed  down  in  the  barrel,  and  the 
trigger  a  be  pulled,  the  pin  in  h  will,  by  the  spring-work  in  the  lock,  fordbly  strike  out  into  the  ball, 
and  thence,  by  pushing,  it  suddenly,  a  valve  within  it  will  let  out  a  portion  of  the  condensed  air,  which, 
rushing  through  the  aperture  in  the  lock,  will  act  fordbly  against  the  ball,  impelling  it  to  the  distance 

of  60  or  70  yards,  or  farther  if 
^*^'  the  air  be  strongly  compressed. 

At  every  discharge  only  a  portion 
of  the  air  escapes  from  the  ball ; 
therefore,  by  re-oocking  the  piece 
another  discharge  may  be  made, 
which  may  be  repeated  for  a  num- 
ber of  times  proportioned  to  the 
size  of  the  ball.  The  air  in  the 
copper  ball  is  condensed  by  the 
syringe  ^  in  the  following  man- 
ner: The  ball  is  screwed  quite 
close  on  the  top  of  the  syringe ; 
at  the  end  of  the  steel-pointed 
rod  a  is  a  stout  ring,  through 
which  passes  the  rod  k;  upon 
this  rod  the  feet  should  be  firmly 
set;  then  the  hands  are  to  be 
applied  to  the  two  handles  t  t 
fixed  on  the  side  of  the  barrd 
of  the  syringe,  when,  by  moving 
the  barrel  B  steadily  up  and 
down  on  the  rod  a,  the  ball  e 
will  become  charged  with  condensed  air,  and  the  progress  of  condensation  may  be  estimated  by  Uie 
increasing  difficulty  in  forcing  down  the  syringe.  At  the  end  of  the  rod  k  is  usually  a  square  hole, 
that  the  rod  may  serve  as  a  key  for  attaching 

the  ball  to  either  the  gun  or  syringe.    In  the "  1^- 

inside  of  the  ball  is  fixed  a  valve  and  spring, 
which  gives  way  to  the  admission  of  the  air, 
but  upon  its  emission  comes  close  up  to  the 
orifice,  shutting  out  the  external  air.  The  pis- 
ton-rod works  air-tight  by  a  collar  of  leather  on 
it,  in  the  barrel  B  ;  it  is  therefore  obvious  that, 
when  the  barrel  is  drawn  up,  the  air  will  rush 
in  at  the  hole  h  ;  when  it  is  pushed  down,  it 
will  have  no  other  way  to  pass  from  the  press- 
ure of  the  piston  but  into  the  ball  c  at  the  top.  The  barrel  being  drawn  up,  the  operation  is  re- 
peated, until  the  condensation  is  so  great  as  to  resist  the  action  of  the  piston. 


Digitized  by 


Google 


AIR-PIPES.  47 

In  Gilford's  air-gun.  Fig.  168,  the  barrel  is  in  communication  with  the  inside  of  the  trigger-box, 
b  the  interior  of  which  is  a  valTe-piston,  consisting  of  a  steel  rod  carrying  a  ring  fitted  with  a  caou- 
tdMnc  disk  for  dosing  communication.  Air  enters  the  barrel  by  a  bell-shaped  chamber.  By  pressing 
stroDgty  on  the  extremity  of  the  rod,  the  disk  is  compressed  and  closes  the  reservoir-orifice.  By  sud- 
denly releasing  the  piston-yalve,  the  elasticity  of  the  rubber,  combined  with  the  pressure  of  the  air, 
oases  the  sudden  opening  of  the  reserroir-orifioe,  and  emits  a  blast  of  air  to  the  rear  of  the  projec- 
tile. The  air  i3  oompressied  into  a  reservoir  beneath  the  barrel  by  means  of  a  piston  working  longi- 
tudinally in  a  valved  interior  tube. 

AIR-PIPES.  An  invention  for  clearing  the  holds  of  ships  and  other  close  places  of  their  foul  air. 
The  contrivance  is  simply  this :  A  long  tube,  open  at  both  ends,  is  placed  with  one  end  opening  into  an 
apartment  to  be  ventilated,  and  the  other  out  of  it.  The  air  in  the  outer  end  of  the  tube  is  rarefied 
bj  heat,  and  the  dense  air  from  the  hold  comes  in  to  supply  the  partial  vacuum,  the  escape  of  the 
fool  air  in  the  hold  being  supplied  by  fresh  air  introduced  through  an  opening  above ;  and  this  pro- 
een  ia  carried  on  until  the  air  becomes  everywhere  equally  elastic. 

AIR-PUMP.  The  air-pump  is  an  instrument  by  which  a  vacuum  can  be  produced  in  a  given 
space,  or  rather  by  which  ur  can  be  greatly  rarefied,  for  an  absolute  vacuum  cannot  be  produced  by 
its  means,  fig.  159  represents  a  simple  form  of  this  machine.  Through  the  centre  of  the  brass 
plate  there  is  £illed  an  orifice  A^  from  which  orifice  there  is  led  a  pipe  A  By  forming  a  communication 
between  the  receiver  R  and  the  interior  of  the  cylinder  BP  V,  which  communication  may  be  opened 
or  dosed  by  means  of  a  stopcock  at  O.  The  cylinder  or  barrel  BF  Via  furnished  with  a  piston  BF 
accnrately  fitted  to  the  cylinder,  but  capable  of  free  motion  up  and  down,  which  motion  is  effected 
by  means  of  a  piston-rod  D  C,  which  moves  through  a  stuffed  or  air-tight  collar  at  D.  The  bottom 
of  the  cylinder  or  barrel  is  f  umishod  with  a  valve  V  opening  outward.  This  cylinder  communicates 
vith another^  ATP  Vy  constructed  and  furnished  in  a  similar 
manner;  and  the  two  piston-rods  are  provided  with  racks  C  O  1^* 

at  the  top,  the  teeth  of  which  are  acted  upon  by  those  of  a 
wheel  placed  between  them,  as  may  be  seen  in  the  figure. 
Let  ns  now  attend  to  the  mode  of  action.  Suppose  the  stop- 
cock at  G  open,  and  the  pistons  as  they  are  in  the  figure. 
The  piston  BF  being  at  the  top,  a  free  communication  is 
formed  between  the  receiver  R  and  the  first  cylinder,  and  the 
piston  bemg  pushed  down  past  the  orifice  at  By  the  air  con- 
tained m  the  cylinder  or  barrel  will  be  forced  into  less  space 
or  compressed,  and,  of  course,  its  elastic  force  increased.  In 
consequence  of  this  increased  elasticity,  the  valve  at  V  will 
be  opened  and  the  air  expelled.  When  the  piston  is  lifted, 
this  valve  will  be  shut  by  the  pressure  of  the  atmospheric 
ur  without ;  thus  a  portion  of  the  air  which  was  contained 
in  the  receiver,  communication-pipe,  and  barrel,  has  been 
expelled,  and  that  which  remains  will  consequently  be  less 
drase;  another  stroke  of  the  piston  will  diminish  the  density 
■till  more ;  and  this  process  may  be  continued  until  the  den- 
sity be  so  diminished  that,  when  compressed  by  the  descent 
of  the  piston  to  the  bottom  of  the  barrel,  its  elastic  force  is 
only  sufficient  to  open  the  valve  V.  It  will  be  easily  seen 
that  the  exhaustion  of  the  ear  in  the  receiver  depends  on  the 

elasticity  of  the  air ;  for  when  the  piston  descends  and  expels  the  air  contained  within  the  barrel, 
which  it  will  do  completely  if  it  go  to  the  bottom,  and  then,  in  returning,  the  valve  V  being  shut,  a 

vacuum  will  be  formed  in  the  barrel  until  the  piston  in  its  ascent 
passes  the  orifice  By  when  the  air  within  the  receiver  will  expand 
and  fill  the  whole  cavity.  The  operation  of  the  second  barrel  and 
piston  is  precisely  similar  to  that  of  the  first,  so  that  when  the  one 
is  understood,  the  other  requires  no  explanation. 

The  degree  of  exhaustion  will  depend  upon  the  workmanship  of 
the  pump,  the  number  of  strokes  of  the  piston,  and  the  relative 
capacities  of  the  receiver  and  barrels ;  but  perhaps  in  no  case  can 
the  vacuum  in  the  receiver  be  made  perfect.  For  the  purpose  of 
determining  the  degree  of  exhaustion,  a  mercurial  gauge  is  em- 
ployed, which  acts  on  a  similar  principle  with  the  common  barom- 
eter. A  glass  tube  ^i^  rests  in  a  basin  of  mercury  Fy  and  its  up- 
per orifice  opens  into  the  brass  plate  S  8,  When  the  exhaustion  of 
the  receiver  has  commenced,  the  pressure  of  the  air  in  the  receiver 
must  be  less  than  that  of  the  atmosphere  without.  Wherefore, 
since  the  air  in  the  receiver  presses  the  mercury  down  the  tube, 
and  the  atmosphere  pressing  on  the  mercury  in  the  basin  forces  if 
up  the  tube,  with  the  greater  force  the  mercury  will  rise  in  the 
tube,  and  it  will  rise  the  higher  according  to  the  difference  of  the 
density,  and  consequently  elastic  force,  of  the  air  in  the  receiver, 
I    and  that  of  the  atmosphere. 

Two  examples  of  the  latest  improved  air-pumps  arc  given  here- 
with.   Fig.   160  is  the  free-piston  air-pump  of  M.  J.  A.  Deleuil. 
The  peculiarity  of  the  machine  is  that  the  piston  works  out  of  contact  with  the  barrel  of  the  pump, 
ud,  of  course,  without  friction.    The  film  of  air  between  piston  and  cylinder-wall  forms  a  kind  of 
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lubricating  cushion.    The  piston  is  driyen  by  an  epicycloidal  combination  operated 
fly-wheel,  and  is  guided  by  its  rod,  as  shown.    There  are  two  valves  at  each  end  of  th 
opening  Inwai^d,  the  other  outward.     The  outward-opening  vi 
^"^'  municate  with  the  same  tube,  which  is  secured  and  united  wi 

at  both  extremities.  At  the  middle  point  of  this  tube  a 
from  it  may  be  connected  with  a  condensing  appai^atus  ;  so 
may  be  useid  for  condensation  as  well  as  rarefaction.  AVIk' 
ordinary  purposes  of  an  air-pump  this  branch  is  open  to  t 
On  the  other  side,  the  two  inward-opening  valves  are  simil 
and  the  branch  tube  on  that  side  establishes  communication  vi 
to  be  exhausted.  The  valves  arc  opened  and  shut  mechanic 
ton  itself  in  a  manner  not  shown  in  the  figure.  For  this  pui 
drical  rods  are  introduced  passing  through  the  piston,  and 
end  to  end  of  the  cylinder,  but  capable  of  a  slight  longitud 
as  the  piston  changes  its  direction.  This  movement  opcn^ 
end,  and  simultaneously  closes  the  corresponding  one  at  the 
but  this  change  having  been  effected,  the  rod  remains  statioi 
sliding  on  it  in  continuing  it«  movement.  With  a  machii 
having  a  cylinder  4^  inches  in  diameter,  a  20-gallon  recci 
hausted  down  to  a  pressure  of  less  than  half  an  inch  of  i 
minutes. 

Fig.  161  represents  an  air-pump  devised  by  M.  de  las  Marisi 

be  cheaply  constructed.     Two  reservoirs  A  A  counterpoise  < 

are  supported  by  the  pulley  B.    They  communicate  with  two 

C  by  means  of  the  glass  tubes  D,  and  of  the  India-rubber  t 

are  filled  with  mercury,  which,  when  one  of  the  reservoirs  is  lii 

the  balloon  and  di-ives  the  air  out  of  it  through  the  capillar} 

is  soldered  to  the  top,  at  the  same  time  that  the  other  resei 

lower  than  29.64  inches,  causes  the  mercury  to  quit  the  olh« 

forming  a  barometric  vacuum.     The  balloons  communicate  v 

by  the  glass  tubes  /T,  which  plunge  to  within  0.89  inch  of  th( 

balloons.     They  are  automatically  closed  as  soon  as  the  mcrci 

the  balloons  to  drive  out  the  air,  and  opened  as  soon  as  it  ret 

a  vacuum.    The  air  cannot  reenter  the  balloons  by  the  tubes 

been  once  driven  out,  because,  in  order  to  escape  by  the  orifict 

to  pass  through  a  slight  layer  of  mercury  contained  in  the  curved  tube  J ;  and  when 

formed  in  the  balloons,  the  atmospheric  pressure  causes  the  mercury  to  moimt  uj 

tubes,  and  thus  prevents  the  return  of  air.     In  order  to  receive  the  air  or  gas  containc 

all  that  is  to  be  done  is  to  place  the  required  recipient  in  communication  with  the 

degree  of  vacuum  produced  is  indicated  by  the  barometer  Ky  which  communicates  witl 

tube  L,    The  return  of  the  air  is  efTected  through  the  tube  if,  which  communicates  oi 

the  plate,  and  on  the  other  plunges  into  the  mercury  contained  in  the  bent  tube  JV. 

BtimerCB  Air-Pump  is  represented  in  Fig.  162.     Falling  water  is  employed  to  carry  t' 
air  with  it,  and  in  this  way  a  steady  exhaustion  is  produced.    The  device  consists  of  a  ' 
D  in  which  a  narrower  tube  reaches  downward  to  JV,  connected  at 
the  top  by  a  well-fitting  cork  M.    Water  is  carried  in  by  a  side  l®' 

branch  C,  connected  by  means  of  an  India-rubber  tube  J?,  closed  by 
a  spring  Iff  with  a  tube  A  drawing  water  from  a  reservoir.  The 
current  of  this  water  going  down  in  the  tube  D  around  the  inner 
tube  draws  the  air  from  T  and  S  and  from  any  vessel  connected 
with  S,  To  increase  the  effect,  the  wide  tube  D  is  connected  below 
with  a  lead  tube  F  which  reaches  20  or  30  feet  down ;  so  that  this 
long  descending  column  of  water  acts  like  a  powerful  continuous 
piston.  I 

AIR-SHIP.  A  vessel  adapted  to  the  navigation  of  the  air.  The 
subject  will  be  considered  under  the  two  heads  of  Balloons  and  Flif- 
ing-Machines. 

The  Balloon  is  a  bag  or  hollow  vessel  of  light  impermeable  mate- 
rial, which,  when  filled  with  a  gas  lighter  than  air,  ascends.  The 
theoretical  considerations  governing  this  result  are  as  follows : 

1.  If  a  body  is  wholly  immersed  in  any  fluid,  it  will  be  pressed 
upward  by  a  force  equal  to  the  weight  of  a  volume  of  the  fluid 
equal  to  the  volume  of  the  body. 

2.  If  the  upward  pressure  is  less  than  the  weight  of  the  body, 
the  latter  will  have  a  tendency  to  fall,  under  the  action  of  a  force 
equal  to  the  difference  between  the  body's  weight  and  the  weight 
of  an  equal  volume  of  the  fluid. 

3.  If  the  upward  pressure  is  equal  to  the  weight  of  the  body, 
the  body  will  have  no  tendency  either  to  fall  or  rise. 

4.  If  the  upward  pressure  is  greater  than  the  body's  weight,  the  body  will  have 
rise,  due  to  a  force  equal  to  the  difference  between  the  weight  of  a  volume  of  fluid  eq 
ume  of  the  body,  and  the  weight  of  the  body.    These  principles  are  a  concise  statement 
of  a  balloon's  action.    If  we  have  a  body  whose  weight  per  cubic  foot  is  lesa  than  tb 
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enbic  foot  of  air,  the  body  will  rise  with  a  force  equal  to  the  difference  between  the  body^s  weight 
md  the  weight  of  an  equal  volume  of  air.  For  bistanoe,  if  a  balloon  is  filled  with  hydrogen,  the  air 
vill  exert  a  lifting  force  of  about  -Hh;  of  a  pound  for  each  cubic  foot  in  the  volume  of  the  balloon,  so 
that,  if  the  weight  of  the  balloon  and  car  is  less  than  this  lifting  force,  the  balloon  will  ascend.  If 
eommon  illuminating  gas  is  used  in  the  balloon,  the  lifting  force  will  be  about  one-twenty-fifth  of  a 
pound  for  each  cubic  foot  of  the  balloon*s  volume.  The  weight  of  the  material  in  a  balloon  varies 
greatly,  of  course,  according  to  the  construction,  some  balloons  only  weighing,  with  the  network,  about 
ooe4wentieth  of  a  pound  per  square  foot  of  surface,  or  even  less,  and  others  weighing  as  much  as 
ooe^iglith  of  a  pound  per  square  foot  of  surface.  The  ordinary  shape  of  a  balloon  approximates 
closely  to  that  of  a  sphere,  wlUch  it  is  commonly  assumed  to  be  in  making  calculations. 

Tliese  rales  may  be  applied  in  examples  in  order  to  exhibit  the  calculations  involved  in  the  design- 
ing of  a  balloon.  A  balloon  has  a  diameter  of  40  feet ;  the  weight  of  the  material  and  netting  is  onc- 
d^bth  of  a  pound  per  square  foot  of  surface ;  the  weight  of  the  car  and  contents  is  600  lbs. ;  and 
the  gas  which,  distends  the  balloon  is  subject  to  an  upward  pressure  of  one-twenty-fifth  of  a  pound 
per  cabic  foot 

The  rohune  of  the  balloon  is  3S,610  cubic  feet,  so  that  the  upward  pressure  due  to  the  air  is  about 
1,840  lbs.  The  surface  of  the  balloon  is  5,026.5  feet,  so  that  the  weight  of  material  and  netting 
is  about  628  lbs.,  to  whidi  must  be  added  the  weight  of  the  car,  making  a  downward  pressure  of 
1,228  Ibsw ;  henoe  the  unbalanced  upward  pressure,  which  causes  the  balloon  to  ascen^  is  about 
112  lbs.  It  will  now  be  evident  that  the  lifting  force  of  a  balloon  is  entirely  due  to  the  air,  and 
ii  impeded,  instead  of  being  assisted,  by  the  gas ;  so  that  it  would  be  better,  if  it  were  practicable,  to 
make  a  balloon  with  a  vacuum  in  the  interior.  It  must  be  remembered  that,  as  a  balloon  ascends 
ibore  the  earth's  surface,  the  air  in  which  it  is  immersed  grows  continually  less  dense,  so  that  the 
fifting  force  becomes  less  and  less,  unless  the  volume  of  the  balloon  is  increased.  Thus,  at  about 
18,000  feet  elevation,  the  air  is  only  about  half  as  dense  as  at  the  sea-level ;  at  86,000  feet  elevation, 
I  u  dense,  and  so  on.    Hence  balloons  are  rarely  filled  at  the  surface. 

In  making  the  estimate  for  a  balloon,  one  can  generally  ascertain  the  weight  of  the  car  and  con- 
tents, the  dilference  of  weight  of  a  cubic  foot  of  air  and  of  the  gas  to  be  employed  (which  may  be 
etlled  the  buoyant  effort),  and  the  weight  of  the  balloon  with  its  ropes  and  network  per  square  foot 
of  surface.  It  is  then  required  to  find  the  diameter  of  a  balloon  which  will  have  a  tendency  to  rise 
vith  a  given  force.  The  calculation  by  which  this  is  determined  is  somewhat  complex,  but  it  will  be 
foond  explained  at  length  below,  an  example  being  added  for  the  purpose  of  further  illustration. 
The  following  quantities  must  first  be  ascertained :  1.  The  buoyant  effort,  or  difference  between  the 
veigfat  of  a  cubic  foot  of  air  and  of  gas.  2.  The  weight,  which  includes  the  weight  of  everything 
except  the  material  of  the  balloon  and  the  netting,  together  with  the  lifting  force.  8.  The  superficial 
vei^  or  weight  of  the  material  and  netting,  per  square  foot  of  the  balloon's  surface. 

The  operations  for  finding  the  required  diameter  are  as  follows :  (a)  Divide  twice  the  superficial 
veiglit  1^  the  buoyant  effort  (5)  Divide  8  times  the  cube  of  the  superficial  weight  by  the  cube  of 
the  buoyant  effort  (c)  Divide  0.95493  times  the  weight  by  the  buoyant  effort  {d)  Multiply 
15.27888  times  the  cube  of  the  superficial  weight  by  the  weight,  and  divide  the  product  by  the  fourth 
powvof  the  buoyant  effort  (e)  Divide  0.91188  times  the  square  of  the  weight  by  the  square  of 
buoyant  effort  (/)  Add  together  the  quantities  obtained  by  rules  (d)  and  (e),  and  take  the  square 
root  of  the  sum.  Q)  Add  together  the  quantities  obtained  by  rules  {b\  (c),  and  (/),  and  take  the 
cobe  root  of  the  sum.  {hf  Add  together  the  quantities  obtained  by  rules  (6)  and  (c),  subtract  the 
qiuuitity  obtained  by  rule  (/),  and  take  the  cube  root  of  the  difference,  (t)  Add  together  the  quan- 
tities obtained  by  rules  (a),  (^),  and  (A).    The  sum  will  be  the  diameter  required. 

Example:  It  is  required  to  find  the  necessary  diameter  of  a  balloon,  the  following  data  being 
gifen: 

The  weight  of  the  car  and  contents  is  475  lbs.,  of  the  valve  25  lbs.,  and  the  air  is  to  exert  a 
lifnng  force  of  100  lbs.  The  gas  in  the  balloon  is  to  be  such  that  the  difference  between  its 
veigfat  and  that  of  a  cubic  foot  of  air  shall  be  0.04  lb.  The  weight  of  the  material  and  netting 
is  to  be  0.12  lb.  per  square  foot  of  balloon-surface. 

Porsuing  the  same  steps  as  indicated  in  the  preceding  rules,  we  find:  1.  The  buoyant  effort 
=  0.04  lb.  2.  The  weight  =  476  +  25  +  100  =  600  lbs.  8.  The  superficial  weight  =  0.12  lb. 
(a)  2  X  0.12  -^  0.04  =  6.  (6)  8  x  0.001728  -i-  0.000064  =  216.  (e)  0.96493  x  600  -I-  0.04  =  14,824. 
(rf )  15.27888  X  0.001728  -I-  0.00000256  =  6,187,946.  («)  0.91 188  x  860,000  -i-  0.0016  =  205,178,000. 
(/)  V  (206,178,000  -+  6,187,946)  =  14,538.  {g)  »  V  (216  + 14,824  ■+  14,538)  =  30.76.  (A)  »  v(21« 
+  14,824—14,538)  =  1.26.    (t)  6  +-  80.75  +  1.26  =  88.01  feet,  required  diameter. 

As  there  are  many  who  like  to  know  the  reasons  for  a  result,  we  have  added  the  method  by  which 
the  rales  are  obtained,  which  can  readily  be  verified  by  those  who  are  familiar  with  algebra.  Let 
h  =  buoyant  effort,  W  =  weight,  and  a  =  superficial  weight. 

The  fattlloon  is  to  have  sufficient  volume  that  the  upward  pressure  of  the  air,  which  is  the  volume 
of  the  balloon  multiplied  by  the  buoyant  effort,  shall  be  equal  to  the  weight,  increased  by  the  product 
<tf  the  superficial  weight  and  the  surface  of  the  balloon.  Assuming  that  the  balloon  is  in  the  form  of 
a  sphere,  this  condition  is  expressed  by  the  following  equation,  calling  z  the  diameter  of  the  balloon : 

0.5236 x 6 xi«  =  W+ 8.1416 xaxx«.    From  which  we  deduce:  x  =  ^ •+  \—  +  ^'^^f f,^.^  +, 


6       L6»  h 


/15.278S8g»W     0.91188W*\ili^      r8a»     0.95493  W      /15.2788g*W     0.91188W«\  jlj^ 

V  M  "*"  6»/J'^L6«"^6  \  h^  "^  6'        /J 

the  same  value  as  was  given  in  the  foregohig  rules. 

It  win  be  evklent,  by  inspecting  the  equation  of  condition,  that  the  same  method  can  be  applied  to 
my  form  of  balloon  whose  volume  and  surface  can  be  expressed  algebraically. 
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In  Fig.  168  is  represented  M.  Dupuj  deLdmes's  great  balloon,  remarkable  alike  for 
Btruction  and  from  the  fact  that  it  has  been  found  possible  to  cause  it  to  move  sU 
direction  by  means  of  the  screw-propeller.  The  balloon  consists  of  white  silk  taffeta 
rubber,  and  again  with  nainsook.     To  the  last  a  vamish  is  applied. 

In  order  that  the  phme  of  the  movement  shall  be  more  directly  under  the  control 
the  following  dimensions  have  been  adopted :  Length,  118  feet  6  inches;  diameter  i 
8  inches;  area  through  the  centre,  1,862  square  feet;  volume,  121,988  cubic  feet; 
of  balloon  to  keel  of  car,  95^  feet ;  distance  between  screw-shaft  and  major  axis  of  bt 
The  rudder  is  a  triangular  sail  of  161i  square  feet  area,  and  is  manipukted  by  cords  t 
Fig.  168,  A  is  tiie  balloon ;  B  the  car,  with  D  network  ;  a  a,  taffeta  covering ;  b  6, 
the  upper  netting  to  the  covering  of  the  balloon ;  d  d^  silken  ropes  suspending  the  o 

168. 


164. 


163. 


ropes  for  the  car ;  8,  small  internal  balloon,  with  line  of  intersection  with  the  balloon 
rudder ;  ff,  pendent  tubes  for  securing  a  constant  degree  of  inflation.  Th^fte  are  filled 
which  gas  alone  is  used  in  the  balloon,  and  hung  down  for  a  distance  of  26  feet.  As 
it  forces  itself  down  these  tubes,  while  its  own  pressure  in  the  tube  reacts  upon  the  nr 
gas  in  the  balloon,  preserving  such  an  excess  of  interior  pressure  as  prevents  the  shi 
covering  being  altered  by  the  wind.  The  small  internal  balloon  8,  or  hallonei,  still  f  i 
maintain  a  constant  surface.  As  the  gas  escapes  through  diminution  of  pressure  in  t 
loon,  it  becomes  filled  with  air.  At  /are  the  cords  regulating  the  valves  S'^  T  \%  th( 
the  baUonet  with  air ;  if  is  a  crank  for  working  the  screw  Q;  /are  stays  for  st 
screw.  Experiment  with  this  air-ship  has  given  results  in  remarkable  accordance  wit! 
calculations.  Eight  men,  rotating  the  screw  at  25  revolutions  per  minute,  caused 
travel  at  the  rate  of  62.5  feet  per  second.  This  speed  was  augmented  to  55.8  feet  ] 
27.5  rotations.  The  hallonet  was  found  to  maintain  the  exterior  surface ;  no  rocking 
parted  by  persons  in  the  car,  and  it  was  reported  that  the  head  of  the  aerostat  was  rea 
desired  direction  at  an  angle  to  the  wind,  by  the  labor  of  8  men  upon  the  screw-crank 

It  having  been  shown,  by  the  experiments  of  M.  Paul  Bert  and  others,  that  animal 
tinguished  in  a  too  rarefied  atmosphere,  on  account  of  the  insufficient  supply  of  oxygei 
been  made  to  reach  exceedingly  high  altitudes  by  carrying  a  supply  of  oxygen  gas,  whic 
inhaled  when  the  atmosphere  became  unbearable.  The  last  effort  in  this  direction  ¥ 
Sivel,  Spinelli,  and  Tissandier,  in  1875.  At  28,000  feet  the  aeronauts,  despite  the  c 
into  a  kind  of  stupor,  and  it  is  supposed  that,  in  partial  delirium,  one  of  them  cut  a^ 
bags,  with  other  objects,  in  his  intense  desire  to  mount  upward.  MM.  Spinelli  and  ^ 
cated,  and  the  third  revived  from  his  insensibility  after  the  balloon  had  sunk  to  a  lowc 
maximum  height  attained,  shown  by  the  barometers,  was  27,500  feet.  Previously,  i 
aid  of  oxygen,  Coxwcll  and  Glaisher  reached  an  altitude  estimated  at  87,000  feet. 

Two  automatic  devices  for  adjusting  the  elevation  of  a  balloon,  and  for  giving  wami 
are  illustrated  in  Figs.  164  and  165.  The  ballast-regulator.  Fig.  164,  is  a  bladder  A  i 
before  ascending,  and  placed  between  two  boards,  one  of  which  is  fixed  upright  and  tl 
thereto.  A  rubber  spring  keeps  the  movable  piece  up  against  the  bladder,  and  by  suit 
the  moving-board  is  attached  to  the  handle  of  a  water-barrel,  so  as  to  turn  a  strcf 
accordance  with  its  motion.    When  the  bladder  swells,  as  the  balloon  rises  into  an 
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166. 


greater  tenuity,  the  handle  of  the  spigot  is  moTed  so  as  to  diminish  gradually  or  check  the  escape  of 
water;  while  the  descent  of  the  btdloon  causes  the  contraction  of  the  bladder  and  the  opening 
of  the  spigot  This  device  was  intended  to  relieve  the  aeronaut  from  the  necessity  of  watchfulness 
during  a  brief  period,  so  that  he  might  sleep.  The  second  apparatus,  Fig.  165,  is  an  ordinary  barom- 
eter-tube, into  which  are  led  wires  from  a  battery.  The  ends  of  the  wires  are  connected  by  an  insu- 
hled  sobstanoe,  and  are  adjusted  at  any  desired  mark  on  the  barometer  corresponding  to  a  given  alti- 
tude, and  above  the  mercury.  Should  the  balloon  descend,  the  mercury  rises,  touches  the  wires, 
establishes  the  electric  circuit,  and  a  bell  is  sounded.  Mr.  Donaldson,  the  inventor  of  these  devices, 
also  succeeded  in  directing  the  course  of  his  balloon,  in  some  measure,  by  large  kites  lowered  into 
currents  of  air  of  favorable  direction.  He  also  found  that  low-flying  balloons  were  preferable  to 
balloons  at  high  elevations  for  purposes  of  traveling.  By  so  adjusting  his  ballast  that  his  air-ship 
ikated  at  about  four  feet  above  the  ground,  he  was  able  to  impel  himself  by  a  pole,  and  by  vigorous 
poshes  on  the  same  to  cause  his  balloon  to  leap  over  low  houses,  trees,  etc 

In  Fig.  166  are  represented  Sivel's  sounding  balloons,  for  recognizing  the  presence  of  currents  of  air 
above  or  below  the  main  aerostat  A  rod  80  feet  in  length  was  projected  from  the  car,  and  held  in 
equilibrium  by  the  upper  balloon,  which  was  19  feet 
in  diameter,  and  which  was  filled  with  gas.  This 
was  attached  to  a  rope  8,000  feet  long,  and  allowed 
to  ascend  that  distance  above  the  car.  The  other 
small  balloon  was  filled  with  air,  and,  being  attached 
to  a  line  of  similar  length,  fell  far  below.  After 
many  experiments  and  no  small  amoAnt  of  costly 
investigation,  the  Aeronautical  Society  of  Great 
Britain,  so  long  presided  over  by  the  Duke  of  Ar- 
^11,  has  pronounced  decisively  against  the  balloon 
as  incapable  of  being  made  useful  for  the  purpose 
of  locomotion,  except  in  the  way  of  waftage ;  and 
in  a  report  (1876),  the  secretary  of  the  Society  de- 
dares  that  the  sole  improvement  of  which  the  bal- 
loon is  capable  is  the  invention  of  some  means  to 
seeore  its  ascent  and  descent  without  the  expendi- 
tore  of  gas  or  balUst 

Sappose  we  have,  for  example,  a  balloon  so 
weighted  that  it  would  float  on  the  discharge  of 
85  lbs.  of  ballast,  or  on  receiving  an  additional 
thousand  cubic  feet  of  gas.  It  is  plain  that,  if 
some  mechanical  means  (say  a  screw  acting  verti- 
cally) were  added,  capable  of  exerting  a  lifting  force 
of  85  lbs.  more  than  its  own  weight — a  light  2-horse- 
power  engine  would  drive  it — ^the  voyager  would 
be  able  to  rise  without  discharging  ballast,  or  sink 
without  discharging  gas,  and  so  be  able  to  avoid 
obstacles  while  drifting  over  the  surface,  or  to  rise 
above  adverse  currents  to  such  as  might  be  more  fa- 
vorable. 

But,  for  the  purposes  of  real  aSrial  navigation, 
such  drifting  is  wholly  inadequate.  The  work  to  be 
accomplished  is  not  the  floating  of  a  relatively  light 
body  in  more  or  less  favorable  air-currents,  but  the 
propulsion  of  a  heavy  body  with  a  force  sufficient  to 
overcome  all  aSrial  resistance,  and  with  velocity 
enough  to  make  the  inevitable  driftage  relatively 
unimportant   This  has  not  yet  been  achieved,  though 

the -efforts  toward  it  have  shown  some  very  encouraging  results.  Certain  experiments  made  at  the 
expense  of  the  Aeronautical  Society,  to  determine  the  exact  lifting  pressure  of  air-currents  against 
a  plane  inclined  at  different  angles,  obtained  results  which  are  especially  promising.  The  plane  used 
was  a  steel  plate  a  foot  square,  and  the  substitute  for  wind  or  the  resistance,  occasioned  by  the  pas- 
sage of  a  body  at  high  speed  through  the  air,  was  the  blast  of  a  powerful  fan-blower.  Placed  at 
right  angles  to  this  blast,  the  pressure  on  the  plate  was  8^  lbs.,  indicating  a  wind-velocity  of 
about  25  miles  an  hour.  Inclined  at  an  angle  of  16°,  the  plate  received  a  direct  pressure  of 
only  one-third  of  a  pound,  while  the  lifting  pressure  amounted  to  !•}  ^b*  ^P  other  words,  a  plane 
of  1  square  foot,  held  at  an  angle  of  IS"*  against  a  current  of  air  having  the  velocity  of  25  miles  an 
hour,  will  carry  four  times  as  much  weight  as  it  meets  resistance.  A  less  angle  than  15*"  could  not 
be  tried,  owing  to  some  obstruction  to  the  action  of  the  apparatus.  The  experiments  showed,  bow- 
erer,  that  the  ratio  of  the  lift  to  the  thrust  greatly  increased  as  the  inclination  of  the  plane  dimin- 
ished, and  also  that  the  lifting  power  of  the  current,  per  square  foot  of  plane,  increased  with  the 
ezteDsi<xi  of  the  sustaining  surface,  probably  on  the  same  principle  that  makes  a  large  sail  on  a  ship 
so  mueh  more  efficient  than  an  equal  area  of  small  sails. 

Regarding  the  power  required  to  lift  a  weight  in  the  air  by  means  of  vertical  screws,  in  a  **  Report 
OD  the  Eng^  Aeronautical  Exhibition  of  1868,"  by  Mr.  Wenham,  the  following  paragraph  appears : 
''The  Society  has  brought  out  the  remarkable  fact  that  a  l-horse-power  engine  can  be  made  to 
wci^  only  18  lbs.,  thus  showing  the  possibility  of  obtaining  flight  by  the  repudiated  system  of  verti- 


ed  screws,  even  with  the  enormous  expenditure  of  power  that  this  plan  is  known  to  require.'*    In 
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order  to  ascertain  what  actual  lifting  power  could  be  obtained  with  planes  moving  in  horizontal 
orbits,  Mr.  Moy  constructed  new  aero-plane  wheels,  12  feet  in  diameter,  with  12  planes  to  each 
wheel,  the  whole  presenting  160  square  feet  of  surface,  driven  by  a  steam-engine  weighing  80  lbs. 
By  placing  the  whole  acting  surface  on  these  two  wheels,  an  interesting  experiment  was  carried  out. 
It  was  palpable,  however,  that,  from  the  conditions  of  the  actual  trial,  the  full  lifting  power  due  to 


166  a. 


the  surface,  angle,  and  velocity  could  not  be  hoped  for.  These  revolving  planes  were  traveling  all 
the  time  in  one  circle.  Th^  had  not  the  advantage  of  obtaining  an  abutment  upon  a  previously 
undisturbed  body  of  air.  The  experiment  was  in  an  inclosed  part  of  the  building.  A  great  part  of 
its  power  was  expended  in  drawing  downward  a  body  of  air.  The  whole  weight  of  the  machine  was 
186  lbs.    Levers  were  attached  to  the  spindle  of  the  aoro-plane  wheels,  which  .were  weighted  to  take 

off  all  over  120  lbs.    This  latter  weight 
'  was  raised  from  the  floor  as  much  as  6 

inches  under  one  aero-plane  and  2  inches 
under  the  other,  this  inequality  being  due 
to  one  wing-plane  having  broken. 

The  engine,  therefore,  was  proved  capa- 
ble of  raising  itself,  and  40  lbs.  additional 
weight,  under  great  disadvantages.  The 
revolutions  of  these  two  12-feet  aero- 
planes were  67  per  minute. 

The  largest  and  probably  the  most  per- 
fect balloon  which  has  been  made  is  that 
designed  by  M.  Ilenri  Giffard,  and  exhib- 
ited by  him  in  the  City  of  Paris  during  the 
continuance  of  the  French  International 
Exposition  of  1878.  The  following  is  a 
summary  of  some  of  the  principal  figures 
connected  with  this  interesting  aerostat: 
— ^Dimensions :  Diameter  of  the  spherical 
envelope,  118  feet  1  inch;  height  above 
the  ground  when  at  its  moorings,  180  feet 
6  inches;  capacity  of  envelope,  882,915 
cubic  feet  Weights :  Material  of  the  bal- 
loon with  its  two  valves,  6  tons  8  cwt. ; 
netting,  8  tons  6  cwt. ;  ropes  attached  to 
the  nets,  rings,  pulleys,  etc.,  8  tons  12 
cwt ;  car  and  its  appurtenances,  1  ton  1 1 
cwt.;  total  weight  of  materials,  18  tons 
11  cwt  Weight  of  cable  supported  by 
the  balloon,  2  tons  9  cwt. ;  fifty  passen- 
gers and  two  aeronauts,  8  tons ;  ballast, 
grapnels,  etc.,  8  tons ;  total  weight  lifted, 
22  tons. 

The  shape  of  this  balloon,  Fig.  166  a, 
is  perfectly  spherical,  the  object  of  thus 
departing  from  the  usual  pear-shaped  form  • 
being  to  obtain  a  greater  capacity  with  the  same  weight  of  material,  and  hence  greater  lifting 
power.  The  sphere  is  constructed  of  104  gores,  each  measuring  8  feet  6  inches  at  its  widest 
part  The  material  is  a  compound  fabric  composed  of  layers:  1,  muslin;  2,  pure  India-rubber; 
8,  linen  canvas;  4,  pure  India-rubber;  6,  canvas;  6,  vulcanized  rubber;  7,  muslin.    The  surface 
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is  covered  with  a  mixture  of  boiled  linseed-oil  and  litharge,  and  afterward  with  a  coat  of  white 
paint  The  method  of  making  the  Beams  is  as  follows:  The  edges  of  two  gores  having  been 
sewn  together  by  two  undulating  lines  of  stitches,  a  strip  of  material  consisting  of  a  thickness  of 
▼olctnired  India-rubber  between  two  layers  of  muslin  is  lud  over  the  outside  of  the  seam,  bemg 
made  to  adhere  by  a  coat  of  India-rubber  varnish  previously  applied ;  and  the  inside  of  the  seam  is 
corered  m  the  same  way  with  a  strip  of  muslin  saturated  with  the  same  solution  of  India-rubber. 
Ko  knots  are  used  in  the  netting,  seizings  being  applied  at  the  intersection  of  the  ropes,  and  the 
jimctioDS  covered  with  goat-leather.  The  car,  fig.  166  b,  is  suspended  by  16  cords  from  a  strong 
steel  ring  A,  of  small  diameter,  and  this  ring  is  in  its  turn  suspended  at  a  distance  of  about  4  feet 
from  a  second  and  larger  ring  J?,  which  is  hollow,  and  is  constructed  of  steel  plates  having  an  ex- 
ternal diameter  of  6  feet  8  inches.  The  upper  ring  is  attached  by  16  ropes  to  as  many  sheave- 
blocks  (7.  Through  each  of  these  blocks  passes  a  smaller  rope  carrying  a  smaller  block  at  each  end. 
Goaseqaently,  there  are  64  of  these  latter  blocks  supporting  the  weight  of  the  car,  and  communica- 
ting the  lifting  strain  of  the  balloon  to  the  cable  by  which  it  is  attached  to  the  ground.  At  D  are  the 
moving  ropes.  The  valve  consists  of  a  metallic  disk  21^  inches  in  diameter,  which  is  mahitained  in 
dose  contact  with  a  seat  of  vulcanized  rubber  by  a  series  of  spiral  springs  fixed  above  it.  It  is  ai^ 
ruiged  in  the  centre  of  a  large  circle  of  a  similar  material  to  that  of  which  the  balloon  is  con- 
structed, but  somewhat  thicker,  and  is  held  between  two  flanges  of  wood  8  feet  in  diameter,  which 
are  held  together  by  screws.  In  and  closing  the  neck  of  the  balloon  is  a  second  valve,  which  con- 
sists of  a  circular  metallic  plate  81}^  inches  in  diameter,  which  is  kept  pressed  against  its  seat  by  a 
set  of  very  delicate  springs,  so  that  upon  the  slightest  increase  of  pressure  within  the  balloon  the 
▼aire  opens,  and  a  quantity  of  gas  proportional  to  the  excess  escapes.  The  car  consists  of  an  oma- 
meotal  annular  balcony,  19  feet  8  inches  in  external  diameter,  the  floor  being  8  feet  8  inches  wide. 

In  Fi^.  166  ▲  is  given  an  elevation  of  M.  Giffard*s  balloon,  showing  it  as  arranged  in  the  court 
of  the  Tuileries,  Paris.  A  is  the  balloon ;  B^  the  car  suspended  over  the  conical  pit  with  the  em- 
baridng  bridge  in  position.  At  (7  is  the  winding  machinery  to  which  the  retaining  cable  of  the 
balloon  is  brought.  This  cable  is  nearly  8,000  feet  long,  weighs  over  2|  tons,  and  b  tapered  from 
a  diameter  of  8.35  inches  at  its  upper  end  to  2.56  inches  at  its  lower  extremity.  At  its  point  of 
connection  with  the  aerostat  the  cable  is  secured  to  a  dynamometer,  by  which  the  strain  on  the  cable 
tod  the  lifting  power  of  the  balloon  are  determined.  The  small  balloon  marked  D  represents  an 
ordinary  aerostat  of  85,000  cubic  feet  capacity,  capable  of  canying  8  or  4  persons.  (See  Engineer^ 
n^,  xxri.,  658.) 

Mr.  C.  F.  Ritchel  has  devised  an  aSrial  machine  wherein  is  employed  a  balloon  26  feet  in  length 
and  13  m  diameter,  weighing  66  lbs.,  and  charged  with  hydrogen  gas.  Broad  worsted  bands  extend 
over  that  and  down  to  a  rod  of  brass  tubing,  from  which  the  machine  is  suspended  by  slender  cords. 
The  after  portion  of  the  machine  is  at  the  base  a  parallelogram  of  rods,  from  which  rise,  lengthwise, 
oured  rods,  drawn  near  together  at  the  top.  All  these  rods  are  of  mandrel-drawn  brass,  light  and 
veiy  strong.  Above  the  apex  of  this  form  rises  a  cog-edged  steel  wheel,  with  double  handles  so 
geared  to  a  four-bladed  fan  moving  horizontally  directly  beneath,  that  the  operator  can  give  the  fan 
2,000  revolutions  per  minute.  The  extreme  diameter  of  this  revolving  fan  is  24  inches.  The  blades 
are  set  like  those  of  the  screw  of  a  propeller.  Just  behind  the  wheel  is  a  very  small  seat,  upon  which 
the  operator  perches.  His  feet  rest  upon  two  light  treadles  above  and  in  front  of  the  fan.  From 
the  front  of  this  form  spring  other  rods,  carrying  at  their  extremity  a  vertically-working  revolving 
fan,  22  inches  in  diameter.  It  is  so  geared  to  the  main  fan  that  it  may  be  operated  or  not,  at  the 
pleasure  of  the  driver,  and  can  be  made  to  turn  from  one  side  to  the  other,  so  as  to  deflect  the  course 
of  the  machine  in  the  air.  This  fan  makes  2,800  revolutions  per  minute  when  the  other  is  making 
2,000.  The  total  weight  of  the  apparatus  Is  114  lbs.  For  particulars  of  trial  of  this  machine,  which 
seemingly  worked  quite  satisfactorUy  in  still  air,  see  Sdeni^c  Americany  xxxviii.,  405. 

Thi  Fltiho  Machike. — Human  muscular  power  being  proportionately  very  much  inferior  to  that 
of  the  bird,  it  follows  that  no  contrivance  of  the  nature  of  wings  can  be  successfully  operated  by  the 
vnaided  strength  of  a  man's  muscles.  £ith^r  some  motor  must  be  employed  to  drive  the  lifting 
medianism,  or  an  auxiliary  balloon,  as  already  pointed  out,  must  be  used.  In  view  of  the  fact  that 
a  kite  is  sustained  in  the  air  by  the  pressure  of  the  wind  against  it,  provided  the  direction  of  the 
wind  b  oblique  to  its  surface,  some  authorities  consider  the  moving  plane  to  be  the  simplest  mech- 
•nism  that  can  be  devised  for  the  flying-machine,  in  connection  with  two  propeller-wheels,  turning  in 
opposite  directions,  so  as  to  keep  the  machine  in  an  upright  position.  The  best  angle  of  inclination 
of  the  fixed  plane— that  Is,  the  angle  in  which  the  least  amount  of  surface  is  required — is  54°  10' 
with  a  horizontal  line ;  but  the  power  required  for  motion  in  this  case  is  very  great.  By  redudng 
the  angle  between  the  fixed  surface  and  a  horizontal  line,  the  power  required  for  propulsion  is  dimin- 
ished ;  but  it  is  necessary  to  give  the  machine  a  much  higher  velocity,  in  order  that  it  may  be  sus- 
tamed  in  the  air;  or,  if  the  original  velocity  is  retained,  the  area  of  fixed  surface  must  be  largely 
increased,  which  will,  of  course,  add  to  the  weight.  It  must  be  remembered  also  that  the  machine 
will  not  be  sustained  unless  it  is  in  motion,  so  that  it  cannot  rise  from  the  ground,  but  must  be 
konched  from  an  elevation.  M.  Bruignac  considers  that,  by  attaching  balloons  to  flying-machines, 
they  can  be  propelled  by  the  aid  of  less  power  than  in  the  case  where  a  sustaining  plane  surface  is 
Qsed.  The  best  form  of  balloon,  according  to  M.  Bruignac,  is  that  of  a  horizontal  cylinder  with  coni- 
cal ends,  the  slant  height  of  the  cones  being  equal  to  the  diameters  of  their  bases.  It  is  found  by 
experiment  that,  if  three  bodies  having  the  same  cross-section  are  moved  through  the  air  at  the  same 
velocity,  having  the  forms  respectively  of  a  circular  plane,  a  sphere,  a  cone  with  slant  height  equal 
to  diameter  of  bases,  the  resistances  to  motion  in  the  two  latter  cases  will  be  (calling  the  resistance 

of  the  plane  R)  for  the  sphere  — ,  and  for  the  cone  —. 

The  most  favorable  form  of  aSrial  machine,  according  t6  M  Bruignac,  is  a  combination  of  a  balloon 
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with  a  sostaining  plane.  By  his  calcnlatioiis,  it  appears  that  the  most  adyantageous  design,  for  a 
■peed  of  20  miles  an  hour  in  a  calm,  must  not  weigh,  with  engines,  navigators,  fud,  stores,  etc,  more 
than  2,200  lbs.,  and  must  have  the  following  dimensions :  There  must  be  a  balloon,  tf lied  with  hydro- 
gen, 22  feet  in  diameter  and  94  feet  long,  together  with  a  sustaining  plane  94  feet  long  and  Id  feet 
wide ;  and  an  engine  capable  of  exerting  from  6  to  7  horse  power.  This  is  equivalent  to  saying  that 
the  problem  is  impossible  with  our  present  means  of  construction,  and  would  seem  to  settle  the  matter 
oondusively,  unless  it  can  be  shown  that  a  more  favorable  plan  than  the  best  one  discussed  by  M. 
Bruignac  can  be  designed.  It  is  pretty  evident  that,  if  a  madiine  is  not  practicable  even  in  theoxy, 
there  is  little  hope  of  its  actual  success. 

Dr.  F.  A.  P.  Barnard  has  published  a  paper,  entitled  "Aerial  Navigation"  (1876),  in  which  M. 
Bruignac's  investigations  are  reviewed.  Dr.  Barnard  offers  the  following  suggestion :  **  If  it  is  possible 
to  lift  a  given  weight  into  the  air  and  make  it  move  in  any  desired  direction,  it  is  certainly  easier  to 
do  the  same  with  a  part  of  that  weight  Let  the  inventor,  then,  attadi  his  lifting  apparatus  to  some 
vehicle  on  land — as,  for  instance,  a  railroad-train — and,  by  sustaining  some  of  the  weight,  make  it  move 
more  easily ;  let  him  remove  the  locomotive,  and  put  in  its  place  his  aerial  propeller.  If  this  works 
well,  there  is  some  hope  of  actually  getting  into  the  air ;  but  should  it  fail,  it  would  seem  advisable 
for  him  to  abandon  his  experiments.*' 

The  reader  is  referred  to  the  "  Patent-Office  Reports  of  the  United  States  "  for  descriptions  of  hnn- 
dreds  of  devices  whereby  it  has  been  hoped  to  solve  the  problem  of  aerial  navigation.  The  quest 
has  a  singular  fascination,  but  it  has  ruined  thousands,  and  teems  with  examples  of  misdirected 
energy  and  genius.  In  conclusion,  it  may  be  added  that  the  problems  to  be  solved  before  aerial 
navigation  tiuces  its  place  among  human  achievements  are  consequently  these  two :  the  invention  of 
an  apparatus  to  accomplish  the  work  of  the  bird's  wings  and  tail,  and  an  engine  capable  of  develop- 
ing great  power  with  comparatively  little  weight  of  machinery  and  fuel.  For  the  purpose  of  naviga- 
tion, the  flying-ship  must  be,  however,  like  the  bird,  heavy  in  comparison  with  air,  that  it  may  not  be 
at  the  mercy  of  every  gust  of  wind ;  and  it  must  be  strong  enough  to  withstand  the  pressure  of 
strong  gales,  or,  what  is  equivalent,  the  resistance  due  to  rapid  motion.  Hence  it  is  evident  that, 
whatever  it  may  be,  the  successful  air-ship  will  not  be  and  will  not  contain  a  gas-bag.  For  the  prac- 
tical navigation  of  tiie  air,  the  balloon  is  and  will  ever  be  a  delusion  and  a  snare ;  and  the  general 
recognition  of  this  truth  by  intelligent  workers  in  this  field  is  one  of  the  most  encouraging  features 
of  modem  aeronautics. 

It  is  quite  possible  that  aerial  rafts,  supported  by  balloons,  may  sometimes  be  useful  in  regions 
favored  with  winds  which  blow  steadily  in  a  fixed  direction  for  months  at  a  time ;  but  in  ordinary 
climates  they  cannot  but  be  as  useless  for  commercial  purposes  as  log-rafts  in  a  sea  everywhere  as 
vexed  by  conflicting  currents  as  Hell  Gate  was  in  its  worst  days.  A  self-propelling  vessel  supported 
by  a  balloon  would  be  little,  if  any,  better.  No  balloon  light  enough  to  sustam  such  a  vessel  could 
b^n  to  withstand  the  pressure  it  would  meet  in  stemming  or  crossing  the  current  of  a  moderate 
wind,  or  in  being  driven  through  still  air  at  the  rate  of  20  or  80  miles  an  hour ;  and  unless  it  can 
do  this,  and  much  more,  it  is  out  of  the  question  for  practical  navigation. 

Works  of  Reference, — A  very  large  and  complete  list  of  works  on  aSronautics  will  be  found  in 
"Aerial  Navigation,**  a  fragmentary  volume  written  by  Charles  B.  Mansfield  in  1851,  and  publi3hed 
in  London  and  New  York  in  1877.  The  rules  and  theoretical  discussion  in  this  article  are  by  Mr.  R. 
H.  Buel,  in  Scieniific  Aneriean^  vol  xxii,  64.     See  also  voL  xxix,  of  same  joumaL 

AJUTAOE.  A  tube  fitted  to  the  mouth  of  a  vessel  for  the  purpose  of  modifying  the  discharge  of  wa- 
ter. If  cylindrical  or  conical,  it  considerably  increases  the  efflux  of  water.  In  the  former  case,  when 
the  length  of  the  ajutage  does  not  exceed  four  times  its  diameter,  the  increase  is  in  the  proportion  of 
1.83  to  1.  With  an  ajutage  composed  of  two  conic  frustrums  on  a  horizontal  axis,  the  bases  open- 
ing respectively  into  the  vessel  and  into  the  atmosphere,  the  length  of  the  outer  frustrum  being  three 
times  that  of  the  inner  one,  and  the  opening  into  the  vessel  being  seven-eighths  the  size  of  the  deliv- 
ery-opening, the  proportion  of  3  to  2  has  been  obtained. 

ALARMS.  Machines  for  giving  warning  of  danger  or.  calling  attention.  For  boiler-alarms,  for 
indicating  low  water  or  an  over-high  pressure  of  steam  in  steam-generators,  see  Boilkbs.  For  marine- 
alarms,  including  fog-whistles,  etc.,  see  Lighthouse  and  Buots. 

Ftre-Alarma^  as  a  rule,  depend  for  their  operation  upon  the  increased  temperature  of  the  air  in  the 
vicinity  of  the  fire,  or  upon  the  burning  away  of  certain  connecting-cords  which  are  stretched  in 
expos^  situations.  Of  the  first  of  these,  the  shnplest  form  is  a  gun  loaded  with  blank  cartridge 
and  suspended  near  the  ceiling.  The  increased  heat  determines  the  explosion.  Of  the  second,  a 
simple  arrangement  is  a  weight  hung  by  a  cord.  When  the  cord  burns,  the  weight  falls,  the  crash 
giving  the  alarm.  Another  device  consists  of  a  series  of  tubes  which  proceed  from  each  floor  to  a 
central  office.  The  occurrence  of  fire  in  the  edifice  produces  a  blast  of  air  (due  to  its  expansion) 
from  the  tubes.  In  another  invention  the  increased  heat  of  the  apartment  causes  expansion  of  a 
body  of  mercury,  and  brings  it  in  contact  with  a  wire  of  a  metal  which  readily  amalgamates.  The 
wire  then  breaks  with  the  strain,  and  releases  a  clock-work,  which  sounds  a  bell  and  opens  a  cock, 
allowing  the  escape  of  an  extinguishing  agent.  Another  device  involves  a  thermostatic  arrangement, 
by  which  a  closing  of  an  electric  circuit  is  made  when  the  metal  expands  with  the  heat.  The  ther- 
mostat is  a  column  of  mercury  which  ascends  in  a  tube  and  makes  the  electric  connection,  or  a  plate 
or  coil  of  two  metals  on  the  principle  of  the  chronometer-balance,  or  it  is  an  elongatmg-rod.  The 
connection  made,  an  armature  in  the  telegraphic  wire  circuit  is  attra!cted  by  its  magnet,  and  releases  a 
clock-work  alarm.  The  Tunnlcliffe  alarm  is  a  small  cylindrical  metal  barrel,  attached  by  a  screw  to 
any  part  of  the  room.  It  is  loaded  with  a  small  charge  of  powder,  and  provided  with  a  fuse  con- 
taining a  chemical  mixture,  which  ignites  whenever  the  surrounding  atmosphere  is  heated  to  200* 
Fahr.  The  explosion  follows,  making  a  loud  noise,  and,  if  desired,  a  small  plug  is  ejected  so  as  to 
strike  and  release  a  detent  in  a  clock-work,  which  sounds  a  bell.    Hg.  167  represents  a  fire-alarm 
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.wiikii,  when  acted  upon  by  heat,  causes  a  bell  to  ring,  and  which  may  be  ordinarily  employed  in  lieu 
of  tbe  common  prese-button  as  a  means  of  sounding  electric  bells  for  calls.  To  the  two  metal  col- 
nmns  to  which  the  battery-wires  are  fastened  are  attached  two  thin  elastic  plates  of  metal  tipped 
with  steel  Their  tendency,  when  heated,  is  to  curve  inward,  come  in  contact,  and  establish  electrio 
eammuiikation,  thus  sonncQng  a  gong  elsewhere  situated.  Between  the  plates  is  a  rod  supported  by 
a  spring.  When  the  rod  is  pulled  down,  a  metal  part  on  its  end  touches  both  plates,  and  the  current 
The  plates,  when  the  rod  is  held  up  by  its  spring,  are  separated  by  a  piece  of  insulating 
material  on  the  rod.  This  device  Is  very  sensitive,  and  may  be  adjusted 
by  moving  one  of  the  plates  by  the  screw  shovm  on  the  side. 

Earthguake-AlarvM  have  been  made,  based  on  the  supposition  or  dis- 
covery that  a  few  seconds  previous  to  an  earthquake  the  magnet  tempo- 
rarily loses  its  power.  To  an  armature  is  attached  a  wei^t,  so  tluit, 
upon  the  magnet  becoming  paralyzed,  the  weight  drops,  and,  striking  a 
bell,  gives  the  alarm. 

Gat-Alarma  are  employed  to  give  warning  of  fire-damps  in  mines, 
and  also  of  dangerous  leakage  of  illuminating  gas.  Chuard's  device  con- 
sists of  a  light  metallic  stem,  surmounted  by  a  thin  glass  globe  filled  with 
atmospheric  air.  On  the  lower  end  of  the  stem  is  a  ball  which  gives  the 
device  buoyancy,  and  also  a  weight,  so  that  the  apparatus  is  maintained 
in  vertical  position  in  a  vessel  of  distilled  water.  The  weight  is  gradu- 
ated so  that  the  normal  condition  of  the  air  causes  the  finger  to  indicate 
zero  on  the  scale.  When  the  surrounding  air  becomes  mixed  with  hydro- 
gen, the  relative  weight  of  the  glass  globe  is  changed,  and,  its  contained 
air  being  heavier  than  the  surrounding  atmosphere,  it  sinks,  and  thus 
moves  a  pointer  on  a  scale.  At  a  certain  point  on  the  latter  is  a  mark 
indicating  that  the  mingled  air  and  gas  has  become  dangerously  explo- 
sive, and  when  the  pointer  reaches  this  mark  it  comes  in  contact  with  a 
magnet,  by  which  a  lever  is  moved  aiid  an  alarm  sounded.  Several  other 
devices  founded  upon  endosmotic  action  have  been  proposed.  A  bladder 
of  air  is  placed  in  a  position  exposed  to  the  action  of  escaping  hydrogen, 
and,  by  the  absorption  of  gas,  its  form  or  specific  weight  becomes  changed, 
and  by  this  means  a  mechanical  device  for  sounding  an  alarm  is  actu- 
Another  gas-alarm  for  mines  or  rooms  consists  of  a  galvanic  battery  with  a  bell,  and  a  glass 
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tnbe  filled  with  chloride  of  palladium.  This  metallic  salt  is  extremely  sensitive  to  the  presence  of 
cirbonic-add  gas,  a  small  quantity  of  which  at  once  throws  down  some  of  the  metal  from  the  solu- 
tkm,  and  this  precipitate,  collecting  in  the  bottom  of  a  tube,  at  once  establishes  a  connection  in  a 
cnirent  of  electridly,  and  an  electric  bell  is  sounded. 

AnteWs  Fire-Damp  Alarm  consists  of  a  small  tube  bent  in  the  form  of  a  U,  one  of  the  branches  of 
whieh  ends  in  a  funnel  closed  by  porous  earthenware.  The  tube  contains  mercury,  and,  in  ordinary 
rircomstanoes,  when  the  apparatus,  full  of  air,  is  placed  in  pure  air,  the  surfaces  of  mercury  in  the  two 
branches  are  on  the  same  level.  But  this  is  not  the  case  when  the  air  is  vitiated  by  proto-carbonate 
of  bydrogen.  This  gas  will  filter  through  the  earthen  partition,  penetrate  into  the  funnel,  increase 
the  pressure,  and  make  the  column  of  mercury  rise  in  one  branch  of  the  bent  tube  so  as  to  cause  a 
contact  between  two  platinum  wires  which  terminate  in  the  two  poles  of  an  electric  battery.  The 
current  is  tiius  established,  and,  if  an  electric  bell  is  placed  in  the  circuit,  a  signal  will  be  given,  which 
can  be  conveyed  to  any  distance. 

MtB-ffomer  Alarms  are  attachments  to  grindlng-mills  to  indicate  that  the  hopper  is  nearly  empty 
of  grist  Mills  have  been  burned  by  sparks  and  heat  generated  by  the  stones  when  running  empty ; 
■On  there  are  numerous  devices  for  giving  timely  notice  of  the  fact,  and  also  for  stopping  the  ma- 
chinery thereupon.  In  one  apparatus  of  this  kind,  which  may  serve  as  an  example,  a  bell  is  so  ar- 
ranged within  tbe  hopper  that,  when  surrounded  by  tbe  grain,  it  is  held  stationary,  but  when  uncovered 
is  caused  to  ring  by  the  tremulous  motion  of  the  hopper.  The  grain  rests  upon  a  float  hinged  near 
the  bottom  of  uie  hopper.  When  the  grain  is  about  expended,  the  float  is  raised  by  a  weighted  lever, 
tod  the  spout  of  an  upper  hopper  is  opened  to  supply  the  lower  one  with  grain. 

Monof-Drawer  Alarnut  are  devices  which  strike  a  bell  when  the  till-drawer  is  opened.  A  cleat  on 
the  lower  portion  of  the  drawer  engages  a  Utdi,  and  rings  the  bell  when  the  drawer  is  opened  or 
ckMed. 

A  Poekd-Alarm  is  shaped  like  a  watch,  and  has  a  chain  attached  to  the  hook  at  its  upper  end. 
hi  case  a  pickpocket  attempts  to  take  the  chain,  his  pulling  on  the  same  turns  a  spring- wheel  and 
moves  a  hammer  in  the  apparatus  which  sounds  a  bell  Another  device  is  designed  to  be  attached 
to  the  watdi,  and  also  to  the  chain.  On  the  latter  being  jerked,  a  spring  hammer  inside  the  apparatus 
i>  freed,  and  a  percussion-cap  is  struck  and  exploded. 

Ood-Ahmru  usually  consist  of  a  bell  or  wire  coil  and  hammer,  which  is  set  in  motion  by  a  recoil 
CKapcment  Devices  are  provided  so  that  whatever  figure  on  a  small  movable  dial  is  made  to  come 
to  a  small  pointer  set  as  a  tail  to  the  hour-hand,  the  alarm  is  let  off  at  that  hour,  and  operates  until 
the  spring  which  actuates  it  runs  down.  Alarms  are  also  arranged  in  connection  with  the  mechanism 
of  watches,  to  sound  at  certain  fixed  times. 

SUfft-Walar  Alarms  are  used  on  ships  to  indicate  an  excessive  depth  of  water  in  the  hold,  and  a 
poarible  leak.  One  form  has  a  rectangular  box,  placed  vertically  near  the  bottom  of  the  vessel.  As 
^  water  xiaes  in  tbe  box  a  float  therein  is  lifted,  and  the. rod  of  the  latter  connects  with  clock-work, 
■0  that  the  same  may  be  released  and  allowed  to  sound  a  bell  when  the  float  reaches  a  certain  height. 
A  dial  is  provi<ied  in  connection  with  the  rod,  so  as  to  indicate  tbe  height  of  the  float  at  all  times. 
^  mother  form  a  tube  is  bent  to  conform  to  the  transverse  sectional  shape  of  the  vessel,  and  is  pro- 


Digitized  by 


Google 


56  ALCARAZA, 

Tided  with  a  whistle  at  each  end.  At  the  lowest  midship  portion  the  bilge-water  is  admitted  at  a 
ganze-covered  opening.  When  a  considerable  amount  of  water  has  collected  in  the  pipe,  the  rolling 
of  the  vessel  causes  the  water  to  expel  the  air  in  the  tube  through  the  whistles,  which  thus  sound  an 
alarm.  A  form  of  leak-alarm  is  represented  in  Fig.  168.  The  water  rising  in  the  hold  elevates  the 
float,  permitting  the  spring-drum  to  rerolve  and  wind  up  the  diain.    This  rings  the  alarm-bell,  and 
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moveB  the  index,  which  signifies  the  depth.    As  the  water  falls  the  float  rewinds  the  spring.    An  ioe- 
beiv-alarm  is  a  thcrmometrical  deyice. 

Murglar-AlartM  are  devices  to  be  attached  or  connected  with  doors  or  windows,  so  as  to  give 
warning  of  the  attempted  entrance  of  an  intruder.  Fig.  169  shows  one  of  the  numerous  forms  of 
the  application  of  the  electric  circuit  and  apparatus  to  the  above  purpose.  Copper  wires  running 
through  the  house  connect  with  a  battery,  and  have  circuit  connections  attached  to  the  doors  or  win- 
dows, so  that,  when  one  of  the  latter  is  opened,  the  armature  is  released  from  the  magnets  and  causes 
a  bell  to  strike,  and  also  ignites  a  fluid-lamp  or  candle,  or  turns  on  the  gas,  left  burning  low.  The 
circuit  being  completed  by  the  motion  of  the  door  or  window,  the  magnet  B  attracts  the  armature  C, 
and  sets  free  a  detent,  so  that  a  weight  runs  an  alarm-hammer,  while  the  match-puller  reciprocates 
and  lights  the  lamp  or  gas.  Portable  burglar-alarms  are  constructed  in  the  form  of  wedge-shaped 
cases  having  clock-work  and  a  gong  inside.  These  are  placed  on  the  floor,  so  that  the  door  of  a  room, 
on  being  opened,  strikes  the  device  and  moves  a  detent,  which  allows  the  dock-work  to  run  down  and 
sound  the  bell. 

Alarm-Funnels  arc  used  to  indicate  that  liquid  in  a  barrel  has  risen  to  a  certain  point  The  fun- 
nel being  placed  over  the  bung-hole  of  the  barrel,  the  rising  liquid  raises  the  float,  which  detaches 
the  button  from  its  stop  and  rings  the  alarm-bell. 

A  Hot-Bearing  Alarm^  for  giving  warning  of  an  overheated  journal,  is  illustrated  in  Rg.  1 70.  It  is  the 
invention  of  Mr.  S.  Alley.  The  alarm  is  given  by  a  tappet  fixed  to  the  revolving-shaft  striking  against  the 
clapper  of  a  bell.  This  boll,  as  will  be  seen  from  the  engraving,  fig.  170,  is  hung  from  the  end  of  a 
lever  which  is  supported  in  a  raised  position  by  resting  on  a  knife-edge  formed  at  the  side  of  a  hollow 
spindle  which  rests  on  the  top  of  a  hollow  fusible  plug  ^,  inserted  in  a  casting  which  can  be  screwed 
into  the  top  of  the  bearing.  The  plug  A  is  made  of  hard  lubricant,  and,  on  its  melting,  the  hollow 
plunger  on  the  spindle  c  falls,  thus  lowering  the  bell  so  that  its  clapper  is  acted  upon  by  a  wooden 
striker  fixed  to  the  revolving-shaft  When  the  plunger  e  falls  the 
glass  globe  containing  oil  falls  with  it,  until  the  collar  a  of  its 
mounting  comes  into  contact  with  the  tubular  part  6  of  the  main 
casting.  This  arrests  the  further  fall  of  the  globe,  and  the  plunger 
0,  continuing  to  fall,  parts  the  conical  joint  shown,  and  allows  any 
oil  that  may  be  in  the  glass  globe  to  fall  at  once  through  the  holes 
c^  on  to  the  bearing. 

ALGARAZA.  A  vessel  of  porous  earthenware,  used  for  cooling 
the  contained  liquid  by  evaporation  from  the  exterior  surface — popu- 
larly called  a  **  water-monkey."  The  vessel  is  usually  enveloped  in 
a  light  cord  net,  and,  after  being  filled,  is  suspended  in  a  draught  of 
air. 

ALLOYS.  Antimony  Alloys. — All  the  antimony-metal  of  com- 
merce may  be  considered  an  alloy.  It  is  never  pure,  but  contains 
iron  in  all  instances.  Antimony  and  tin,  in  equal  parts,  form  a 
moderately-hard,  brittle,  but  very  brilliant  alloy,  not  soon  tarnished, 
and  frequently  employed  for  small  spcculums  in  telescopes.  Of  all  the  metals,  antimony  combines 
most  readily  with  potassium  and  sodium.  These  alloys  arc  obtained  by  smelting  the  carbonaceous 
compounds  of  these  metals  or  their  oxides  mixed  with  carbon.  The  presence  of  other  metals,  such  as 
copper  and  silver,  does  not  diminish  the  aflinity  of  these  metals  for  antimony.  The  alloy  thus  formed 
of  the  alkaline  metals  is  not  easily  evaporated  by  a  strong  heat.  80  parts  of  lead  and  20  of  anti- 
mony form  type-metal ;  to  this,  commonly,  6  or  6  parts  of  bismuth  are  added.  Tin  80  parts,  antimony 
20,  is  music-metal ;  it  is  also  composed  of  62.8  tin,  8  antimony,  26  copper,  and  3.2  iron.    Flate-pew- 
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ter  also  contains  from  5  to  7  per  cent,  of  antimony ;  89  tin,  7  antimony,  2  copper,  2  iron.  Is  one  of 
these  compositions.  Britannia-metal  contains  frequently  an  equal  amount  of  antimony.  Queen's- 
meiil  is  75  tin,  8  antimony,  8  bismuth,  and  9  lead.  Crude  antimony  is  employed  for  purifying  gold. 
Alumuium  AUo^. — ^The  only  aluminum  alloys  which  have  acquired  importance  in  the  arts  are  the 
80-oalled  aluminum  bronzes.  According  to  M.  Morin,  very  homogeneous  alloys  are  obtained  With 
copper,  and  6,  7i,  and  10  per  cent  of  alummum.  The  alloys  with  5  and  10  per  cent,  of  aluminum 
tre  both  of  a  golden  color,  while  that  with  7^  per  cent,  has  a  greenish  tint.  Even  so  small  an  addi- 
tion as  1  per  cent,  of  aluminum  to  copper  considerably  increases  its  ductility  and  fusibility,  and  im- 
parts to  il  the  property  of  completely  filling  the  mould,  making  a  dense  casting  free  from  all  aiiv 
bobblefl.  At  the  same  time  the  copper  becomes  more  resistant  of  chemical  reagents,  increases  in 
hardness  without  losing  in  malleability,  and  unites  in  itself  the  most  valuable  qualities  of  bronze  and 
biass.  A  copper  alloy  with  2  per  cent,  of  aluminum  is  said  to  be  used  in  the  studio  of  Christofle,  in 
Pfcris,  for  works  of  art.    It  works  well  under  the  chisel  and  graver. 

The  true  aluminum  bronzes  are  alloys  containing  90  to  96  per  cent,  of  copper  with  10  to  6  per  cent 
of  ahmunnm.  The  direct  mixture,  by  first  fusion,  of  10  parts  of  aluminum  and  90  of  copper,  gives 
a  brittle  alloy,  which,  however,  increases  in  strength  and  tenacity  by  several  successive  fusions  ef- 
fected in  crucibles.  The  aluminum  bronze  is  homogeneous,  and  possesses  sufficient  expansion  to  fill 
the  remotest  parts  of  the  mould.  It  affords  sharp  castings  that  can  be  worked  more  readily  than 
steel  Aluminum  bronze  may  be  forged  at  a  dull-red  heat,  and  hammered  until  cooled  off  without 
presenting  any  flaws  or  cracks.  Like  copper,  it  is  renderod  milder  and  more  ductile  by  being  plunged 
faito  cold  water  when  hot  The  bronze  polishes  beautifully  and  possesses  great  strength — accorcSng 
to  Anderson's  experiments,  an  average  of  75,6 18^  lbs.  per  square  inch.  The  resistance  to  compres- 
skn  is  feeble.  From  the  experiments  of  Colonel  Strange  on  the  relative  rigidity  of  brass,  ordmary, 
and  aluminum  bronze,  it  appears  that  the  last  named  is  40  times  as  rigid  as  brass,  and  8  times  as 
rigid  as  ordinary  bronze. 

Other  experiments  have  shown  that  aluminum  bronze  does  not  expand  or  contract  as  much  as 
ordinary  bronze,  or  brass ;  that  under  the  tool  it  produces  long  and  resisting  chips,  does  not  clog  the 
file,  engraves  nicely,  etc,  and  it  is  easily  rolled  into  sheets ;  that  in  the  melted  state  it  expands  very 
much,  and  is  fit  for  the  sharpest  castings;  but  that,  as  it  cools  off  rapidly,  it  is  subject  to  shrinkage, 
and  hence  to  cracks  when  the  articles  are  bulky,  thus  requiring  numerous  runners  and  a  heavy  feed- 
ing bead ;  and  lastly,  that,  although  not  entirely  unoxidizable,  it  is  not  so  readily  tarnished  by  con- 
tact with  the  air  as  polished  brass,  iron,  steel,  etc  Dr.  Biedermann  speaks  very  highly  of  this  metal : 
**  In  tiie  construction  of  physical,  geodlc,  and  astronomical  instruments,"  he  says,  "  it  is  far  prefer- 
able to  all  other  metals.  In  jewelry,  and  articles  of  art  and  luxury,  it  is  employed  in  large  quantities. 
Many  kinds  of  house-utensils  are  made  of  it,  and  it  is  also  adapted  to  journal  and  axle  boxes.  Gun 
and  pistol  barrels,  as  well  as  rifled  cannon,  have  been  made  of  it,  and  have  done  excellent  service." 
h  has  been  highly  reconunended  for  type-metal — ^type  made  of  it  lasting,  it  is  affirmed,  fully  50  times 
as  kmg  as  those  from  common  metal  type.  It  has  been  employed  for  the  bed  of  perforating  machines 
for  perforating  postage-stamps,  and  for  the  main-springs  of  watches  (90  copper  and  5  aluminum), 
befaig  very  hanl  and  elastic,  not  magnetic,  and  less  liable  to  rust  than  steel.  Its  price,  however, 
ranging,  according  to  its  percentage  of  aluminum,  is  probably  the  greatest  impediment  to  its  com- 
mon use. 

Alumtnom  alloys  with  many  other  metals  have  been  made,  but  none  of  them  have  acquired  a 
permanent  value  in  the  arts.  They  may  be  passed  over  with  the  brief  remark  that  aluminum  contain- 
ing 4  per  cent  of  silver  is  employed  for  the  beams  of  fine  balances,  for  which  it  is  peculiarly  fitted 
from  its  comparative  lightness  and  stability;  and  that  the  addition  of  a  small  percentage  of  aluminum 
to  steel  is  claimed  to  impart  special  virtues  to  the  latter— a  claim  which,  however,  has  not  yet  been 
wen  established. 

Antnie  AOo^. — ^Arsenic  promotes  the  union  of  those  metals  which  without  its  assistance  do  not 
mite.  It  has  this  effect  on  zinc  and  lead,  iron  and  lead,  and  iron  and  aluminum.  Like  antimony,  it 
has  a  remarkable  tendency  to  cause  metals  to  crystallize,  but  its  alloys  are  not  so  brittle  as  those  of 
antimoaj.  In  producing  a  high  d^ee  of  fluidity,  it  admits  of  the  melting  of  metals  at  a  low  heat, 
and  enables  them  to  contract  in  small  compass.  All  metals  combine  easily  with  arsenic,  and  the 
alloys,  with  tiie  exception  of  silver,  are  readily  decomposed  by  continued  heat.  It  requires  caution  in 
operating  upon  the  arsenic  alloys  of  alkaline  metals,  as  they  decompose  rapidly  in  damp  air,  and 
evolve  arseninreted  hydrogen,  a  virulent  poison.  Alloys  of  copper  and  arsenic  are  commonly  known 
as  white  copper  or  tombac.  Arsenic  is  added  to  lead  in  the  proportion  of  two  or  three  thousandths 
in  the  manufacture  of  shot,  the  effect  being  to  help  the  solidification,  and  to  cause  the  metal  to  pour 
more  readily.  The  alloys  of  arsenic  are  generally  known  as  arsenides,  and  are  rather  ^*  unions  "  than 
true  alloys  of  metals. 

BunuUh  AUojfs, — ^Bismuth  is  scareely  used  alone,  but  it  is  employed  for  imparting  fusibility  to 
alloys,  thus: 
8  bismuth,  5  lead,  8  tin,  constitute  Newton's  fusible  alloy,  which  melts  at  212"  F. 
2  bismuth,  1  lead,  1  tin,  Rose's  fusible  alloy,  which  melts  at  20r  F. 
5  bismuth,  3  lead,  2  tin,  when  combined,  melt  at  199**. 

8  bismuth,  5  lead,  4  tin,  1  type-metal,  constitute  the  fusible  alloy  used  on  the  Continent  for  pro- 
dncing  the  beautiful  casts  of  the  French  medals,  by  the  cHcM  process.  The  metals  should  be  re- 
peatedly melted,  and  poured  into  drops  until  they  are  well  mixed.  Mr.  Charies  V.  Walker  substituted 
antimony  for  the  type-metal,  and  strongly  recommends  this  latter  in  preference  to  the  first-named 
fusible  dloy.  See  "  Electrotype  Manipulation,"  part  ii.,  pp.  9-11,  where  the  diehe  process  is  described. 
1  bismuUi  and  2  tin  make  the  alloy  Mr.  Cowper  found  to  be  the  most  suitable  for  rose-engine  and 
eooentiio-tumed  patterns,  to  be  printed  from  after  the  manner  of  letter-press.  He  recommends  the 
tliin  plates  to  be  cast  upon  a  cold  surface  of  metal  or  stone,  upon  which  a  piece  of  smooth  paper  is 
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placed,  and  then  a  metal  ring;  the  alloy  should  neither  burr  nor  crumble ;  if  proper,  it  turns  soft 
and  silky ;  when  too  crystalline,  more  tin  should  be  added. 

I  SS  t  IS  2  S  [  «"-«'"»«  P*'^-'"  •oft-'W*"- 

All  these  alloys  must  be  cooled  quickly,  to  avoid  the  separation  of  the  bismuth ;  they  are  rendered 
more  fusible  by  a  small  addition  of  mercury. 

Cadmium  Alloyi  are  little  used  in  the  arts.  The  ready  volatilization  of  the  metal  has  been  the 
chief  drawback  to  their  formation  and  study.  78  parts  of  cadmium  to  22  parts  mercury  is  sometimes 
used  for  filling  teeth.  750  parts  gold,  166  silver,  and  84  cadmium,  is  an  alloy  for  jewelers' 
use.  Cadmium  2,  tin  2,  lead  1,  and  bismuth  8,  melts  at  150°  F.,  and  is  known  as  Wood's  fusible 
aUoy. 

Chromium  AUoy9, — ^These  are  usually  combinations  of  the  metal  with  iron  or  steel.  Iron  68.60  and 
chromium  31.40  is  fibrous,  silvery,  and  very  brittle.  Alloys  of  steel  and  chromium  can  be  polished 
and  damascened.  The  addition  of  from  1  to  2  per  cent,  of  chromium  tends  to  harden  and  slightly 
increase  the  tenacity  and  ductility  of  cast-steel.  Chromeisen,  however,  has  been  used  to  replace 
Spiegelcisen  in  steel-making,  and  the  result  has  been  a  very  soft  steei.  This  is  remarkable,  owing 
to  the  known  hardness  of  chromium.  The  alloy,  on  being  analyzed,  yielded  metallic  iron  96.40  per 
cent. ;  metallic  chromium,  2.30  per  cent. ;  lime,  silica,  1.30,  and  carbon  traces.  Chromium  alloys 
have  been  made  with  tin  and  copper,  but  have  no  utilizations. 

Ccball  Alloys. — Cobalt  with  antimony  forms  an  iron-gray  alloy ;  with  iron,  a  very  hard  alloy;  with 
gold,  it  is  yellow  and  fragile ;  with  platinum,  fusible.  Cobalt  amalgam  resembles  silver.  Ailoys  of 
this  metal  have  been  made  with  lecul  and  tin,  but  have  no  especial  interest. 

Copper  Alloys. — Copper  unites  easily  with  most  other  metals,  and  forms  the  basis  of  a  large  num- 
ber of  important  alloys.  Of  these  the  principal  are  those  made  of  copper  and  zinc,  or  the  brasseSy 
and  those  of  copper  and  tin,  known  as  bronze,  gun  and  bell  metal. 

Copper,  when  alloyed  with  nearly  half  its  weight  of  lead,  forms  an  inferior  alloy,  resembling  gun- 
metal  in  color,  but  very  much  softer  and  cheaper,  lead  being  only  about  one-fourth  the  value  of  tin, 
and  used  in  much  larger  proportion.  This  inferior  alloy  is  called  pot-metal,  and  also  cock-metal, 
because  it  is  used  for  large  vessels  and  measures,  for  the  lai^e  taps  or  cocks  for  brewers,  dyers,  and 
distillers,  and  those  of  smaller  kinds  for  household  use. 

Generally  the  copper  is  only  alloyed  with  one  of  the  metals — zinc,  tin,  or  lead ;  occasionally  with 
two,  and  sometimes  with  the  three  in  various  proportions.  In  many  cases  the  new  metals  are  care- 
fully weighed,  according  to  the  qualities  desired  in  the  alloy,  but  random  mixtures  more  frequently 
occur,  from  the  ordinary  practice  of  filling  the  crucible  in  great  part  with  various  pieces  of  old  metal, 
of  unknown  proportions,  and  adding  a  certain  quantity  of  new  metal  to  bring  it  up  to  the  color  and 
hardness  required.  This  is  not  done  solely  from  motives  of  economy,  but  also  from  an  impreesion 
which  appears  to  be  very  generally  entertained,  that  such  mixtures  are  more  homog^ieous  than  those 
composed  entirely  of  new  metals,  fused  together  for  the  first  time. 

The  remarks  we  have  to  offer  on  these  copper  alloys  will  be  arranged  in  the  tabular  form,  in  four 
groups ;  and,  to  make  them  as  practical  as  possible,  they  will  be  stated  in  the  terms  commonly  used 
in  the  brass-foundery.  Thus,  when  the  founder  is  asked  the  usual  proportions  of  yellow  brass,  he  will 
say,  6  to  8  oz.  of  zinc  (to  every  pound  of  copper  being  implied).  In  speaking  of  gun-metal,  he  would 
not  say  it  had  one-ninth,  or  11  per  cent,  of  tin,  but  simply  tluit  it  was  1|,  2,  or  2^  oz.  (of  tin),  as  the 
case  might  be ;  so  that  the  quantity  and  kind  of  the  alloy,  or  the  addition  to  the  pound  of  copper,  is 
usually  alone  named. 

Alloys  of  Copper  and  Zinc  only, — ^The  marginal  numbers  denote  the  ounces  of  ^o  added  to  every 
pound  of  copper. 

^  to  i  oz.    Castings  are  seldom  made  of  pure  copper,  as,  under  ordinary  circumstances,  it  does  not 
cast  soundly ;  about  half  an  ounce  of  zinc  is  usually  added,  frequently  in  the  shape  of  4  oz.  of 
brass  to  every  pound  of  copper ;  and  by  others,  4  oz.  of  brass  are  added  to  every  2  or  3  lbs. 
of  copper. 
1  to  1^  oz.    Gilding-metal,  for  common  jewelry.    It  is  made  by  mixing  4  parts  of  copper  with  1  of 
calamine  brass ;  or  sometimes  1  lb.  of  copper  with  6  oz.  of  brass.    The  sheet  Riding-metal 
will  be  found  to  match  pretty  well  in  color  with  the  cast  gun-metal,  which  latter  does  not 
admit  of  being  rolled ;  they  may  be  therefore  used  together  when  required. 
3  oz.    Red  sheet-brass,  made  at  Hegermiihl,  or  5^  parts  copper,  1  zinc    ( lire.) 
8  to  4  oz.    Bath-metal,  pinchbeck,  Mannheim  gold,  similor,  and  alloys  bearing  various  names,  and  re- 
sembling inferior  jeweler's  gold  greatly  alloyed  with  copper,  are  of  about  this  proportion ; 
some  of  them  contain  a  little  tin ;  now,  however,  they  are  scarcely  used. 
6  oz.    Brass,  that  bears  soldering  well. 
6  oz.    Bristol  brass  is  said  to  be  of  this  proportion. 
8  oz.    Ordinary  brass,  the  general  proportion  ;  less  fit  for  soldering  than  6  oz.,  it  being  more  fusible. 

8  oz.    Emerson's  patent  brass  was  of  this  proportion,  and  so  is,  generally,  the  ingot  brass,  made  by 

simple  fusion  of  the  two  metals. 

9  oz.    This  proportion  is  the  one  extreme  of  Muntz's  patent  sheathing.    See  lOf. 

10|  oz.  Muntz's  metal,  or  40  zinc  and  60  copper.  "  Any  proportions,"  says  the  patentee,  "between 
the  extremes  50  zinc  and  60  copper,  and  87  zinc,  63  copper,  will  roll  and  work  at  the  red- 
hcat ; "  but  the  first-named  proportion,  or  40  zinc  to  60  copper,  is  preferred. 

The  metal  is  cast  into  ingots,  heated  to  a  red  heat,  and  rolled  and  worked  at  that  heat  into 
ships'  bolts  and  other  fastenings  and  sheathing. 

12  oz.  Spelter-solder  for  copper  and  iron  is  sometimes  made  in  this  proportion ;  for  brass-work  tho 
metals  are  generally  mixed  in  equal  parts.    See  16  oz. 

12  oz.    Pale-yellow  metal,  fit  for  dipping  in  adds,  is  often  made  in  this  proportxm. 
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]6  OL  Soft  spelter-solder,  suitable  for  ordinary  brass-work,  is  made  of  equal  parts  of  copper  and 
nnc.  About  14  lbs.  of  each  are  melted  together  and  poured  into  an  ingot-mould  witii  cross- 
ribs,  which  indents  it  into  little  squares  of  about  2  lbs.  weight ;  much  of  the  zinc  is  lost. 
These  lumps  are  afterward  heated  nearly  to  redness  upon  a  charcoal  fire,  and  are  broken  up, 
one  at  a  time,  with  great  rapidity,  on  an  anvil  or  in  an  iron  pestle  and  mortar.  The  heat  is 
a  critical  point ;  if  too  great,  the  solder  is  beaten  into  a  cake  or  coarse  lumps,  and  becomes 
tarnished ;  when  the  heat  is  proper,  it  is  nicely  granulated,  and  remains  of  a  bright-yellow 
color;  it  is  afterward  passed  through  a  sieve.  Of  course,  the  ultimate  proportion  is  less 
than  16  oz.  of  nnc. 
16  oz.  Equal  parts  is  the  one  extreme  of  Hontz's  patent  sheathing.  See  10|. 
l^  oz.  Hamilton  and  Parker's  patent  mosaic  gold,  which  is  dark-colored  when  first  cast,  but  on 
dipping  assumes  a  beautiful  golden  tint.  "When  cooled  and  broken,"  say  the  patentees,  "all 
yellowness  must  cease,  and  the  tinge  vary  from  reddish-fawn  or  salmon  color  to  a  light  purple 
or  lilac,  and  from  that  to  whiteness.'*  The  proportions  are  stated  as  from  52  to  68  zinc  to 
60  of  copper,  or  16^  to  17  oz.  to  the  pound. 
S2  01.,  or  2  zinc  to  1  copper.    A  bluish-white  brittle  alloy,  very  brilliant,  and  so  crystalline  that  it 

may  be  pounded  cold  in  a  pestle  and  mortar. 
128  oz,  or  2  oz.  of  copper  to  every  pound  of  zinc    A  hard  crystalline  metal,  differing  but  little  from 
line,  but  more  tenacious ;  it  has  been  used  for  laps  or  polishing-disks. 
Remarkt  on  ihe  AUoys  of  Copper  and  Zinc. — ^These  metals  seem  to  mix  in  all  proportions. 
The  addition  of  zinc  continually  increases  the  fusibility,  but,  from  the  extremely  volatile  nature  of 
zbe,  these  alloys  cannot  be  arrived  at  with  very  strict  regard  to  proportion. 

Hie  red  color  of  copper  slides  into  that  of  yellow  brass  at  about  4  to  6  oz.  to  the  pound,  and 
remams  little  altered  unto  about  8  or  10  oz. ;  after  this  it  becomes  whiter,  and  when  82  oz.  of  zinc 
■re  added  to  16  of  copper,  tiie  mixture  has  the  biilliant  silvery  color  of  speculum  metal,  but  with 
a  bluish  tint. 

These  alloys,  from  about  8  to  16  oz.  to  the  pound  of  copper,  are  extensively  used  for  dipping, 
as  m  an  eoormous  variety  of  furniture-work  ;  in  all  cases  the  metal  is  annealed  before  the  application 
of  the  scouring  or  cleaning  processes,  and  of  the  acids,  bronzes,  and  lacquers  subsequently  used. 

The  alloys  with  zinc  retain  their  malleability  and  ductility  well,  unto  about  8  or  ten  oz.  to  the 
potmd ;  after  this  the  crystalline  character  slowly  begins  to  prevail.  The  alloy  of  2  zinc  and  1  cop- 
per, before  named,  may  be  crumbled  in  a  mortar  when  cold. 

The  ordinary  range  of  good  yellow  brass,  that  files  and  turns  well,  is  from  about  4^  to  9  oz.  to 
diepoand.  With  additional  zinc,  it  is  harder  and  more  crystalline ;  with  less,  more  tenacious,  and  it 
hangs  to  the  file  like  copper ;  the  range  is  wide,  and  small  differences  are  not  perceived. 

A!kif9  of  Copper  and  7¥»  only. — ^l%e  mai^ginal  numbers  denote  the  ounces  of  tin  added  to  every 
pound  of  copper. 

Ancient  Copper  and  Tin  AUoys, 

\  OL    Ancient  bronze  nails,  flexible,  or  20  copper,  1  tin.    ( Ure,) 

UA,    ««#♦  K~.»«^  ^  o  */>  1  r  Accordmg  to  Pliny,  as  quoted  by  Wilkinson. 

9   ^    iS-      ^'  i\r.  1    J  Ancient  weapons  and  tools,  by  various  analyses,  or  8  to  16  per 

L  ^  P^T  T*  rJi  1  cent,  tm ;  medals  from  8  to  12  per  cent,  tin,  with  2  parts 
rtoz.  Hard  bronze,  or  7  to  1.  y  zinc  added  to  each  100,  for  improvfaig  the  bronze  color.  (  f^r«.) 
6  to  8  OS.    Ancient  mirrors. 

Modem  Copper  and  Jin  AUoys, 

1  oz.    Soft  gun-metal,  that  bears  drifting,  or  stretching  from  a  perforation. 

1|  oz.    A  little  harder  alloy,  fit  for  mathematical  instruments ;  or  12  copper  and  1  very  pure  grain 

tin. 
H  oz.    Still  harder,  fit  for  wheels  to  be  cut  with  teeth. 
H  to  2  oz.    Brass  ordnance,  or  8  to  12  per  cent,  tin ;  but  the  general  proportion  is  one-ninth  part 

of  tin. 

2  OK.    Hard  bearings  for  machinery. 

2^  02.  Very  hard  bearings  for  machinery.  By  Muschenbroek's  tables  it  appears  that  the  proportion 
1  tin  and  6  copper  is  the  most  tenacious  alloy ;  it  is  too  brittle  for  general  use,  and  contains 
2|  oz.  to  the  pound  of  copper. 

3  oz.    Soft  musical  bells. 

^  oz.    Chinese  gongs  and  cjrmbals,  or  20  per  cent.  tin. 

4  oz.    Hoose-bells. 
H  OL    Large  bells. 

5  OL     Largest  bells. 

7i  to  8^  OL    Speculum  metal.     Sometimes  1  oz.  of  brass  is  added  to  every  pound,  as  the  means 
of  introducing  a  trifling  quantity  of  zinc ;  at  other  times  small  proportions  of  silver  are  added ; 
the  employment  of  arsenic  was  strongly  advocated  by  the  Rev.  John  Edwards.    Lord  Oxman- 
town,  now  the  Earl  of  Rosse,  says:  "  Tin  and  copper,  the  materials  employed  by  Newton  in  the 
first  reflecting  telescope,  are  preferable  to  any  other  with  which  I  am  acquainted ;  the  best 
proportions  tneing  4  atoms  of  copper  to  1  of  tin  (Turner's  numbers) ;  in  fact,  126.4  parts  of 
copper  to  68.9  of  tin." 
32  OL  of  tin  to  1  lb.  of  copper  make  the  alloy  called  by  the  pewterers  "  temper,"  which  is  added  in 
ftnall  quantities  to  tin  for  some  kinds  of  pewter,  called  "  tin  and  temper,"  in  which  the  copper  is  fre- 
quently much  less  than  1  per  cent 
Remarkt  on  the  AUoyM  of  Copper  and  Tin  only, — ^These  metals  seem  to  mix  in  all  proportions. 
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The  addition  of  tin  continually  increases  the  fusibility,  although,  when  it  is  added  cold,  it  is  apt  to 
make  the  copper  pasty,  or  even  to  set  it  in  a  solid  lump  in  the  crucible. 

The  red  color  of  the  copper  is  not  greatly  impaired  in  those  proportions  used  by  the  engineer, 
namely,  up  to  about  2|  oz.  to  the  pound  ;  it  becomes  grayish-white  at  6,  the  limit  suitable  for  bells, 
and  quite  white -at  about  8,  the  speculum  metal ;  after  this  the  alloy  becomes  of  a  bluish  cast. 

The  tin  alloy  is  scarcely  malleable  at  2  oz.,  and  soon  becomes  very  hard,  brittle,  and  sonorons ;  and 
when  it  has  ceased  to  serve  for  producing  sound,  it  is  employed  for  reflecting  light 

The  tough,  tenacious  character  of  copper  under  the  tools  rapidly  gives  way ;  alloys  of  1}  cut  easily, 
2^  assume  about  the  maximum  hardness  without  being  crystalline ;  after  this  they  yield  to  the  file  by 
crumbling  in  fragments  rather  than  by  ordinary  abrasion  in  shreds,  until  the  tin  very  greatly  predomi- 
nates,  as  in  the  pewters.  When  the  alloys  become  the  more  flexible,  soft,  malleable,  and  ductile,  the 
less  copper  they  contain. 

AUoya  of  Copper  and  Lead  only. — ^The  marginal  numbers  denote  the  ounces  of  lead  added  to  eveiy 
pound  of  copper. 

2  oz.    A  red-colored  and  ductile  alloy. 

4  oz.  Less  red  and  ductile ;  neither  of  these  is  so  much  used  as  the  following,  as  the  object  is  to  em- 
ploy as  much  lead  as  possible. 

6  oz.    Ordinary  pot-metal,  called  dry  pot-metal,  as  this  quantity  of  lead  will  be  taken  up  without  sep- 

arating on  cooling ;  this  is  brittle  when  warmed. 

7  oz.    This  alloy  is  rather  short,  or  disposed  to  break. 

8  oz.    Inferior  pot-metal,  called  wet  pot-metal,  as  the  lead  partly  oozes  out  in  cooling,  especially  when 

the  new  metals  are  mixed ;  it  is  therefore  always  usual  to  fill  the  crucible  in  part  with  old 
metal,  and  to  add  new  for  the  remainder.  This  alloy  is  very  brittle  when  slightly  wanned. 
More  lead  can  scarcely  be  used,  as  it  separates  on  cooling. 

Remarks  on  the  Alloys  of  Copper  and  Lead  only. — These  metals  mix  in  all  proportions  until  the  lead 
amounts  to  nearly  half ;  after  this  they  separate  in  cooling. 

The  addition  of  lead  greatly  increases  the  fusibility. 

The  red  color  of  the  copper  is  soon  deadened  by  the  lead ;  at  about  4  oz.  to  the  pound  the  work 
has  a  bluish  leaden  hue  when  first  turned,  but  changes  in  an  hour  or  so  to  that  of  a  dull  gun-metal 
character. 

When  the  lead  does  not  exceed  about  4  oz.  the  mixture  is  tolerably  malleable,  but  with  more  lead 
it  soon  becomes  very  brittle  and  rotten ;  the  alloy  is  greatly  inferior  to  gun-metal,  and  is  principally 
used  on  account  of  the  cheapness  of  the  mixture,  and  the  facility  with  which  it  is  turned  and  filed. 

Alloys  of  Copper^  ZinCy  Tin,  andLeady  etc. — This  group  refers  principally  to  gun-metal  alloys,  to  which 
more  or  less  zinc  is  added  by  many  engineers ;  the  quantity  of  tin  in  every  pound  of  the  alloy,  which 
is  expressed  by  the  marginal  numbers,  principally  determines  the  hardness. 

Keller's  statues  at  Versailles  are  found,  as  the  mean  of  four  analyses,  to  consist  of 

Copper 91.40,  or  about  14|  oz. 

Zinc 6.68        "          1     " 

Tin 1.70        "            f  " 

Lead 1.87        "           i  " 

Li  100  parts  or  the  16  oz. 

1|  to  2^  oz.  tin  to  1  lb.  copper  used  for  bronze  medals,  or  8  to  16  per  cent,  tin,  with  the  addition  of 

2  parts  in  each  100  of  zinc,  to  improve  the  color. 
The  modem  so-called  bronze  medals  of  our  mint  are  of  pure  copper,  and  are  afterward 

bronzed  superficially. 
1|  oz-  tii^  i  oz.  zinc,  to  16  oz,  copper.     Pumps  and  works  requiring  great  tenacity. 
ljoz.thi,2oz.brass,16        ;;         J     For  wheels  to  be  cut  into  teeth. 

2        "      li      **        16        "  For  turning-work. 

2J      "      H      "        16        "  For  nuts  of  coarse  threads,  and  bearings. 

The  engineer  who  uses  these  five  alloys  recommends  melting  the  copper  alone ;  the  small 
quantity  of  brass  is  then  melted  in  another  crucible,  and  the  tin  in  a  ladle ;  the  two  latter  are 
added  to  the  copper  when  it  has  been  removed  from  the  furnace ;  the  whole  are  stirred  together 
and  poured  into  the  moulds  without  being  run  into  ingots.  The  real  quantity  of  tin  to  every 
pound  of  copper  is  about  one-eighth  ounce  less  than  the  numbers  stated,  owing  to  the  addition 
of  the  brass,  which  increases  the  proportion  of  copper. 

IJ  oz.  tin,  1 J  oz.  zinc,  to  1  lb.  of  copper.  This  alloy,  which  is  a  tough,  yellow,  brassy  gun-metal,  is 
used  for  general  purposes  by  a  celebrated  engineer;  it  is  made  by  mixing  1^  lb.  tin,  1^  lb. 
zinc,  and  10  lbs.  of  copper.    The  alloy  is  first  run  into  ingots. 

2\  oz.  tin,  i  oz.  zinc,  to  1  lb.  of  copper,  used  for  bearings  to  sustain  great  weights. 

2^  oz.  tin,  2i  oz.  zinc,  to  1  lb.  of  copper,  were  mixed  by  the  late  Sir  F.  Chantry,  and  a  razor  was  made 
from  the  alloy ;  it  proved  nearly  as  hard  as  tempered  steel,  and  exceedingly  destructive  to  new 
files,  and  none  others  would  touch  it. 

1  oz.  tin,  2  oz.  zinc,  16  oz.  brass.    Best  hard  white  metal  for  buttons. 

i  oz.  tin,  \\  oz.  zinc,  16  oz.  brass.    Common  ditto.     {Phillips's  Dictionary.) 

10  lbs.  tin,  6  lbs.  copper,  4  lbs.  brass,  constitute  white  solder.  The  copper  and  brass  are  first  melted 
together,  the  tin  is  added,  and  the  whole  stirred  and  poured  through  birch  twigs  into  water  to 
granulate  it ;  it  is  afterward  dried  and  pulverized  cold  in  an  iron  pestle  and  mortar.  This 
white  solder  was  introduced  as  a  substitute  for  silver  solder  in  making  gilt  buttons.  Another 
button-solder  consists  of  10  parts  copper,  8  of  brass,  and  12  of  spelter  or  zinc. 
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]ieautri$  on  AUoyt  of  Copper^  Zine,  Tin,  Zead^  etc, — Ordinary  Yellow  Brass  (copper  and  zinc)  is  ren- 
dered veij  sensibly  ba[rder,  so  as  not  to  require  to  be  hammered,  by  a  small  addition  of  tin,  say  one- 
quarter  or  one-half  oz.  to  the  pound.  On  the  other  hand,  by  the  addition  of  one-quarter  to  one-half 
OL  of  lead,  it  becomes  more  malleable  and  casts  more  sharply.  Brass  becomes  a  Uttle  whiter  for  the 
tm,  and  rcdd^  for  the  lead.  The  addition  of  nickel  to  copper  and  zinc  constitutes  the  so-called  Ger- 
mmriiver. 

Gw^Melal  (copper  and  tin)  very  commonly  receires  a  small  addition  of  zinc ;  this  makes  the  alloy 
mix  better,  and  to  lean  to  the  character  of  brass  by  increasing  the  malleability  without  materially  re- 
dndng  the  hardness.  The  standard  measures  for  the  Exchequer  were  made  of  a  tough  alloy  of  this 
kind.  The  zinc,  which  is  sometimes  added  in  the  form  of  brass,  also  improves  the  color  of  the  alloy, 
bodi  in  the  recent  and  bronzed  states.  Lead,  in  small  quantity,  improves  the  ductility  of  gun-metal, 
ben  tt  the  expense  of  its  hardness  and  color ;  it  is  seldom  added.  Nickel  has  been  proposed  as  an 
tddition  to  gun-metal  by  Mr.  Donkin,  and  antimony  by  Dr.  Ure. 

8ome  hnportant  experiments  in  regard  to  the  strength  of  gun-metal,  as  affected  by  heat  and  as 
compared  with  the  strength  of  some  oUier  metals  under  like  conditions,  have  been  made  by  the  Brit- 
ish Admiralty  (see  "  Engineering,"  vol.  xxiv..  No.  614).  Five  rods  1  inch  in  diameter  were  made  re- 
spectively of  the  following  compositions:  No.  1 — copper,  87.75 ;  tin,  9.75 ;  zinc,  2.5.  No.  2— copper, 
91 ;  tin,  7 ;  zinc,  2.  No.  8— copper,  85 ;  tin,  5 ;  zinc,  10.  No.  4— copper,  88 ;  tin,  2 ;  zinc,  15.  No.  6 
—copper,  92.5  ;  tin,  5  ;  zinc,  2.5.  These  were  gradually  heated  in  an  oil-bath  up  to  500''  Fahr.  It 
appears  that  all  the  varieties  of  gun-metal  suffer  a  gradual  but  not  serious  loss  of  strength  and  duc- 
tOitj  op  to  a  certain  temperature,  at  which,  within  a  few  degrees,  a  great  change  takes  place ;  the 
stroigth  falls  to  about  one-half  the  original,  and  the  ductility  is  wholly  gone.  At  temperatures  above 
this  point,  np  to  500^,  there  is  little,  if  any,  further  loss  of  strength.  The  precise  temperature  at 
which  this  great  diange  and  loss  of  strength  takes  plade,  although  uniform  in  the  specimens  cast  from 
the  same  pot,  varies  about  100**  in  the  same  composition  cast  at  different  temperatures,  or  with  some 
vairiog  conditions  in  the  foundery  process.  The  precise  temperature  at  which  the  change  took  place 
in  Xo.  1  series  was  ascertained  to  be  about  370**,  while  in  another  bar  of  similar  composition  the  change 
oecurred  at  a  little  over  250**.  The  possibility  of  such  a  change  taking  place  at  a  temperature  so  low 
in  the  best  gun-metal,  used  for  the  more  important  parts  of  machinery  and  boiler-mountings,  is  serious. 

Phosphor-bronze,  the  only  metal  in  the  series  which,  from  its  strength  and  hardness,  could  be  used 
as  a  substitute,  was  less  affected  by  temperature,  and  at  500**  retains  more  than  two-thirds  of  its 
atrength  and  one-third  its  ductility. 

Reeled  Montz  metal  and  copper  are  satisfactory  up  to  500**,  and  may  be  used  as  securing  bolts 
whh  safety. 

PU-Mdal  (copper  and  lead)  is  improved  by  the  addition  of  tin,  and  the  three  metals  will  mix  in 
ahDost  any  proportions.  When  the  tin  predominates,  the  alloy  so  much  the  more  nearly  approaches 
the  conditioa  of  gun-metal.  Zinc  may  be  added  to  pot-metal  in  very  small  quantity,  but  when  the 
ODC  becomes  a  considerable  amount,  the  copper  takes  up  the  zinc,  forming  a  kind  of  brass,  and 
leaves  the  lead  at  liberty,  and  which,  in  great  measure,  separates  in  cooling.  Zinc  and  lead  are 
abo  very  indisposed  to  mix  alone,  although  a  little  arsenic  assists  their  union  by  '^killing"  the 
lead,  as  in  shot-metal.  Antimony  also  facilitates  the  combination  of  pot-metal ;  7  lead,  1  anti- 
mony, and  16  copper,  mixed  perfectly  well  the  first  fusion,  and  the  alloy  was  decidedly  harder  than 
4  lead  and  16  copper,  and  apparently  a  better  metal.  **  Lead  and  antimony,  though  in  small  quan- 
tity, have  a  remarkable  effect  in  diminishing  the  elasticity  and  sonorousness  of  the  copper  alloys." 

Prof.  R.  H.  Thurston  has  conducted  a  very  extended  series  of  investigations  into  the  properties 
of  certain  copper  alloys,  and  has  deduced  the  following  principal  results : 

Coj^ter-Zike  Alloys. — The  experiments  upon  copper-zinc  were  begun  by  casting  one  series  of  21  bars, 
each  iB  inches  in  length  and  1  inch  square  in  section,  and  then  a  second  scries  of  20  bars  of  similar 
iize.  In  the  first  series  the  proportions  of  zinc  and  copper  differed  regularly  for  each  bar,  to  the  ex- 
tent of  5  per  cent,  bar  1  containing  5  per  cent  of  zinc,  bar  2,  10  per  cent,  and  so  on  up  to  100  per 
cent  of  pure  zinc.  In  the  second  series  the  first  bar  contained  2^  per  cent  and  the  last  97i  per  cent 
of -zinc^  the  relative  differences  being  the  same. 

By  examination  of  the  color  of  these  various  alloys  it  appears  that  they  may  be  divided  into  three 
deariy-marked  classes,  viz. :  the  yellow  alloys,  whidi  excludes  all  those  containing  less  than  55  per 
cent  of  zinc ;  the  sHver-white  and  brilliant  dloys,  containing  between  60  and  70  per  cent,  of  zinc ;  and 
the  bluish-gray  alloys,  containing  more  than  75  per  cent  of  zinc.  On  applying  tests  for  transverse 
strength,  it  appears  that  the  first  class  above  noted  may  be  separated  into  two  divisions,  one  showing 
OQosiderably  more  strength  than  the  other;  in  the  first  are  included  the  bars  containing  from  17.99 
to  33.50  zinc  (and  probably  all  the  alloys  from  pure  copper  to  the  latter  limit).  These  show  a  mod- 
idos  of  rapture  (by  which  is  meant  a  value  proportional  to  the  transverse  strength  of  a  bar,  and  which 
is  theoretically  equivalent  to  1^  times  the  load  which  would  break  a  bar  of  1  unit  in  length,  breadth, 
and  depth,  supported  at  both  ends,  and  loaded  in  the  middle)  from  21,000  to  28,000,  and  are  charac- 
terized by  great  ducUlity  and  an  earthy  fracture.  The  second  division  includes  alloys  from  38.65 
snc  to  52.28  zinc  inclusive,  which  show  greater  strength  than  the  preceding.  The  point  of  maximum 
strength  is  determined  to  be  between  88.65  rinc  and  44.94  zinc.  The  second  class  of  alloys  show 
great  weakness  and  lack  of  ductility.  The  minimum  strength  was  found  in  alloy  of  65  per  cent,  zinc, 
the  modulus  of  rapture  being  but  one-tenth  of  the  maximum.  Alloys  of  the  third  class  showed  much 
greater  strength  than  those  of  the  second,  but  not  equal  to  that  of  those  of  the  first. 

In  tensile  strength,  alloys  containing  up  to  50  per  cent  zinc  average  80,000  lbs.  to  the  square 
bcfa,  and  are  classed  as  useful  metals.  60,  65,  and  70  per  cent,  zinc  alloys  are  very  weak,  the  highest 
average  being  that  of  the  60  per  cent,  alloy,  which  is  8,727  lbs.  to  the  square  inch.  The  remainder 
of  the  21,  or  third  class,  average  from  18,065  to  5,400  lbs.  per  square  inch,  pure  zinc  being  the 
weakest    The  maximum  strength  is  possessed  bj  an  alloy  containing  somewhat  less  than  44  per 
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cent  of  sine,  and  the  minimum  tenacity  is  1,774  lbs.  per  square  inch  in  an  alloj  of  70  per  cent 
zinc.  In  torsional  tests  the  average  results  agreed  with  the  foregoing.  In  compression  the  55  per 
cent,  alloy  showed  a  maximum  of  121,000  lbs.  to  the  square  inch,  pure  dnc  yielding  at  22,000 
lbs.  Tests  conducted  on  the  second  series  of  alloys  closely  confirm  the  results  already  stated,  and 
need  not  be  detailed. 

It  is  well  Icnown  that,  no  matter  how  accurately  alloys  may  be  compounded,  chemical  analysis  of 
the  metal  after  casting  often  reveals  a  notably  different  composition.  In  analyzing  the  copper-zinc 
alloys  above  noted,  it  was  found  that  the  only  general  difference  between  the  components  of  the 
original  mixtures  and  those  determmed  by  analysis  was  that  in  almost  every  case  a  smaller  percent- 
age of  zinc  appeared,  and  a  larger  percentage  of  copper.  The  real  decrease  of  zinc  is  believ^  to  be 
due  to  volatilization  of  the  metal  in  melting  and  casting.  The  average  loss  was  from  1  to  2  per  cent, 
in  a  bar.  In  several  bars  a  considerable  amount  of  liquation  took  place,  and  in  general  the  upper 
end  of  the  bar  contained  the  highest  percentage  of  copper. 

The  variation  of  specific  gravity  with  change  of  composition  follows  a  very  definite  law,  decreasing 
very  regularly  with  the  increase  in  percentage  of  zinc.  None  of  the  zinc-copper  alloys  have  a  greater 
density  than  that  of  pure  zinc,  the  only  apparent  exceptions  being  caused  by  the  presence  of  pores 
and  other  flaws. 

Copper-Tin  AUoyt. — ^In  the  experiments  on  the  copper-tin  alloys,  bars  of  the  same  size  as  already 
noted  were  first  cast  Two  series  of  alloys  were  prepared,  the  first  numbering  80  comi)08itions,  be- 
ginning with  pure  copper,  and  then  varying  in  percentages  of  tin  from  1.9  up  to  99.44,  and  ending  in 
pure  tin.  The  second  series  consisted  of  20  bars  ranging  from  97^  per  cent,  copper  and  2^  per  cent, 
tin  to  97^  per  cent,  tin  and  2^  per  cent,  copper,  with  a  regular  difference  of  6  per  cent. 

Alloys  containing  respectively  1.9,  3.78,  7.20,  10,  18.43,  20,  and  23.68  per  oent.  tin  were  found  to 
have  considerable  strength ;  and  all  the  rest  of  series  1  are  stated  to  be  practically  useless  where 
strength  U  a  r^quirement.  The  dividing-line  between  the  strong  and  brittle  alloys  is  precisely  that 
at  which  the  color  changes  from  golden-yellow  to  silver-white,  viz.,  at  a  composition  containing  be- 
tween 24  and  30  per  cent,  of  tin.  Alloys  containing  more  than  24  per  cent,  of  tin  are  comparadvely 
valueless.  Tests  by  tension  give  results  according  with  the  forgoing.  Grcnerally  it  appears  that  the 
tensile  and  compressive  strengths  of  the  alloys  are  in  no  way  rcUted  to  each  other ;  that  the  torsion- 
al strength  is  closely  proportional  to  the  tensile  strength,  and  that  the  transverse  strength  may  de- 
pend in  some  degree  upon  the  compressive  strength ;  but  it  is  mudi  more  nearly  related  to  the  ten- 
sile strength,  as  is  shown  by  the  general  correspondence  of  the  curve  of  the  transverse  with  that  of 
the  tensile  strength.  The  maximum  crushing  strength  was  given  by  the  30  per  cent  tin  alloy,  and 
the  minimum  by  pure  tin. 

The  results  of  the  tests  for  transverse  strength  on  the  second  series  do  not  seem  to  corroborate  the 
theory  given  by  some  writers,  that  peculiar  properties  are  possessed  by  the  alloys  which  are  com- 
pounded of  simple  multiples  of  their  atomic  weights  or  chemical  equivalents,  and  that  these  properties 
are  lost  as  the  composition  varies  more  or  less  from  this  definite  constitution.  It  does  appear  that  a 
certain  percentage  composition  gives  a  maximum  strength,  and  another  certain  percentage  a  mini- 
mum ;  but  neither  of  these  compositions  is  represented  by  simple  multiples  of  the  atomic  weights. 
Besides,  there  appears  to  be  a  perfectly  regular  law  of  decrease  from  the  maximum  to  the  minimum 
strength,  which  does  not  seem  to  have  any  relation  to  the  atomic  proportions,  but  only  to  the  percent- 
age composition.  On  analyzing  the  copper-tin  alloys,  there  appears  to  be  a  greater  loss  of  tin  than 
of  copper  in  the  bars  which  contain  the  greater  percentage  of  copper,  and  a  greater  loss  of  copper 
than  of  tin  in  the  bars  which  contain  the  largest  percentage  of  tin ;  and  that  the  bars  which  contain 
about  equal  amounts  of  the  two  metals  show  a  great  tendency  to  liquation.  In  the  alloys  containing 
less  than  35  per  cent,  of  tin  by  original  mixture  there  is  a  greater  loss  of  tin  than  of  copper,  with  but 
three  exceptions.  In  the  alloys  containing  more  than  70  per  cent  of  tin  there  is  a  greater  loss  of 
copper  than  of  tin,  with  only  one  exception.  In  all  of  the  alloys  of  these  two  classes  the  extreme 
variation  of  a  single  mixture  is  8.6  per  cent.,  and  generally  it  is  less  than  1  per  cent.  It  further  ap- 
pears that  the  actual  specific  gravities  of  all  the  alloys  containing  less  than  25  per  cent  of  tin  does 
not  greatly  vary  from  8.95. 

Japanae  and  Chinese  Bronzes, — ^Magnificent  objects  of  art  produced  from  these  alloys  attracted 
great  attention  at  the  Centennial  Exposition  of  1876. 

The  Japanese  alloys  are  mostly  used  for  ornamental  castings,  statues,  musical  instruments,  and  bells. 
The  name  given  to  an  alloy  generally  corresponds  to  the  color  produced  by  the  treatment  which  the 
objects  have  to  undergo  before  they  are  finished  ;  thus  some  of  the  alloys  are  named  green  copper, 
violet  copper,  black  copper,  etc  This  color  depends  both  upon  the  composition  of  the  alloy  and  the 
chemicals  used  in  coloring  the  metal.  There  are  many  different  means  used  to  produce  one  and  the 
same  color,  and  it  so  happens  that  almost  every  manufacturer  uses  particular  compositions  of  his 
own ;  generally  it  is  only  the  proportions  that  differ,  but  sometimes  even  the  constituent  elements  are 
different,  although  the  alloy  is  called  by  the  same  name. 

The  "  green  copper "  (Sei-Do)  is  composed  of  copper  and  lead,  or  copper,  lead,  and  tin ;  the  Sen- 
toku-do,  of  copper,  lead,  and  spelter,  and  similar  to  the  old  Corinthian  alloy,  is  said  to  have  been 
first  produced  by  a  large  conflagration  which  took  place  in  China  during  the  earlier  part  of  the 
fifteenth  century.  The  black  alloy  called  U-do,  of  copper,  lead,  and  tin ;  the  brass,  of  copper  and 
spelter,  sometimes  with  a  slight  addition  of  lead,  as,  for  instance,  in  Yechiu,  one  of  the  chief  places 
of  production  of  ornamental  castings,  inlaid  with  gold  and  silver ;  the  purple  alloy  is  composed  of  cop- 
per and  lead ;  the  so-called  Gin-shibu-ichi  is  generally  composed  of  4  parts  of  copper  or  alloy  and  6 
parts  of  silver.  Another  peculiar  composition  is  the  Shakudo,  copper  with  a  small  percentage  (2  to 
5  per  cent)  of  gold,  which  produces  a  beautiful  dark-blue  color,  and  is  mostly  used  for  articles  formed 
by  hammering^  or  for  repoussi  work,  generally  inlaid  with  gold  and  silver,  and  producing  designs 
somewhat  similar  to  the  so-called  **  Niello  "  work. 
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A  Teiy  beantif al  production  is  Mokume,  a  word  meaning  "  veins  of  the  wood."  Pieces  of  this 
metal  are  produced  by  overlajing  and  soldering  together  a  certain  number  of  plates  of  alloys  of 
eilrer,  red  copper,  and  a  blue  alloy.  These  are  hammered,  kneaded,  resoldered,  and  the  hollow  spaces 
filled  up  with  new  metaL  Finally,  when  stretched  out  in  a  thin  sheet,  an  exquisite  marbled  pattern 
b  produced.  Messrs.  Tiffany  &  Co.,  of  New  York  City,  have  succeeded  also  in  making  this  curious 
combination  in  great  beauty.  Tfl..  Morin  has  analyzed  various  Japanese  bronzes,  and  considers  that 
the  patina  of  black  bronzes  forms  part  of  the  metal,  and  is  not  due  to  a  varnish  or  a  superficial 
galphurization,  but  results  from  the  use  of  a  bronze  of  rather  complex  nature,  in  which  are  80  per 
cent  of  copper,  4  of  tin,  10  of  lead,  2  of  zinc,  and  4  of  iron,  gold,  nickel,  arsenic,  and  sulphur. 
Some  of  the  bronzes  analyzed  show  a  proportion  of  lead  var3ring  from  10  to  20  per  cent,  added  at  the 
expense  of  the  copper,  and  a  quantity  of  7  per  cent,  of  tin.  Moulded  in  very  thin  plates,  this  bronze 
readily  takes  any  form  given  to  it,  and  is  easily  worked,  the  patina  appearing  of  itself  when  the  fin- 
ished work  of  art  is  subjected,  in  a  muffle-furnace,  to  the  action  of  a  very  high  temperature.  Un- 
fortunately, these  bronzes  are  very  brittle.  Fine  imitations  of  Japanese  bronzes  are  made  in  France 
by  peculiar  diemical  treatment  of  metallic  surfaces. 

Pkotpkor-BrotLK, — By  the  addition  of  a  small  percentage  of  phosphorus  to  bronze  alloy,  the  qualities 
of  the  hitter  become  mate  and  more  changed,  the  grain  or  fracture  becomes  finer,  the  color  brighter^ 
the  elasticity  and  resistance  to  strain  and  compression  increase  considerably,  and  when  melted  it 
attams  great  fluidity.  Messrs.  Montefiore  and  Kiinzel  have  experimented  with  alloys  of  copper  and 
nickel,  and  with  manganese — ^binary  alloys ;  also  with  ternary — bronzes  of  copper,  tin,  and  manga- 
nese, with  copper,  tin,  and  nickel,  as  well  as  with  iron  alloyed  with  copper  and  tin.  The  manganese 
aUoys  they  concluded  to  be  entirely  useless,  as  also  those  of  nickel  and  of  iron.  They  obtamed  great 
tensile  strength  and  hardness  with  some  of  these  compositions,  but  their  ready  oxidability  at  high 
lempomturetf  made  the  qualities  of  the  castings  uncertam  and  impracticable. 

liie  actioii  of  phosphorus  is  twofold  :  1.  It  eliminates  the  oxides,  as  stated  above ;  and,  2.  It  makes 
the  tin  capable  of  adopting  a  crystalline  structure ;  and  as  two  crystalline  metals  form  a  much  more 
boiDogeneoiis  alloy  than  two  metals  of  which  one  is  not  crystalline,  phosphor-bronze  must  necessa^ 
lily  be  more  homogeneous  than  ordinary  bronze.  Homogeneity  and  absence  of  oxygen  increase  the 
elasticity  and  absolute  resistance  of  the  alloy.  Another  great  advantage  of  phosphor-bronze  is  that 
its  hardness  can  be  regulated  by  varying  the  proportion  of  phosphorus,  which,  in  ordinary  bronze, 
is  done  by  increasing  Uie  proportion  of  tin,  whereby  the  danger  of  segregation  in  the  casting  is 
peatly  augmented.  Ordinary  bronze,  after  one  or  two  smeltings,  becomes  thick-flowing  and  putty- 
uke,  while  pho^hor-bronze  remains  perfectly  liquid  until  the  moment  it  sets — solidifies ;  if,  there- 
fore, it  is  cast  just  before  the  **  setting"  takes  place,  no  segregation  is  possible.  Combinations 
of  idioq)honi8  with  copper,  with  tin,  or  with  other  metals,  have  long  been  known  by  chemists,  but 
Dr.  Kiinzel  was  the  first  to  employ  the  same  for  the  purposes  above  stated.  A  number  of  phosphor- 
broue  allo3rs  are  now  manufactured,  varying  in  composition  to  suit  the  objects  for  which  they  are 
intended.  The  scope  of  their  applications  is  of  course  very  great.  The  harder  alloys  are  used  for 
easting  bells,  tools  for  gunpowder  mills,  etc  ;  other  somewhat  softer  alloys  are  used  for  engineering 
purpoees,  and  the  still  softer  for  rolling,  drawing,  and  embossing,  etc. 

Thit  following  tables  will  show  the  results  of  tests  made  by  Mr.  Kirkaldy  with  various  phosphor- 
)  alloys: 


CAST  METAL. 


Pore  copper. 

Ordinaiy  n^in-aietal, 
cootaimDflr  9  parts  cop- 
per and  1  partUn 

Pbosphot^DTOzize 


XMmiatitioB 
ofSMllon 

befon 
Raptor*. 

Sqtum  Indu 

ElMtie. 

Ateelirt*. 

PWMOt. 

lb. 

lb. 

8.80 

4.4000 

6.976 

8.60 

8.40 

1.60 

88.40 

12.800 
28.S00 
24.700 
16.100 

16.660 
62.625 
46.100 
44.448 

DRAWN  METAL. 


YarlouB  aJIovs: 
Phosphor-bronze . . 

44  44 

U  U 

44  U 

44  U 

U  U 

Copper. , 

itoel 

Iron,    galvanteedf    best 
charcoal  E 


PulUng  Stma  ptr 
Sqoai*  Inch. 


n 


lb. 
102. 
120. 
120. 
189. 
169. 
161. 
68. 
120. 


lb. 

769  49.861 
95747.787 
960  68.88L 
14164.111 
616  68.868 
119  64.569 
122  87.002 
976,74.687; 


Twlrtaln 
ilBchec. 


lb.       lb. 

6.7  89 
22.8  62 
18.0  124 
17.8  68 
18.8;  66 
16.8  60 
86.7^  96 
22.4    79 


66.884  46.160  48.0'  87 


Perct. 
87.6 
84.1 
42.4 
44.9 
46.6 
42.8 
84.1 
10.9 

28.0 


A  series  of  interesting  experiments  with  phosphor-bronze  were  made  in  Berlin  by  the  Royal 
Academy  of  Industry,  in  order  to  ascertain  the  qualities  and  capacities  of  the  metal  while  under 
heavy  strain,  and  its  resistance  to  often  repeated  strains.  The  first  bar  of  phosphor-bronze  was  tried 
under  a  constant  strain  of  10  tons  per  square  inch,  and  resisted  408,280  pulls ;  a  bar  of  ordinary 
bronze  broke  even  before  the  strain  of  10  tons  per  square  inch  had  been  attained.  A  second  bar 
of  phosphor-bronze  was  tried  under  a  stnun  of  12^  tons  per  square  inch,  and  withstood  147,860 
pulls ;  and  a  third  bar,  under  7t  tons  strain,  broke  only  after  8,100,000  pulls.  On  the  bending- 
madiine,  phosphor-bronze,  while  under  9  tons  strain  per  square  inch,  remained  unbroken  after 
4,000,000  bends,  while  ordinary  bronze  broke  after  150,000  bends.  Major  Majendie  tested  phosphor- 
bronze  as  to  its  liability  to  emit  sparks  when  subject  to  friction,  and  attained  very  satisfactory  results. 
A  grindstone  of  9  inches  diameter  was  made  to  revolve  very  rapidly,  so  that  any  point  on  the  grinding- 
face  would  describe  a  distance  of  2,000  feet  per  minute ;  the  metal  was  then  pressed  against  the 
revolving  stone,  and  the  results  proved  that  the  harder  descriptions  of  phosphor-bronze  emit  sparics 
kn  readily  than  the  softer  samples,  and  much  less  readily  than  ordinary  gun-metal  or  copper. 
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For  frictional  purposes  a  special  alloy  is  made  by  fusing  phosphor-bronze  in  certain  proportions, 
together  with  another  soft  alloy  of  different  degree  of  fusibility^  so  as  to  produce  by  cooling  the 
given  alloys.  The  shell  is  then  formed  of  a  very  tough  and  hard  phosphor-bronze,  and  the  interior 
of  aforesaid  soft  alloy.  The  bearing-surface  may  then  be  considered  to  consist  of  a  large  number 
of  small  bearings  of  soft  metal,  inclosed  in  castings  of  metal  dmost  as  hard  as  the  arbor  itself. 
The  microscope  reveals  this  disposition  very  plainly ;  and  if  one  of  these  bearings  be  carefully  sub- 
mitted  to  heat,  so  as  to  cause  the  soft  fusible  metal  to  run  off,  the  rest  will  remain  in  the  form 
of  a  spongy  mass.  Bearings,  slides,  eccentrics,  etc,  of  this  peculiar  alloy  are  now  very  largely  *in 
use,  and  the  practical  results  show  that  it  wears  more  than  five  times  as  long  as  gun-metal. 

Phosphor-bronze  is  readily  rolled  or  beaten  out  into  sheets.  In  Russia  it  has  been  used  as  a 
material  for  cartridge  sheathing,  and  specimens  have  stood  120  trials  without  tearing.  Sheets  of 
the  alloy  stand  the  action  of  sea-water  much  better  than  copper.  In  a  comparative  experiment 
made  at  Blankenberg,  lasting  over  a  period  of  six  months,  between  the  best  English  copper  and 
phosphor-bronze,  the  following  results  were  arrived  at : 


THICKNESS  OF  THE  SHEETS 
=  0.138  Inches. 

Wdght  iMfoN     Weight  afUr 

Lm  of  Wdght. 

Sheet  of  copper 

Ih. 
74.4 
88.9 
«9.0 
1U.8 

lb. 
72.2 
86.2 
68.75 
112.97 

lb. 
2.2 
2.7 
0.75 
1.88 

F*r  MoL 
8.015 
8.100 
1.128 
1.196 

u            &*^ 

Sheet  of  phosphor-bronze 

u            *^      »f                u 

The  loss  in  weight,  therefore,  due  to  the  oxidizing  action  of  sea-water  during  the  six  months* 
trial,  averaged  for  the  English  copper  8.058  per  cent,  while  that  of  the  phosphor-bronze  was  but  1. 1 58 
per  cent.,  or  about  one-third.  Several  Governments  have  experimented  on  the  use  of  the  alloy  for 
making  cannons.  Without  any  exception,  the  results  showed  a  mudi  greater  resisting  power  than 
that  possessed  by  ordinary  bronze.* 

Gold  AUoya, — Gold  in  the  pure  or  fine  state  is  not  employed  in  bulk  for  many  purposes  in  the 
arts,  as  it  is  then  too  soft  to  be  durable.  The  gold  foil  used  by  dentists  for  stopping  decayed  teeth  is 
perhaps  as  nearly  pure  as  the  metal  can  be  obtained :  it  contains  about  6  grains  of  fdloy  in  the  pound 
troy,  or  the  one-thousandth  part  Every  superficial  inch  of  this  gold  foil  or  leaf  weighs  three-fourths 
of  a  grain,  and  is  42  times  as  thick  as  the  leaf  used  for  gilding. 

The  wire  for  gold  lace,  prepared  by  the  refiners  for  gold-lace  manufacturers,  requires  equally  fine 
gold,  as,  when  alloyed,  it  does  not  so  well  retain  its  brilliancy.  The  gold,  in  the  proportion  of  about 
100  grains  to  the  pound  troy  of  silver,  or  of  140  grains  for  double-gilt  wire,  is  b^ten  into  sheets  as 
thin  as  paper ;  it  is  then  burnished  upon  a  stout  red-hot  silver  bar,  the  surface  of  which  has  been 
scraped  perfectly  clean.  When  extended  by  drawing,  the  gold  still  bearing  the  same  relation  as  to 
quantity,  namely,  the  67th  part  of  the  weight,  becomes  of  only  one-third  the  thickness  of  ordinary 
gold-leaf  used  for  gilding.  In  water-gilding,  fine  gold  is  amalgamated  with  mercury  and  washed  over 
the  gilding  metal  (copper  and  tin) ;  the  mercury  attaches  itself  to  the  metal,  and,  when  evaporated 
by  heat,  it  leaves  the  gold  behind  in  the  dead  or  frosted  state :  it  is  brightened  with  the  burnisher. 
By  the  electrotype  process,  a  still  thinner  covering  of  pure  gold  may  be  deposited  on  silver,  steel,  and 
other  metals.  Mr.  Dent  has  introduced  this  method  of  protecting  the  steel  pendulum-springs  of  ma- 
rine chronometers  and  other  time-pieces  from  rust. 

Fine  gold  is  also  used  for  soldering  chemical  vessels  made  of  platinum. 

Gold  leaf,  for  gilding,  contains  from  3  to  12  grains  of  alloy  to  the  ounce,  but  generally  6  grains. 
The  gold  used  by  respectable  dentists  for  plates  is  nearly  pure,  but  necessarily  contains  about  6 
grains  of  copper  in  the  ounce  troy,  or  one-eightieth  part  Others  use  gold  containing  upward  of  one- 
third  of  alloy:  the  copper  is  then  very  injurious. 

With  Copper^  gold  forms  a  ductile  alloy  of  a  deeper  color,  harder  and  more  fusible  than  pure  gold. 
This  alloy,  in  the  proportion  of  11  of  gold  to  1  of  copper,  constitutes  standard  gold ;  its  density  is 
17.157,  being  a  little  below  the  mean,  so  that  the  metals  slightly  expand  on  combining.  One  troy 
pound  of  this  alloy  is  coined  into  46i&  sovereigns,  or  20  troy  pounds  into  934^  sovereigns.  The 
pound  was  formerly  coined  into  44^  guineas.  The  standard  gold  of  France  consists  of  9  parts  of 
gold  and  1  of  copper.     (Brande^  979.) 

For  Gold  Plate  the  French  have  three  different  standards :  92  parts  gold,  8  copper ;  also  84  gold, 
16  copper;  and  75  gold,  26  copper. 

In  England,  the  purity  of  gold  is  expressed  by  the  terms  22,  18,  16  carats,  etc.  The  pound  troy  is 
supposed  to  be  divided  into  24  parts,  and  the  gold,  if  it  could  be  obtained  perfectly  pure,  might  be 
called  24  carats  fine. 

The  "  Old  -Standard  Gold,'*  or  that  of  the  present  currency,  is  called  fine,  there  being  22  parts  of 
pure  gold  to  2  of  copper. 

The  "New  Standard,"  for  watch-cases,  etc.,  is  18  carats  of  fine  gold  and  6  of  alloy.  No  gold  of 
inferior  quality  to  18  carats,  or  the  "  New  Standard,"  can  receive  the  Hall  mark;  and  gold  of  lower 
quality  is  generally  described  by  its  commercial  value,  as  60  or  40  shilling  gold,  etc. 

The  alloy  may  be  entirely  silver,  which  will  give  a  green  color,  or  entirely  copper  for  a  red  color ; 
but  the  copper  and  silver  are  more  usually  mixed  in  the  one  alloy,  according  to  the  taste  and  judg- 
ment of  the  jeweler. 

•  Abridged  from  a  lecture  delivered  by  Mr.  A.  Dick  befbre  the  Society  of  Arts,  1877. 
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Tlie  following  alloys  of  gold  are  transcribed  from  the  memoranda  of  the  proportions  employed  by 
t  prtctical  jeweler  of  considerable  experience :  * 

Fhrd  Orwp. — Different  kinds  of  gold  that  are  finished  by  polishing,  burnishing,  etc.,  without  neces- 
nrily  lequiriDg  to  be  colored. 

The  ^M  of  22  carats  fine,  or  the  "  Old  Standard,'*  is  so  little  used,  on  account  of  Its  expense  and 
greiter  softness,  that  it  has  been  purposely  omitted. 


18  orata,  or  New  Standard  gold,  of  yellow  tint : 
16  dwt.     0  grs.  gold. 
2  dwt  18  grs.  silTcr. 
2  dwt.     6  grs.  copper. 

20  dwt    Ogrs. 


18  ants,  or  New  Standard  gold,  of  red  tint :  * 
15  dwt    0  grs.  gold. 
1  dwt  18  grs.  silver. 
8  dwt.    6  grs.  copper. 


20  dwt    Ogrs. 


18  eanta,  or  spring-gold.  This,  when  drawn  or 
rolled  rery  hard,  makes  springs  little  inferior 
to  those  of  steel : 

1  OL  16  dwt  gold,    or  1.12 

6  dwt  Slver,   —    .4 

12  dwt  copper, —  .12 


60«.  gold  of  yellow  tint,  or  the  fine  gold  of  the 
jewelers— 16  carats  nearly: 
1  oz.    0  dwt  gold. 
7  dwt.  silver. 
6  dwt  copper. 


1  oz.  12  dwt 


608.  gold  of  red  tint,  or  16  carats: 
1  oz.    0  dwt.  gold. 
2  dwt  silver. 
8  dwt  copper. 


1  oz.  10  dwt 


40«.  gold,   or  the   old-fashioned  jewelers'  gold, 
about  11  carats  fine ;  no  longer  used : 
1  oz.    0  dwt  gold. 
12  dwt.  silver. 
12  dwt  copper. 


2  oz.     4  dwt 


2  oz.  14  dwt  2.8 

Seemd  Orwp. — Colored  golds :  these  all  require  to  be  submitted  to  the  process  of  wet-coloring, 
which  will  be  explained.  They  are  used  in  much  smaller  quantities,  and  require  to  be  very  exactly 
proportiofied. 


Full  red  gold 


6  dwt  gold. 
5  dwt  copper. 


10  dwt 


Bedg(M: 


10  dwt  gold. 
1  dwt  silver. 

4  dwt.  copper. 

15  dwt 

scarcely  used : 

5  dwt  gold. 

5  dwt  steel  filhigs. 

10  dwt 


Green  gold : 


5  dwt    0  grs.  gold. 
21  grs.  silver. 


6  dwt.  21  grs. 


Gray  gold  (platinum  is  also  called  gray  gold  by 
jewelers) : 

8  dwt  16  grs.  gold. 
1  dwt    9  grs.  silver. 

6  dwt    0  grs. 

Antique  gold,  of  a  fine  greenish-yellow  color: 
18  dwt.      9  grs.  gpld,        or  18.  9 
21  grs.  silver,     —    1.  8 
18  grs.  copper,   —      .12 


20  dwt      0  grs. 


20.0 


Third  Onup. — Gold  solders :  these  are  generally  made  from  gold  of  the  same  quality  and  value  i 
they  are  intended  for,  with  a  small  addition  of  silver  and  copper,  thus : 

Solder  for  22^»rat  gold : 

1  dwt  0  grs.  of  22-carat  gold. 


2  grs.  silver 
1  gr.  copper. 


1  dwt  8  grs. 


Solder  for  lS.carat  gold: 

1  dwt  0  grs.  of  IS-carat  gold. 
2  grs.  silver. 
1  gr.  copper. 

Idwt  8  grs. 


Solder  for  60«.  gold :  * 

1  dwt    0  grs.  of  60«.  gold. 
10  grs.  silver. 
8  grs.  copper. 


1  dwt  18  grs. 


Solder  for  40«.  gold ;  but  middling  silver  solder  is 
more  generaUy  used : 

1  dwt  fine  gold. 

1  dwt  silver. 

2  dwt  copper. 

4  dwt 


^*  Whentt  is  not  otberwlM  ezpKMod,  it  wU  be  understood  all  these  alloTS  are  made  with  fine  gold,  fine  silTer,  and 
» eepper,  oMaliied  direct  flrom  the  refinere.  And  to  inaore  the  atandard  gold  pasatng  the  teet  of  the  HaU,  8  or  4 
fnuM  additknal  of  g^ki  are  aaual^  add«d  to  every  oonce. 
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Dr  Huiiilwli'a  intetion  d  gold,  wkieb  k  tlatod  nol  only  to  reKnble  gold  in  ecrfor,  bat  also  in 
ipcrifif  gnritj  sod  doctilhj,  oonsisti  of  16  ports  of  ptatmom,  7  ports  of  copper,  sad  1  of  imc^  pot 
in  o  cmdble,  oorercd  with  cfasnool  powder,  sad  neltod  into  a  maaa. 

Gold  aUojed  with  platimnn  is  also  rather  elastae,  bot  the  platinum  whitens  the  alloy  nxice  rapidlj 
than  silver. 

When  12  parts  mmMoamne  and  88  parts  gold  are  melted  together,  an  aDoj  b  ptodnoed  haiing  a 
pale  jellowish-gray  eolor,  with  considerable  lustre  smd  hardness,  and  little  dnctiUtj.  Its  f ractnre  is 
gnomlar  and  spongj.  It  is  less  casflj  fusible  than  gold,  and  the  manganese  maj  be  completely  sep- 
arated by  roasdng, 

iron,  tiad  gold  hare  a  strong  affiidty  for  eadi  other,  and  ibe  latter  may  be  united  in  all  proporticnis 
with  steel  or  csst4ron.  Gold  may  be  used  for  strfdering  iron.  An  aDoy  with  8  per  cent,  of  iron  is  of 
a  pale  ydlowish-gray  color,  very  ductile  and  tenacioos,  and  harder  than  gold.  With  from  15  to  20 
per  cent,  of  iron,  the  alloy  is  gray,  and  will  take  a  very  beautiful  polidi.  It  is  used  in  jewelry  under 
the  nsnie  of  gray  pAA.  When  75  to  80  per  cent  of  iron  is  allqjvd  with  pM,  it  has  the  color  of  sil- 
Tcr,  and  is  so  hard  as  to  be  af^Hcable  to  the  purposes  of  cutting-instruments. 

Cbftoft  readily  unites  with  gold,  and  fonns  alloys  of  a  dull  yellow  color,  wUdi  are  brittle  when  the 
proportion  of  cobalt  is  one-sixtieth: 

IRckd  and  gold  hare  a  brass-yeUow  color,  and  are  also  brittle. 

Oipper  has  a  great  affinity  for  gold,  and  combines  in  all  proportions.  It  heightens  the  color  of 
gold  snd  increases  its  hardness,  while  its  ductility  is  somewhat  impaired.  The  maximum  hardness  is 
sttsinrd  with  one-eigliteentb  copper.  These  alloysi  being  more  fu^le  than  gold,  are  used  for  solder- 
Ingthis  metal 

The  aDqy  called  jewderf  gM  should  contain  at  least  74.6  of  gold.  In  France,  acoor^ng  to  Ber- 
tiller,  it  Taries  from  92  to  25  per  cent  In  (Jreat  Britain,  18  carats,  or  76  per  cent,  is  the  standard 
for  jewders*  gold,  ahhoogh  the  proportion  of  this  metal  is  rarely  so  mudL  In  Sweden  it  is  76.6  per 
cent.,  it  being  there,  as  in  most  parts  of  Europe,  regulated  by  law.  In  the  United  States  the  standard 
of  gold  is  not  subjected  to  any  legal  provision,  except  in  regard  to  coin,  whidi  must  contain  9  parts 
gold  to  1  alloy,  of  which  alloy  at  least  one-hllf  must  be  silver.  In  Great  Britain  the  coin  consists 
of  11  parts  gold  and  1  copper ;  and  in  France,  10  parts  of  gold  and  1  part  of  copper. 

In  order  to  deepen  the  color  of  gold  alloyed  with  silver,  artists  have  a  mode  of  alloying  a  small  por- 
tion of  copper  with  the  surface  only,  which  is  done  in  the  following  manner :  1  ox.  of  yellow  wax  is 
melted,  and  there  is  added  to  it  a  mixture  of  2  oz.  calcined  alum,  12  ox.  red  dialk,  2  ox.  verdigris,  and 
2  oz.  peroxide  of  copper  (copper  scales).  The  four  last  named  must  be  ground  to  an  impalpable 
powder,  completely  mixed  with  the  melted  wax,  and  moulded  into  sticks  for  use.  After  the  surface 
of  the  gold  is  well  rubbed  over  with  these  stidu,  the  article  must  be  exposed  to  heat  sufficient  to 
bum  off  the  wax  entirely.  It  is  then  burmsbed,  and  washed  with  a  liquor  composed  of  one  pint  of 
water  to  2  oz.  ashes  produced  by  calcining  argal  or  crude  tartar,  2  oz.  common  salt,  and  4  oz.  sulphur. 

Aniinumtf  unites  easily  with  gold,  and  produces  alloys  of  a  color  more  or  less  pale,  according  to  the 
proportions  used.  They  are  brittle,  and  have  a  dull,  granular  fracture.  The  presence  of  a  very 
minute  proportion  of  antimony  destrojrs  the  ductility  of  gold.  It  was  from  this  faculty  to  render 
brittle,  which  antimony  exerts  over  all  the  other  metals,  that  the  earlier  chemists  gave  it  the  title  of 
regtUtu^  or  liUU  king.  To  its  sulphuret  was  given  the  name  of  lup^u  metaUarwn,  because,  in  the  pari- 
fioktion  of  gold,  its  feeble  affinity  allowed  it  to  yield  the  sulphur  to  the  inferior  metals,  while  itself 
combined  with  the  gold.    The  sulphuret  is  still  used  for  the  same  purpose. 

7Hn  forms,  with  gold,  compounds  more  fusible  than  the  latter ;  they  are  ductile  when  cold,  but 
crumble  at  a  red  heat,  if  the  proportion  of  tin  be  as  much  as  one-thirty-seventh.  With  one-twelfth 
tin  the  alloy  is  of  a  pale-yellow  color,  but  slightly  ductile,  and  has  an  earthy  fracture. 

Zinc,  in  small  proportion,  renders  gold  brittle ;  even  its  vapors  sensibly  produce  this  effect  on  gold 
in  fusion.  With  one-tenth  zinc  the  alloy  is  very  brittle,  and  has  the  oolor  of  brass.  With  one-half 
dnc  it  is  white,  very  hard,  and  takes  a  high  polish.  Hellat  asserts  that  an  alloy  of  7  parts  zinc  and  1 
part  of  gold  is  entirely  volatilized  in  a  furnace. 

Bismuth  forms,  with  gold,  brittle  alloys  of  a  brassy  oolor.  The  vapor  of  bismuth  is  also  sufficient  to 
diminish  the  ductility  of  gold. 

Lead  forms  alloys  with  gold  which  are  brittle  in  every  proportion.  It  requires  but  1  part  of  lead 
in  500,000  of  gold  to  alter  sensibly  its  ductility.  An  alloy  consisting  of  1  part  lead  and  12  parts 
gold  is  extremely  brittle,  and  has  a  dull  granular  fracture  similar  to  that  of  porcelain. 

Silver  and  gold  may  be  united  by  rapid  fusion  in  all  proportions ;  but  if  the  fused  mass  be  very 
slowly  cooled,  part  of  the  silver,  in  combination  with  a  small  proportion  of  gold,  separates  and  floats 
upon  the  surface,  leaving  beneath  an  alloy  of  5  parts  gold  and  1  part  silver.  The  alloys  of  these 
metals  are  more  fusible  than  gold,  and  have  a  greenish  tinge ;  even  6  per  cent  of  silver  produces  a 
decided  change  of  oolor.  The  proportions  used  for  the  green  gold  of  the  jewelers  are  70.8  of  gold 
and  29.2  of  silver.  These  dloys  are  very  ductile,  and  are  harder,  more  elastic,  and  more  sonorous 
than  either  of  the  metals  themselves,  llic  maximum  hardness  is  attained  when  the  proportion  of 
silver  is  one-third. 

Plaiinum  may  be  united  with  gold  in  all  proportions ;  but,  to  produce  an  alloy  completely  homo- 
geneous, it  should  be  exposed  to  a  very  high  temperature,  so  as  to  effect  a  perfect  fusion.  These  al- 
loys are  ductile  and  elastic.  When  they  contain  from  7  to  10  per  cent  of  platinum  the  oolor  is  dull 
yellow,  like  tarnished  silver.  With  one-fifth  it  exactly  resembles  platinum ;  with  one-seventeenth 
platinum  it  is  in  appearance  not  distinguishable  from  gold. 

Platinum  and  silver  together  combine  with  gold  in  all  proportions,  forming  double  alloys  which  are 
ductile,  and  possess  more  stiffness  and  elasticity  than  alloys  of  gold  and  silver  only.  Platinum  is 
sometimes  introduced  into  an  alloy  of  silver,  gold,  iMid  copper,  called  doriy  and  it  is  not  easy  to  detect 
the  fraud. 
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I  and  gold  form  alloys  with  less  ductility  than  that  of  the  pure  metals.  They  have  a  gran- 
ular stntcture,  and  yary  in  color  from  white  to  gray.  With  equal  parts  it  is  nearly  white,  and  a  very 
smtll  proportion  lessens  the  color  of  gold. 

Rhodmm  and  gold  form  alloys,  according  to  Del  Bio,  which  are  brittle,  unless  the  proportion  of  the 
former  be  very  small,  when  it  hardens  the  gold  without  impairing  its  ductility.  With  one-seventh 
rhodium  the  color  is  unaltered — a  striking  (££Ference  between  its  effects  and  those  of  platinum  and 
piUadinm  upon  gold. 

Iridhimy  in  bemg  alloyed  with  gold,  but  slightly  affects  it  color,  and  produces  ductile  alloys. 

OnRtKfn  also  forms  ductile  alloys  with  gold. 

Artemtrets  of  gold  (as  alloys  of  arsenic  with  gold  are  termed)  may  be  formed  by  exposing  heated 
goM  to  the  vapor  of  arsenic  The  gold  absorbs  a  very  small  proportion,  but  retains  it  with  so  strong 
an  affinity  that  it  cannot  be  entirely  separated  even  at  a  very  high  temperature.  This  alloy  is 
brittle. 

T^hrium  may  be  combined  with  gold  artificially,  by  treating  the  latter  in  solution  with  tellureted 
bjdpogen  gas.  The  native  combinations  of  these  metals  found  in  Transylvania  will  be  noticed  among 
the  ores  of  gold. 

Mtreurj  and  gold  foim  alloys  called  amalffoms.  They  may  be  formed  by  immersing  or  agitating 
gold  hi  mereory,  whidi  dissolves  it  even  at  common  temperatures ;  but  the  combination  is  hastened 
by  heat  An  adloy  saturated  with  gold,  and  compressed  in  chamois  skin,  is  white,  and  at  first  soft, 
bat  won  becomes  solid.  It  crystallizes  in  four-sided  prisms,  and  contains  2  parts  of  gold  and  1  of 
mercnry.  When  sufficiently  soft  to  be  kneaded  between  the  fingers,  it  contams  6  or  7  parts  mercury 
audi  of  gold.    Amalgams  are  used  in  gilding, 

Iridhan  AUoy9, — ^Indium  Is  usually  mingled  with  platinum,  the  alloys  of  which  see. 

hen  AHo^. — Iron  and  Copper. — ^Direct  union  difficult,  but  an  apparently  homogeneous  alloy  can 
be  obtained  by  the  simultaneous  reduction  of  the  oxides  of  iron  and  copper.  0.0286  per  cent,  of  cop- 
per diminishes  the  tenacity  of  malleable  iron ;  0.5  per  cent,  of  copper  in  wrought-iron  or  steel  renders 
ft  red-short;  2  per  cent  makes  steel  brittle. 

hon  and  Zime  yield,  when  heated  together,  a  crystalline  friable  alloy  of  no  value.  So-called  gal- 
Tantsed  iron  is  iron  covered  with  a  thin  alloy  of  iron  and  zinc.  The  iron  is  immersed  in  dilute  sul- 
phuric add  to  clear  off  rust,  and  is  passed  through  a  bath  of  molten  zinc  covered  with  sal  ammoniae. 

Aieh  Metal  is  copper  60  per  cent,  zinc  88  to  44,  and  iron  6  to  8  per  cent    It  is  very  ductile. 

8Urro  MeUd  is  a  similar  alloy,  containing  copper  60,  zinc  84  to  44,  malleable  iron  2  to  4,  and  tin 
ItoS. 

Aon  and  Ttn,  when  heated  together,  combine  in  various  proportions,  producing  alloys  varying  from 

ray  to  white  in  color,  with  a  granular  crystalline  fracture,  somewhat  brittle,  and  harder  than  tin. 

rhen  a  dean  surface  of  sheet-iron  is  immersed  in  a  bath  of  molten  tin,  a  firm  adherent  coating  of  a 
highly  stanniferous  alloy  is  deposited  on  the  surface,  the  plate  so  prepared  constituting  the  ordinary 
tinplate. 

Irrm  and  TUanhtm. — ^By  the  treatment  of  titanif erous  iron  ores  in  the  blast-furnace,  pig-iron  has 
been  obtained  containing  upward  of  1  per  cent  of  titanium,  either  alloyed  or  disseminated  through 
the  hron ;  but  the  malleable  iron  or  steel  produced  therefrom  affords  no  evidence  of  its  presence. 

han  and  Manganese. — The  necessity  of  an  alloy  rich  in  manganese  for  the  success  of  the  Bessemer 
steel  process  has  given  rise  to  ferro-manganese,  which  is  obtained  by  reducing  peroxide  of  manga- 
iieec,  charcoal,  and  granulated  scrap  or  cast  iron  in  graphite  crucibles.  Caribonate  of  manganese 
and  oiide  of  iron,  ^th  excess  of  charcoal  in  the  spedally-prepared  bed  of  the  Siemens  furnace,  re- 
ndt  in  a  fusible  alloy  of  carbon,  iron,  and  manganese.    See  Manganese  Alloys, 

Iron  and  Tungsten. — ^Tungsten  may  be  mixed  with  iron  by  fusion  in  all  proportions,  and  the  larger 
the  quantity  of  tungsten,  the  harder  and  more  difficult  to  melt  is  the  compound.  Like  carbon,  it  ap- 
pears to  diminish  tiie  ductility  of  iron  both  when  hot  and  cold,  but  especially  when  cold.  It  is  then  pos- 
nble,  by  melting  together  tungsten  and  iron,  to  obtain  a  steel  much  harder  than  one  with  carbon 
alone,  without  the  danger  of  incurring  at  the  same  thne  an  excessive  fragility  when  cold,  or  difficulties 
of  working  when  hot  For  uses  which  require  a  spedal  degree  of  hardness,  a  steel  rich  in  tungsten, 
called  **  special  steel,"  is  frequentiy  employed.  Thus  a  fine  Sheffield  steel  for  lathe  tools,  according 
to  an  analysis  made  by  Baron  Bamekow  in  the  laboratory  of  the  Stockholm  School  of  Mines,  con- 
tained 9,Z  per  cent  of  tungsten  and  0.7  per  cent,  of  silidum,  with  only  0.6  per  cent  of  carbon.  This 
steel,  which  is  used,  without  being  tempered,  for  turning  cylinders  cast  of  hard  iron,  is  of  sufficient 
hardness  to  scratch  glass,  and  yet  it  is  not  ifragile,  for  great  difficulty  is  experienced  in  breaking  a 
i-incfa  square  bar.  Prof.  Heeren  has  also  found,  in  a  special  steel  of  Mushet's,  8.8  per  cent,  of  tungsten 
and  1.73  per  cent  of  manganese ;  this  steel  seems  by  its  properties  to  be  analogous  to  that  mentioned 
above.  In  another  spedal  steel  from  Ilowell,  Sheffield,  2.863  per  cent,  of  tungsten  and  1.15  per  cent. 
of  carbon  were  found. 

Tungsten  is  added  for  obtaining  not  only  a  steel  of  great  hardness,  but  one  of  moderate  hardness 
combined  with  a  great  softness  and  high  ductile  capadty.  Thus,  a  steel  which  would  seem  to  be  suit- 
able for  the  tubes  of  cast-iron  cannons  gave,  on  analysis  by  Tamm :  Carbon,  0.52  per  cent. ;  siliciuro, 
0.04  per  cent ;  tnngsten,  0.8  per  cent ;  phosphorus,  0.04  per  cent ;  sulphur,  0.006  per  cent  Tested 
byS^c,  it  showed  a  strength  of  77^  tons  per  square  inch,  with  a  ratio  of  the  section  of  rupture  to 
the  original  section  represented  by  0.54.  The  mean  lengthening  after  rupture  was  18  per  cent.,  with- 
out taking  into  account  the  striction,  or  reduction  of  area  due  to  tendon,  produced  by  the  rupture,  and 
whid)  extended  itself  over  about  three-fourths  of  an  inch. 

Iron  and  Lead.—^o  good  alloy  known. 

Iron  and  Nickel — ^The  alloys  of  iron  and  mckel  are  whiter  than  iron,  are  magnetic,  capable  of  re- 
ceiving a  high  polish,  and  are  not  so  easily  affected  by  air  or  moisture  as  iron  alone.  A  natural  alio/ 
ci  iron  and  nickel  occurs  in  meteoric  masses. 
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68  ALLOYS. 

Iron  and  CchaU  produce  alloys  similar  to  those  of  nickeL  The  effect  of  the  cobalt  is  to  render  the 
iron  red-short. 

Iron  and  Silver  do  not  alloy  well  together.  The  alloy  seems  homogeneous  when  fluid,  but  the  silver 
separates  after  cooling.    Silver  tends  to  render  malleable  iron  red-short 

Iron  iffith  Oold  and  Hatinum, — ^These  metals  alloy  well  together,  small  quantities  of  iron  added  to 
gold  increasing  its  hardness.  With  platinum  and  steel  an  aUoy  may  be  obtained  that  is  fusible  at  a 
temperature  considerably  below  that  required  to  melt  steel ;  and,  with  1  per  cent  of  platinum,  steel 
yields  a  tenacious  and  fine-grained  product 

Lead  AUoys. — ^Lead  is  alloyed  with  antimony  in  the  manufacture  of  type-metal;  bcc  AnHmontf 
AUoys,  Combined  with  arsenic,  it  is  employed  for  shot-making ;  see  Artenie  AUot/s,  Lead  In  very 
small  proportions  suffices  to  impair  the  ductility  of  copper  both  at  ordinary  temperatures  and  at  a 
red  heat.  For  piewter,  solders,  etc.,  see  Tin  AUoyB  ;  also  Soldering.  Lead  enters  into  fusible  alloys, 
for  which  see  BismtUh  Alloys,  The  alloys  of  lead  and  silver  separate  when  slowly  cooled  from  fusion. 
Practical  application  of  this  quality  is  aiforded  in  the  Patinson  process  for  the  separation  or  con- 
centration of  silver,  in  the  treatment  of  argentiferous  lead. 

Manganese  Alloys, — See  Iron  and  Manganese,  under  Iron  Alloys,  Manganese  bronze  is  formed  by 
the  addition  of  from  1  to  2  per  cen^  of  manganese  to  the  proper  proportions  of  copper  and  zinc,  for 
the  making  of  either  bronze  or  brass.  It  is  very  homogeneous  and  close-grained,  even  a  good-sized 
ingot  broken  through  presenting  a  fracture  as  fine  and  close-grained  as  a  piece  of  steel ;  the  metal 
also  possesses  increased  strength,  toughness,  and  hardness,  which  latter  quality  can  be  increased  very 
oonsiderably.  In  color  it  resembles  good  gun-metal,  but  is  of  a  rather  brighter  and  more  golden  hue. 
It  can  be  forged  at  a  red  heat  and  rolled  into  rods  or  sheets,  and  drawn  into  wire  and  tub^ 

It  is  about  equal  in  tensile  strength  and  elongation  to  wrought-iron  of  average  good  quality,  while 
its  elastic  limit  is  rather  higher ;  for  scarcely  any  wrought-iron  will  exceed  10  or  11  tons.  A  num- 
ber of  forged  specimens  which  have  been  tested  considerably  exceed  the  very  best  wrought-iron  both 
in  tensile  strength  and  ultimate  elongation,  and  are  fully  equal  to  mild  qualities  of  steel 

Mercury  Amalgams, — ^The  bodies  resulting  from  the  union  of  mercury  with  another  metal  are  called 
amalgams.  They  include  amalgams  of  mercury  and  tin,  for  silvering  of  mirrors ;  of  mercury  with 
gold  and  tin,  employed  in  gilding;  and  with  tin,  gold,  and  silver,  used  in  dentistry.  80  parts  of  mer- 
cury  to  I  part  sodium  forms  a  compound  liquid  at  moderate  heat,  but  at  the  ordinary  temperature 
yields  a  granular,  tolerably  hard  solid,  which  may  be  filed  into  a  powder;  while  with  1  per  cent  of 
sodium  it  is  viscid,  and  consists  of  a  solid  and  liquid  portion.  This  amalgam  is  employed  as  a 
medium  for  effecting  the  amalgamation  of  iron,  platinum,  etc. ;  it  is  also  used  to  facilitate  the  amal- 
gamation of  gold  and  silver.  An  amalgam  of  zinc  with  20  per  cent,  mercury  is  used  for  coating  the 
rubbers  of  electrical  machines. 

Molybdenum  Alloys, — Berthier  states  that  an  alloy  of  tin  88,  molybdenum  7  (or  17  ?X  is  as  white,' 
ductile,  and  tenacious,  as  tin,  and  may  be  laminated  into  thin  sheets.  An  alloy  of  molybdenum  with 
lead  whitens  the  color  of  the  lead,  if  the  proportion  of  molybdenum  is  not  over  one-twentieth ;  above 
that,  lead  becomes  harder  and  darker. 

Platinum  AUoys, — ^The  alloy  of  platinum,  iridium,  and  rhodium,  is  harder  and  withstands  a  higher 
heat  than  pure  platinum,  and  for  that  reason  is  better  adapted  for  making  crucibles.  Alloys  of 
platinum  and  iridium  have  a  greater  density  in  proportion  to  the  amount  of  iridium  present  With 
90  per  cent,  of  platinum  and  10  of  iridium,  the  density  is  21.6;  it  reaches  22.88  if  the  iridium  forms 
95  per  cent  of  the  whole. 

lihodium  Alloys. — ^According  to  Messrs.  Scott  and  Faraday,  alloys  of  steel  holding  from  1  to  2  per 
cent,  of  rhodium  present  very  great  tenacity  united  to  such  hanlness,  that  the  cutting-instruments  made 
with  these  alloys  could  bear  a  tempering-heat  SO**  Fahr.  above  that  of  the  best  Indian  wootz,  although 
the  tempering-point  of  the  latter  is  40**  above  that  of  the  best  English  cast-steel.  Equal  parts  of  st^ 
and  rhodium  yield  a  fusible  alloy  well  adapted  for  the  manufacture  of  metallic  mirrors. 

Mckd  AUoys. — ^Nickel  is  principally  used  together  with  copper  and  zinc,  in  alloys  that  are  rendered 
the  harder  and  whiter  the  more  nickel  they  contain ;  they  are  known  under  the  names  of  albata, 
British  plate,  electrum,  German  silver,  pakfong,  teutanag,  etc.  The  proportions  differ  much,  accord- 
ing to  price ;  thus  the 

Commonest  are  3  to  4  parts  nickel,  20  copper,  and  16  zinc. 
Best  are  5  to  6  parts  nickel,  20  copper,  and  8  to  10  zinc. 

About  two-thirds  of  this  metal  is  used  for  articles  resembling  plated  goods,  and  some  of  which  are 
also  plated  (see  Silver) ;  the  remainder  is  employed  for  harness,  furniture,  drawing  and  mathematical 
instruments,  spectacles,  the  tongues  for  accordions,  and  numerous  other  small  works. 

The  White  Copper  of  the  Chinese,  which  is  the  same  as  the  German  sliver  of  the  present  day,  is 
composed,  according  to  the  analysis  of  Dr.  Fyfe,  of 

81.6  parts  of  nickel,  40.4  of  copper,  25.4  of  zine,  and  2.6  of  iron. 

17.48  "  "      53.89        "        18.0        "  Friel^s  Imitative  Silver. 

The  white  copper  manufactured  at  Sutil,  in  the  duchy  of  Saxe-Hildburghausen,  is  said  by  Eefer- 
stein  to  consist  of  copper,  88.000;  nickel,  8.753;  sulphur,  with  a  little  antimony,  0.750;  silex,  clay, 
and  iron,  1.75.  The  iron  is  considered  to  be  accidentally  introduced  into  these  several  alloys,  along 
with  the  nickel,  and  a  minute  quantity  is  not  prejudicial. 

Iron  and  steel  have  been  alloyed  with  nickel ;  the  former  (the  same  as  the  meteoric  iron,  which 
always  contains  nickel)  is  little  disposed  to  rust,  whereas  the  alloy  of  steel  with  nickel  is  worse  in 
that  respect  than  steel  not  alloyed. 

Palladium  Alloys. — ^These  are  all  harder  than  the  pure  metal.  With  silver  it  forms  a  very  tongh 
malleable  alloy,  nt  for  the  graduations  of  mathematical  instruments,  and  for  dental  surgciy,  for 
which  it  is  much  used  by  the  French.  With  silver  and  copper,  palladium  makes  a  very  springy  alloy, 
raed  for  the  points  of  pencil-cases,  inoculating  lancets,  tooth-picks,  or  any  purpose  where  elasticity 
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md  the  property  of  not  tarnishing  are  required ;  thus  alloyed,  it  takes  a  high  polish.  Pure  palladium 
ii  not  fusible  at  ordinary  temperatures,  but  at  a  high  temperature  it  agglutinates  so  as  to  be  after- 
Yiid  malleable  and  ductile. 

P^ladium  and  silver  combine  in  almost  all  proportions,  making  alloys  which  have  been  used  for 
tales  OQ  phiU>9ophical  instruments. 

SSher  AUotfs, — ^English  standard  silver  consists  of  11 A  P^rc  silver  and  H  copper,  or  11.10  silver 
ind  0.90  copper.  A  pound  of  troy,  therefore,  is  composed  of  11  oz.  2dwt8.  pure  silver  and  18  dwts.  of 
copper.  Its  density  is  10.8 ;  its  calculated  density  is  10.6,  so  that  the  metals  dilate  a  little  on  com- 
binkg.  The  French  silver  coin  13  constituted  of  9  silver  and  1  copper.  (Brande)  The  French 
UBiiM  coin  is  1  silver  and  4  copper.    (Kelly,) 

^for  tUvfr plate^  the  Frendi  proportions  are  9^  parts  silver,  •}  copper;  and  for  trinkets,  8  parts 
alT»,  2  copper." 

Slver  solders  are  made  in  the  following  proportions : 

Hardest  silver  solder :  4  parts  fine  silver  and  1  part  copper.  This  is  difficult  to  fuse,  but  is  occa- 
nmlly  employed  for  figures. 

Bird  alver  solder :  8  parts  sterling  silver  and  1  part  brass  wire,  which  is  added  when  the  silver  is 
Ddted,  to  avoid  wasting  the  zinc 

80ft  silver  solder,  for  general  use :  2  parts  fine  silver  and  1  part  brass  wire.  By  some  few,  three- 
fourths  part  of  arsenic  is  added,  to  render  the  solder  more  fusible  and  white,  but  it  becomes  less 
miUeable.    The  arsenic  must  be  introduced  at  the  last  moment,  with  care  to  avoid  its  fumes. 

Slrer  is  also  soldered  with  tin  solder  (2  tin,  1  lead),  and  with  pure  tin. 

SUrer  and  mercury  are  used  in  the  plastic  metallic  stopping  for  teeth. 

When  heated  in  a  muffle,  the  alloys  of  silver  and  copper  are  superficially  oxidized,  presenting  various 
eolored  films  on  the  surface.  Thus,  pure  silver  with  60  parts  of  copper  per  .1,000  silver  becomes  dull 
trayish-white ;  with  100  parts  of  copper  per  1,000,  it  assumes  a  dull  grayish-white  color  with  black 
mnees  along  the  edges ;  while  with  120  to  140  parts  copper  the  alloy  becomes  gray,  and  almost  black. 
If  the  copper  reaches  160  parts  per  1,000,  the  alloy  becomes  entirely  black.  Doppler^s  reflector- 
metal  has  a  bluish-white  color,  and  contains  4  parts  of  silver  to  1  of  zinc. 

Tin  AUoyi. — ^Tin  imparts  hardness,  whiteness,  and  fusibility  to  many  alloys,  and  is  the  basis  of 
Afferent  solders,  pewters,  Britannia  metal,  and  other  important  alloys,  all  of  which  have  a  low  power 
cf  eoodocdng  heat 

Pewter  is  principally  tin ;  mostly  lead  is  the  only  addition,  at  other  times  copper,  but  antimony, 
ibe,  etc,  are  used  with  the  above,  as  will  be  separately  adverted  to.  The  exact  proportions  are  un- 
known even  to  those  oigaged  in  the  manufacture  of  pewter,  as  it  is  found  to  be  the  better  mixed 
when  it  contains  a  considerable  portion  of  old  metal,  to  which  new  metal  is  added  by  trial. 

Generally,  however,  pewter  consists  of  lead  80  and  tin  20  parts,  to  which  other  metals  are  often 
added.  Scone  pewters,  when  cast,  are  black,  shining,  and  soft ;  when  turned,  dull  and  bluish.  Other 
pewters  only  contain  one-fifth  or  one-sixth  of  lead ;  these,  when  cast,  are  white,  without  gloss,  and 
hard ;  sudi  are  pronounced  very  good  metal,  and  are  but  little  darker  than  tin.  The  French  Legisla- 
ture sanctbns  the  employment  of  18  per  cent  of  lead  with  82  of  tin,  as  quite  hannless  in  vesseU  for 
wine  and  vinegar. 

The  finest  pewter,  frequently  called  '*  tin  and  temper,"  consists  mostly  of  tin,  with  a  very  little  cop- 
per,  wfaidi  makes  it  hard  and  somewhat  sonorous,  but  the  pewter  becomes  brown-colored  when  the 
copper  is  in  excess.  The  copper  is  melted,  and  twice  its  weight  of  tin  is  added  to  it,  and  from  about 
Qoe-half  to  7  lbs.  of  this  alloy,  or  the  **  temper,"  are  added  to  every  block  of  tin  weighing  from  860  to 
190  lbs. 

Antimony  is  sidd  to  harden  tin  and  to  preserve  a  more  silvery  color,  but  is  little  used  in  pewter. 
Ztnc  is  employed  to  cleanse  the  metal,  rather  than  as  an  ingredient.  Some  stir  the  fluid  pewter  with  a 
tfaia  strip,  half  zinc  and  half  tin ;  others  allow  a  small  lump  of  zinc  to  float  on  the  surface  of  the 
iaki  metal  while  they 'are  casting,  to  lessen  the  oxidation. 

Coarse  plumbers'  solder  contains  lead  2  to  tin  1  part ;  common  solder  is  formed  of  equal  parts  of 
the  two  metals  and  fine  solder  has  2  parts  of  tin  to  1  of  lead. 

Zhu  Attcyt, — ^The  principal  zinc  alloys  have  already  been  referred  to  in  connection  with  the  alloys 
of  copper,  tin,  and  lead,  which  see.  In  alloys  where  zinc  is  a  component  part,  it  is  best  to  melt  the 
zinc  in  a  separate  vessel,  to  pour  the  molten  copper,  etc.,  into  the  casting-ladle,  and,  after  having  cov- 
ered the  latter  with  a  brasque,  to  let  the  zinc  into  the  copper  through  an  opening  ma^de  in  the  brasquc 
When  melted,  zinc  is  quickly  oxidized  by  air ;  and  if  the  temperature  is  raised  above  that  of  fusion,  it 
win  Tolatiliae  rapidly,  and  its  vapors  wfll  bum,  producing  a  flaring  white  light  and  fumes. 

Wwh  far  Refermee.'-^^ A,  Treatise  on  Metallurgy,"  Overman,  1866;  "The  Practical  Brass  and 
Iron  Fonnder's  Guide,"  Larkin,  1867;  "Nouveau  Manuel  complet  des  Alliages  M^talliques,"  Herv6, 
Paris,  Ubrairie  Encyclop^dique  de  Roret  (no  date) ;  "  Das  Kupfer  und  seine  Legirungen,  mit  beson- 
derer  Berdcksichtigung  ihrer  Anwendung  in  der  Technik,"  Bischoff,  Berlm,  1866;  "The  Brass 
Foflnder*8  Manual/'  Graham,  1868;  "Guide  Pratique  des  Alliages  M^talliques,"  Guettier,  Paris, 
18W;  same  in  English,  "Metallic  Alloys,"  1872;  "Useful  Metals  and  their  Alloys,"  Sooffern, 
Traan,  and  others,  London,  1866 ;  "  The  Physical  Conditions  involved  in  the  Construction  of  Artil- 
lery," Robert  Mallet,  1856;  "A  Manual  of  MetaUurgy,"  Greenwood,  1876;  article  "Alloys"  in 
Knight's  "American  Mechanical  Dictionary,"  1874;  "A  Practical  Treatise  on  Casting  and  Founding," 
Sprrteon,  1878;  "Wrinkles  and  Redpes,"  Benjamin,  1878.  See  also  "Report  of  Conmiittee  on 
Metallic  Alloys,"  U.  S.  Board  appointed  to  test  iron,  steel,  and  other  metals,  Washington,  Govem- 
loent  Printing  OflSce,  1878. 

For  gpedid  alk>yii,  see  as  follows:  "Fusible  at  specified  Temperatures,"  JEdeeHc  Engineerina 
if<^a«tne,  1869,  p.  172;  "Cu  60;  Zn  40,  very  malleable,"  Mem.  Am.  Academy,  Yiew  Series,  Vol 
▼in.;  "Plwsphorizcd  and  other  Bronzes  for  ArtiUery,"  Engineer,  Feb.  23, 1872,  p.  127;  "Rules  for 
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Ifakiiig  and  Melting  Alloys,"  Jcur.  Applied  Chem^  Oct^  1878,  p.  158;  ''Melting  Points,  Le^i  and 
Tin  Alloys,"  Ir<ni  Age,  March  27,  1878,  p.  1,  also  Engineer,  Sept.  4,  1874 ;  ''  White  Metal  for 
Machinery,"  Edectie  Eng,  Mag.,  June,  1873,  p.  670;  "  Deposition  of  Alloys,"  Iron  Age,  Dec.,  1874; 
"  MaUeable  Brass,"  Am.  JSeeord  of  Science,  kc,  1874,  p.  610 ;  "  AUoy  of  SUver  and  Copper,"  Proc. 
Roif.  Soe.,  May  27,  1875,  p.  433;  **  Alloy  of  Lead  and  Tin  Foil,"  Inm  Age,  Aug.  2«,  1875,  p.  8; 
''Chrome  Iron,"  Chemical  Newt,  Sept.  10,  1875,  p.  136;  "Chromeisen  and  Others,"  Eng.  and 
Mining  Jour.,  Dec.  25,  1875,  p.  627;  "Alloy  for  Joumal-Boxes,"  Muua,  Metah,  and  Arts,  Feb.  3, 
1876,  p.  182 ;  "Alloy  for  Bearings,"  9^  Bep.  Am,  JL  Ji.  Matter  Meehaniet'  Attoe'n,  1876,  p.  20; 
"Alloy  of  Bronze  and  Spiegeleiscn,"  Sci,  American  8uppUmen(,  Dea  2,  1876,  p. 713;  "Parson^a 
AUoy,"  Sci.  Amer,,  Dec.  9,  1876,  p.  367;  "Muntz's  Metal,"  Inm  Age,  Dec  14, 1876,  p.  7;  "Alloys," 
by  W.  G.  Wertheim,  OmipUa  Bendw,  1843,  voL  xii.,p.  998;  "Tin  and  Phosphorus  in  Copper,"  Sci. 
Amer.  Sup.,  March  24,  1877,  p.  1017;  "Copper  Alloys,"  ScL  Amer.,  Aug.  4,  1877,  p.  65 ;  "Nidtel 
Alloys,"  MelaUurg.  Review,  Feb.,  1878,  p.  602 ;  "How  to  improve  Alloys,"  SeL  Amer.  Sup.,  March 
80,  1878,  p.  1855  ;  "Estimation  of  Manganese,  Lead,  Copper,  Zuic,  and  Nickel,  and  their  Alloys,"  ScL 
Amer.  Sup.,  Oct  26,  1878,  p.  2343;  "Gallium  and  Aluminum  Alloys,"  ScL  Amer,  Stm.,  Aug.  8, 
1878,  p.  2163. 

AMALGAMATING  MACHINERY.  Amalgamation  is  the  process  of  extracting  gold  and  silver 
from  the  gangnes  in  which  they  occur  in  Nature  by  combining  them  with  mercury.  The  ores  are 
crushed,  and  then  washed  throiigh  different  machines  in  which  mercury  is  placed.  This  seizes  upon 
the  little  particles  of  the  metals  that  come  in  contact  With  it,  and  brings  them  together  into  one 
mass,  from  which  the  earthy  matters  are  all  washed  away.  Any  greasy  substance  present  almost 
wholly  prevents  this  effect,  the  grease  adhering  in  a  film  upon  the  surface  of  the  mercury,  and  thus 
rendering  impracticable  the  dose  contact  necessary  for  their  union.  The  amalgam  is  from  time  to 
time  taken  out  of  the  washing-machines,  squeezed  through  cloth  or  dressed  deerskin,  the  liquid  por- 
tion replaced,  and  the  solid  distilled  in  an  apparatus  suitable  for  saving  the  mercury,  which  is  then 
ready  for  use  upon  another  lot  of  ore. 

Amalgamation  of  Silver. — The  various  processes  are  as  follows :  The  patio  process,  the  hot 
process,  the  estuf  a  process,  the  barrel  process,  and  the  pan  process.  In  the  patio  process,  the  materials 
necessary  for  the  reduction  of  the  silver  are  magistral  (a  soluble  sulphate  of  copper  produced  from  cop- 
per pyrites),  common  salt,  and  mercury.  The  ore  is  ground  to  powder  and  mixed  with  water  to  a  mud. 
It  is  then  placed  in  walled  receivers  called  "  lameros,*'  where  it  parts  with  a  portion  of  its  water, 
and  accumulates  until  it  becomes  sufficient  to  form  a  "  torta."  This  is  then  spread  out  to  the  thick- 
ness of  about  a  foot  and  tramped  by  animals,  magistral  and  salt  being  afterward  added,  and  finally 

the  mercury.  Repeated  treading 
follows,  until  the  mercury  has  ab- 
sorbed  all  the  silver,  when  the 
mass  is  washed  by  agitation  in  a 
series  of  tanks  in  which  are  rap- 
idly-revolving stirrers.  The  rate 
of  motion  of  these  is  gradually  re- 
duced, and  the  metallic  or  heavier 
particles  sink.  The  earthy  por- 
tions in  suspension  are  drawn 
off,  and  the  amalgam  and  heavier 
mineral  particles  are  separated  by 
subsequent  washing.  A  portion 
of  the  mercury  is  then  strained 
out,  and  the  remaining  amalgam 
is  formed  into  bricks  and  retorted. 
The  hot  process  is  chiefly  em- 
ployed in  South  America  on  a 
peculiar  class  of  ores,  containing 
a  large  proportion  of  native  silver 
ore,  in  whidi  that  metal  occurs  in 
the  form  of  chloride,  iodide,  or 
bromide.  The  ore  is  stamped  and 
washed,  and  the  richer  portion 
condensed.  The  latter  is  placed 
in  a  caxo,  or  copper-bottomed  ves- 
sel, over  a  furnace;  water  is  added 
to  make  it  into  a  paste,  and  sub- 
sequently the  salt  and  mercury 
are  introduced.  The  operation 
completed,  the  liquid  matter  is 
removed  and  added  to  the  ingre- 
dients of  a  "torta,"  while  the  solid 
portions  are  stored  in  wooden  cis- 
terns, and  are  subsequently  washed 
and  treated  as  described  under  the 
patio  process. 
In  the  estufa  process,  the  ground  ore  is  amalgamated  as  described  by  patio  amalgamation  until 
the  process  is  about  half  completed.  It  is  then  removed  into  a  chamber  termed  an  ealiifa  (stove), 
which  has  under  it  a  fireplace  6  or  8  feet  in  length,  so  connected  by  aide-flues  with  small  chimneys 
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M  to  ekfvta  the  taDperatore  of  the  room  oontaining  the  ore.  Here  it  is  exposed  to  a  gentle  heat, 
lod  allowed  to  remain  two  or  tiiree  days,  when  it  is  again  remoTed,  and  the  reduction  completed  by 
tbe  ordinary  method  of  patio  amalgamation. 

In  the  barrel  process,  the  ores  are  dried  in  a  kiln,  dry-stamped,  screened,  and  roasted  in  reverbera- 
tory  furnaces,  salt  and  carbonate  of  soda  being  added.  The  roasted  ore  is  then  screened  and  placed 
with  iron  fragments,  mercniy,  and  water  in  revolving  barrels.  The  amalgam  is  strained  through  a 
eanras  bag  to  remove  a  portion  of  the  quicksilver,  and  is  distilled  in  circular  retorts. 

The  pan  process  dispenses  with  the  roasting  incident  to  the  barrel  process,  and  with  the  frequent 
manipulations  and  loss  of  time  incident  to  the  patio  process.  A  large  number  of  pans  and  amalga- 
mators have  been  devised,  all,  however,  being  similar  in  their  action.  The  grinding  in  all  is  effected 
between  two  opposing  plates  of  iron,  and  the  chief  differences  between  them  consist  in  the  modifica- 
tion of  the  form  of  uiese  plates  and  the  extent  of  their  surface.  They  all  combine  the  qualities  of 
a  mill  with  the  capacity  to  hold  a  certain  amount  of  ore-pulp,  for  it  is  not  simply  grinding  that  is 
required ;  the  operation  of  amalgamation  and  chemical  reduction  of  the  ores  is  connected  with  it. 
basmncfa  as  the  constant  grinding  would  soon  cut  through  the  thin  bottoms  of  the  pans  if  unpro- 
tected, and  destroy  the  mullers,  false  bottoms  or  dies  are  cast  for  the  pans,  and  face-plates  (shoes) 
of  haid  white  iron  for  the  mullers.  These  are  so  made  as  to  be  easily  taken  out,  and  are  renewed 
when  worn  out.  In  general,  the  pans  are  not  intended  to  receive  and  grind  coarse  materials,  though 
in  some  of  them  ore  as  large  as  kernels  of  com,  or  even  larger,  can  be  ground  to  a  fine  powder  with- 

1T2.  178. 


out  much  injury  to  the  pan.    In  practice  it  is  the 

battery-pulp  and  sand  which  are  fed,  and  this  is 

gBMraUy  done  in  charges  (or  '^ batches"),  the  weight 

of  whidi  depends  upon  the  capacity  of  the  pan. 

Tbey  are  first  ground,  and  then,  with  the  addition  of  quickmlver,  and  at  a  lower  rate  of  speed, 

the  amalgamation  is  effected.    The  charge  is  then  drawn  off  into  a  larger  pan,  fitted  with  stirrers, 

called  the  separator.    In  this  the  pulp  is  much  diluted  with  water,  and  the  quicksilver  and  amalgam 

fall  to  the  bottom  and  are  collected. 

Pa9M.--The  principal  pans  and  amalgamators  may  be  grouped  in  two  chief  divisions :  1.  Those 
with  flat  bottoms ;  2.  Those  with  curved  or  conoidal  bottoms. 

The  Wheeler  pan,F!?.  171,  is  made  with  a  flat  bottom,  to  which  the  dies  are  secured  by  dovetailed 
tongues  and  sockets.  The  shoes  are  attached  to  the  muUer-plate  hi  similar  way.  The  muller  is  car- 
ried by  a  vertical  shaft  passing  up  through  the  cone  in  the  middle  of  the  pan,  and  is  raised  up  for 
the  pnrpoee  of  cleaning  the  pan  by  a  screw  cut  on  the  shaft.  The  regulation  of  the  distance  of  the 
shoe  and  die  from  one  another  in  working  is  accomplished  by  a  hand-wheel  at  the  side  of  the  pan, 
which  tiirough  a  lever  raises  or  lowers  the  steel  block  into  which  the  toe  of  the  upright  shaft  steps. 
Bevelf^earing  transmits  the  motion  of  the  vertical  shaft  from  the  horizontal  shaft,  which  has  a  pulley 
on  its  outer  end. 

The  Horn  pan.  Fig.  172,  has,  like  the  Wheeler,  a  fiat  bottom.  The  body  of  the  pan  is  set  dh^ctly 
upon  the  plate  whidi  serves  both  as  foundation  and  as  steam-bottom,  and  the  jomt  is  made  with 
cement.  The  shoes  and  dies  are  secured  by  dovetaUed  tongues  and  sockets.  A  groove  runs  around 
the  pan,  outside  the  circumference  of  the  'muller,  which  is  traversed  by  a  scraper,  fastened  to  the 
muUer.  The  gutter  around  the  cone  is  also  scraped  m  the  same  way.  The  muller  is  hmjg  loose 
upon  the  driver,  which  is  carried  by  the  vertical  shaft,  and  is  regulated  as  to  height  by  the  screw  at 
the  top,  the  pohit  of  which  rests  upon  the  top  of  the  shaft.  A  yoke  is  fastened  to  the  bottom  of 
the  pan,  which  serves  for  a  foot-step,  and  also  carries  the  bearing  for  the  horizontal-motion  shaft. 

The  PattoQ  pan,  Rg,  178,  is  a  combination  of  the  two  pans  above  described.  The  steam-bottom 
is  fastened  beneath,  as  in  the  Wheeler  pan ;  and  the  yoke,  which  in  the  Horn  pan  serves  for  a  foot- 
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Btep,  and  also  carries  the  bearing  for  the  horizontal  shaft,  is  here  dispensed  with,  the  foot-step  and 
shi^bearing  being  set  upon  the  wooden  framing  of  the  mill  which  carries  the  pans.  The  manner  of 
iiftnging  the  muller  loose  upon  the  driver,  which  is  carried  by  a  vertical  shaft  and  regulated  in  height 

178. 


1T«. 


by  a  screw  at  the  top,  is  the  same  as  in  the  Horn 

pan ;  and  the  attachment  of  the  dies  to  the  bottom, 

and  of  the  shoes  to  the  mailer,  by  means  of  dove- 
tailed tongues  and  sockets,  is  the  same  as  in  both 

the  Wheeler  and  the  Horn  pans ;  but  in  the  Patton 

pan  the  sides  are  of  wood.    The  curved  flanges  shown 

extending  inward  from  the  upper  part  of  the  side  are  intended  to  effect  a  circulation  of  the  pulp. 
The  combination  pan,  Fig.  174,  is  the  Patton  pan  with  the  Wheeler  foot-step,  its  chief  feature  being 

a  cast-iron  ring  set  in  the  pan  to  protect  the  wooden  sides.    This  ring  can  be  replaced  when  worn. 

The  Knox  pan,  Fig.  176,  is  of  cast-iron,  and  haa 
a  false  bottom  with  projecting  vertical  rim  at  the 
periphery  to  form  a  hollow  annular  space  under- 
neath for  the  introduction  of  steam.  There  is 
also  a  radial  groove  in  the  false  bottom  for  the 
accumulation  of  quicksilver  and  amalgam,  con- 
necting with  the  lower  discbarge-hole  situated  op- 
posite the  driving-shaft.  The  centre  of  the  yoke 
dy  attached  to  the  rauller  m,  is  keyed  to  a  vertical 
wrought-iron  shaft  a,  guided  by  a  cost-irOn  hollow 
oone  in  the  middle  of  the  pan.  The  muller  m  is 
a  flat  cast-iron  ring,  attached  to  which  are  four 
arms  at  right  angles  to  one  another,  and  to  these 
the  cast-iron  shoes  a  are  bolted  through  slits  c. 
Between  the  muller  and  shoe  a  wooden  shoe  r, 
of  the  exact  shape  of  the  iron  one,  is  introduced 
to  prevent  the  settling  of  the  unground  pulp  in 
the  latter,  the  upper  face  of  the  wooden  shoe 
reaching  above  the  surface  of  the  pulp. 

7%«  Abator. — ^The  battery-slimes,  after  being 
amalgamated  in  the  pan  and  the  amalgam  col- 
lected In  the  settler,  are  run  to  a  third  receptacle 
resembling  the  pan  and  settler,  but  of  larger  di- 
mensions and  with  different  working  apparatus. 
Some  kinds  of  amalgam,  such  as  those  containing 
copper  or  antimony,  are  friable,  and  on  account 

of  their  fineness  cannot  be  recovered  from  the  pulp  while  it  is  thick.    It  is,  therefore,  run  into  a 

drcular  tank  or  tub  in  which  wooden  stirrers  revolve,  a  copious  stream  of  water  running  constantly 
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in  at  the  top.  Here  the  pulp  is  thoroughly  beaten  up  and  thinned,  and  while  the  lighter  parts  flow 
off  with  the  current,  the  amalgam  and  floured  mercury  fall  to  the  bottom  and  collect  there.  This 
imalgam  is  always  both  poorer  and  less  pure  than  that  from  the  settler. 

Fig.  176  shows  one  of  H.  J.  Booth  k  Company's  agitators.  It  is  formed  of  a  round  tub,  the  bot- 
tom and  sides  of  which  are  made  of  wood.  In  the  centre  a  hollow  cast-iron  cone  is  bolted,  through 
which  rises  the  shaft,  driyen  by  a  cog-wheel  below.  A  cast-iron  cap  or  carrier  rests  on  the  top  of  the 
shaft,  and  from  this  project  iron  arms,  in  whidi  are  fastened  the  wooden  stirrers,  hanging  vertically 
and  reaching  down  nearly  to  the  bottom  of  the  tub. 

The  Sealer. — ^The  work  of  the  settler.  Fig.  177,  in  the  system  of  amalgamation,  is  to  separate  the 
minate  particles  of  mercury  and  ftmi^lg<|i|^  from  the  pulp  through  which  they  are  distributed.  It 
resembles  a  pan  in  some  respects, 

htxDg  made  up  of  a  circular  box,  in  1^* 

whk£  reroWes  a  central  axis  carry- 
ing arms,  and  to  these  arms  are  fixed 
riMes.  These  iron  shoes,  howeyer,  do 
not  come  in  contact  with  the  bottom 
of  die  settler,  as  no  grinding  action  is 
desired.  They  are  faced  witn  wooden 
robbers,  which  keep  the  heavier  parts 
of  the  polp  thoroughly  stirred  up, 
while  the  revolving  arms  perform  a 
similar  serrice  for  the  lighter  portions 
floating  above.  The  pulp  is  thinned 
by  a  stream  of  water  during  the  ope- 
ntkn,  for  which  reason  £e  settler 
has  a  larger  capacity  than  the  pan. 
It  is  formed  of  a  conoidal  iron  cast- 
ing, in  the  hollow  axis  of  which  works 
the  upright  to  which  the  revolving 
inns  are  fastened.  The  sides  of  the 
settler  are  of  wood,  but  sometimes 
iheet-iron  is  used  instead.  Holes 
stopped  by  plugs  are  pierc^  in  the 
sides  at  different  levels,  through  which 
the  thinned  pulp  can  be  gradually 
drawn  off.  On  one  side  is  bolted  an 
iron  quicksilver  bowl,  communicating 
with  a  radial  gutter  cast  in  the  iron 

bottom.  The  rotary  part  of  the  apparatus  consists  of  the  central  shaft  before  mentioned,  which 
carries  on  its  lower  end  a  beveled  cog-wheel,  and  at  its  upper  end  an  arrangement  for  adjusting  the 
height  of  the  wooden  rubbers,  so  as  to  lower  them  as  they  gradually  wear  away.  This  arrangement 
eonasts  in  a  deep  collar  embracing  the  vertical  part  of  the  conoidal  iron  bottom  of  the  settler,  and 

hung  upon  the  shaft  by  a  screw  fumishcKi  with  a  hand-wheel 

**^  Tlio  iVkV/\lv{n<r  fimna  anA  001.1.;^^  q^%  tvOm  thlS  COllar. 

he  silver  retort  is  as  well  adapted 

f  silver  amalgam,  when  the  quan- 

ider  it  desirable.   The  silver  retort 

nmonly  made  12  inches  in  diame- 

e  mouth  having  lugs  to  catch  the 

.    The  whole  retort  is  set  on  cast- 

the  fire-grate  under  it.    The  neck 

the  back  wall,  and  connects  with 

the  condenser.    The  condensed 

quicksilver  filters  through  a  bag 

fastened  on  the  end  of  the  pipe, 

and  is  received  into  a  tray. 

Amalgamation   of   Gold. — 
Two  distinct  systems  of  gold 
amalgamation  are  in  use  in  Cali- 
fornia, namely,  amalgamation  in 
the  battery,  and  amalgamation 
■  in  spedarappliances  after  the 
gold  has  been  previously  crushed.    In  amalgamating  in  the  battery,  the  latter  is  often  provided  with 
amalgamated  copper  plates  extending  the  whole  length  of  the  box,  one  on  the  feed  side  and  the  other 
on  the  disdiarge,  and  each  having  an  inclination  of  from  40**  to  45''  toward  the  stampers.    When 
these  are  not  employed,  spaces  for  the  accumulation  of  amalgam  are  allowed  between  the  dies  and 
cjdes  of  the  box,  and  vertical  iron  bars  are  placed  inside  the  gratings,  between  which  the  hard  amal- 
gam is  found  to  collect.    The  copper  plates  are  covered  with  mercury,  and  the  latter  is  also  sprinkled 
into  the  boxes  by  the  feeder.    One  ounce  of  gold  requires  for  its  collection  about  an  ounce  of  mercury. 
When  the  rode  is  crushed  without  the  introduction  of  silver  into  the  mill,  the  sand  and  water 
iasaing  from  the  latter  are  conducted  over  blankets  spread  on  the  bottoms  and  lining  the  sides  of 
shallow  troughs  and  sluices  inclined  at  an  angle  of  from  8**  to  4°  with  the  horizon.    Beyond  these 
blankets  there  are  in  most  cases  riffles  or  amalgamated  copper  plat^,  which  are  again  followed  by 
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some  oontriyanoe  for  collecting  the  pyrites  remaining  in  the  tailings.  At  the  farther  extremity  of 
this  system  of  appliances  there  is  sometimes  a  long  taiUsluice  for  the  purpose  of  arresting  any  auri- 
ferous material  which  may  have  escaped  being  caught  by  the  other  arrangements. 

The  blanket  washings  are  introduced  into  a  box  in  front  of  the  amalgamators,  one  of  which,  the 
Invention  of  Mr.  M.  A.  Atwood,  is  represented  in  Fig.  179.    This  consists  of  two  hollow  cylindrical 


troughs  <  <,  of  wood  or  iron,  which  are  filled  with  pure  quicksilver.  Over  these  the  blanket  wash- 
ings are  directed.  The  gold,  being  specifically  heavier  than  the  quicksilver,  will  sink  to  the  bot- 
tom, with  the  exception  of  that  part  which  is  attached  to  the  quartz  or  sulphuret,  and  is  conse- 
quently buoyed  up.  The  floating  skinmiings  are  agitated  by  wooden  cylinders  e,  suspended  par- 
allel to  and  over  the  centre  lines  of  the  trough,  and  provided  with  radial  arms  of  iron,the  ends 
of  which  are  slightly  curved.  These  arms  are  set  along  the  cylinders  in  12  longitudinal  rows, 
containing  alternately  8  and  9  arms,  those  of  each  row  being  set  opposite  the  spaces  in  the  next. 
They  are  not  allowed  to  dip  into  the  quicksilver,  but  almost  touch.  These  cylinders  make  60  revo- 
lutions per  minute. 

The  Bubber. — ^The  sands,  after  passing  from  the  amalgamators,  may  be  discharged  into  Sureka 
rubbers,  in  which  the  particles  of  gold  are  intended  to  be  further  cleaned  and  brightened  by  rubbing 
and  detached  from  the  sands,  while  they  have  an  opportunity  at  the  same  time  to  be  caught  on  the 
amalgamated  copper  plates  of  the  rubber.  The  Eureka  rubber.  Fig.  180,  consists  of  a  rectangular 
cast-iron  box,  7  inches  deep  and  4  feet  8  inches  square,  provided  with  a  false  bottom  of  cast-iron 
dies  or  plates,  on  which  cast-iron  shoes,  fastened  to  a  wooden  frame,  receive  a  rectilinear  motion  by 
rods  connected  with  an  ecceotric.  The  wooden  shoe-boards  are  covered 
^^'  with  amalgamated  copper  plate. 

In  the  rbrater  and  Itrmin  system  of  amalffamatum  the  pulverized 
ore  containing  free  gold  or  silver  is  fed  from  the  hopper,  shown  in 
Fig.  181,  with  a  horizontal  tube  A,  While  in  the  act  of  falling  it 
is  impinged  upon  by  a  stream  of  mercury,  which  escapes  from  the  r^ 

18L         ^ 


ceptacle  B  through  the  inner  pipe  shown.  The  flow  is  broken  up  and  carried  forward  by  steam 
or  air  pressure,  after  the  manner  of  the  well-known  principle  of  the  sand-blast  The  horizontal 
tube  connects  with  a  vertical  tube  C,  upon  which  the  ore  and  the  atomized  mercury  are  together 
forcibly  projected,  grain  by  gi|tin,  in  a  continuous  stream,  and  fall  by  their  own  gravity  into  the 
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vuber  or  receiTer  J).  It  is  ohdmed  that  an  almost  nnliinited  quantity  of  ore  may  be  treated 
bf  this  process,  as  the  attendants  have  only  to  feed  the  hoppers  and  remove  the  deposit  The 
iBTotors  state  that  **  with  only  a  three-inch  tube  from  three  to  fire  tons  of  ore  can  be  treated 
per  honr,"  In  connecttan  with  tliis  amalgamator  an  improved  washer,  shown  in  detail  in  Fig. 
181,  is  used.  This  consists  of  a  vessd  having  a  conical  bottom,  in  which  rollers  E,  and  also  with 
scrapers  or  mullers  ^,  are  placed.  The  feed-water  is  injected  through  the  shaft  or  near  the 
bottom  of  the  vessel,  and  the  upward  current  carries  off  the  waste  ore,  while  the  amalgam  and 
Baqdas  raeroury  collect  in  the  dead-water  space  in  the  conical  bottom,  whence  they  are  c&awn  off 
through  the  discharge  cock. 

Urn  of  Sodium  Amalgetm. — ^The  extraction  of  gold  by  amalgamation  has  hitherto  been  often  at- 
tended with  dilBculties,  occasioned  by  the  presence  of  compounds  of  sulphur,  arsenic,  antimony,  bis- 
nmth,  or  tellurium  in  the  ores,  whldi  by  covering  the  gold  with  a  thin  film  of  tarnish  prevents  its 
entering  into  combination  with  mercury.  The  use  of  sodium  amalgam,  discovered  by  Dr.  Henry 
Wutx  of  New  York,  is  said  not  only  to  facilitate  amalgamation  under  such  droumstanoes,  but  also 
to  prevent  the  "  sidcening"  of  mercury,  which  is  apt  to  take  place  in  the  presence  of  certain  chemi- 
etl  eompoands  (among  others,  sulphate  of  iron).  It  is  also  claimed  that  by  its  use  the  *^  flouring  "  of 
aereory  when  ground  with  compoimds  containing  sulphur,  arsenic,  tellurium,  etc,  may  to  a  great  extent 
be  avoided.    See  Phillips's  "  Minhig  and  Metallurgy  of  Gold  and  Silver,"  London,  1867,  p.  220. 

Mtmdlmtout  Machmet, — A  large  number  of  special  contrivances  for  separating  and  amalgamating 
purposes  have  been  patented,  none  of  which  have  come  into  very  extended  use.  Many  of  them  wlO 
be  found  fully  illustrated  and  described  in  the  article  '^Anuigamator"  in  Knight's  '*  Mechanical 
IKeU<maiy." 

ASGHOR.  A  heavy  curved  instrument,  used  for  retaining  ships  in  a  required  position.  The  forms 
of  aachors,  and  the  materials  of  which  they  are  made,  are  various.  In  many  parts  of  the  East  Indies 
tbe  lower  part  of  the  anchor  is  formed  of  a  cross  of  a  very  strong  and  heavy  kind  of  wood,  the  extrem- 
ities of  which  are  made  pointed.  About  the  middle  of  each  arm  of  the  cross  is  inserted  a  long  bar  of 
tbe  same  wood,  the  upper  ends  of  which  converge  to  a  point,  and  are  secured  either  by  ropes  or  an  iron 
hoop,  and  the  space  between  the  bars  is  filled  up  with  stones,  to  midce  the  anchors  sink  more  deeply  and 
resdily.  In  Spain,  and  in  the  South  Seas,  anchors  are  sometimes  formed  of  copper,  but  generally  in 
Enrope  they  are  made  of  forged  iron.  Anchors  may  be  divided  into  two  classes :  mooring  anchors  and 
di^  andiors.  Mooring  anchors  are  those  which  are  laid  down  for  a  permanency  in  docks  and  harbors, 
md  are  considerably  heavier  than  ships'  andiors,  from  which  they  differ  in  fomfi,  having  sometimes  but 
one  arm,  and  sometimes,  instead  of  arms,  having  at  the  extremity  a  heavy  drcular  mass  of  iron  and 
BO  stock :  these  latter  are  called  mushroom-anchors.  The  general  form  of  ships'  anchors  is  shown  in 
the  annexed  figure.    There  is  a  long  bar  of  iron  a,  called  ^e  shank,  from  the  lower  extremity  of  which 

branch  two  curved  arms  6  6  in  opposite 
1^  directions,  and  forming  an  angle  of  60" 

*     ™  ^^  each  with  the  shank.    Upon  each  arm, 

toward  the  end,  is  laid  a  thick  triangu- 
lar piece  of  iron  c  e,  termed  the  fiuke. 
In  the  upper  end  of  the  shank  is  an  eye, 
through  whidi  passes  a  ring  d,  to  which 
the  cable  is  attached.  The  stock  ee\^ 
composed  of  two  strong  beams  of  wood, 
embracing  the  shank,  or  an  iron  rod 
passing  through  the  shank.  The  stock 
stands  at  right  angles  to  the  plane  of 
the  arms,  and  serves  to  guide  the  an- 
dm*  in  its  descent,  so  as  to  cause  one  of  the  flukes  to  enter  the  ground.  Ships  are  generally  provided 
with  three  large  andiors,  named  the  best  bower,  the  small,  and  the  sheet  anchor ;  a  smaller  anchor, 
tenned  the  stream-anchor ;  and  another,  still  smaller,  named  the  kedge,  which  latter  has  generally  an 
iron  stock  pasdng  through  an  eye  in  the  shank,  secured  thereto  by  a  key,  or  forelock,  which  admits 
fA  Its  being  readily  displaced :  its  prindpal  use  is  in  changing  the  position  of  a  ship  in  harbor,  and  in 
an  operation  termed  kedging.  From  the  great  mass  of  iron  in  large  anchors  (some  weighing  from 
8  to  4  tons),  the  perfect  forging  of  them  becomes  a  matter  of  much  difiBculty ;  as,  from  the  great 
heat  necessary  to  weld  such  masses,  the  iron  is  liable  to  become  **  burnt,"  as  it  is  termed.  The 
strength  of  anchors  is  t^ted  by  means  of  the  hydrostatic  press.    The  proof-strains  are  as  follows : 


Wci|lii«rABchOTteCirt. 

8u»Iii,ToDi. 

WaIgM  of  Anchor  la  Cwt. 

StlAlO.ToiM. 

100 

67 

40 

85 

90 

as 

80 

28 

80 

58 

20 

20 

TO 

68 

10 

12 

60 

48 

6 

7 

60 

42 

1 

8 

The  following  proportions  may  be  used  in  designing  anchors :  Length  of  shank,  100 ;  of  each  arm 
from  crown  to  bill,  40 ;  of  stock,  100 ;  radius  for  describing  outdde  curve  of  arms,  86 ;  angle  of  face 
of  pahn  with  shank,  67**.  With  sudi  proportions  the  angle  of  the  shank  with  the  ground  is  24"*,  and 
that  of  Made  W,  In  devising  a  new  andior,  the  danger  of  the  ship's  grounding  upon  it  is  a  most 
inportant  consideration.    As  a  rule,  the  stocks  of  anchors  wdghing  more  than  60  cwt.  are  of  wood. 

The  following  is  a  table  of  the  approximate  values  of  the  properties  essential  to  a  good  anchor : 
Stwgth,  46 ;  holding,  80 ;  quick  holding,  16 ;  canting,  15 ;  facility  of  sweeping,  10 ;  facility  of  stow- 


Digitized  by 


Google 


76 


ANCHOR. 


ing,  10;  exemption  from  foaling,  10;  fishing,  10;  facility  of  transportation  in  boats,  5;  quick  trip- 
ping, 6:  total,  160. 

The  largest  anchor  now  in  existence  was  made  for  the  Great  Eastern.  It  weighs  8  tons  exclusire 
of  the  stock,  and  the  length  of  its  shank  is  20  feet  6  inches.  It  is  somewhat  different  in  form  from 
ordinary  anchors,  the  flukes  being  split  so  that  the  sea-bottom  may  be  more  readily  pierced.  The 
weight  of  the  largest  anchors  for  vessels  of  1,000  tons  or  less  bears  usually  the  proportion  of  about 
.0025  the  tonnage. 

The  form  of  anchor  most  commonly  used  in  place  of  that  represented  in  Hg.  182  is  Trotman^s, 
which  is  an  improvement  embodying  some  minor  modifications  on  Porter's  anchor,  shown  in  Fig.  183. 

Hawkins's  anchor,  Aio  JH,  Fig.  184,  has  its  shank  a 
forked  to  form  two  loops  b  and  c,  in  each  of  which  is  188. 

an  eye.  Between  the  loops  is  an  iron  block  d^  having 
a  circular  aperture  to  receive  the  arms,  and  a  square 
aperture  at  right  angles  to  the  former,  into  which  is 
screwed  a  stout  bar  of  iron  e,  termed  a  toggle,  project- 
ing equally  on  each  side  of  the  crown-piece;  on  the 
end  of  the  crown-piece,  opposite  to  that  in  which  is 
Inserted  the  toggle,  is  a  ring  ^  for  the  buoy-rope.  The 
arms  ff  h&ve  formed  in  one  piece,  and,  before  the  palms 
1 1  are  attached,  one  end  of  the  arms  must  be  passed 
through  the  eyes  in  the  loops  of  the  shanks  and  through 
the  eye  of  the  crown-piece;  the  palms  are  then  to  be  put  on,  and  must  both  lie  in  the  same  plane; 
after  which  the  arms  are  to  be  curved  in  the  same  plane  with  the  palms.  The  crown-pieoe  is  firmly 
keyed  to  the  arms,  and  the  toggle  must  be  of  sudi  a  length  and  form  as  to  make  it  bear  firmly  against 
the  forepart  of  the  fork  in  the  shank,  so  as  to  prevent  the  crown-piece  and  arms  from  turning  round 
upon  it,  and  to  retain  them  at  an  angle  of  50"  with  the  shank.  When  the  anchor  is  let  go,  one  end 
of  the  toggle  will  come  in  contact  with  the  ground,  which  puts  the  flukes  in  a  position  to  enter;  and 
when  the  strain  is  upon  the  cable,  that  end  of  the  toggle  whidi  is  upward  comes  in  contact  with  the 


184. 


throat  of  the  shank,  and  sets  the  anchor  in  the  holding  position,  which  is  shown  in  perspective  at  C. 
The  advantap^e  of  this  mode  of  constructing  anchors  is,  that  both  arms  take  the  ground,  and  there- 
fore the  weight  of  metal  may  be  diminished  and  yet  an  equal,  if  not  a  greater,  effect  be  obtained; 
also,  as  there  is  no  stock,  and  no  projecting  upper  fluke,  there  is  little  risk  ot/oulinffj  as  it  is  termed — 
that  is,  of  the  cable  entwining  round  the  arras. 

An  anchor  upon  a  similar  principle,  but  of  a  somewhat  different  construction,  was  invented  by  Mr. 
Soames,  a  front  and  a  side  elevation  of  which  are  given  in  Figs.  186  and  186  respectively.  In  this 
anchor  there  is  but  one  fluke  a,  which  is  T-shaped,  and  works  on  a  pivot  in  a  triangular  frame,  com- 
posed of  the  two  sides  b  and  c,  forged  in  one  piece,  and  a  stay  d,  which  serves  as  a  stock ;  f/  are 
loops,  or  eyes,  for  the  reception  of  the  chains  that  unite  the  ring  or,  to  which  the  cable  is  to  be  fast- 
ened. For  general  purposes,  this  anchor  is  perhaps  preferable  to  the  former,  it  being  free  from  the 
objection  we  made  to  that  one,  as  it  admits  of  detaching  the  arm,  which  renders  it  more  convenient 
to  stow  away ;  also,  as  the  shank  is  formed  in  two  parts,  instead  of  one  of  equal  area,  they  are  more 
easily  forged  soundly,  and  consequently  less  liable  to  breakage. 

The  peculiarity  of  the  anchor  proposed  by  W.  Rogers  consists  In  its  having  a  hollow  shank,  formed 
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OQt  of  6  bars  of  iron,  of  such  thickness  as  to  insure  the  forging  of  them  perfectly  sound  for  an- 
chors of  the  hiTCest  dimensions.  In  Fig.  187,  A  represents  a  side-view  of  the  anchor,  and  B  a  plan 
of  the  stock.  The  two  principal  pieces  a  a  are  bent  so  as  to  form  a  part  of  the  arms  or  flukes ;  the 
other  four  are  formed  into  a  hollow  tube  h  h  (as  shown  in  section  at  C7)  for  a  centre-piece,  and 
the  whole  are  firmly  welded  together  at  both  ends  of  the  shank.  The  intermediate  parts  are  secured 
bj  strong  hoops  t  i,  so  that  every  piece  must  bear  its  proportion  of  the  entire  stram.  In  place  of 
the  oflitai  ring,  there  is  a  bolt  and  shackle  e,  employed  alone  when  the  anchor  is  to  be  used  with 


^czi::! 


d»m  cables ;  but  when  hempen  cobles  are  to  be  used,  a  ring  d  is  connected  to  the  shackle  e  by  an 
idifitional  shackle  and  bolt  e.  The  anchor-stock /may  be  formed  either  of  a  single  piece,  or  of  two 
pieoes  hooped  together,  and  is  secured  in  its  place  as  follows :  The  bolt  and  shackle  e  being  with* 
drawn,  the  small  end  of  the  shank  is  passed  through  the  eye  of  the  stock /(which  is  defended  by  an 
iron  plate  g  on  each  side) ;  the  collar  h  is  then  put  over,  and  the  stock  is  keyed  up  against  the  hoop 
i  bj  the  forelock  key  k  passing  through  a  hole  in  the  shank. 

Williams's  anchor,  fig.  188,  has  three  flukes  hinged  to  a  block  at  the  lower  end  of  the  shank,  and 
w  set  that  two  of  them  may  penetrate  the  ground  simultaneously,  while  the  third  falls  down  upon 
the  shank  to  prevent  the  fouling  of  the  cable.    The  flukes  are  hinged  to  separate  blocks,  and  are 


1S8. 


168  a. 


188  B. 


120' apart  Fig.  188  a  represents  Morgan's  anchor,  the  arms  of  which  are  separately  pivoted  to  the 
riiank,  and  are  connected  by  a  curved  bar  passing  through  the  latter.  When  one  fluke  has  hold  on 
the  ground,  its  arm  rests  against  and  is  supported  by  the  crown-piece,  while  the  other  arm  falls  down 
vpon  the  shank.  Fouling  is  thus  prevented,  and  the  arms  through  the  curved  bar  recnforce  one  an- 
other. Marshall's  anchor.  Fig.  188  b,  has  straight  arms,  moving  separately  on  a  pivot  passing  through 
the  crown.  The  arms  are  barbed,  and  oscillation  is  checked  by  cusps  on  the  thick  portion  of  the 
otMrn,  which  hold  the  arms  at  a  given  inclination  to  the  shank.    Latham's  anchor,  Fig.  189,  has  its 
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shank  A  Bin  two  pieces,  between  which  plajrs  a  middle  fluke  attached  to  an  arm  C,  which  has  two 
other  flakes  on  its  ends.  When  the  anchor  is  let  go,  the  flukes  make  about  a  quarter  of  a  revolution, 
lying  in  the  position  shown  when  thej  enter  the  ground.  The  shoulder  on  the  crown-piece  comes 
against  the  shank,  and  restrains  the  oscillation  of  the  arms  in  either  direction.  This  anchor  may  be 
very  compactly  stowed  by  bringing  the  arms  parallel  with  the  shank. 

Two  simple  forms  of  anchor  are  represented  in  Figs.  190  and  190  a.  Both  are  in  use  by  fishermen 
the  world  oyer.  In  Fig.  190  a  two  stout  pieces  of  wood  are  lashed  or  framed  together  crosswise; 
from  the  extremities  rise  wooden  or  iron  rods,  which  inclose  a  large  stone ;  the  rods  meet  aboTe, 


190. 


190  a. 


190  c 


and  an  eye  is  added  for  the  attachment  of  the  cable.  Fig.  190  is  simply  a  forked  piece  of  wood,  tbe 
long  arm  serring  as  a  shank,  the  short  one,  which  is  barbed  and  shod  with  iron,  as  a  single  flake. 
Sea-anchors  are  used  by  vessels  when  off  soundings  to  prevent  drifting,  and  to  keep  the  ship*s  head  to 
wind  or  sea.  They  are  used  during  bad  weather,  and  often  enable  vessels  to  ride  out  storms  in  which 
their  safety  might  otherwise  be  endangered.  The  sea-anchor  represented  in  Fig.  190  b  consists  of 
three  spars  lashed  in  the  form  of  a  triangle.    Canvas  is  attached  to  the  spars  and  backed  by  a  strong 

192. 


rope-netting.  A  kedge  suspended  from  the  base  of  the  triangle,  keeps  it  in  vertical  position,  and 
three  hawsers  are  attached  to  the  angles  and  also  to  the  ship's  cable.  The  anchor  in  Fig.  190  c  is  made 
of  two  stout  iron  bars  pivoted  together  at  their  middle  and  spread  apart  at  right  angles  to  each  other. 
A  rope  IS  carried  from  end  to  end,  and  canvas  and  netting  are  spread  on  the  frame  thus  formed.  A 
buoy  is  fastened  to  the  end  of  one  of  the  bars,  and  prevents  the  sinking  of  the  contrivance,  while 
showing  its  position.  The  bars  of  which  this  anchor  is  formed  may  be  folded  parallel,  thus  admit- 
ting of  the  compact  stowage  of  the  device  when  not  in  use. 
Tyzack's  anchor  is  represented  in  Figs.  191  and  192.    A  is  the  shank  made  in  two  parts  secured 
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toeMh  other  bj  the  pins  Ha  KB.  The  am  with  its  fluke  B  is  fitted  with  a  T  head  A^,  whkdi 
betn  on  the  pin  if,  as  shown.  Two  pins  F  F9X^  fixed  in  the  head,  and  act  instead  of  the  sfaigle 
pin  iL  1%e  andior  has  only  one  arm,  which  is  reyersible,  and  so  arranged  tliat,*  whidierer  way  Uie 
ttwhor  falls,  it  finds  itself  at  once  in  a  position  to  bite.  The  other  chief  adTantages  claimed  are : 
tfait  the  andior  cannot  fool  when  holding,  having  no  projection  aboye  the  shank ;  that  it  is  very  snog 
for  bsodling;  ocoopies  a  mfahniim  space  in  stowing;  can  be  readily  taken  to  pieces;  and  pos- 


194. 
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anQsnal  strength,  being  made  without  a  single  weld.  This  anchor  has  been  experimented 
vith  to  test  its  biting  and  holding  power,  by  dragging  it  over  some  rough  ground  by  means  of  a 
pewaful  steam  win^  when  it  was  found  that,  immediately  the  steam  winch  caused  the  anchor  to 
Bxrre,  the  arm  at  once  penetrated  the  ground  and  buried  itself  immovably.  An  anchor  of  this  type, 
vashiBg  6  tons  8  cwt  5  qrs.  exclusive  of  stock,  has  been  subjected  to  the  following  strains,  viz. : 
In  Uie  first  instance  to  the  Admiralty  test,  9  tons  1  cwt.  1  qr. ;  tben  to  IS,  17,  21,  26,  26 ;  and  finally 
to  S2  tons,  at  which  strain — 250  per  cent,  overproof— it  was  broken  to  destruction. 

Anchor4ripp6r8  are  devices  for  tripping  or  letting  go  an  anchor,  either  after  it  is  catted  and  fished 
or  winle  it  is  hanging  frran  the  cat-falk.  We  give  illustrations  of  five  devices  for  tripping  the 
taclMw  undw  the  first-mentioned  circumstances.  In  Holmes's  tripper,  ilg.  198,  a  short  chain  is  at- 
tached to  the  ring  of  the  anchor,  and  a  large  link  on  the  end  of  said  chain  passes  over  a  pin.  The 
ktter  has  a  spiral  thread  which  works  in  a  nut  in  the  bearing,  so  that,  when  the  pin  is  turned.  It  re- 
cedes, and  BO  frees  the  link.  The  shank-painter  is  similarly  secured  to  a  like  device,  and  both  pins 
■nst  therefore  be  turned  simultaneously  to  drop  the  anchor.  In  Heitman's  tripper,  ilg.  194,  the 
anchor  is  suspended  by  shank-painter  and  ring-stopper.  One  end  of  each  chain  is  fast  to  the  vessel, 
wtiile  the  rings  at  the  other  ends  rest  upon  pivoted  latch-pieces.  These  last  are  supported  upon  a 
bar,  which  is  rotated  by  a  lever  to  give  simultaneous  disengagement  of  the  latches.  In  Gibson's 
trif^,  Fig.  195,  the  fluke  of  the  anchor  rests  on  a  block  A^  which  is  pivoted  in  a  notch  of  the 

gunwale.    A  bar  B  attached  to  said 
195.  block  is  held  by  a  shackle-bar  C,  when 

the  latter  is  in  its  upper  position. 
By  sliding  the  shackle  in  its  staple 
the  bar  is  released,  and  the  block  A 
is  thus  free  to  turn  under  the  weight 
of  the  anchor.  Duncan's  device.  Fig. 
196,  is  for  dropping  the  anchor  from 
the  cat-falls.  The  ring  of  the  anchor 
is  held  in  a  clutch  substituted  for  the 
usual  cat-hook,  which  is  automatical- 
ly opened  by  the  chains  and  levers 
shown  as  the  tackle  is  slackened.  In 
Stacy's  device.  Fig.  197,  the  hook  is 
canted  by  a  rope  made  fast  to  an  eye 
in  its  rear  porUon,  as  the  fall  is  paid 
out  As  the  hook  upsets,  the  anchor, 
of  course,  slides  off.  In  both  Bur- 
ton's and  Spence's  inventions  the  prin- 
dple  is  the  same.  It  consists  in  sup- 
porting  the  end  of  what  is  termed  the 
standing  part  of  the  cat-head  stopper 
and  shank-painter  by  bolts  turning 
upon  pivots,  and  retained  in  a  proper 
position  by  a  catch,  which  being  with- 
drawn, the  bolt  turns  upon  its  pivot 
and  the  stopper  slips  off;  by  which 
means  all  risk  of  jamming  the  turns 
of  tiie  stopper  (as  in  the  common  method  of  lettmg  go  the  running  end)  is  avoided,  the  danger  to  the 
■en  on  the  foreoastle  is  done  away,  and  the  anchor  can  be  let  go  at  a  moment's  warning. 

The  arrangements  in  each  of  these  inventions  being  the  same,  whether  applied  to  cat-head  stoppers 
or  ahank-patnters,  we  shall  therefore  show  one  invention  as  applied  to  cat-head  stoppers,  and  the 
other  to  shank-painters.  Figs.  198  and  199  show  Capt  Burton's  method  of  letting  go  a  cat-head 
stopper,    a  is  the  eat-liead;  bch  bolt,  tundng  upon  a  pivot  d\  the  end  c  forms  an  oblique  plane, 
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and  is  held  down  by  the  clamp  e  turning  upon  a  pivot  /,  the  clamp  being  secured  by  a  hasp  g  and 
pin  K  The  standing  end  of  the  stopper,  having  an  eye  formed  in  it,  passes  over  the  end  6  <&  the 
bolt  h  e\  the  other'end  of  the  stopper  passes  through  the  ring  of  the  anchor  and  over  the  thumb- 
cleat  ky  and  Is  made  fast  round  the  timber-head  /.  When  it  is  required  to  let  go  the  anchor,  a  hand- 
spike is  inserted  between  the  thumb-cleat  it,  so  as  to  nip  the  clamp  e,  and  the  hasp  g  is  cast  off; 
then,  upon  withdrawing  the  handspike,  the  bolt,  being  no  longer  held  by  the  clamp  e,  turns  upon 
its  pivot  d  by  the  weight  of  the  anchor  on  the  stopper,  and  the  eye  of  the  stopper  slips  o£f  the  end 
of  the  bolt 

Figs.  200  and  200  l  represent  Mr.  Spenoe's  invention  for  letting  go  a  shank-painter,  fig.  200  is  an 
elevation,  and  Fig.  200  ▲  the  plan,  a  is  a  cast-iron  carriage,  bolted  through  the  ship's  side,  and  sup- 
porting the  hook  e?  by  a  pin  or  pivot  at  6 ;  cf  e  a  lever  turning  upon  a  centre  /,  the  end  d  being 
formed  into  a  hook,  which  clasps  the  upper  end  of  the  bolt  6,  the  lever  being  retained  in  the  posi- 
tion shown  in  the  plan  by  a  pin  ^ ;  A  is  part  of  a  chain  forming  the  standing  part  of  the  shank- 
painter,  and  supported  by  the  bolt  6.  To  the  other  end  of  the  chain  is  spliced  the  running  part  of 
the  shank-painter,  which  passes  round  the  shank  of  the  anchor,  and  is  made  fast  to  a  timber-head. 
When  it  is  required  to  let  go  the  shank-painter,  an  iron  bar  is  inserted  into  the  end  e  of  the  lever 


d  tf,  which  is  made  hollow  for  the  purpose,  and,  the  pin  g  being  withdrawn,  the  lever  is  turned  round 
its  centre  until  the  bolt  is  released  from  the  hook  d^  when  it  falls,  and  the  chain-end  of  the  shank- 
painter  slips  off. 

See  also  Bridoe,  and  Liohthouses  ;  for  those  used  In  other  structures,  see  Docks,  and  Pilss  ahd 
Screw  Moobings. 

Works,  elc,  relating  to  Anchors.—CoiAeM  (G.),  "Treatise  on  Ships'  Anchors,"  1866;  "Parliament- 
ary  Reports  on  Anchors,  1860-1864  ; "  "  Rapports  de  la  Commission  du  Hinist^re  de  la  Marine  sur 
TExposition  de  1867,'*  Paris,  1868;  Laoe's  "Seamanship,"  5th  edition,  1878. 

ANEMOMETER.  An  instrument  for  measuring  the  force  of  the  wind.  Attention  was  first  given 
to  this  subject  by  Dr.  Croune  in  1667,  and  instruments  were  contrived  by  him  and  by  Wolfius  and 
others  in  the  last  century.  These  have  all  .given  place  to  recent  inventions  of  more  pei^ect  construc- 
tion. The  first  attempts  were  to  measure  the  force  of  the  wind  by  its  pressure  upon  a  Tertical  plane, 
kept  in  position  by  a  spring  or  by  a  weight  suspended  by  a  cord  wound  around  a  conical  spiral  axis, 
which  weight  the  wind  would  raise  more  or  less  according  to  the  degree  of  pressure  on  the  vertical 
plane.  A  bag  of  air  opening  into  a  glass  tube  which  was  shaped  like  the  letter  U,  and  contained  a 
fluid  which  by  compression  of  the  bag  was  forced  down  one  leg  and  up  the  other,  was  another  con- 
trivance for  the  same  purpose.  Another  form  of  it  was  to  dispense  with  the  bag  and  turn  one  ex- 
tremity of  the  tube  against  the  wind,  expanding  it  to  a  funnel  shape,  so  that  the  wind  might  blow 
directly  into  it  and  press  upon  the  surface  of  the  fluid.  The  tube  was  drawn  out  to  a  small  diameter 
in  the  curve  at  the  bottom,  so  as  to  check  the  sudden  fluctuations  caused  by  irregular  blasts  of  wind. 
By  means  of  this  simple  instrument,  Dr.  Lind,  who  invented  it,  ascertained  the  force  of  the  wind  at 
different  velocities  by  the  height  of  the  column  of  water  raised  by  it.  A  gentle  breeze,  moving  at 
the  rate  of  nearly  4  miles  an  hour,  raises  a  colunm  of  water  one-fortieth  of  an  inch,  which  is  equiva- 
lent to  a  pressure  of  2^  ounces  upon  a  square  foot.  A  high  wind  moving  82^  miles  per  hour  raises 
the  column  1  inch,  with  a  pressure  of  nearly  6^  lbs.  on  the  square  foot.  A  column  of  8  inches  in- 
dicates a  pressure  of  16^  lbs.,  and  a  velocity  exceeding  66^  miles  an  hour.  At  9  inches  the  wind  is 
a  violent  hurricane  moving  97 }-  miles  an  hour,  and  exerting  a  pressure  on  the  square  foot  of 
46}  lbs.  The  atmospheric  pressure  being  a  little  over  2,000  lbs.  on  the  square  foot,  or  equal 
to  a  column  of  water  S3  feet  high,  the  greatest  force  exerted  by  the  wind  is  feeble  in  comparison 
with  this. 

A  more  complicated  apparatus  was  invented  by  Dr.  Whewell,  and  another  by  Mr.  Osier,  both  of 
which  have  been  used  in  England  at  the  meteorological  observatories  and  government  institutions. 
Both  are  self-registering,  and  determine  the  force  of  the  wind  by  the  number  of  revolutiona  of  a 
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windmin  fly,  the  axis  of  whidi  by  perpetual  screws  and  toothed  wheels  is  oonnected  with  the  register- 
ing pencil  In  Whewell's  instrument  the  windmill  with  its  wheels  and  yane  is  on  a  horizontal  plate, 
which  rerolves  on  the  top  of  a  vertical  cylinder.  The  pencil  is  attached  to  a  little  block  of  wood  or 
nut,  through  which  passes  a  screw  from  the  horizontal  plate  aboye  to  a  circular  rim  below  the  cylin- 
der, all  which  revolves  around  the  cylinder  as  the  wind  changes.  A  straight  rod  also  goes  through 
the  pencil-block  or  nut,  up  and  down  which  it  slides  as  the  screw  turns.  According  as  the  wind 
Mows  gently  or  strongly,  this  screw  turns  slowly  or  fast,  and  carries  the  pencil  down  the  cylinder  at 
a  proportioDal  rate.  Its  point  reaches  the  surface  of  the  cylinder  and  marks  upon  it  its  position ; 
and  ts  the  frame  turns  with  the  change  of  direction  of  the  wind,  the  course  of  the  wind  is  registered 
upon  the  face  of  the  cylinder.  For  this  purpose  it  is  divided  by  vertical  lines  into  16  or  82  equal 
parts  corresponding  to  the  points  of  the  compass.  This  instrument  is  deficient  in  not  recording  the 
time  during  which  each  wind  blows,  nor  the  times  of  its  changes,  nor  its  force  at  any  particular 
moment  It  merely  gives  the  order  of  the  changes  of  the  wind,  and  the  entire  quantity  that 
Uovs  from  each  point.  This  is  known  by  the  vertical  length  of  the  pencil-mark  in  each 
dirision  of  the  cylinders  corresponding  to  the  courses.  It  is  defective  also  by  the  friction  of  Its 
machinery. 

Osier's  instrument,  constructed  on  similar  principles,  is  more  complicated  than  Whewell's.  Its 
register  is  divided  by  lines  into  spaces,  which  represent  the  24  hours  of  the  day,  and  in  these  spaces 
peodls  inscribe  lines,  one  of  whidi  indicates  the  direction,  another  the  pressure  of  the  wind,  and  a 
third,  connected  with  a  rain-gauge,  the  quantity  of  rain  which  has  fallen  at  every  hour.  The  register 
moves  along  by  clockwork  under  the  pencils,  and  at  the  meteorological  observatory  at  Greenwidi  a 
Dev  one  is  employed  every  day.  In  the  Royal  Exchange  in  London  one  of  these  instruments  is  in 
Bse  vitb  a  roister  made  to  last  a  week.  By  the  lines  inscribed  on  the  register  the  integral  or  quan- 
tity of  the  wind  can  be  calculated  that  has  blown  to  each  point  of  the  compass  during  the -periods 
of  the  observations ;  and  thence  the  resultant,  or  average  effect  of  all  the  winds. 

The  instrument  now  in  use  in  the  United  States  office  for  weather  reports  is  Bobinson's  anemome- 
ter, Fig.  201,  which  consists  of  four  horizontal  arms 
ndiating  from  a  central  point,  at  which  is  a  ver- 
tial  axis  of  revolution.  A  hollow  hemispherical  cup 
is  tttadied  to  each  arm  in  such  manner  that,  when 
the  wind  is  pressing  upon  the  concave  side  of  a  cup 
on  one  arm,  the  cup  on  the  opposite  arm  presents  its 
convex  side  toward  the  wind.  The  wind  exerts  more 
presture  on  the  concave  side  than  on  the  convex,  and 
hence  caoses  the  arms  to  revolve.  The  rate  of  revo- 
lution per  minute  gives  the  velocity  of  the  wind. 
Eadi  instrument  has  to  be  tested  by  pladng  it  upon 
a  moving  body  on  a  calm  day.  In  this  way  it  is 
euily  fotmd  what  the  number  of  revolutions  is  which 
the  mstmment  will  give  for  any  velocity;  it  is  then  placed  upon  a  high  building,  and  its  axis 
attached  to  a  recording  apparatus  similar  to  that  described  above. 

Bham's  anemometer  is  an  instrument  for  measuring  and  registering  the  quantities  of  dr  which 
circulate  through  the  passa^  of  mines.  It  was  invented  in  consequence  of  the  recommendation  of 
a  committee  appointed  by  the  British  House  of  Commons,  that  the  use  of  such  an  instrument  should 
be  adopted  as  a  precaution  against  the  explosions  in  coal-mines.  It  is  a  disk  of  a  foot  diameter, 
made  to  revolve  when  placed  in  a  current  of  air,  and  furnished  with  registering  wheels  like  those 
upon  a  gas-meter.  Any  want  of  attention  on  the  part  of  those  having  cnarge  of  supplying  the  re- 
qidred  current  of  fresh  ur  is  thus  readily  detected. 

An  extended  treatise  on  this  subject  will  be  found  under  the  same  heading  in  Spon's  **  Dicdonary 
if  Engineering 

ANIMAL  STRENGTH.  Of  all  the  first  movers  of  machinery,  the  force  derived  from  the  strength 
of  man  or  other  animals  was  first  used,  and  at  present,  in  a  multitude  of  cases,  is  still  the  most 
convenient.  As  horses  were  formerly  employed  for  the  same  purposes  that  water-wheels,  wind- 
malb,  and  steam-engines  now  are,  it  has  become  usual  to  calculate  the  effect  of  these  machines 
S8  eqoivalent  to  so  many  horses ;  and  a^mal  strength  becomes  thus  a  sort  of  measure  of  mechanical 
force. 

When  an  aidmal  is  at  rest,  and  exerts  Its  strength  against  any  obstacle,  then  the  force  of  the  animal 
18  greatest ;  or  the  animal,  when  standing  still,  will  support  the  greatest  load.  If  the  animal  begins  to 
move,  then  it  cannot  support  so  great  a  load,  because  a  part  of  its  strength  must  be  employed  to  effect 
the  motion ;  and  the  greater  the  speed  with  which  the  animal  moves,  the  less  will  be  the  force  exerted 
on  the  obstacle,  or  the  less  will  be  the  load  which  it  is  able  to  carry,  for  the  greater  will  be  the  portion 
of  its  strength  directed  to  the  movement  of  its  own  body ;  and  there  will  be  a  speed  with  which  the 
animal  can  move  and  carry  no  load,  but  where  the  whole  of  his  strength  is  employed  in  keeping  up 
its  velocity. 

It  is  clear  that,  in  the  first  and  last  of  these  cases,  the  useful  effect  of  the  animal  is  nothmg,  in  a 
'  mechanical  point  of  view.  There  must,  however,  be  a  certain  relation  between  the  load  and  speed  of 
die  animal,  in  which  the  useful  effect  is  a  maximum.  It  has  been  found  that  the  mechanical  effect 
of  any  animal  at  work  during  a  given  time  is  greatest  when  the  animal  moves  with  one-third  of  the 
greatest  velocity  with  whidi  it  can  move  unloaded,  and  the  load  which  it  bears  is  four-ninths  of  that 
wiilch  it  can  only  move.  ( 

Mm  and  Animal  Power  eampared.-^The  following  table,  from  HaswelPs  "Engineers'  and  Me- 
chanics' Pocket-Book,"  shows  the  amount  of  labor  produced  by  animal  power  under  different  dr- 
eomstances: 
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HAMNER  OF  APPUCATION. 


10  HointS  PKB  Dat. 

Man  throwing  earth  with  shoyel  a  height  of  5  feet 

Man  wheeling  a  loaded  barrow  up  an  inclined  plane,  height  one- 
twelfth  of  length 

Man  raising  and  pitching  earUi  with  a  ahoTel  to  a  horteontal 
distance  of  iS  feet 

Man  pushing  and  drawing  alternately  in  a  yertieal  direction. . . 

Man  transporting  weight  upon  a  barrow  and  returning  unloaded. 

Man  walking  upon  a  level 

Horse  drawing  a  four-wheeled  carriage  at  a  walk 

Horse  with  load  on  back  at  walk 

Horse  transporting  a  loaded  wagon  and  returning  unloaded  at  a 
walk 

Horse  drawing  a  loaded  wagon  at  a  walk 

8  HouM  PKB  Dat. 

Man  ascending  a  slight  elevation  unloaded 

Man  walking  and  pushing  or  drawing  in  a  horizontal  direction, 

Man  turning  a  crank 

Man  upon  a  tread-mill 

Man  rowing 

Horse  upon  a  revolving  platform  at  a  walk 

Ox,  same  conditions 

Mule,  "  "       

Asa,    "  ♦»       ., 

7  Homts  PKB  Dat. 
Man  walking  with  a  load  on  his  back 

6  HoiTBS  PKB  Dat. 

Man  transporting  a  weight  upon  his  back  and  retnnitng  un- 
loaded.  

Man  transporting  a  weight  upon  his  back  up  a  slight  elevation, 
and  returning  unloaded 

Man  raising  a  weight  by  the  hands 

4^  HouBS  PKB  Dat. 

Horse  upon  a  revolving  platform  at  a  ttot 

Horse  drawing  an  unloaded  four- wheeled  carriage  at  a  trot. . . . 
Horse  drawing  a  kwded  four-wheeled  carriage  at  a  trot 
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19 
14.4 


218. 7 
858.5 
2741 


Human  Strength. — ^The  mean  effect  of  the  power  of  a  man  unaided  by  a  machine  working  to  the 
best  practicable  advantage,  is  the  raising  of  70  lbs.  1  foot  liigh  in  a  second,  or  10  hours  per  day. 
The  maximum  power  of  a  strong  man  exerted  for  2^  minutes  equals  18,000  lbs.  raised  1  foot  in  a 
minute.  A  man  can  travel  without  a  load  on  level  ground  during  %\  hours  per  day,  at  the  rate  of  Z.*l 
miles  per  hour,  or  81^  miles  per  day.  Trained  pedestrians  have,  however,  greatly  excteded  this: 
100  miles  has  been  walked  in  20  hours,  87  minutes,  and  45  seconds ;  1,000  miles  in  1,000  consecutive 
hours  (this  by  a  young  woman) ;  and  620  miles  in  6  days.  Among  other  exceptional  feats  of  strength 
which  may  be  mentioned,  are  the  swimming  of  the  English  Channel  from  Dover  to  Calais— distance, 
23  miles  in  a  straight  line,  but  amounting  in  the  accomplishment  to  50  miles — by  Matthew  Webb,  in  21 
hours  and  46  minutes.  Agnes  Beck  with,  a  young  girl,  swam  6  miles  in  1  hour  and  9  minutes.  IS 
feet  7  inches  has  been  leaped  at  a  standing  jump.  1|  miles  has  been  skated  in  3  minutes  and  6  sec- 
onds. A  man  has  lifted  3,300  lbs.  in  harness,  and  1,230  lbs.  by  the  hands  alone.  A  dumb-bell 
weighing  201  lbs.  has  been  raised  with  one  hand.  One-quarter  of  a  mile  has  been  run  in  48^  sec- 
onds. Cases  of  this  kind  indicate  exceptional  powers  of  endurance,  and  usually  abnormal  develop- 
ment of  certain  muscles.  Such  extreme  stress  on  the  physical  powers  is  apt  to  be  Injurious.  Dr.  B. 
F.  Richardson,  in  discussing  the  subject,  says  that  physical  overculture  produces  aneurism  of  the 
aorta,  wearing  out  of  the  heart,  and  also  an  undue  muscular  development  of  that  organ ;  and  he  fur- 
ther asserts  that  "  there  is  not  a  professional  athlete  in  England  of  the  age  of  86,  who  has  been  10 
years  at  his  calling,  who  is  not  diBabled." 

An  investigation  has  been  made  (1877)  by  Dr.  Buroq,  of  Paris,  in  the  j&coU  de  la  Faisanderifj  a 
gymnasium  where  are  drilled  the  soldiers  who  are  destined  to  be  the  gymnastic  instructors  of  the 
French  army.  No  better  set  of  men  could  be  selected  for  examination,  for  the  reason  that  each  in- 
dividual is  virtually  intended  hereafter  to  serve  as  a  model  for  others,  and  therefore  his  physical  cult- 
ure is  brought  to  the  best  possible  state.  Dr.  Burcq  continued  his  investigations  with  the  utmost  care 
and  minuteness  for  six  months,  during  which  period  the  progress  of  over  a  thousand  men  was  closely 
watched  and  criticised.  As  a  general  result,  he  states  that  gymnastic  exercises — 1.  Increase  the  mus- 
cular forces  up  to  25  and  even  up  to  38  per  cent.,  at  the  same  time  tending  to  equilibrate  them  in 
the  two  halves  of  the  body ;  2.  Increase  the  pulmonary  capacity  at  least  one-sixth ;  3.  Increase  the 
weight  of  men  up  to  15  per  cent,  while,  on  the  other  hand,  diminishing  the  volume.  This  augmenta- 
tion exclusively  benefits  the  muscular  system,  as  is  demonstrated  by  its  elevated  dynamometric  value. 
And  Dr.  Burcq  further  observes  that,  during  the  first  half  of  the  six  months*  course  at  the  school, 
the  increase  of  force  was  most  markedly  noted. 
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To  Dr.  Burcq's  studies  upon  this  body  of  trained  gymnasts  may  be  added  those  of  M.  Eugene  Paz, 
wbo  for  a  long  period  has  been  observing  the  results  which  methodical  physical  exercise  produces  in 
certain  inTalids,  and  in  a  large  number  of  people  of  various  callings,  notably  artists,  literary  and  busi- 
ness men,  and  others,  whose  muscles  are  normally  less  voluminous  than  those  of  the  picked  soldiers 
tt  the  Faiaemderie  SdiooL  By  means  of  a  variety  of  ingenious  mechanical  apparatus,  and  by  a  course 
of  investigation  wholly  diflfcrent  from  that  of  Dr.  Burcq,  M.  Paz  reaches  precisely  the  same  results. 
He  notes  especially  the  increase  in  weight  and  decrease  of  volume  of  the  body,  above  referred  to,  and 
abo  the  augmentation  of  pulmonary  capacity.  Three  operatic  singers,  who  were  rigorously  trained  for 
%  year,  attained  a  maximum  lung-power  corresponding  exactly  to  an  increase  of  one-sixth.  It  f ol- 
lowa,  therefore,  that  Dr.  Burcq*s  results  may  be  considered  in  the  light  of  a  general  law. 

F.  E.  Niphcr  has  determined,  after  a  series  of  investigations  upon  variation  of  muscular  strength, 
that  the  coefficient  of  muscular  power  per  square  centimetre  of  section  of  muscle  is  a  quality  which 
Taries  greatly  with  different  muscles,  and  with  the  same  muscle  at  different  times ;  or,  the  work  which 
t  mosde  can  perform  depends  not  only  upon  its  size,  but  also  upon  its  quality.  Muscles  which  are 
aeldom  called  into  action  have  not  the  same  contracting  power  as  those  which  are  daily  used. 

BruU  Stret^th.—The  following  table  shows  the  amount  of  labor  a  horse  of  average  strength  is 
capable  of  performing  at  different  velocities  on  canals,  railroads,  and  turnpikes : 
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DITBATION  or 
WORK. 

17BBFUL  BFFBCT  FOR  1  DAY, 
DRAWN  1  MILE. 

OnaOuuL 

OnoRaUrtMd. 

Oo  a  TurnpUu. 

MUM. 

Hoon. 

Took 

TOBl. 

TbQk 
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4 
5 
6 
T 
8 
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11.5 
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4.5 
2.9 
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1.5 
1.125 
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620 

248 
102 

52 

80 

19 

12.8 
6.6 

115 

92 
72 
67 
48 
41 
86 
28.8 

14 

12 
9 

7.2 
6 

6.1 
4.5 
8.0 

The  actual  kibor  performed  by  horses  may  be  greater,  but  it  is  apt  to  injure  them.  The  ordinaiy 
vork  of  a  horse  may  be  stated  at  22,600  lbs.,  raised  1  foot  in  a  minute  for  8  hours  per  day.  See  Has- 
weli*8  "  Engineers  and  Mechanics'  Pocket-Book,"  32d  edition,  1876.  For  relative  cost  of  horse-labor 
on  gtreet-railroads  as  compared  with  that  of  road-locomotives,  see  Locomotive. 

ANNEALING.  The  gradual  cooling  of  metal  or  glass  after  the  same  have  been  highly  heated,  in 
ofder  to  render  the  object  less  brittle.    See  Tevpehino,  etc.,  and  Glass. 

ANTI-FRICTION  COMPOUNDS.    See  Fricttiok  and  Lubricants. 

ANVIL.    See  Forge,  and  Cabtridok. 

AQUEDUCT.  A  conduit  for  the  conveyance  of  water,  principally  for  the  supply  of  cities  for  do- 
mestie  purposes,  or  for  irrigation  of  tracts  of  land,  or  for  extending  the  water-way  of  canals  over  riv- 
ers and  valleys.  In  the  following  article  only  aqueducts  of  the  first  class  are  treated ;  the  others  are 
referred  to  respectively  under  Canals  and  Irrigation.  The  means  employed  for  transporting  the 
water  are  pipes  and  masonry  conduits.  As  regards  the  relative  merits  of  the  two,  where  the  dimen- 
aons  which  would  be  necessary  for  pipes  are  considerable,  an  aqueduct  of  masonry  is  preferred.  The 
Ihmt  at  which  the  cost  of  the  two  is  equal  varies  very  much,  according  to  the  locality,  facilities  of 
transport,  and  the  materials  and  labor  available.  No  fixed  rule  can  therefore  be  given ;  but  it  may  be 
stated  (subject  to  correction)  that,  under  24  inches,  pipes  are  almost  always  cheaper  than  masonry 
oondoits. 

The  following  are  some  of  the  chief  ancient  structures  of  this  kind :  The  Aqueduct  of  Spoleto,  con- 
stnicted  in  741  by  Theodoric,  King  of  the  Goths,  to  communicate  with  the  town  of  Spoleto,  is  situated 
OQ  the  sammit  of  a  mountain.  It  is  one  of  the  handsomest  structures  of  the  kind,  and  remains  entire 
to  the  present  day.  In  crossing  the  river  De  la  Morgia^  the  channel-way  is  supported  upon  two 
tiers  of  Gothic  arches,  the  lower  containing  10  grand  arches,  and  the  upper  80.  The  length  of  this 
arcade  is  800  feet,  the  breadth  44,  and  the  height  420.  The  Aqueduct  of  Caserta,  built  in  1753  by 
Charles  IIL  of  Naples,  is  also  an  expensive  and  gigantic  structure ;  one  of  its  arcades  consisting  of 
three  tiers  of  arches,  1,724  feet  long  and  190  feet  in  height.  In  France,  that  which  conducts  the 
waters  of  St-C14ment  and  Du  Boulidou  to  Montpellier  is  perhaps  the  most  beautiful.  It  was  built 
under  the  superintendence  of  M.  Pitot,  and  required  13  years  for  its  completion.  The  principal 
arcade  is  90  feet  high,  and  consists  of  two  tiere,  the  lowest  containing  90  and  the  upper  210  arches. 
That  of  Arcueil  deserves  next  to  be  noticed.  It  was  originally  built  by  the  Emperor  Julian,  a.  d.  360, 
to  bring  water  to  Paris,  and  supplied  the  palace  and  hot-baths,  but  was  destroyed  by  the  Normans. 
After  it  had  been  in  disuse  for  800  years,  it  was  rebuilt  in  1634  ;  again  repaired  in  1777 ;  and  fresh 
MUM  have  lately  been  devoted  lo  the  same  purpose  by  the  city  of  Pari^.  The  arcade  over  the  valley 
of  Arcueil,  consisting  of  25  arches,  Is  72  feet  high  and  1,200  feet  long.  The  Aqueduct  of  Lisbon,  com- 
plete! in  1 788,  is  about  three  leagues  in  length,  and  in  some  parts  of  its  course  has  been  excavated 
through  hills ;  but  near  the  city  it  is  carried  over  a  deep  valley,  for  a  length  of  2,400  feet,  by  several 
hold  arches,  the  largest  of  which  has  a  height  of  250  feet  and  a  span  of  115  feet. 

A  portion  of  one  of  the  main  bridges  of  the  Aqueduct  of  Antioch  is  represented  in  the  annexed 
engraving.    This  bridge  was  700  feet  long  and  200  feet  high.    Though  solidly  built,  it  is  yet  the 
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Aqueduct  of  Antioch.  Poot  du  Gard,  Nimes. 

rudest  example  of  Roman  work,  and  contrasts  strangely  with  the  bridge  of  the  Aqueduct  of  Ntmes^ 
or  Pont  du  Gard,  across  which  the  waters  of  the  river  Hure  were  led.  This  bridge  spanned  the  valley 
of  the  river  Gard  by  a  triple  row  of  arches,  the  first  six  having  a  span  of  60  feet  each ;  above  these 


High  Bridge,  Harlem  Blver. 

were  12  similar  ones;  while  the  upper  row  was  composed  of  36  smaller  arehes,  arranged  as  in  the 
illustration,  the  whole  forming  one  of  the  finest  examples  of  Roman  architecture. 

Aqueduct  Data. — ^The  following  table,  abridged  from  Fanning's  "  Treatise  on  Water-Work  Engi- 
neering," gives  the  principal  data  respecting  several  well-known  masonry  conduits : 

Table  shomng  DimensioiUy  etCy  of  Aqueducts. 


LOCALITY. 

Width. 

Height. 

Depth  of 
Waier. 

Velocity  of 
Flow  per 

WOODd. 

DeOyDeUwrat 
glTea  depth. 

Total  Didly 
Cap-ity. 

Cochituate,  Boston 

Feet. 
5. 

7.417 
9. 
10. 
9. 
9. 
8. 

7.0522 
5.667 
6.6 
2.8 
4. 
1.888 

6.838 

8.458 

9. 

8.667 

7.667 

9. 

8. 

9.184 

6. 

6.6 

8.5 

Feet. 

6.888 

6. OSS 

8.465 

5.00 

5.8 

6.85' 
5!66" 
1.838 

Feet. 
1. 

2.218 
1.898 

i!7i26 

U.  S.G»U. 
]6,89S,l)80 
59.840,243 
27,554»,864 

U.  S.  Gale. 

16,500,000 
100,000,000 
100.000.000 

70.000,000 

70,000,000 

i7o.ooaooo 

60.1)00,000 
52,000,000 

28,500,666 
5,500,000 

Croton,  New  York 

Washington  Aq„  D.  0 

Brooklyn,  L.  I.: 

Sndburv,  Boston 

Baltimore 

66,000^666 

Loch  Katrine,  Glas^row 

Canal  Isabel  II.,  Madrid 

Vienna 

Vanne,  Paris 

Dhuis,   "  ;..    .. 

Pont  du  Gard,  Nimes 

Pont  Pyla,  Lyons 

TTie  Croton  Aqueduct. — The  following  description  of  the  Croton  Aqueduct  gives  many  of  the  de- 
tails of  aqueduct  consti-uction.  This  great  work  was  begun  in  1837  and  completed  in  1842,  at  a  total 
cost  of  112,500,000.    Its  length  from  its  source  at  Croton  River  to  the  reservoir  in  New  York  is 
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40|  mOes,  83  miles  of  whicb  distance  it  is  built  of  stone,  bnck,  and  cement,  arched  above  and  below. 
It  has  a  capacity  for  discharging  about  100,000,000  gallons  per  day.  The  Croton  River  rises  in  Put- 
nam County,  New  York.  At  the  spot  where  the  first  dam  is  constructed  the  surface-water  was  about 
S8  feet  lower  than  the  elevation  required  as  a  head  for  the  delivery  of  water  into  the  city  of  New 
Toik.  The  effect  of  the  dam  was  to  set  back  the  water  about  six  miles,  forming  the  reservoir,  which 
has  an  area  of  about  400  acres,  now  called  Croton  Lake.  The  available  capacity  of  this  reservoir, 
down  to  the  point  where  the  water  would  cease  to  flow  into  the  aqueduct,  is  estimated  at  600,000,000 
giUoDs;  in  addition  to  which,  the  receivfaig-reservoir  in  the  city  is  capable  of  containing  150,000,000 
giUons  more  when  full,  which  together  afford  a  reserve-supply  of  750,000,000  gallons  in  seasons  of 
extreme  drought.  In  case  of  necessity,  several  large  lakes  in  Putnam  County  may  be  turned  into  the 
liver  or  aqueducL    The  following  table  shows  the  various  lengths  and  inclinations  of  the  conduit : 


LKNQTH8  Aia>  INCLINATIONS. 


From  the  dam  to  the  meeting'  of  the  geoeral  iDchnation 

From  hara  to  Harlem  Blrer  &e  general  inoltnatlon  0.021  per  100  or  l.loSS  feet 

per  mile  of  S.280  feet 

At  tlie  aqnedoct-bridge  of  Harlem  River  to  the  general  inclination  2  feet  are 

add«d.  the  water  beinfir  carried  over  in  pipes  by  a  siption  of  12  feet 

To  MiBliattan  Valley,  the  general  incUnadon  of  1.1088  feet  per  mile | 

Acnes  Manhattan  ^tiky  the  water  passes  in  a  siphon  of  109  feet  head,  for 

that  reason  3  feet  are  added  to  the  general  inclination 

Fran  ben  to  the  receiving-reservoir  9  inched  per  mile 

From  the  iBflaence-gate  of  this  reservoir  to  its  efflnenoe-gate 

To  the  dbtributing-reservoir  the  water  is  carried  in  a  siphon  by  pipes  for 

the  entiie  distance. 

Distrlhoting-reaervofa- 


4.9490 

27.9816 

0.2760 
2.0140 

0,7917 
2.1727 
0.1720 

2.1760 
0.0800 


TWm  47.9068  feet  form  the  fell  at  the  bottom  of  the  aqnedact ;  at  the  head 
^M  bottom  is  11.4688  feet  below  the  sorfece  of  the  lake,  hot  only  820(iOj 
feet  at  the  diaeharge  in  the  receiving-reservoir,  which  gives  8.2688  feet 
ASereaee,  added  to  the  fell  at  bottom ;  this  makes  the  entire  fell,  or  the, 
aeenrate  dilferenoe  between  the  sorfece  of  the  Croton  Lake  and  that  of  i 
the  dlstriboting-reeervotr. ' 


I      AOMili 


Dlitaaon  In 
F«el. 


26,180 

147,479 

1.450 
10,686 

4.180 
11,471 

908 

11,489 

420 


2.9507 

80.9700 

2.8450 
2.2884 

8.7788 
1.6295 
0.0000 

4.0000 
0.0000 


47.9069 


8.2688 


51.1702 


Qmstmdion  of  Aqueduct-Canal. — ^Where  the  roasoniy  of  the  aqueduct  is  cut  in  level  ground  or 
ride4iills,  a  course  of  concrete  8  inches  high  is  laid  under  the  whole  extent  of  masonry,  under  the 
extradoe  of  the  inverted  arch»  as  high  as  the  shape  of  the  extrados  required.  Where  water-veins 
were  met,  and  in  loose  ground,  or  where  the  depressed  ground  made  foundation-walls  necessary,  the 
concrete  bedding  was  put  12  inches  high,  as  broad  as  the  clear  width  of  the  aqueduct,  but  under  the 
ede-waHa  only  6  inches.  In  both  cases  each  of  the  side-walls  was  carried  up  18  inches  perpendicu- 
larlj,  by  whidi  the  spring-line  of  the  inverted  arch  was  reached  ;  after  this  the  invert^  arch  was 
turned  (»e-half  a  bride  4  inches  thick,  the  stone  part  of  the  side- walls  carried  up  4  feet  high,  and  on 
berth  Bides  plastered  three-eighths  of  an  inch  thick  with  hydraulic  mortar.  \Vhen  these  walls  had 
set,  the  inner  fadng,  one-half  a  brick  4  inches  thick,  was  carried  up ;  at  last  the  roofing-arch,  1  brick 
8  iBcfaes  thick ;  then  the  spandril-backlng,  over  which  and  the  upper  part  of  the  extrados  plaster  of 
three-eighths  of  an  inch  thickness  was  Isdd  on  and  smoothed  off  with  the  trowel.  Where  suitable 
itooe  was  to  be  had  near,  the  side-walls  could  be  carried  up ;  also  the  roofing-arch,  which  in  this 
case  was  turned  12  inches  thick ;  this,  however,  has  been  carried  into  execution  in  but  few  instances. 
The  courses  of  masonry  were  leveled  off  every  12  indies,  and  no  stone  put  in  which  reached  through 
the  wall  or  raised  over  the  course  of  12  inches.    Granite,  or  gneiss  of  the  most  sound  quality,  was  used. 

The  hydrauUe  mortar  at  tunnels,  and  deep  cuts  in  earth  and  rock,  had  the  proportions  of  1  pai-t 
ttnent  to  8  sand ;  upon  foundation-walls,  however,  1  part  cement  to  2^  sand  in  volu|ne ;  the  same  pro- 
portion for  concrete.  The  sand  for  concrete,  containing  coarse  and  fine  giains,  was  first  mixed  with 
wato*,  then  there  was  added  to  it  from  2  to  2^  broken  stone  of  the  size  of  1^  inch,  or  the  same 
unoont  of  coarse  gravel,  and  worked  till  the  mass  became  uniform,  and  the  broken  stone  completely 
cwered  and  bedded  in  the  mortar.  Immediately  after  this  preparation  the  concrete  was  laid  and  set- 
tled with  a  stamper,  till  the  surface  had  the  appearance  of  an  even  floor.  The  courses  were  laid  not 
orer  6  inches  thick.  For  brick  masonry  the  proportion  of  cement  to  sand  was  1  to  2.  The  mortar  for 
Tertical  joints  was  put  to  the  brick  before  laid,  the  brick  forced  into  its  bed  in  such  a  manner  that 
from  horizontal  and  vertical  joints  the  mortar  is  readily  forced  out  like  sausages ;  the  superfluous 
inortar  was  then  taken  off  and  the  joints  smoothed  immediately.  Only  bricks  of  superior  quality  were 
•dmitted — ^No.  1  for  the  inverted  arch  and  the  fadng,  No.  2  for  the  roofing-arch. 

Cuhertt, — In  order  to  carry  off  rivers,  creeks,  and  field-waters,  underneath  the  aqueduct,  culverts 
were  ooostructed  at  a  suitable  depth.  Their  fall  or  inclination  was  1  in  20 ;  and  where  the  upper 
€Bd  happened  to  be  below  the  surface  of  the  ground,  generally  the  case  at  side-hills,  a  well  was  con- 
Knicted,  Rgs.  207  and  210.  The  culvert,  Figs.  210,  211,  and  212,  is  one  of  the  smallest  dimensions, 
with  bottom  and  roof  of  stone  slabs ;  that  of  Figs.  207,  208,  and  209,  is  a  large  one ;  bottom  and 
roofing  are  of  smooth,  well-wrought  stone ;  the  side-walls  only  faced  with  it,  while  the  backing  of 
this  face-work  is  of  rough  masonry.  In  the  body  of  the  foundation-wall  of  the  aqueduct  an  arch  of 
diy  stone,  without  mortar,  was  rolled  over  the  extrados  of  culvert,  Fig.  209 ;  after  this  the  founda- 
tion was  carried  farther  up.    The  fall-well  at  the  arched  culverts  is  round  in  plan,  Fig.  208. 

J^  Gateway. — ^From  the  effluence  of  the  lake  a  tunnel  is  cut  through  solid  rock  180  feet  in 
kogth.  It  has  no  facing  of  masonry,  and  in  dimensions  is  kept  somewhat  larger  than  the  general 
aqueduct,  Fig.  208.      The  ground  is  uncommonly  favorable  for  the  construction  of  the  gateway, 
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offering  rock-f  oandations  throughout  As  shown  in  Fig.  205,  the  channel  of  the  aqueduct  is  widened, 
tnd  the  water  runs  through  an  arch  in  the  bulkheiMd  a  a,  then  passes  the  screen-frame,  a  set  of 
gaird-gates,  and  a  set  of  regulating-gates.  The  screen,  formed  of  oak  slabs  6  inches  by  1,  allowed 
a  quantity  of  fish  to  pass  through  the  1-inch  spaces  into  the  aqueduct.  In  order  to  prevent  this,  a 
fine  brass  netting  was  put  over  the  screen,  through  which  only  very  small  fish  could  pass ;  to  prevent 
which,  other  artificial  preparations  will  be  required.  Below  the  wall  with  the  regulating-gates,  the 
iridth  of  the  water-way  is  reduced  to  the  general  width  of  the  aqueduct  by  an  ogee  curve,  in  order  to 
kt  the  water  into  the  proper  aqueduct  without  any  loss  of  fall. 

The  goard-gatee  with  their  frames  are  of  cast-iron.  The  regulating-gates  with  their  frames  are  of 
gan-metal,  in  order  to  obtain  a  superior  tightness.  The  caps /"/,  Fig.  203,  are  secured  upon  the  sad- 
dles y  y  by  bolts.  In  turning  to  the  left  Sie  female  screw,  whereby  the  shover  is  raised,  the  saddles 
vith  the  caps  press  upon  the  base  and  are  kept  closer  and  closer  upon  their  bed ;  in  screwing  right, 
bowcTcr,  they  press  upward.  To  prevent  their  loosening  and  lifting,  the  screw-bolts  nn n  are  put  in ; 
they  reach  down  through  two  courses  of  stone,  and  there  they  are  bent ;  some  of  them  are  secured  to 
the  caps  of  the  screen-frame.  In  shutting  the  gates  by  turning  to  the  right,  the  bolts  n  n  secure  the 
caps //to  their  places  and  prevent  their  lifting.  The  masonry  in  all  parts  of  the  gateway  is  of  rough 
gnei^  in  hydraulic  mortar,  faced  with  well-hammered  stone ;  the  partitions  between  the  gates  are  of 
cut  stone.    To  keep  the  gates  and  utensils  secure,  a  stone  house  is  erected  over  the  gateway. 

The  line  of  the  aqueduct  follows  the  left  bank  of  the  Croton  River  for  6  miles,  passes  through  sev- 
enl  tunnels  cut  through  the  rock,  and  crosses  the  valley  of  the  Sing  Sing  Kill.  Across  the  stream  an 
arch  of  88  feet  was  required.  The  abutment-walls  of  this  bridge  are  20  feet  thick,  on  solid  rock- 
foondaiion.  The  arch  is  constructed  over  a  half-oval,  33  feet  in  height,  4  feet  thick  at  the  spring- 
line  and  3  feet  at  the  keystone ;  the  granite  and  gneiss  for  it  was  cut  with  much  accuracy,  not  allow- 
nig  the  joints  to  be  over  three-Mxteenths  of  an  inch  thick.  The  spandrils  were  carried  up  solid,  slop- 
n^  apward,  thence  with  hance-walls  and  alternating  openings,  till  8  inches  over  the  highest  point  of 
exfrados :  these  openings  were  arched  over  with  half  a  brick.  Across  those  openings  the  hance-walls 
were  connected  together  by  bond-stone.  On  the  top  of  the  small  brick  arches  a  rubble  masonry  of  6 
bchei  in  height  was  laid,  and  the  whole  leveled  off ;  on  this  the  concrete  course  of  9  inches  height  to 
the  extrados  of  the  inverted  arch  of  aqueduct  As  far  as  the  clear  width  of  the  bridge-arch  and  its 
abutments  extended,  the  construction  of  the  aqueduct  was  so  altered,  that  the  side-walls  were  carried 
vp  5  feet  high  instead  of  4,  as  in  ordinary  aqueduct,  and  the  arch  was  turned  over  a  s^ment  of  7  feet 
7  indies  long,  2  feet  8^  inches  high.  Bottom  and  side-walls  were  provided  with  a  lining  of  cast-iron 
worked  in  with  the  masonry,  whereby  the  aqueduct  was  rendered  absolutely  water-tight  above  these 
eonstruetions.  The  same  iron  lining  was  applied  also  at  the  before-mentioned  street-bridge.  Be- 
iweok  the  attic-wall  and  the  side-wall  of  the  aqueduct  spaces  were  left,  covered  over,  above  the 
attio-wall,  carried  up  in  connection  with  the  side-walls  of  the  aqueduct,  and  covered  with  a  coping- 
stone,  the  whole  then  filled  over  with  earth.  The  spaces  serve  not  only  for  protection  against  frost 
from  without,  but  also  for  carrying  off  the  water  falling  from  the  sky  on  the  back-filling  down 
mto  the  hollows.  Upon  the  extittdos  of  the  bridge-arch  the  drainage-water  runs  over  the  tangental 
surface  of  the  spandril-backing  into  the  dry  foundation-walL  The  surface  over  which  the  water 
dnins  is  well  plastered  with  hydraulic  mortar.  The  exterior  masonry  of  both  the  bridges  is  of  well- 
hammered  stone.  Throughout  the  structure  hydraulic  mortar  was  used.  For  the  distance  of  aque- 
duct between  the  bridges  and  back  of  them  to  the  side-hills  the  rock-bottom  was  prepared  with  steps, 
and  a  foundation-wall  of  dry  stone-masonry  carried  up.  The  exterior  faces  of  some  thickness  into  the 
wall  were  laid  in  hydraulic  mortar,  and  the  joints  pointed  with  the  trowel. 

From  this  point  it  is  not  necessary  to  trace  the  line  in  detail,  and  we  therefore  proceed  at  once  to 
the  termination  of  the  aqueduct  on  the  continent  The  valley  of  the  Harlem  River,  at  a  point  83  miles 
distant  from  the  Croton  Dam,  slopes  down  gradually  until  it  reaches  the  water's  edge.  The  tide-water 
has  here  a  width  of  620  feet  The  bank  of  the  island,  being  of  solid  gneiss-rocl^  rises  with  a  slope 
of  Sd""  to  the  height  of  the  top  of  the  aqueduct  The  slope  of  this  rock  below  water,  as  far  as  it 
oookl  be  examined,  is  steeper,  and  disappears  under  a  deposit  of  mud  mixed  with  sand  and  bowlders. 
It  b  supposed  this  rock  has  connection  with  that  of  the  opposite  shore.  In  the  basin  formed  by  its 
depression  below  the  strait  is  deposited  a  mass  of  white  marble,  upon  which  the  gneiss  and  alluvium 
of  sand,  mixed  with  pieces  of  rock  and  bowlders,  are  found,  upon  which  mud  oonsis^g  chiefly  of 

Xble  matter  is  deposited, 
bridge  on  which  the  aqueduct  is  carried  over  the  strait  has  16  arches,  8  of  which  are  80  feet  In 
width  by  100  feet  in  height  above  flood-tide,  placed  in  the  water,  and  upon  both  the  shores  1  arches 
of  50  feet  span  each ;  two  abutments  were  founded  on  the  gneiss-rock,  three  upon  the  marUe,  and 
seven  on  piles.  With  this  arrangement  the  oonduit-water  is  carried  across  to  the  island  in  a  siphon 
of  12  feet  depression. 

In  order  to  take  the  water  out  of  the  aqueduct  and  let  it  into  the  pipes,  and,  after  passing  over  the 
bridge,  redischarge  the  same  into  the  aqueduct,  2  gate-chambers,  a  and  6,  Fig.  217,  are  placed.  Fig. 
230  shows  the  ground-plan.  Fig.  229  the  longitudinal  section,  and  Fig.  228  the  cross-section  of  the  in- 
fiuenoe  gate-chamber  (entrance  into  the  siplion) ;  C  C  is  a  basin,  the  bottom  of  which  is  level  with  the 
deepest  line  of  the  intrados  of  the  inverted  arch ;  ddeive  the  gateways ;  e  e  the  two  pipes ;  the  influx 
of  the  water  can  be  regulated  by  the  two  cast-iron  double  gates  KK;  fa  A  is  a  waste-wear,  whereby 
the  waste-water,  or  the  whole  oontent  of  the  aqueduct,  may  be  let  off ;  /^is  the  gateway,  g  the  waste- 
wear  well,  A  the  sewer.  The  construction  of  the  latter  for  the  first  30  feet  in  length  is  shown  by  Rg. 
282 ;  following  the  slope  downward,  it  is  funneled  into  the  shape  and  construction  of  fig.  231,  which 
leads  to  Harlem  River.  Fig.  228  is  the  section  of  gateway  for  the  waste-wear ;  Fig.  229  the  elevation 
of  front  with  the  gates  /  /.  All  the  gates  are  of  shape  and  construction  as  shown  at  fig.  202.  The 
rod-caps  of  waste-wear  are  connected  by  the  bolts  m  n.  Fig.  228,  with  the  consols  n  /  but  the  rod-caps 
of  the  gateways  by  the  bolts  rn  n,  which  are  kept  down  and  secured  in  the  pier  below  by  the  cross^ 
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piece  fi.  Over  the  entire  structure  a  stone  building  is  erected,  arched  with  bricks,  and  covered  with 
8-inch  grajwacke  slabs.  The  efiSuent-gate  6,  Fig.  217,  at  the  island-extremity  of  the  bridge,  is  of  the 
same  arrangement  in  reversed  order,  but  without  waste-wear ;  it  receives  the  water  from  the  pipes 
of  the  siphon,  and  discharges  it  again  into  the  aqueduct.  From  the  bridge  the  aqueduct  passes 
through  Manhattan  Valley  and  through  Manhattan  Hill  tunnel,  the  longest  of  the  whole  line — ^worked 
1,215  feet  through  rock.    The  receiving-reservoir,  located  in  the  middle  of  New  York  City,  in  Central 


228. 


229 


33 
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Park,  has  a  water^urface  of  81  acres.  Distribution  of  the  water  throughout  the  city  is  effected 
through  about  400  miles  of  cast-iron  pipes.  A  storage-reservoir  has  been  constructed  at  Boyd's  Cor- 
ners, on  the  west  branch  of  the  Croton,  28  miles  from  the  Croton  Dam.  It  has  a  water-surface  of 
279  acres,  and  a  maximum  depth  at  the  dam  of  57  feet. 

The  Aqueduct  of  thk  Loch  Katrine  Wathr-Works,  which  conducts  water  into  the  city  of  Glasgow, 
is  84  miles  in  length,  has  an  inclination  of  1  in  6,886,  and  is  capable  of  passing  50,000,000  gallons  daily. 
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The  Ttlleys  of  Duchray,  Endrick,  and  Blane,  e,  /,  A,  Fig.  238,  aggregating  Z\  miles  in  length,  are 
craesed  by  cast-iron  siphon-pipes  48  inches  in  diameter,  with  a  mean  fall  of  1  in  1,000  between  their 
dtremities.  In  Fig.  233,  a  is  the  river  Clyde,  6  the  city  of  Glasgow,  c  Mugdock  Reservoir,  d  Mugdock 
Tunnel,  t  Blane  Valley, /Endrick  Valley,  g  Duenmore  Tunnel,  h  Duchray  Valley,  i  Loch  Katrine  Tun- 
Dd,  and  At  Loch  Katrine.  The  minor  ravines  of  the  firet  ten  miles  are  crossed  by  bridges ;  an  exam- 
ple is  given  of  one  noade  of  wrought-iron  tubes,  Figs.  234  and  285,  8  feet  broad  and  6.5  feet  high 
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inside.  A  cast-iron  trough  J  of  the  same  dimensions  extends  over  portions  of  the  valleys  where  the 
groond  is  not  much  depressed.  The  tubes  aro  supported  by  masonry  piers  60  feet  apart.  The  level 
of  the  tube  /  is  about  3  feet  lower  than  that  of  the  cast-iron  trough  J  at  each  end,  in  order  to 
insure  the  tube  being  always  filled  with  water,  so  as  to  maintain  an  equal  temperature  of  the  metal. 
Discfaarge-valves  are  placed  in  the  tubes,  so  that  the  water  can  always  be  run  off  in  the  valley 
beneath.  The  tube  also  rests  at  the  ends  on  an  India-rubber  bolster ;  and  similar  vertical  bolsters 
tre  wedged  against  the  sides  at  the  joint  with  the  cast-iron  trough.  This  leaves  the  tube  free  to  con- 
trtrt  and  expand  longitudinally  under  change  of  temperature,  without  risk  of  leakage. 

In  the  entire  line  of  the  aqueduct  there  are,  in  all,  25  important  bridges  of  iron  and  stone, 
and  about  80  distinct  tunnels,  aggregating  some  13  miles.  The  cast-iron  siphon-pipes  are  car- 
ried  down  and  up  the  sides,  and  along  the  bottom  of  the  three  valleys.  They  have  ordinary  spigot 
and  sodcet  joints,  and  are  strengthened  by  projecting  webs  cast  upon  them.  They  are  protected  from 
the  effects  of  weather,  and  thus  kept  from  injurious  expansion  and  contraction,  by  a  |-inch  cover- 
ing of  felt  enveloped  in  tarpaulin. 

Thx  Washington  Aqcbdcct,  which  supplies  the  dties  of  Washington  and  Georgetown  with  water 
from  the  Potomac  River,  11  miles  distant,  consists  for  the  greater  part  of  its  length  of  a  masonry 
coodoit  9  feet  in  internal  diameter.  The  total  length  of  the  aqueduct  is  16^  miles,  and  it  is  capa- 
ble of  supplying  100,000,000  gallons  per  day.  The  most  remarkable  feature  is  the  bridge  over 
Cabin  John  Creek,  which  is  stone-arched,  having  a  span  of  220  feet.  The  areh  is  an  aro  of  a 
circle  134.28  feet  in  radius,  and  its  rise  is  57.26  &t.  The  channel  through  which  the  water  passes 
ooDsiflts  of  a  conduit  of  circular  section  9  feet  diameter  inside,  and  9  inches  thick,  imbedded  in  the 
masoory.  The  bridge  over  Rock  Creek  may  also  be  noted.  The  water  is  carried  across  this  stream 
(which  divides  the  cities  of  Washington  and  Georgetown)  by  means  of  two  arches  of  cast-iron  pipes 
of  8  feet  6  inches  interior  diameter,  formed  of  sections  with  flanges  firmly  screwed  to  each  other,  and 
hnoed.  Upon  these  is  laid  a  bridge  over  which  the  street-cars  pass,  and  which  serves  as  a  public 
avenue  of  communication  between  the  two  cities.    The  span  is  200  feet,  and  the  rise  20  feet. 

The  Madrid  Aqueduct. — The  aqueduct  which  supplies  Madrid,  Spain,  with  water  from  the  river 
Losoya  is  47  miles  in  length.  The  river  gorge  is  crossed  by  a  cut-stone  dam  98  feet  in  height,  its 
wmgs  abutting  upon  the  solid  rock  of  the  Mil-sides.  The  transverse  section  of  the  water-way  has  an 
area  of  20  square  feet  The  discharge  is  6,600,000  cubic  feet  of  water  daily,  about  four-fifths  of 
vhicfa  is  used  for  irrigating  a  tract  of  some  5,000  acres. 

Paris  Aqueducts. —The  water-supply  of  Paris,  France,  is  derived  from  two  great  spring-water  aque- 
doctsw  The  springs  of  the  Dhuis,  in  the  Department  of  the  Aisne,  are  situated  at  a  level  of  128.6 
Bietres  above  the  sea ;  that  of  the  reservoirs  at  M^nilmontant  is  107.85  metres.  The  total  fall  of  the 
aqueduct,  which  is  134  kilometres  long,  is  therefore  only  20.63  metres,  and  this  is  unequally  dis- 
tributed over  the  length.  The  cross-section  is  egg-shaped,  1.10x0.70,  the  masonry  of  ashlar  bemg 
ody  20  centimetres  thick,  and  the  whole  section  is  coated  by  a  layer  of  Portland  cement  2  centimetres 
thick.  The  intrados  of  the  arch  is  similarly  covered  down  to  the  springing.'  The  water-supply  ob- 
tained amounts  to  about  5,600,000  gallons  daily.  The  plan  of  the  M6nilmontant  reservoir  is  a  large 
semicircle  of  188  metres  diameter,  joined  to  a  rectangle  188  metres  by  42.  The  Vanne  aqueduct, 
which  conducts  water  from  the  springs  of  the  Vanne,  in  the  Department  of  the  Tonne,  is  calculated  to 
npply  about  23,500,000  gallons  daily.  It  has  an  average  falling  gradient  of  0.18  per  1000.  The 
cross-section  is  circular,  the  diameter  bdng  2.14  metres ;  the  masonry  is  0.8  metre  thick  at  the  spring- 
mg,  reduced  to  0.20  metre  at  the  crown  and  centre  of  invert,  and  is  of  ashlar  masonry,  laid  on  hy- 
dziulic-Ume  mortar.  The  inner  coat  of  cement  extends  10  centimetres  above  the  theoretical  highest 
water-line,  and  the  extrados  of  the  arch  is  also  covered  with  cement.  The  total  length  of  the  aque- 
duct is  187  kilometres  630  metres,  of  which  58.6  kilometres  are  in  cutting,  85.6  kilometres  in  tunnels, 
25.8  on  arches,  and  17.8  in  inverted  siphons.  The  length  of  tunnel  and  arching  is  therefore  enor- 
XDOOflb    The  siphons  consist  of  two  cast-iron  pipes  42  inches  in  diameter.    The  reservoir  at  Montrouge 
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oovers  an  area  of  about  9^  statute  acres,  and  consists  of  two  stories,  of  which  the  lower  one  is  5.6 
metres  high,  and  has  a  capacity  of  44,000,000  gallons,  while  the  upper  story  is  8.10  metres  high,  and 
has  storage  for  25,000,000  gallons  more. 

The  Virginia  City  (Nevada)  Aqueduct. — ^The  iron  pipe  which  carries  the  water^upply  to  Virginia 
City  and  Gold  Hill,  Nevada,  from  Marlette  Lake,  probably  sustains  the  greatest  natural  water-pressure 
in  the  world,  namely,  1,720  feet,  or  750  lbs.,  to  the  square  inch.  The  most  difficult  part  of  the  under- 
taking be^ns  at  an  elevation  of  1,865  feet  above  the  track  of  the  Virginia  and  Truckee  Railroad, 
and,  following  by  an  easterly  course  the  crest  of  the  spur  from  which  it  starts,  crosses  the  valley  and 
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gradually  ascends  to  its  outlet  end,  making  the  entire  length  87,100  feet  The  average  diameter  of 
the  pipe  is  11^  inches,  and  its  entire  weight  about  700  tons.  The  pressure  gradually  decreases  as  the 
ground  rises  to  the  east  and  west,  and  the  iron  decreases  in  thickness  from  five-sixteenths  to  one>six- 
teenth  of  an  inch  toward  both  inlet  and  outlet.  The  inlet  had  a  perpendicular  elevation  above  the 
outlet  of  466  feet,  which  gives  sufficient  head  to  insure  a  supply  of  2,850,000  gallons  daily.  Fig. 
286  will  convey  an  idea  of  the  country  over  which  this  undertaking  was  carried  out,  as  it  shows  a 
profile  of  the  pipe.    Fig.  287  a  shows  a  lead  joint  in  detail.    One  of  these  joints  is  made  between 

every  two  lengths  of  pipe  of  26  feet 
2  inches  in  length  each.  ^  is  a 
wrought-iron  collar,  always  one-six- 
teenth of  an  inch  thicker  than  the 
thickness  of  iron  in  the  respective 
pipe,  leaving  a  play  of  three-eighths 
of  an  inch  between  the  inside  of 
the  collar  and  the  outside  of  the 
pipe.  B  is  the  lead,  which  is  run 
in  and  calked  up  tight  from  both 
sides  three-eighths  of  an  inch  thick. 
A  nipple  of  No.  9  iron  is  riveted  in 
one  end  of  each  pipe.  Fig.  237  b 
shows  the  method  of  tightening 
leaky  joints.  At  A  is  the  clasp,  the 
application  of  which  for  forcing 
back  the  lead  where  it  works  out,  on 
.  account  of  the  longitudinal  expan- 
sion and  contraction  of  the  pipes,  is 
clearly  evident.  Fig.  287  c  is  the 
elbow  used  for  making  short  curves 
in  the  line  of  the  pipe  around  rocky 
bluffs,  etc.  At  B  are  angle-irons 
riveted  on  the  pipe  on  the  outside  of  the  curves,  which  by  means  of  iron  sti-aps  are  connected  with  the 
corresponding  angle-iron  on  the  next  pipe.  Fig.  287  d  shows  the  mode  of  strapping  together  pipes  and- 
elbows ;  and  Fig.  287  E  is  the  self-acting  air  or  vacuum  valve  used  at  each  high  point  on  the  line  of  pipe. 
When  the  water  is  on,  the  valve  a  is  kept  wide  open ;  the  small  valve  c  is  shut,  while  the  valve  b  is 
closed  by  the  pressure.  If  any  air  accumulates  in  the  pipe,  on  the  elevation  where  this  air-cock  is 
placed,  it  is  occasionally  blown  off  by  opening  the  cock  c.  Should  a  break  occur  in  the  main  line  at 
a  point  lower  than  the  air-cock  and  within  its  district,  the  valve  h  falls  down  and  admits  the  air  into 
the  main  pipe,  so  as  to  prevent  a  vacuum.  Should  the  valve  h  get  out  of  order,  the  valve  a  is  shut, 
and  the  other  valve  h  taken  off  and  repaired.  After  a  break  on  the  main  line  is  repaired  and  the 
water  let  on  again,  the  valve  b  being  down  or  open,  the  air  rushes  out  at  6,  its  stem  being  weighted 
by  the  weight  a,  so  as  only  to  close  when  the  water  begins  to  escape.     See  Hydraulic  Mining. 

Workifor  Reference.— ^'^  On  the  Loch  Katrine  Water- Works,"  Gale,  Prooeedbgs  Inst.  M,  E.,  1864 ; 
"Croton  Aqueduct,"  Tower,  1848;  "  Water- Works,  Ancient  and  Modem,"  papers  delivered  before 
Austrian  Institute  of  Engineers  and  Architects,  by  E.  H.  D*Avigdor,  December,  1876,  January,  187« ; 
"  Water-Supply  of  Cities  and  Towns,"  Humber,  London,  1876 ;  "  A  Treatise  on  Water-Supply  Engi- 
neering,"  J.  T.  Fanning,  New  York,  1877. 

ARCIIES.  Arches  are  of  various  shapes,  as  pointed,  elliptical,  segmental,  and  circular.  The  outer 
surface  of  the  arch  is  called  the  extrados^  or  back  of  the  arch ;  the  inner  or  concave  surface  the  iiUreutoa^ 
•r  the  soffit.    The  jomts  of  all  arches  should  be  perpendicular  to  the  surface  of  the  soffits.    The  stones 


Digitized  by 


Google 


ARBOR. 


are  called  arch-itones,  or  voussoirs.  The  first  course  on  each  side  are  termed  tpringerSj  which  rest  on 
the  imposts  or  abutments.  In  case  of  a  segmental  arch,  the  course  beneath  the  springers  are  called 
ikew-haeh.  The  extreme  width  between  springers  is  called  the  span  of  the  arch,  and  the  versed  sine 
of  the  curve  of  the  soffit  the  rise  of  the  arch.  The  highest  portion  of  the  arch  is  called  the  eroton, 
and  the  centre  coarse  of  voussoirs  the  ke^-caurse.  The  side  portions  of  arches  between  the  springing 
and  the  crown  are  termed  haunchetj  or  flanks.    All  arches  should  be  well  sustained  by  backing  on 


E^jQl 


the  htnnches,  called  «paiKfre^backing.  The  line  of  intersection  of  arches  cutting  across  each  other 
transrersely  is  called  a  ffroin.  In  Fig.  238,  -4  is  a  semicircular  arch ;  jB,  segmental  arch ;  C,  ellip- 
tkal  arch ;  i),  three-centre  arch ;  Ey  parabolic  arch ;  F,  pointed  arch ;  G,  straight  arch ;  If,  cam- 
bered arch ;  /,  groined  arch ;  /,  fining  arch ;  A",  skew  arch ;  X,  trimmer  arch ;  M,  relieving  arch ; 
■^j  iiiTert«i  arch. 

ARBOR.    The  axle  or  spindle  of  a  wheel  or  pinion ;  also  the  mandrel  on  which  a  circular  object  is 
^'inied  on  the  lathe. 

ARCHIMEDEAN  SCREW.    This  consists  of  a  screw-blade  turned  around  a  solid  axis,  sunilar  to  a 
^indmg  staircase,  and  inclosed  in  a  hollow  cylin- 

^.  When  placed  in  an  inclined  position  with  the  *^' 

w»er  end  in  the  water,  the  latter  is  caught  be- 
^*een  the  screw-blades,  and,  the  cylinder  being 
torned  in  the  proper  direction,  the  water  will  be 
'"ttedand  discharged  at  the  upper  end.  This 
•pptratus  may  be  usefully  employed  in  nusing 
Jiterto  a  limited  height  (10  or  16  feet  or  less). 
Rj  its  aid  one  man  may  raise  40  gallons  of  water 
10  feet  high  in  a  minute — a  larger  amount  of 
»ork  than  can  generally  be  done  with  hand- 
I»m|»,  owing  to  friction  in  the  latter.    Fig.  239. 

ARCHITRAVE.  In  carpentry,  borders  fixed 
*WDnd  the  opening  of  doorways  or  windows  for 
•^Mnent,  and  also  to  conceal  the  joint  between 

frwae  and  plastering.  When  the  base  of  the  architrave  is  not  of  equal  thickness  throughout,  but 
"*«pped  back  in  the  centre,  it  is  said  to  be  "  double-faced."  Architraves  are  generally  built  up  of 
pwte  glued  together,  tongued  and  grooved  if  large.    They  are  also  made  by  machinery  in  one  piece. 

ARHATUBl:.    See  Magnet. 
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ARIIING-PRESS.    A  machine  used  for  embossing  the  back  and  sides  of  the  cover  of  a  book. 

ARMOR.  The  problem  for  which  a  solution  is  sought  in  the  cuirassing  of  ships  of  war,  is,  how 
best  to  protect  them  against  the  effects  of  the  shock  of  the  enormous  projectiles  which,  thrown  with 
an  extraordinary  energy  from  heavy  guns  of  large  calibre,  will  have  to  be  resisted  in  future  naval 
^  engagements,  and  against  the  convergent  and  simultaneous  fire  of  other  heavy  guns  but  of  smaller 
calibres.  Up  to  1862,  experiments  which  involved  the  testing  of  plates  ranging  from  a  quarter  of  an 
inch  to  S  inches  in  thickness,  supported  by  various  backings,  yielded  the  following  conclusions :  1. 
Good  tough  wrought-iron  of  high  elasticity,  but  not  necessarily  of  the  highest  ultimate  tensile  strength, 
is  the  best  material  for  use  in  iron  defenses ;  2.  Rolled  iron,  though  not,  perhaps,  equal  in  resistance 
to  the  best  hammered  iron,  has  such  great  advantages  as  to  cost,  if  used  in  simple  forms,  as  to  justify 
its  use  where  lightness  is  not  of  extreme  importance ;  3.  In  plates  or  bars  of  ordinary  dimensions,  the 
resistance  to'  cannon-shot  varies  in  a  proportion  approximating  that  of  the  squares  of  the  thickness  of 
the  bars  or  plates ;  4.  Rigid  backing  is  immensely  superior  to  clastic  backing,  so  far  as  the  endurance 
of  the  front  facing  is  concerned,  but  the  elastic  backing  deadens  the  eifect  of  a  blow  upon  any  struct- 
ure behind ;  5.  The  larger  the  masses  and  the  fewer  the  joints,  the  stronger  the  structure,  so  long  as 
the  limits  of  uniform  and  perfect  manufacture  are  observed ;  6.  Revolving  iron  shields  are  practi- 
cable and  safe ;  7.  The  qualities  necessary  in  an  armor-plate  are  softness  combined  with  toughness, 
or  better  expressed  by  the  word  ductility.  Apparently,  the  purer  and  better  the  iron  is,  the  more  this 
quality  is  perceptible ;  any  impurity  or  alloy  appears  to  harden  the  metal  and  produce  brittleness. 
The  presence  of  cither  sulphur  or  phosphorus  in  the  fuel  is  specially  to  be  guarded  against,  as  pro- 
ductive of  red-shortness  and  cold-shortness  in  the  iron.  The  presence  of  more  than  0.2  per  cent,  of 
carbon  in  the  armor-plates  also  appears  highly  prejudicial. 

'  In  1866  a  scries  of  experiments  were  made  by  the  British  Government,  to  determine  the  relative 
penetrating  effects  of  two  shot  on  an  iron  plate,  provided  they  strike  with  the  same  work  or  enei^, 
notwithstanding  the  one  may  be  heavy  with  a  low  velocity,  and  the  other  light  with  a  high  velocity. 
From  these  tests  the  following  practical  conclusions  were  drawn  when  the  projectiles  are  fired  direct : 
An  unbacked  wrought-iron  plate  will  be  perforated  with  equal  facility  by  solid  steel  shot  of  similar 
form  of  head,  and  having  the  same  diameter,  provided  they  have  the  same  vis  viva  on  impact ;  and  it 
is  immaterial  whether  this  vis  viva  be  the  result  of  a  heavy  shot  and  low  velocity,  or  a  light  shot  and 
high  velocity  within  the  usual  limits  of  length,  and  so  on,  which  occur  in  practice.  An  unbacked  iron 
plate  will  be  penetrated  by  solid  steel  shot  of  the  same  form  of  head  but  different  diameters,  provided 
their  striking  vis  viva  varies  as  the  diameter,  nearly,  that  is,  as  the  circumference  of  the  shot ;  and 
the  resistance  of  unbacked  wrought-iron  plates  to  absolute  penetration  by  solid  steel  shot  and  equal 
diameter  varies  as  the  square  of  their  thickness  nearly.  These  experiments  also  proved  that,  al- 
though, in  the  case  of  cast-iron,  a  light  projectile  moving  with  a  high  velocity  will  indent  iron  plates 
to  a  greater  depth  than  a  heavier  projectile  with  a  low  velocity  but  equal  work,  it  is  not  as  necessary 
that  there  should  be  a  high  velocity  when  the  projectiles  are  of  a  hard  material,  such  as  steel  and 
chilled  iron ;  and  this  result  is  much  in  favor  of  rifled  guns,  by  enabling  them  to  prove  effective  with 
comparatively  moderate  charges.  If  the  plate  is  set  at  an  angle,  or  the  gun  is  fired  obliquely  at  an  up- 
right plate,  the  shot  has  then  a  tendency  to  glance  off  and  continue  its  motion  in  a  new  direction. 
The  force  with  which  the  shot  acting  obliquely  will  strike  is  to  that  with  which  it  would  strike  if  act- 
ing directly  as  the  sine  of  the  angle  of  incidence  is  to  unity.  That  is,  the  shot  striking  in  a  slanting 
direction  maybe  supposed  to  have  opposed  to  it  a  plate  of  a  thickness  equal  to  the  diagonal  formed  by 
the  line  of  direction.  From  the  foregoing  it  may  be  demonstrated  that  a  4.5-inch  unbacked  plate,  when 
fired  at  direct,  requires  a  force  represented  by  28  foot-tons  per  inch  of  shot's  circumference  to  insure 
penetration.  When  placed  at  an  angle  of  38"  with  the  ground,  the  force  required  is  increased  to 
73.9  foot-tons.  An  experiment  of  this  nature,  where  solid  steel  shot  of  70  lbs.  weight  and  6.84 
inches  in  diameter  were  fired  against  a  4.6-inch  plate,  set  at  an  angle  of  62**  with  the  vertical,  showed 
that  a  force  of  62.7  foot-tons  per  inch  of  shot's  circumference  was  not  sufficient  to  insure  perfora- 
tion, although  the  plates  were  cracked  and  opened  at  the  back. 

Since  the  determination  of  these  results,  both  the  calibre  of  guns  and  the  thickness  of  armor- 
plates  have  greatly  increased,  and  the  latest  trials — those  of  the  100-ton  g\m  built  for  the  Italian  Gov- 
ernment for  use  on  the  iron-clads  Dandolo  and  Duilio— bring  into  remarkable  relief  the  great  superi- 
ority of  steel  as  compared  with  iron  plates,  and  at  the  same  time  yield  results  which  could  not  be 
predicated  upon  those  obtained  with  guns  of  smaller  size. 

The  difficulties  connected  with  the  manufacture  of  iron  plates  of  thicknesses  greater  than  about 
14  inches,  and  the  consequent  deterioration  of  the  manufactured  product,  h^-e  hitherto  led  to  a 
preference  being  given  to  armor  built  up  of  two  plates,  the  thicker  of  which  placed  outside  has  suffi- 
cient strength  to  arrest,  or  nearly  so,  the  heaviest  projectiles  at  present  forming  the  armaments  of 
European  navies  (that  is  to  say,  calibres  from  10  to  14  inches).  The  inner  skin  of  the  ship  is  thus 
protected  by  the  second  and  thinner  armor-plate,  unless  the  shell  should  burst  in  the  packing  between 
the  two  plates,  which  would  necessarily  produce  disastrous  effects.  The  penetration  of  iron  plates 
.  14  inches  in  thickness  requires  an  energy  in  the  projectile  of  230  foot-tons  per  inch  of  circumfer- 
ence ;  and  only  the  heaviest  calibres  have  hitherto  been  able  to  effect  this,  imparting,  as  they  do,  a 
striking  energy  of  about  this  amount  So  that,  in  the  presence  of  12-inch  or  14-inch  calibres,  the 
adoption  of  this  form  of  armor  has  been  entirely  justified. 

In  the  experiments  conducted  at  Spezia  against  targets,  the  projectiles  from  the  100-ton  gun  de- 
veloped a  mean  striking  energy  of  660  foot-tons,  and  those  of  the  18-ton  and  26-ton  guns  an  energy 
of  170  foot-tons  per  inch  of  circumference.  The  outer  iron  plate  of  the  compound  target  at  Spez^ 
was  12  inches  thick,  to  perforate  which,  according  to  Noble's  formula,  would  require  a  somewhat  less 
force;  and  other  trials  with  the  18-ton  gun  entirely  confirmed  this  theory,  the  projectiles  pos- 
sessing only  the  force  actually  required  to  pierce  the  outer  plate ;  this  force  being  thus  absorbed, 
the  shots  were  of  course  stopped  without  producing  any  further  destructive  effects  upon  the  target 
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The  projectiles  fired  with  an  energy  of  230  foot-tons  per  inch  of  circumference,  fired  separately  as 
veil  as  simultaneously  and  converging,  naturally  produced  effects  very  similar  to  those  fired  against 
the  heavy  22-inch  iron  and  the  steel  plates. 

Invariably,  however,  totally  different  effects  were  produced  by  the  projectiles  from  the  100-ton 
gon,  which  were  fired,  UB  has  been  already  stated,  with  a  velocity  representing  an  average  of  650 
foot-tons  per  inch  of  circumference.  The  thickest  iron  plates  forming  the  target  should  have  been, 
acoording  to  Noble,  easily  pierced  by  the  projectile  endowed  with  such  a  striking  force,  and  they 
vere  piereed  completely.  No  reference  need  be  made  here  to  the  compound  target,  which  required 
oalj  275  foot-tons  per  inch  to  penetrate  it ;  while  the  shot  from  the  100-ton  gun,  possessing  twofold 
this  force,  had,  as  the  experiments  showed,  a  very  large  excess  of  power.  On  the  other  hand,  the 
QBtooched  8teel  plate,  and  the  second  one  that  had  been  injured  by  previous  rounds,  both  completely 
itopped  the  projectiles  from  the  100-ton  gun,  and  thus  preserved  the  inner  wall  of  the  ship.  The  results 
of  these  rounds,  and  especially  of  that  one  fired  against  a  fragment  of  the  target  much  smaller  than 
the  original  plate,  and  which,  moreover,  was  only  hanging  to  the  backing,  proves  undoubtedly  the 
fDperior  resisting  power  of  steel  as  compared  with  iron.  Thus  the  same  plate  resisted  one  round 
from  a  9.8-inch  calibre  gun,  with  a  striking  force  of  projectile  of  162  foot-tons  per  inch  of  drcumfer- 
enoe;  two  simultaneous  rounds  from  the  9.8-inch  and  ll-inch  gun,  with  a  striking  force  of  about  170 
foot-tons  for  each  projectile,  and  one  round  ffom  the  100-ton  gun.  After  sustaining  these  three 
rounds,  the  bcu;king  was  quite  preserved  without  the  skin  of  the  ship  sustaining  serious  injury.  The 
pointed  end  of  the  projectile  striking  the  iron  plate  acted  like  a  wedge,  rolled  the  fibres  of  the  iron 
back  laterally,  and  destroyed,  by  the  vibration  produced,  the  welding  between  the  layers  of  iron 
forming  the  plate — an  effect  very  visible  at  the  Spezia  trials ;  the  projectile  thus  opens  a  way  for 
itself  Uirough  what  can  only  be  considered  as  a  series  of  plates  in  close  juxtaposition,  but  with 
only  imperfect  adherence. 

Steel  plates,  which  are  constructed  of  a  compact  metal,  are  homogeneous,  of  an  equal  and  con- 
ftant  renstance  in  all  directions,  and  present  quite  a  different  nature  of  resistance  to  the  pointed  head 
of  the  projectile,  which,  striking  a  compact  mass,  cannot  penetrate  with  the  same  facility,  and,  finding 
DO  fibre  it  can  throw  back,  it  is  broken  up,  and  tends  to  act  like  a  wedge.  In  consequence  of  the 
rapture  of  the  point,  the  shot  is  stopped,  producing  an  effect  which,  it  is  true,  damages  the  plate,  but, 
thanks  to  the  uniform  compactness  of  the  metal  of  the  plate,  the  penetrating  effects  of  the  projectile 
are  destroyed.  Iron  plat^  even  of  enormous  thickness,  must  remain  powerless  to  resist  such  for- 
midabte  assaults;  and  it  would  therefore  appear  that  steel  alone  is  capable  of  opposing  itself  to 
shocks  of  these  tremendous  magnitudes. 

The  targets  referred  to  are  shown  in  Figs.  240-243  the  plates  being  mounted  on  framing  repre- 
senting that  of  the  Duilio  and  the  Dandolo.  Figs.  240  and  241  are  front  elevations,  showing  the 
two  wrottght-iron  plates  of  Cammell  and  Marrel  respectively.    The  plates  were  each  11  feet  6  inches 
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kng  by  4  feet  7  mdies  deep,  and  22  inches  thick.  In  the  target  constructed  of  the  steel  plates  of 
Messrs.  Schneider,  the  upper  plate  was  11  feet  6  inches  and  the  lower  one  10  feet  9  inches  long,  and 
cadi  4  feet  7  inches  deep  by  22  inches  thick.  The  backing  consisted  of  two  thicknesses  of  timber, 
the  front  balks  being  arranged  in  horizontal  layers  and  the  rear  vertically.  The  inner  skin  of  each 
target  consisted  of  two  }-indi  wrought-iron  plates,  ilgs.  242  and  243  show  sections  through  the  cen- 
tre of  each  plate.  From  these  the  methods  of  bolting  through  will  be  seen.  A  portion  of  the  target, 
shown  in  the  elevation  at  Fig.  240,  consisted  of  one  of  MarrePs  12-inch  wrought-iron  plates  of  the 
same  length  and  depth  as  before.  Behind  this  was  first  a  wood  backing  arranged  horizontally,  then 
another  of  MarrcPs  plates  10  inches  thick,  and  then  the  vertical  wood  backins:  and  skin.  The  lower 
part  of  this  target  was  made  up  of  a  face-plate  of  wrought-iron  8  inches  thick,  backed  with  vertical 
timbers,  behind  which  was  a  14-inch  chilled  cast-iron  plate,  and  to  its  rear  the  vertical  timbers  and 
iron  skin-plates.  The  remainder  of  this  target  had  at  the  upper  part  a  12-inch  wrought-iron  face- 
pUte  by  Cammell,  a  thickness  of  horizontal  timbering,  and  a  10-inch  wrought-iron  plate  by  the  same 
maker,  the  whole  being  backed  as  before.  The  lower  portion  was  made  up  of  an  8-inch  wrought-iron 
face-plate  with  a  14-inch  cast-iron  plate  immediately  behind  it.  The  plates  were  ba(!kcd  with  hori- 
aontal  and  vertical  timbers  and  two  f-inch  wrought-iron  plates  as  before.  Seetii^ns  of  the  targets 
shown  in  Fig.  241  are  given  in  Fig.  242,  and  in  each  case  it  will  be  seen  that  the  targets  are  fur&cr 
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backed  by  framing  representJng  that  of  the  ships,  l^e  deck-beams,  however,  being  bent  downwaid 
toward  the  ground,  and  their  ends  being  well  strutted.  Wrought-iron  stringers  were  also  introduced 
in  the  timber  backing. 

It  will  be  seen  from  the  Spezia  trials  that  steel  may  stop  shot  which  would  penetrate  iron.  At 
the  same  time,  steel  is  much  more  liable  to  be  destroyed  by  splitting,  and  to  snap  its  bolts.  The  state* 
ment  may  be  put  in  this  way :  The  shot  may  be  stopped  by  expending  its  work  in  fracturing  steel 
when  it  would  penetrate  iron,  because  the  steel,  by  transmitting  the  shock  through  its  mass,  absorbs 
it  chiefly  in  making  cracks  in  various  directions,  while  soft  iron  does  not  transmit  the  blow,  but 
receives  the  whole  work  on  the  immediate  locality  of  the  point  of  impact,  and  so  must  yield  more 
easily.  In  order  to  keep  intact  the  steel  protection  when  the  plate  becomes  disintegrated  grad- 
ually under  the  blows  of  comparatively  small  shot,  the  adoption  of  an  outside  coating  or  binder  of 
wrought-iron  plates  of  great  width  and  extent  has  been  proposed,  into  which  the  bolts  would  hold, 
with  massive  steel  plates  behind  it.  It  is  claimed  that  much  cradling  and  splitting  of  the  steel 
might  then  take  place  without  serious  displacement  of  fragments.  Tests  of  plates  constructed  in 
view  of  the  foregoing  have  been  made,  the  general  results  of  which  show  a  decided  advantage  in 
placing  iron  behind  the  steel.  The  "compound  plates  "  tested  by  the  Admiralty  (Portsmouth,  1877)* 
were  of  four  types :  1.  Cammell's  sulM»rbonized  plate  of  solid  steel,  containing  but  18  per  cent 
of  carbon.  This  split,  although  the  test  (impact  of  250-lb.  Palliser  shot  from  12.ton  Q-inch  muzzle- 
loading  rifle-gun  at  30  feet  range)  was  well  withstood.  2.  A  combined  iron  and  steel  plate,  composed 
of  steel  (.64  per  cent,  carbon)  4  inches  thick,  backed  by  5  inches  of  wrought-iron,  was  e^Asily  pene- 
trated. 8.  A  sandwiched  plate,  composed  of  three-quarter  inch  of  wrought-iron,  6^  inches  of  steel, 
and  1}  inch  of  iron,  likewise  failed.  4.  A  plate  of  Whitworth  compressed  steel,  in  which  hardened 
steel  screw-plugs  were  inserted,  cracked  under  the  impact,  the  plugs  tending  to  produce  this  effect. 
It  may  be  added  that  the  whole  question  of  armor-plating  is  (1878)  undergoing  revolution,  and  that 
no  completely  efficient  system  has  ever  yet  been  discovered.  The  problem,  i5ter  all  the  enormous 
outlay  spent  in  attempts  toward  its  solution,  has  virtually  narrowed  itself  down  to  whether  it  were 
better  to  adopt  iron  armor,  which  does  not  fissure,  but  allows  the  projectiles  to  penetrate ;  or  steel 
armor,  which  successfully  resists  the  penetration  of  the  shot,  but  is  itself  broken  up. 

The  Modem  Types  of  Armored  Fewscfo.— The  Inflexible,  A^  Fig.  244.  The  protected  portion  of  the 
ship  is  confined  to  the  citadel  or  battery,  within  whose  walls  are  inclosed  afi  the  vital  parts  of  the 
vessel.  The  vessel  measures  110  feet  in  length,  75  feet  in  breadth,  and  is  armored  to  the  depth 
of  6  feet  6  inches  below  the  water-line,  and  9  feet  7  inches  above  it  The  armored  portion  is 
included  between  the  two  shaded  vertical  bands  in  the  figure.  The  sides  of  the  citadel  coxisist  of  an 
outer  thickness  of  12-inch  armor-plating,  strengthened  by  vertical  angle-iron  guides  11  inches  wide 
and  3  feet  apart,  the  space  between  them  being  filled  in  with  teak  backing.  Behind  these  girders,  in 
the  wake  of  the  water-line,  is  another  thickness  of  12-inch  armor,  backed  by  horizontal  girders  6 
inches  wide,  and  supported  by  a  second  thickness  of  teak  backing.  Inside  this  are  two  thicknesses 
of  1-inch  plating,  to  which  the  horizontal  girders  are  secured ;  the  whole  of  the  armor-backing  and 
plating  being  supported  by  and  bolted  to  transverse  frames  2  feet  apart,  and  composed  of  plates  and 
angle-irons.  It  will  thus  be  seen  that  the  total  thickness  of  armor  at  the  water-line  strake  is  not  less 
than  24  inches.  The  armor-belt,  however,  is  not  of  uniform  strength  throu^out,  but  varies  in 
accordance  with  the  importance  of  the  protection  required  and  the  exposure  to  attack.  Consequently, 
while  the  armor  at  the  water-level  is  24  inches  in  two  thicknesses  of  12  inches  each,  above  the  water- 
line  it  is  20  inches  in  two  thicknesses  of  12  inches  and  8  inches,  and  below  the  water-line  it  is 
reduced  to  16  inches  in  two  thickness  of  12  inches  and  4  inches.  The  teak  backing  with  which  it  is 
supported  also  varies  inversely  as  the  thickness  of  the  armor,  being  respectively  17  inches,  21 
inches,  and  25  inches  in  thickness,  and  forming,  with  the  armor  with  which  it  is  associated,  a  uni- 
form wall  41  inches  thick.  The  depth  of  armor  below  the  load  water-line  is  6  feet  6  inches ;  but  as 
the  vessel  will  be  sunk  a  foot  on  going  into  action,  by  letting  water  into  its  double  bottom,  the  sides 
will  thus  have  armor  protection  to  the  depth  of  7  feet  5  inches  below  the  fighting-line.  The  outside 
armor  is  fastened  by  bolts  4  inches  in  diameter,  secured  with  nuts  and  elastic  washers  on  the  inside. 
The  shelf-plate  on  which  the  armor  rests  is  formed  of  |-inch  steel  plates,  with  angle-iron  on  the 
outer  edge  5  inches  by  Z\  inches  by  nine-tenths  of  an  inch.  The  armor  on  the  fore  bulkhead  of 
the  citadel  is  exactly  the  same  in  every  respect  as  that  on  the  sides,  but  the  armor  of  the  rear  bulk- 
head is  somewhat  thinner,  being  of  the  respective  gradations  of  22,  18,  and  14  inches,  and  forming, 
with  the  teak  backing,  which  is  16,  20,  and  24  inches,  a  uniform  thickness  of  38  inches.  It  may  also 
be  useful  to  mention  that  before  and  abaft  the  citadel  the  frames  are  formed  of  7-inch  and  4-indi 
angle-irons,  covered  with  -^j^-inch  plates.  The  total  weight  of  the  armor,  exclusive  of  deck,  is  2,250 
tons,  and  the  total  weight  of  armor,  inclusive  of  deck,  is  3,155  tons. 

The  most  singular  feature  in  the  desij:^  of  the  ship  is  the  situation  of  the  turrets.  All  turrets 
are  placed  on  the  middle  line — an  arrangement  which,  though  advantageous  in  some  respects,  pos- 
sesses this  signal  disadvantage,  that  in  double-turreted  monitors  only  one-half  of  the  guns  can  be 
brought  to  bear  on  the  enemy — which  rise  up  on  either  side  of  the  ship  en  ichehn  within  the  walls 
of  the  citadel,  the  forward  turret  being  on  the  port-side  and  the  after  turret  on  the  starboard- 
side,  while  the  superstructures  are  built  up  along  a  fore-and-aft  line  of  the  deck.  By  these  means 
the  whole  of  the  four  guns  can  be  discharged  simultaneously  at  a  ship  right  ahead  or  right  astern, 
or  on  either  beam,  or  in  pairs,  toward  any  point  of  the  compass.  The  walls  of  the  turrets,  which 
last  have  an  internal  diameter  of  28  feet,  are  formed  of  a  single  thickness  of  18  inches,  with 
backing  of  the  same  thickness,  and  an  inner  plating  of  1  inch  in  two  equal  thicknesses. 

The  Thunderer,  J?,  Fig.  244.  Here  the  height  of  the  side-armor  above  and  below  water  is  shown. 
The  position  of  the  armored  deck  is  indicated  by  the  line  along  the  upper  edge  of  the  side-armor. 
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The  Dreadnofiight,  C,  Fig.  244.  The  citadel  ifl  184  feet  in  lengtli,  and  the  height  between-decks  is  1 
w  6  indies.  It  is  armored  with  solid  plates  11  indies  thicK,  except  at  the  ends  and  abreast  the 
nsei  at  the  tnrrets,  where  the  thickness  is  increased  to  18  and  14  inches.  The  armor-belt,  which  is 
curied  entirely  around  the  vessel,  is  11  inches  Uiidc  on  the  water-line,  tapering  to  8  inches  at  5  feet 
bdov  water,  where  it  stops.  It  also  tapers  above  water,  fore  and  aft  of  tiie  dtadel  as  well  as  toward 
we  epds.  This  armor-belt,  fore  and  aft  the  fighting  part  of  the  ship,  rises  only  4  feet  above  water, 
sad  is  intended  solely  to  protect  the  vital  portion  of  the  hull.  The  turret-deck  is  plated  with  two 
^^mes  of  1^  and  1  indi  iron  respectively,  and  the  main  berth-deck  below  is  also  ]plated  with  the  same 
^Bidmess  of  metal  fore  and  aft  of  the  dtadel. 

"^  turrets  rise  through  the  dtadcl-deck  to  a  hdght  of  12  feet  from  the  base  or  revolving  deck- 
(wonn  inclosed  by  the  dtadel  .The  diameter  of  each  turret  inside  of  framing  is  27  feet  4  inches, 
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the  depth  of  the  framing  being  10  inches.  They  are  built  up  with  two  oourees  of  plates  and  two 
courses  of  teak,  in  the  following  manner:  first,  the  shell  or  wall  consists  of  two  }-inch  plates,  bolted 
together  and  riveted  to  the  framing ;  on  the  exterior  of  this  shell  is  a  teak  backing  6  inches  thick ;  on 
this  backing  armor-plates  7  inches  thick  are  secured ;  next,  teak  backing  9  inches  thick  is  fastened 
on ;  finally,  armor-plates  outside  of  all,  1  inches  thick — all  securely  bolted  together.  The  plates  were 
rolled  at  Sheffield,  and  curved  to  templates,  drilled  and  prepared  for  their  places. 

The  Alexandra,  2),  Fig.  244.  The  sills  of  the  main-deck  ports  are  9  feet  and  those  of  the  upper^ieck 
ports  more  than  17  feet  above  the  water.  The  water-line  is  protected  by  a  belt  having  a  maxunum 
thickness  of  12  inches,  and  it  will  be  seen  that  the  armor  forward  is  carried  down  over  the  ram, 
both  to  strengthen  the  latter,  and  to  guard  the  vital  parts  of  the  ship  from  injury  by  a  rakhig 
fire  from  ahead,  at  times  when  waves  or  pitching  action  might  expose  the  bow.  The  machinery, 
TnftgttTJnpaj  etc,  are  similarly  protected  against  a  raking  fire  from  abaft  by  an  armed  bulkhead  5 
inches  thick.  The  batteries  are  protected  by  armor  only  8  inches  thick  below  and  6  inches  above; 
the  total  weight  of  armor  and  backing  is  2,850  tons. 

The  T^m^ndre,  J^,  fig.  244.  This  vessel  carries  her  upper-deck  armament  in  two  fixed  open-top  tur- 
rets, the  forward  one  protected  by  10-inch,  the  after  one  by  8-inch  armor.  like  all  belted  ships,  the 
T^m^raire  has  weak  places  in  her  water-line ;  but  amidships,  over  the  most  vital  parts,  she  has 
ll-in(di  armor  (against  12-inch  in  the  Alexandra),  reduced  very  slightly  above  and  below.  At  the 
bow,  to  guard  against  exposure  to  raking  fire  in  pitching,  the  armor  is  carried  down  over  the  point 
of  the  ram,  and  similar  protection  is  gained  for  the  magazines,  etc.,  against  raking  fire  from  aft,  by 
an  armored  bulkhead  across  the  hold  (shown  in  the  sketches) ;  this  is  plated  with  5-inch  armor.  The 
deck  at  the  level  of  the  top  of  the  belt  outside  the  main-deck  battery  is  1^  inch  thick.  The  hull, 
which  has  the  usual  double  bottom,  and  is  divided  into  very  numerous  water-tight  compartments,  is 
built  dn  the  well-known  bracket-frame  system,  and  it  is  sheathed  externally  with  wood  covered  with 
one  The  weight  of  the  armor  and  backing  is  about  2,800  tons,  or  nearly  the  same  as  in  the  Alex- 
andra. 

The  Shannon,  I\  Fig.  244.  There  are  several  interesting  peculiarities  in  the  construction  of  this 
vesseL  The  guns  which  are  to  fight  upon  the  broadside  are  on  an  open  deck,  and  all  without  protec- 
tion of  armor.  The  armor  is  limited  to  a  belt  extending  around  the  vessel  at  the  water-line ;  this 
belt  is  not  tapered  toward  the  bow,  as  is  usual,  but  ends  abruptly  60  feet  short  of  it,  at  an  armored 
bulkhead  9  inches  thick,  which  extends  across  the  vessel  at  this  point,  and  descends  5  feet  under 
water.  Forward  of  this  bulkhead  the  armor  takes  the  form  of  a  submerged  deck  5  feet  below  water, 
running  forward  and  sloping  to  10  feet  at  the  stem.  The  plating  of  this  deck  is  8  inches  thick.  The 
deck  aft  of  this  armor-bulkhead  is  of  iron  1^  inch  thick,  covered  bv  wood ;  the  hatches  passing 
through  it  are  protected  by  shell-proof  gratings.  The  armor-bulkhead  already  referred  to — ^that  across 
the  bow  of  the  vessel,  60  feet  from  the  stem — rises  to  a  height  of  20  feet  above  the  water-level  to  the 
top  of  the  forecastle ;  and  it  here  turns  at  the  sides,  extending  aft  and  embracing  the  forecastle  with 
arms  26  feet  long  on  both  sides.  It  thus  guards  both  decks  against  raking  fires  from  ahead,  and 
creates  an  armored  forecastle,  open  at  the  rear,  and  carrying  two  18-ton  bow-guns.  Within  this 
armored  forecastle  are  the  instruments  for  communicating  with  the  engine-room,  the  helm,  and  the 
battery.    In  other  respects  the  ship  is  unarmored. 

The  armor-belt  referred  to  is  9  feet  deep,  5  feet  of  which  are  under  water  and  4  feet  above  water. 
It  is  put  on  in  12.foot  lengths,  and  extends  from  4  inches  under  the  counter  to  60  feet  from  the  stem. 
The  thickness  at  the  water-line  is  9  inches,  tapering  below  as  well  as  above  the  water. 

The  Nelson  and  Northampton,  G^  Fig.  244.  In  these  vessels  the  protecting  armor  consists  of  a  belt 
on  the  water-line  of  about  181  feet  in  length  amidships ;  this  belt  is  9  feet  deep,  4  feet  above  water 
and  6  feet  under  water.  It  is  put  on  in  two  strakes ;  the  upper  plates  are  9  inches  thick  on  a  10-hich 
backing  of  teak,  and  the  lower  plates  are  tapered  to  6  inches  thick,  supported  by  a  teak  backing  18 
inches  thick.  Extending  across  the  ship  at  each  end  of  this  armor-belt  there  is  an  armor-bulkhead ; 
it  starts  at  the  bottom  of  the  armor-belt,  6  feet  under  water,  and  extends  to  the  upper  deck,  having  in 
all  a  depth  of  22  feet.  Its  thickness  is  9  inches  above  water,  tapering  to  6  inches  at  the  bottom. 
Between  the  main  and  upper  decks  these  bulkheads  are  shaped  to  form  comer  ports  at  the  fore  and 
after  ends  of  the  battery.  Between  the  armor-bulkheads,  and  at  the  upper  level  of  the  armor-belt, 
the  lower  deck  is  formed  throughout  of  2-inch  plates,  by  means  of  which  protection  is  afforded  to  the 
machinery,  boilers,  magazines,  etc  A  peculiar  feature  is  the  horizontal  armor  as  here  applied.  For 
about  57  feet  at  the  fore-end  there  is  an  armor-deck.  This  deck  is  2  inches  thick,  and  it  is  5  feet 
under  water  at  the  junction  with  the  armor-bulkhead,  but  inclines  deeper  toward  the  stem,  and  ter- 
minates forward  in  the  ram.  There  is  likewise  an  horizontal  armor-deck  of  the  same  thickness  and 
depth  under  water,  extending  from  the  after  armored  bulkhead  to  the  stem.  These  submerged 
armor-decks  are  intended  to  protect  the  lower  part  of  the  ship  fore  and  aft  of  the  armored  bulkheads, 
especially  the  steering-gear  provided  for  emergencies. 

The  Duquesne  (French),  -«,  Fig.  244.  This  vessel  is  a  cruiser  of  the  rapid  type,  and  is  designed  for 
17  knots  per  hour  at  sea.  The  frames,  bulkheads,  beams,  and  all  interior  parts,  also  masts,  are  com- 
posed of  steel ;  but  the  outside  plating  of  the  hull  is  entirely  of  iron,  and  the  bottom  is  sheathed  with 
2  layers  of  teak  planks,  in  all  7  inches  thick,  and  coppered,  put  on  in  a  similar  manner  to  the  system 
of  the  English,  except  that,  to  insulate  the  iron  from  the  copper,  thick  layers  of  marine  glue  have 
been  placed  between  the  iron  hull  and  the  teak  planks,  also  between  the  teai  and  copper. 

The  Dondolo  (Italian),  7,  Fig.  244.  There  is  a  central  armored  citadel  or  compartment,  107  feet  in 
length  and  58  feet  in  breadth,  which  descends  to  5  feet  11  inches  below  the  load  water-line.  It  pro- 
tects the  machinery  and  boilers,  the  magazines  and  shell-rooms,  and  a  portion  of  the  machinery  for 
working  the  turrets  and  guns.  Forward  and  aft  of  this  citadel,  the  decks,  which  are  4  feet  9  inches 
under  water,  are  defended  by  horizontal  armor.  Over  this  citadel  is  built  a  second  central  armored 
compartment,  which  incloses  the  bases  of  the  turrets  and  the  remaining  portion  of  the  mechanism 
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employed  in  loading  and  working  the  guns.  Lastly,  above  this  second  compartment  rise  the  two  tur- 
rets. The  turrets  are  placed  at  each  end  of  the  central  armored  citadel — ^not  in  an  even  line  with 
eadi  other,  but  diagonally  at  opposite  comers  of  it,  with  the  centres  at  the  distance  of  7  feet  8  inches 
from  the  longitudinal  centre-line  of  the  vessel,  so  that  one  turret  is  on  the  starboard  side  and  the  other 
<m  the  port  side.  The  effect  of  this  arrangement  is  to  render  possible  the  discharge  of  three  guns 
gfannltaneously  in  a  direction  parallel  with  the  IceeL  Only  the  central  portion  of  the  ship  and  the 
two  tarrets  will  be  protected  by  vertical  armor. 

it  regards  the  armor  of  the  central  portion  of  the  vessel,  the  thickness  at  the  water-line  is  22 
mdiee.  The  decks  are  protected  by  horizontal  armor  of  iron  and  steel,  the  former  being  under  the 
litter.  The  armor  of  the  turrets  will  be  composed  of  solid  plates  19  inches  in  thickness,  resting  upon 
teikbackmg. 

Admiral  Popoff  and  Novgorod  (Russian),  Figs.  245  and  246  a:  Circular  iron-dads  or  Popoffkas 


M6. 


245  a. 
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These  vessels  are  circular  only  in  one  sense ;  L  e., 
their  horizontal  sections  only  are  circular,  or,  in 
other  words,  they  have  drcular  water-lines.  The 
departure  from  a  circle  is  a  small  extension  or  pro- 
tobennce  at  the  stem  for  the  purpose  of  fadlitat- 
fag  the  arrangement  and  working  of  the  radder 
tod  steering-apparatus.  It  follows  as  a  oonse- 
qoence  from  the  circular  form  of  water-line,  that 
in  the  radial  sections  are  alike ;  the  bottom  of  the 
veasel  is  an  extended  plane  surface,  which  is  con- 
nected with  the  edge  of  the  deck  by  a  quadrant  of 
asmiJl  drde.  With  this  form  of  section  great 
displacement  is  obtained  on  moderate  draught  of 
water.  The  deck  of  the  drcular  ship  is  formed  in 
iection  with  such  curvature  as  to  give  in  a  ship  of 
100  feet  in  dmmeter  a  round-up  of  about  4  feet. 

Tjfffa  of  Armor  Ftating^ — Laminated  Armor. — ^In  American  iron-clads  this  type  of  armor  has  been 
largely  um.  It  consists  of  consecutive  plates  averaging  1  inch  in  thickness,  but  backed,  as  in  some 
of  our  monitors,  by  armor-stringers  or  plank-armor  of  small  breadth  and  moderate  thickness.  Ex- 
periments made  by  the  English  Admiralty  proved  this  laminated  armor  to  be  far  inferior  to  solid 
■RDor  in  power  of  resistance,  and  tliat  no  amount  of  strengthening  can  compensate  for  the  defects 
of  the  system.  The  resistance  of  single  armor-plates,  shown  by  direct  experiment  for  all  thicknesses 
ap  to  51  inches  to  vary  as  the  square  of  the  thickness,  does  not  obtain  for  laminated  armor.  For 
example,  a  4-inch  solid  plate  would  be  16  times  as  strong  as  a  1-inch  plate,  but  would  not  be  four 
times  as  strong  as  four  1-inch  plates  riveted  together,  although  it  would  be  much  stronger  than  the 
laminated  structure.  From  actual  experiment,  it  also  appears  that  projectiles  arrested  by  a  4-inch 
aoHd  plate  easily  penetrated  6  inches  of  laminated  plates. 

Etattie-Baeked  Armor. — It  has  already  been  noted  that  a  rigid  backing  for  armor  is  in  all  re- 
spects preferable  to  an  elastic  one ;  and  this  conclusion  is  substantiated  by  experiments  upon  a  large 
variety  of  types  of  armor,  using  a  number  of  different  substances  as  support  Millboard  in  thicknesses 
of  15  inches,  tissues  of  wire  ropes  14  inches  thick,  India-mbber  and  pine,  India-mbber  and  oak  (1  inch 
rubber  and  20  inches  oak,  afterward  4  inches  of  rubber  and  same  thickness  of  wood^,  have  all  been 
tried,  and  have  failed.  A  similar  result  was  obtained  with  a  target  of  four  l-inch  wrought-iron 
plates,  and  four  sheets  of  mbber  1  inch  thick,  backed  by  20  inches  of  solid  oak ;  and  it  was  conclu- 
Bivdy  settled,  by  comparative  tests,  that  India-rubber  serves  no  useful  purpose  in  causing  (as  was 
sopposed  might  be  the  case)  the  shot  to  recoil.  A  large  iron  boiler  10  feet  in  diameter  was  packed 
with  wool  at  Shoeburyness,  in  1864,  and  subjected  to  the  shot  of  a  68-pounder  and  a  Ill-pounder 
Armstrong  gun  at  100  yards  range.  The  shot  passed  through  11  feet  of  wool,  the  iron*  caisson,  and 
buried  themselves  in  12  feet  of  solid  earth,  five  bales  of  hog-hair,  backed  by  4-inch  plank,  aggregating 
t  thickness  of  3  feet  8^  inches,  have  been  easily  pierced  by  a  88-pound  rifle-shot  The  advantages  of 
wood  backing  are  not  so  much  that  it  adds  material  strength  or  resistance  to  the  armor-plate,  but — 
1.  It  distribates  the  blow.  2.  It  is  a  soft  cushion,  to  deaden  the  vibration  and  save  the  fastenings. 
I.  It  catdies  the  splinters.  4.  It  still  holds  the  large  disks,  that  may  be  broken  out  of  a  plate, 
<nnly  enough  to  resist  shells.  A  solid  backing  of  wood  of  from  2  to  4^  times  the  thickness  of  the 
iron  unquestionably  adds  to  the  resistance,  and,  when  divided  into  a  cellular  form  by  iron  edge^pieces 
or  girders,  as  in  the  Chalmers  target,  offers  great  support,  and  prevents  the  distortion  of  the  plates 
by  buckling. 

7%e  Armor  of  American  Iron-dads  may  be  briefly  summarized  as  follows :  The  original  monitor 
had  her  hull  protected  by  5  layers  of  1-inch  plate,  dimim'shing  first  to  4  inches  and  then  to  8  inches 
la  thickness  below  the  water-line.  Her  turret  was  built  of  8  layers  of  1-inch  iron.  The  Passaic 
daas  of  monitors  have  armor  of  the  same  thickness  as  the  first  monitor,  with  89  inches  of  wood 
backing.  The  Canonicus  class  have  5  layers  of  1-inch  plates,  supported  by  2  armor-stringers  let 
into  27  hichee  of  wood  backing.    Their  turrets  have  11  layers  of  1-inch  plates.    The  Miantonomoh 
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and  the  Monadnock,  which  are  wood-built,  are  protected  much  like  the  Canonicus.  The  Puritan 
and  the  Dictator  have  6  layers  of  1-inch  plates  on  their  sides,  with  42  inches  of  wood  backing. 
Their  turrets  are  16  inches  thick,  made  up  of  two  drums,  with  segments  of  wrought-iron  hoops  5 
inches  thick,  placed  between  the  drums,  which  are  composed  of  layers  of  1-inch  plates.  In  the 
Kalamazoo  class  the  total  thickness  of  hull-armor  is  6  inches,  made  up  of  2  layers  of  8-incb 
plates,  backed  by  80  inches  of  oak,  still  further  strengthened  near  the  water-line  with  8  armor- 
stringers  8  inches  square,  let  into  the  backing,  and  only  a  few  inches  apart  This  is  by  far  the 
most  formidable  armor  carried  by  any  of  our  monitors ;  and  while  there  are  in  some  places  14 
inches  of  iron,  there  is  no  part  of  it  nearly  so  strong  as  it  would  be  with  that  thickness  of  solid  plates. 
The  turrets  of  the  Kalamazoo  are  15  inches  thick,  like  those  of  the  Dictator,  but  none  of  them  have 
any  backing  or  wood  about  them.  The  rapid  diminution  in  thickness  of  armor  on  these  vessels  is  a 
serious  defect,  leaving  no  ground  for  comparison  with  corresponding  English  ships.  The  Dictator, 
for  instance,  2|-  feet  below  the  water-line,  has  but  two  1-inch  plates,  and  at  8  feet  only  one.  Though 
generally  unfit  for  cruisers,  the  monitors  are  well  adapted  to  coast  and  harbor  defense. 

Worla  f<iT  Reference, — "A  Treatise  on  Ordnance  and  Armor,"  A.  L.  HoUey,  1866;  "Report  of 
Secretary  of  the  Navy  on  Armored  Vessels,"  Washington,  1864 ;  Capt.  Noble's  **  Report  on  the  Pene- 
tration, etc.,  of  Armor-Plates,"  1876;  "System  of  Naval  Defenses,"  Bads,  1868;  "Our  Iron-clad 
Ships,"  and  "Shipbuilding  in  Iron  and  Steel,"  by  E.  J.  Reed,  London,  1869;  "Reports  of  the  Com- 
mittee Appointed  by  the  Lords  Commissioners  of  the  Admiralty  to  Examine  tiie  Designs  upon 
Ships-of-War  which  have  recently  been  Constructed,"  London,  1872 ;  "  La  Marine  cuirass^,"  by  M.  P. 
Dislfere,  Paris,  1873 ;  and  "  Reports  of  the  Secretary  of  the  Navy  "—Report  of  Chief-Engineer  J  W. 
King,  U.  S.  N.,  on  European  Ships-of-War,  etc.  Senate  Ex.  Doos.,  No.  27,  Washington,  1877  (from 
which  copious  extracts  are  embodied  in  the  foregoing). 

ARMOR,  SUBBIARINE.    See  DrriNO. 

ARRIS.  The  angle  formed  by  the  meeting  of  two  surfaces  not  in  the  same  plane.  A  piece  of  square 
timber  sawed  diagonally  is  said  to  be  cut  arriswise.    The  term  is  applied  to  tiles  laid  diagonally. 

ARRIS-PIECES.    The  portions  of  a  built  mast  between  the  hoops. 

ARTESLAN  WELL.    See  Wbll-Bobinq. 

ARTIFICIAL  STONE.    See  Comcbeti. 

ARTILLERY.    See  Obdnancb. 

ASBESTOS.  A  mineral  fibre  composed  of  silicate  of  magnesia,  silicate  of  lime,  and  protoxide  of 
iron  and  manganese.  Mineralogically,  the  name  is  given  to  the  fibrous  varieties  of  tremolite,  actino- 
lite,  and  other  species  of  hornblende,  excepting  such  as  contain  alumina,  and  also  to  the  corresponding 
mineral  pyroxene.  It  exists  in  vast  quantities  in  the  United  States,  in  various  parts  of  Great  Britain, 
Hungary,  Italy,  Corsica,  and  the  Tyrol.  To  various  kinds  of  asbestos  have  been  applied  the  names 
"mountain  leather,"  " mountain  cork,"  "amianthus,"  and  "chrysolite,"  and  certain  other  minends 
having  characteristics  resembling  those  of  asbestos  are  described  as  asbestoid,  asbcstiform,  and  as  la- 
mellar-fibrous. The  chief  characteristics  of  the  mineral  upon  which  its  value  depends  are  its  inde- 
structibility by  fire  and  its  insolubility  (except  for  a  few  varieties)  in  acids ;  secondly,  its  peculiar 
fibrous  quality.  The  material  is  obtained  from  the  mines,  in  forms  ranging  from  bundles  of  soft, 
silky  fibres  to  hard  blocks.  The  blocks  may  be  broken  up  and  separated  into  fibres,  which,  like  those 
naturally  obtained  in  that  state,  are  extremely  flexible,  admit  of  great  extension  in  the  direction  of 
their  len^h  without  cracking,  are  greasy  to  the  touch,  and  very  strong.  The  fibre  obtained  in  New 
York  and  Vermont  varies  in  length  from  2  to  4  inches,  and  resembles  unbleached  flax  when  found 
near  the  surface,  but  when  taken  at  a  great  depth  it  is  pure  white.  ^ 

One  of  the  first  applications  of  this  mineral  was  the  manufacture  of  incombustible  cloth,  the  fabric 
being  woven  of  asbestos  and  vegetable  fibre.  The  latter  was  employed  on  account  of  the  shortness 
of  the  asbestos  fibre.  The  vegetable  substance  was  afterward  burned  out,  leaving  the  incombustible 
texture.  Another  early  utilization  was  in  lamp-wicks,  for  which  purpose  it  is  still  used  by  the  Green- 
landers.  Asbestos  has  also  been  woven  into  a  fabric  for  shrouds.  At  the  present  time  it  has  many 
important  utilizations,  and  as  it  is  practically  an  almost  undeveloped  substance,  others  will  doubt- 
less eventually  be  discovered. 

A  paper  is  manufactured  containing  about  one-third  its  weight  of  asbestos.  It  bums  with  a  flame 
leaving  a  white  residue,  which,  if  carefully  handled,  retains  the  shape  of  the  sheet  Any  writing  in 
common  ink  upon  it  remains  legible  even  after  the  organic  substance  has  been  consumed.  An  asbes- 
tos pasteboard  is  made  in  Italy  which  has  withstood  the  heat  in  a  furnace-fire  indefinitely.  Boxes 
of  this  material  arc  now  made  to  serve  as  fire-proof  receptacles  for  valuable  documents. 

Asbestos  cloth  is  worn  by  firemen  in  Paris  for  protective  purposes.  Hats  and  coats  are  made  of 
it,  and  with  gloves  of  asbestos  the  wearer  may  handle  a  firebrand  or  frozen  hose  without  danger  of 
burning  or  freezing  the  fingers.  Moreover,  the  hose  may  be  protected  from  the  action  of  frost  by 
jacketing  the  couplings  with  asbestos  cloth,  or  may  itself  be  manufactured  from  that  material.  In 
Siberia,  purses  and  gloves  are  produced  from  the  asbestos  fabric.  In  Italy,  lace  has  been  made  from 
it  According  to  Sage,  in  China,  sheets  of  paper  19.2  feet  long,  and  entire  webs  of  cloth,  have  been 
prepared  from  the  mineral.  Such  fabric  (paradoxical  as  the  statement  appears)  is  washed  by  putting 
it  in  fire,  which  bums  out  the  foreign  matters. 

Besides  being  one  of  the  most  refractory  substances,  asbestos  is  probably  one  of  the  most  perfect 
non-conductors  and  insulating  mediums  known.  Like  all  non-conductors,  it  takes  protracted  exposure 
to  heat  to  change  its  temperature ;  but,  once  hot,  it  in  like  manner  tenaciously  retains  heat  TMs  fact 
provents  its  being  used  successfully  for  fire-proof  safes.  It  has  been  applied  to  the  construction  of 
refrigerators,  and  a  patent  in  the  United  States  covers  its  utilization  in  a  refrigerator-car.  Asbestos 
is  also  used  as  an  insulating  material  in  electrical  apparatus,  as  a  means  of  absorbing  illuminating  oil 
and  preventing  its  distribution  in  ca.%e  of  fracture  of  the  lamp,  and,  combined  with  mercuiy,  ifats, 
soapstone,  plumbago,  and  oils,  as  a  lubricant    It  is  also  utilized  as  a  means  of  burning  petroleum  oil 
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imder  steam-boilers,  a  thin  layer  of  the  mineral  being  placed  on  a  suitable  grate  and  soalced  with  the 
oil,  the  vapor  from  which  is  ignited,  producing  an  intense  heat  So  perfect  is  the  non-coDducting 
aatare  of  the  asbestos,  that  a  sheet  of  paper  placed  beneath  the  oil-soaked  layer  remained  in  the  fur- 
nace nninjored,  despite  the  fierce  heat  above.  It  is  also  proposed  to  use  asbestos  as  a  lining  for 
blast-furoaces,  particularly  adapted  for  employment  where  the  metals  or  ores  contain  sulphides,  the 
effects  of  which  the  mineral  resists. 

A  New  York  manufacturer  of  roofing,  etc,  has  patented  a  large  number  of  applications  of  asbestos. 
Gombiiied  with  felt  and  other  materials,  he  employs  it  for  roofing  purposes,  where  its  incombustible 
nature  tends  to  prevent  the  possible  conflagration  of  the  roof  by  sparks  from  chimneys  or  from  adja- 
cent banking  buildings.  The  same  manufacturer  has  devised  an  asbestos  concrete,  asbestos-lined 
hair-felt  for  boilers,  and  an  especial  cement,  in  which  layers  of  asbestos  are  inserted  for  the  same 
parpose.  He  also  uses  the  ground  mineral  as  a  body  for  oil-paint,  and  incloses  the  fine,  short  fibre 
in  boUow  tubes  of  webbing  to  adapt  it  for  use  as  packing. 

Tbe  emplojrment  of  asbestos  as  steam-packing  is  probably  its  most  important  mechanical  applica- 
tion. The  credit  of  its  suggestion  for  this  purpose  is  due  to  Mr.  St  John  Vincent  Way,  C.  E.  Re- 
ferring to  the  value  of  the  material,  in  a  paper  read  before  the  Institution  of  Engineers  and  Ship- 
bdlders  in  Scotland,  he  says :  **  The  packing  used  for  piston  and  valve  rods  or  spindles  has  three 
prime  elements  of  destruction  to  contend  wi&,  namely,  an  elevated  temperature,  friction,  and  moist- 
ure ;  and  one  of  them  only — namely,  friction — ^bas  any  appreciable  effect  on  asbestos  padcing,  when 
tbe  mhieral  is  pure  and  properly  prepared.  No  matter  bow  high  the  temperature  of  the  steam,  how 
rapid  the  stroke  of  the  piston,  or  how  great  the  steam  pressure,  the  packing  seems  to  be  unaffected  by 
these  conditimis.  In  America,  where  the  new  packing  was  first  used,  some  of  it  was  taken  from 
the  piston-rod  stuffing-box  of  a  locomotive-engine,  after  having  been  in  another  engine  at  constant 
work  for  three  months,  with  steam  at  130  lbs.  pressure  per  square  inch,  and  making  an  average  daily 
ran  of  100  miles,  including  Sundays;  and,  as  can  be  seen  by  the  sample  shown,  the  fibre,  with  the 
exception  of  being  discolored  by  oil  and  iron,  is  just  as  flexible  and  tenacious  as  originally.  After 
having  been  once  disintegrated,  it  appears  impiossible  so  to  padc  or  mat  the  fibres  together  that  they 
are  not  easily  separated  by  the  finders.'* 

Asbestos  packing,  according  to  Mr.  P.  L.  Simmons,  in  whose  work  on  "  Waste  Products  and  XJnde- 
Teloped  Substances  "  (London,  1876)  a  valuable  paper  on  this  subject  appears,  has  been  in  use  on  the 
AngUa,  of  the  Anchor  Line  of  transatlantic  steamships,  for  16  months,  during  which  period  the 
vessel  steamed  over  98,000  miles.  The  chief  advantages  possessed  by  asbestos  as  packing  seem  to 
be  its  freedom  from  the  slow  carbonization  which  occurs  in  hemp,  and  its  retention  of  elasticity,  thus 
always  keeping  tight  joints. 

The  utilization  of  asbestos  in  boats,  boxes,  wagon-bodies,  and  in  railway  cars,  to  prevent  conflagra- 
tion, has  been  suggested.  A  late  plan  for  preparing  the  mineral  includes  its  treatment  by  fluorine  or 
hTdrofluoric-acid  gas,  to  dissolve  and  eliminate  the  silex  and  other  foreign  substances  in  the  crude 
material,  and  thus  to  secure  a  pure  and  fibrous  condition  of  the  asbestos.  Thus  freed  from  grit,  it  is 
proposed  to  reduce  it  to  a  flock,  and  then  compress  it  into  a  rope  of  octagonal,  square,  or  flat  form, 
tnd  with  a  dense  and  adhesive  structure,  either  with  or  without  strengthenmg-cords  imbedded  in  the 
surface,  or,  as  the  equivalent  of  such  cords,  a  covering  of  canvas  or  muslin.  Asbestos  is  an  excellent 
material  for  the  chemist  as  a  filter.  Being  a  silicate,  acids  can  be  filtered  through  it  which  would 
destroy  ordinary  filtering  material.  It  is  also  used  to  dry  air,  by  placing  the  asbestos  loose  in  a  tube- 
fike  sponge,  moistening  it  with  sulphuric  add,  and  passing  the  air  through  in  a  gentle  current 

An  asbestos  building-stone  is  composed  of  asbestos  in  fibre  mixed  with  sUicate  of  potash  or  soda, 
•nd  pressed  in  moulds.  After  the  block  is  set  it  is  saturated  with  chloride  of  calcium,  and  afterward 
washed  in  water.  Asbestos  building-blocks  have  also  been  made  of  asbestos  and  plaster  of  Paris  oom- 
bmed  with  sawdust,  coke-dust,  or  dnders.  Asbestos  mixed  with  earthy  matter  and  applied  to  wire 
gauze  has  been  suggested  for  walls. 

The  following  analysis  of  asbestos  is  given  by  Oheneyis :  Silica,  59 ;  magnesia,  26 ;  lime,  9 ;  alumi- 
na, 3 ;  water,  iron,  etc,  4 :  total,  100. 

ASSAYING.  This  art  has  for  its  object  the  determination  of  the  metals  in  their  ores  and  alloys. 
The  methods  employed  may  be  classed  under  two  heads :  1.  The  **  dry  way,**  or  assaying  proper. 
2.  Tbe  **  wet  way,"  or  analysis.  The  first  includes  all  processes  where  the  determinations  are  made  by 
the  direct  action  of  heat,  die  various  operations  being  performed  in  furnaces.  The  second  head  em- 
braces the  estimation  and  separation  of  the 
dements  by  tbe  action  of  solvents,  aided  or 
unaided  by  heat,  the  use  of  furnaces  not  be- 
ing essential ;  and  it  does  not,  therefore,  come 
ooder  consideration,  save  in  speaking  of  the 
methods  employed  for  parting  and  refining  gold 
and  rilver  used  prindpally  in  the  assay  offices 
and  government  mints. 

L  Tkkatmext  of  Obes. — The  various  opera- 
tioDs  which  may  take  place  in  making  the  as- 
say of  any  ore  are :  1.  Preliminary  testing  of 
the  ore.  2.  Preparation  of  the  ore,  sampling, 
pulverizing,  etc  8.  Weighing  out  the  ore  and 
regents.  4.  Calcination  and  roasting.  6.  Reduction  and  fusion.  6.  Scorification  and  cupellation. 
1,  uiqaartation  and  parting  of  the  silver  and  gold  bead.    8.  Weighing  beads  or  bullion. 

1.  7%«  prelindnary  determination  of  the  ore  is  effected  either  by  the  eye  or  the  blowpipe,  or  else 
by  making  up  a  charge  of  ore,  if  it  be  gold  or  silver,  with  litharge  and  soda,  fusing  the  mixture  in 
a  hot  fire,  and  weighing  the  resulting  button  of  lead.    This  determines  what  is  called  tbe  **  reducing 
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power  "  of  the  ore,  and  enables  the  asaajer  to  calculate  with  exactness  the  proper  charge  for  the 
regular  assay. 

2.  Preparation  of  the  Ore. — All  ores  must  be  pulverized  and  sampled  before  they  can  be  assayed. 
For  this  purpose,  the  following  tools  or  apparatus  will  be  found  convenient : 


247. 


249. 


243. 


1.  An  iron  mortar  and  pestle,  and,  if  much  ore  is  to  be  pulverized,  a  grinding  plate  and  rubber,  as 
shown  in  Fig.  246.    The  plate  is  a  flat  iron  casting  18  x  24  inches,  and  1  inch  thick,  the  surface  used 


250. 
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being  planed  smooth.    The  rubber  or  grinder  is  a  piece  of  cast-iron,  4x6  inches  square,  l^  inch 
thick  in  the  middle,  and  seven-eighths  of  an  inch  at  the  ends ;  thus  giving  a  slightly  convex  surfaoe. 
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wfaidi  should  be  true  od  the  board  at  all  points.    To  conduct  the  operation,  place  the  left  hand  upon 
the  robber,  throwing  the  weight  of  the  body  upon  it,  grasp  the  handle  with  the  right  hand,  and  more 

253. 


the  iron  rubber  bade  and  forth,  depressing  the  handle  when  pushing  for- 
ward md  raising  it  in  drawing  back. 

1  A  tm  sampler,  shown  m  Fig.  247.  It  consists  of  a  series  of  troughs 
immged  in  a  row  and  fastened  together  at  equal  distances  by  a  tin  strip 
soldered  on  their  ends.  A  shorelful  of  ore,  emptied  by  a  series  of  shakes 
upon  them,  is  just  half  caught  by  the  troughs,  the  other  half  going  through 
the  openings  between.  By  repeating  this  operation,  the  size  of  the  sam- 
ple can  be  reduced  to  any  extent  desired. 

Z,  A  box  with  a  sieve  fitting  mto  it,  as  represented  in  Fig.  248.  The 
siere  is  a  tin  frame  with  gauze  of  any  desired  mesh  soldered  to  it,  and 
fitt  tightly  in  the  box.  The  advantage  gained  by  its  use  is  that  in  sift- 
ing the  pulverized  ore  there  is  no  dust ;  the  fine  material,  being  passed 
through  the  sieve,  is  kept  from  flying  around.  All  of  the  sample  should 
be  passed  through  the  sieve.  The  size  most  convenient  is  8  inches  in  di- 
smeter,  the  box  2  mches  deep,  and  the  rim  of  the  sieve  1^^  inch,  fitting 
shoot  three-quarters  of  an  inch  into  the  box. 

The  ore  is  first  broken  into  small  pieces,  and  then  cracked  in  the  mor- 
tsr  until  it  is  reduced  to  a  coarse  sand,  when  it  is  transferred  to  the  plate  and  rubbed  down.    If  the 
ssmple  is  a  large  one,  the  tin  sampler  is  used  to  divide  it  after  breaking  down  the  lumps  in  the  mortar. 

4.  The  balance  for  weighing  out  ore  for  assay,  and  the  buttons  of  the  base  metals,  is  shown  in  ilg. 
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249.    This  balance  should  take  10  ounces  in  each  pan,  turn  with  one-twentieth  of  a  grain,  and  be 
provided  with  movable  pans,  level,  and  set-screws  for  adjusting.    It  is  generally  placed  on  a  box, 
with  drawer  for  weights.    For  weighing  reagents  and  fiuxes,  hanging  8<»le8  will  be  found  useful, 
the  pans  made  of  horn,  and  supported  by  threads  to  a  brass 
besm.    They  should  cany  at  least  10  ounces,  and  turn  with  ^^' 

one4udf  grain.    The  ore,  litharge,  1 
dodng  agents,  should  be  weighed 
fluxes  may  be  weighed  approximate! 
doeely,  as  more  uniform  results  ar 
or  decimal  system  of  weights  will 
in  an  cases,  save  perhaps  in  the  asf 
where  a  special  system  of  weights, » 
will  be  found  most  convenient.    Tli 
sssay  ton  =  29.166  grammes.    Its 
a  glance.    1  lb.  avoinlupois  =  7,000 
1  ton.    2,000  X  7,000  =  14,000,000 
dnpois.    480  troy  grains  =  1  oz. 
troy.    14,000,000 -+-480=  29,166 
-f-  troy  oz.  in  2,000  lbs.  avoirdu- 
pois.    There    are  29,166    milli- 
grammes in  one  assay  ton  (A.  T.) ; 
hence,  2,000  lbs.  is  to  1  A.  T.  as 
1  oz.  troy  is  to  1  milligramme. 

EzAMPLE.— Weigh  an  A.  T.  of 
ore,  and  if  on  assay  it  yields  one 
milligramme  of  gold  or  silver,  the 
result  reads  1  oz.  troy  in  2,000 
'lbs.  avoirdupois,  without  further 
eslcdation. 

The  ore  to  be  weighed  out  is 
spread  upon  glazed  paper  and 
mixed  with  a  bone  or  steel  spatula, 

and  then  sampled  by  taking  a  little  from  each  part  of  the  pile,  until  a  sufficient  quantity  has  been 
trangferred  to  the  sode-pan  for  the  assay. 

t.  Calematian  and  Boasting.— U  the  ore  be  damp,  it  must  be  calcined  to  dry  it,  and  then  weighed 
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again;  or  if  it  be  a  aulphide,  it  most  be  roasted  before  charged  in  the  cradble  with  the  fluxes,  etc. 
In  calcination  the  object  is  aimply  to  drive  off  moisture,  while  in  roasting  the  operation  is  conducted 
in  such  a  manner  as  to  insure  oxidation,  and  the  elimination  of  sulphur,  arsenic,  antimony,  etc.  To 
calcine  a  substance,  it  is  not  necessary  that  the  air  should  hare  free  access,  or  that  the  material 
treated  be  stirred.  For  roasting,  combustion  must  take  place,  and  consequently  the  vessels  employed 
must  be  open  and  flat  to  allow  the  oxygen  of  the  air  to  act  freely.  The  ore  must  be  stirred  continu- 
ally, and  when  easily  fusible  be  mixed  with  some  sub- 
stance to  prevent  agglutination.  Charcoal,  graphite,  or 
sand  may  be  used  for  this  purpose.  The  heat  should 
be  low  at  first.  Fig.  250  represents  two  sections  of  a 
convenient  furnace  for  calcining  or  roasting.  The  fire- 
pUce  is  made  shallow ;  and,  as  a  high  temperature  ia 
not  required,  it  may  be  made  of  red  brick,  or  only  lined 
with  fire-brick,  and  the  body  of  the  furnace  bound  with 
strap-iron.  It  should  also  have  a  cast-iron  top-plate. 
The  grate-bars  may  be  in  one  piece  or  separate,  and 
draw  out.  The  ash-pit  should  be  provided  with  a  door, 
which  may  be  closed  or  opened  in  order  to  regulate  the 
draft.  A  hood  of  sheet-iron  will  also  be  found  neces- 
sary in  many  cases,  as  the  fumes  given  off  in  roasting 
are  often  injurious.  It  is  an  excellent  plan  to  have 
the  hood  of  galvanized  iron  to  prevent  rusting.  The 
chimney  may  be  of  brick,  iron,  or  clay. 

4.   Reduction  and  Fusion,— In.  this  operation   the 
ore  is  heated  with  fluxes  and  reducing  agents  in  a 
I  crudble  or  scorificr.    Among  the  furnaces  best  adapt- 

ed for  this  are  those  shown  in  Figs.  251  and  257. 
Fig.  251  shows  a  crucible  furnace  for  fusion  with  inclined  cover,  to  facilitate  the  lifting  in  and 
out  of  crucibles.  Sometimes  a  crane  is  added  for  this  purpose.  The  chimney  ought  to  be  of  brick, 
and  the  larger  and  higher  it  is,  the  stronger  the  draft.  Tlds  may  be  regulated  by  a  damper  as  well 
as  by  the  ash-pit  door.  The  top  should  be  of  cast-iron,  and  the  cover  roll  or  slide  easily.  Fig.  263 
shows  a  good  form  of  tongs  for  lifting  crucibles  out  of  the  furnace.  They  should  be  made  with  Icmg 
handles,  and  bent  as  shown  in  the  illustration. 

5.  Soorifieaiion  and  Cupellatum. — ^Both  of  these  operations  may  be  classed  as  a  combination  of 
fusion,  roasting,  and  sublimation,  the  difference  being  that  in  the  latter  case  (cupellation)  the  volatUe 
compounds  formed  are  absorbed  by  the  cupel,  while  in  the  former  they  form  a  slag.    Fig.  253  shows 
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sections  of  a  portable  muffle  furnace  for  scorification  and  cupellation.  The  same  furnace  may  be 
used  for  both  operations,  but  generally  it  will  be  found  convenient  to  have  a  larger  muffle  for  soori- 
fication  and  higher  heat  The  muffles  are  made  of  refractory  clay,  and  in  one  piece,  and  should  be 
thoroughly  dried  before  using.  Figs.  254  and  255  show  the  best  forms  of  tongs  for  this  fumaoe. 
In  the  scorification  ton^,  Fig.  254,  the  spring  should  not  be  too  strong,  and  the  horse-shoe  part  should 
just  fit  the  scorifier.    The  cupel  tongs.  Fig.  255,  should  be  made  of  steel,  and  be  about  2^  feet  long, 
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with  tn  eftsj  spring.  Ores  rich  enough  to  be  scorified  do  not  require  to  be  roasted,  but  may  be 
inajed  directly ;  so  that  tiiis  method  is  preferable  to  the  crucible  assay,  as  it  saves  time.  For 
details  of  cupellation,  see  section  n.  of  this  article. 

6.  InqHortaUon  and  Partina, — Under  this  head  come  the  separation  of  alloys  and  the  treatment  of 
the  buttons  from  the  gold  and  silver  assay.  Inquartation  is  the  process  of  alloying  gold  with  silver 
to  fonn  a  more  soluble  alloy,  while  parting  is  the  separation  of  the  metals  by  solvents.  Fig.  266 
shows  the  glass  vessel  used  for  parting  alloys  of  gold  on  a  small  scale.  For  a  description  of  the 
apparatus  used  where  a  quantity  of  bullion  is  to  be  parted,  see  section  II.  The  weighing  of  beads 
and  bullion  must  be  conducted  with  the  greatest  care,  and  the  balance  adjusted  both  before  and  after 
weighing.    Before  weighing,  the  bead  or  bullion,  should  be  well  cleaned  with  a  small  brush. 

]I  TujLTifBST  ov  Allots.* — ^The  following  is  the  method  of  parting,  melting,  and  refining  em- 
ployed in  the  United  States  mints. «  All  deposits  of  bars  and  gold-dust  received  at  the  mint  are  re- 
mehed  m  the  crucible  of  a  smelting  furnace,  shown  in  section  at  a.  Fig.  267.  g  is  the  grate,  /  the 
fiiel,  d  the  ash-pit,  and  e  the  flue.  To  toughen  impure  brittle  deposits,  borax  is  added,  which  com- 
bines with  the  impurities,  and  on  pouring  appears  on  the  surface  of  the  bar  as  a  slag,  which  is  re- 
Bored  and  ground  in  a  small  Chili  mill,  shown  in  Fig.  258.  a  is  the  revolving  pan ;  6  6  are  the 
rollers,  17  inches  diameter  by  <4  inches  face.  The  pulverized  slag  is  pan-washed,  and  any  metallic 
result  is  added  to  the  bar.  From  tlie  remelted  gold  bars  chips  are  taken  off  of  two  diagonal  comers 
for  assaying.  For  silver  assays  a  small  amount  of  metal  is  granulated  by  pouring  it  in  water  before 
and  after  casting,  a  little  being  left  in  the  crucible  for  this  purpose.  After  every  operation  performed 
on  the  metals,  as  well  in  melting  and  refining  as  in  coining,  they  are  weighed  to  determine  the  amount 
of  loss  by  vaporiflition  or  abrasion. 

The  method  of  gold  assaying  at  the  mint  is  the  dry  or  cupelling  process.  The  cupel  furnace  used, 
shown  in  Fig.  259  in  different  views,  is  made  of  cast-iron,  lined  with  2  uiohes  of  fire-brick,  and  measures 
11  by  SO  inches  in  the 
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dear,  and  80  inches 
above  the  grate-bars. 
The  fuel  is  charged  at 
so.  6  is  the  grate-bar, 
e  the  ash-pit,  tfthe  muf- 
fle (shown  enlarged  at 
/>,fig.  260).  The  gold 
is  mixed  with  three 
times  its  weight  of  sil- 
ver and  about  1 1  parts 
of  lead,  and  plao»i  on 
a  cupel  E^  in  the  muffle 
A  fig.  260.  The  lead 
forms  with  the  impuri- 
ties a  slag  wbidi  is  ab- 
sorbed by  the  bone-ash 
cupel,  the  gold  and  sil- 
ver alloy  remaining  in 
the  shape  of  a  button 
Qo  oooling.  The  ^but- 
ton" is  then  flattened 
QO  an  anvil,  rolled  into 
a  strip,  and  finally  bent 
into  a  spirml  or  S  shape 
caUed  a  ""oomet;"  this 
is  placed  in  a  vial  (ma- 
trass), and  the  silver  dis- 
solved out  by  nitric  add. 
The  reaoHing  pare  gold 
is  washed,  dried  in  a 
porous  crocible  (shown 
at  A^  Fig.  260),  and 
we^ed.  The  weight 
before  and  after  assay- 
ing gives  Uie  proportion- 
ate amount  of  gold  in 
the  piece.  About  80 
pieces  from  one  deposit 
are  thus  assayed  at  the 
same  time,  and  the  mean 
resuH  taken  as  correct 

The  humid  assay  is  nearly  always  used  for  silver.  Ten  or  more  small  pieces  are  placed  in  as  many 
vials,  and  dissolved  by  nitric  add  ;  after  which  the  vials  a  a  are  set  in  the  recesses  dddoi  the  agi- 
tator shown  in  Fig.  261,  and  a  standard  solution  of  sea-salt  added.  The  vials  are  then  corked,  and 
tfie  eovcTS  h  h  fastened  down  by  the  screws  g  g.  The  agitator  next  receives,  either  by  hand  or  ma- 
ddnery,  a  rapid  vertical  shaking  motion,  whereby  the  chlorine  of  the  salt  decomposes  the  nitrate  of 

•  Oontrlboted  by  Irving  M.  Scott 
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silver,  and  chloride  of  silver  falls  as  a  white  precipitate.  The  quantity  of  the  salt  solution  required 
to  precipitate  all  the  silver  from  its  nitrate  determines  the  amount  of  silver  in  the  vial.  The  precipi- 
tation is  considered  complete  when  no  more  of  a  cloudy  stratum  can  be  detected  over  the  liquid.    The 

weight  of  silver  predpi- 
*J^  toted,  compared  to  the 

1  weight  before  assaying, 

gives  the  proportionate 
amount  in  the  piece,  the 
mean  of  which  is  token 
from  all  the  assays. 

Refifdng,  —  The  as- 
sayed gold  and  silver 
deposito  are  melted  to- 
gether in  the  proportion 
of  one  gold  and  two 
'"  silver,  then  granulated, 
and  sent  to  the  refinery 
department,  where  the 
.  mixture  is  treated  with 
nitric  acid  in  porcelain 
pote.  The  resulting  sil- 
ver solution  is  decanted 
from  the  unaltered  gold 
into  lai^  vats,  and  by 
adding  a  solution  of  sea- 
salt  chloride  of  silver  is 
formed,  which  is  sepa- 
rated from  the  liquor  by 
filtration.  The  silver  is 
then  precipitoted  from 
the  chlorine  with  zinc 
and  sulphuric  add  as  a 

grayish-black  powder,  which  is  dried,  pressed,  and  sent  to  the  melting-room,  where  it  is  fused  with 
borax  and  poured  into  cast-iron  moulds,  Fig.  262.  The  gold  left  in  the  pots  is  repeatedly  treated 
with  nitric  add,  to  remove  all  traces  of  silver,  washed,  pressed,  and  cast  into  bars  of  the  size  and 
shape  of  the  moulds. 

Ingot-Melting, — The  refined  metols  are  melted  together  with  100  parte  of  copper  in  1,000,  and  cast 
into  ingot-moulds.  These  moulds,  Fig.  263,  consist  of  four  cast-iron  plates,  two  of  which,  a  a,  have 
the  shape  of  the  mould  cut  out,  the  others,  b  6,  acting  as  covers.  The  plates  arc  held  together  by 
the  dog  g.    Immediately  after  casting,  the  ingote  solidify,  and  are  removed  from  the  moulds  by 

unscrewing  the  dog,  and  dropped  into 
cold  water.  Assays  are  made  of  the  first 
and  last  ingot  of  each  melt,  and,  if  found 
to  disagree  sensibly  with  each  other  or 
the  Government  standard,  the  whole  lot 
must  be  again  melted  and  cast.  The 
tops  of  the  ingots,  being  rough  and  un- 
even, are  cut  oif  by  the  shears,  a  a,  of 
a  topping  machine,  Hg.  264,  in  whidi  6 
is  the  crank-shaft,  e  the  connecting-rod, 
e  the  gear  and  pinion,  d  d  the  pulleys, 
and  g  the  fly-wheel. 

Treatment  of  Siceepf.^The  slags,  worn- 
out  crudbles,  and  sweepings  of  the  flues 
are  sent  to  the  sweep-room,  where  they 
are  pulverized  in  a  large  Chili  mill.  Fig. 
265,  in  which  a  is  the  revolving  pan,  and 
b  b  are  rollers  of  36  inches  diameter  and 
12  inches  face.    The  pulp  from  the  mill 
^    passes  through  a  bolting-screen,  which 
separates  any  integral  metallic  parts,  and 
thence  into  an  amalgamator,  where  from  600  to  1,000  ounces  of  amalgam  are  collected  per  month. 
The  amalgamator  tailings  are  run  into  settling-tanks,  thence  shoveled  into  wrought-iron  pans,  and 
dried  in  a  sweep-furnace.  Fig.  266,  where  a  a  are  the  pans,  and  b  is  the  grate.    After  about  three 
hours'  drying  the  pulp  is  packed  into  barrels,  then  concentrated  and  reworked  as  often  as  it  will  pay. 
Works  for  Reference. — In  the  preceding  pages  the  details  of  the  processes  for  assaying  many  ores 
and  alloys  have  been  necessarily  omitted ;  but  the  reader  can  obtain  these  by  reference  to  the  fol- 
lowing works :  "  Sulphureta,  Treatment,"  etc.,  Barstow,  San  Frandsco,  1867  ;  "  Anleitung  zur  Berg- 
und  Huttenmannischcn  Probirkunst,"  Th.  Bodemann  and  Bruno  Kerl,  Clausthal,  1867 ;  "TreaUse  on 
the  Assaying  of  Lead,  Copper,  Silver,  Gold,  and  Mercury,"  Th.  Bodemann  and  Bruno  Kerl  (trans- 
lated by  W.  A.  Goodvear),  New  York,  1866 ;  "On  Gold,  Silver,  and  Iron,"  T.  M.  Blossom,  American 
Chemist  for  1870 ;  "Practical  Miners'  Guide,"  J.  Budge,  London,  1866 ;  "Assay  of  Gold  and  SUver 
Wares,"  A.  Byland ;  "  Metallurgische  Probirkunst,"  Bruno  Kerl,  Leipsic,  1866 ;  "  A  Practical  Treatise 
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OB  Metalhngy,'^  Wilhelm  Kerl  (edited  by  William  Crooks  and  EmBt  Rohri|^ ;  "The  Assayers'  Guide." 
0.  H.  Lieber ;  **  Manual  of  Practical  AflsajiDg,"  John  Mitchell  (edited  by  William  Crooks),  New  York, 
1872;  **  Manual  of  Practical  Assaying,*'  John  Mitchell,  London,  1868;  *' Practical  Assayer,"  Oliver 
North,  London,  1874;  "Practical  Mineralogy,  Assaying,  and  Mining,"  Frederick  Overman,  Phila- 
delpbia,  1868;  "Notes  on  Assaying  and  Assay  Schemes,"  Ricketts,  New  York,  1878 ;  "Hand-Book 
for  Miners,  Metallurgists,  and  Assayers,"  Julius  Silversmith ;  "  Chemical  Technology,"  F.  Knapp ; 
**DicCioiiary  of  Chemistry,"  Henry  Watt,  London,  lS66-*72;  "The  Mints  and  Assay  Offices  of 
Sarope^"  Ricketts ;  Transactioru  of  the  American  Institute  of  Mining  Engineere^  voL  iv.  Besidef 
the  above,  almost  all  works  on  the  chemistry  of  the  metals  treat  more  or  less  of  the  assay  of  the 
nme.  See  also  the  annual  reports  of  the  directors  of  English  and  United  States  mints,  wUch  con- 
tainmodi  valuable  information.  P.  de  P.  R. 

ASTYLLEN.    A  small  dam  in  an  adit  or  mine,  to  check  the  passage  of  water. 

AUGER.    See  Bits  axd  Auokss. 

AWL  A  pointed  instrument  for  piercing  small  holes,  as  in  leather  or  wood.  The  hracUnol,  A^ 
f%,  S67,  is  the  smallest  boring  tool  Its  handle  is  the  frustum  of  a  cone  tapering 
downward.  The  steel  part  is  uso  conical,  but  tapering  upward ;  and  the  cutting  edge 
If  the  meeting  of  two  basils,  ground  equally  from  each  side.  A  hole  is  made  by 
placing  the  e^e  transverse  to  the  fibres  of  the  wood,  and  pushing  the  brad-awl  into 
the  material,  turning  it  to  and  fro  by  a  redprocatory  motion.  The  core  is  not  brought 
out  as  by  other  boring  instruments,  but  the  wood  is  displaced  and  condensed  around 
the  bole.  The  wre-warker'e  awl,  B,  Fig.  267,  is  less  disposed  to  split  the  wood.  It  is 
square  and  sharp  on  all  four  edges,  and  tapers  off  very  gradually  until  near  the  point, 
where  the  sidea  meet  rather  more  abruptly. 

AXE.  A  cutting  tool,  usually  of  iron  with  a  steel  edge,  used  for  hewing  and  chop- 
ping wood.  The  butt  of  the  tool  is  made  from  a  good  quality  of  rolled  iron,  the  bars 
of  which  are  first  cut  into  pieces  of  suitable  length  by  heavy  shears.  The  blanks  are 
Htm  passed  through  rolls,  and  thus  made  to  assume  the  form  shown  at  A,  Fig.  268. 
Bj  a  simple  madiine  the  ends  of  the  blank  are  brought  together,  or  rather  the  blank 
Is  folded  so  as  to  assume  the  form  shown  at  B,  Fig,  268,  the  indentations  on  the  side 
coming  together  roughly  to  form  the  eye.  The  blank  in  this  shape  is  heated  in  an 
open  furnace  to  a  welding  heat,  and  then,  being  placed  under  a  trip-hammer,  is  forged 
to  an  approximation  of  its  final  form.  The  separated  ends  are  welded  together,  and 
the  eye  is  opened  out,  as  shown  at  C.  Meanwhile  the  steel  edges  or  blades  are  being  formed  in  the 
riiape  represented  at  D.  The  part  which  is  to  form  the  keen  edge  is  left  thick,  as  shown  at  Ey 
while  the  portion  to  be  inserted  in  the  iron  blank  is  made  much  thinner.  The  head  or  butt  of  the 
axe  being  again  heat^  the  portion  to  receive  the  steel  edge  is  split  by  means  of  a  hand-wedge. 
Borax  is  introduced  as  a  flux,  and  the  edge  is  inserted,  as  shown  at  E.  The  tool  is  then  brou^t 
to  a  wdding  heat,  and  the  weld  of  steel  and  iron  is  made  under  a  heavy  trip-hammer.  The  form  is 
finaDy  shapied  and  trued  by  hand-hammers.  In  the  tempering  process  which  follows,  the  axes  are 
heateid  to  a  low  cfaernr-red  and  hardened  in  brine,  the  water  bdng  fully  saturated  with  salt  The 
temper  is  subsequently  drawn  to  a  pigeon-blue.  The  remaining  operations  are  grinding  on  large 
stones  some  4  feet  in  diameter,  polishLig  on  emery-wheels,  painting,  and  affixing  the  handle.  The 
method  of  testing  axes  at  the  factory  of  l£e  Weed  k  Becker  Manufacturing  Company,  of  Cohoes,  N. 
Y.,  is  dmply  to  place  several  selected  at  random  from  a  given  number  in  the  hands  of  an  experienced 
aieman,  and  to  allow  him  to  prove  their  cutting  power  on  a  tough  and  knottv  hemlock  stump. 

The  shapes  of  axes  depend  in  some  degree  upon  the  kind  of  timber  on  which  the  tools  are  to  be 
used ;  but  generally  woodmen  in  inulous  sections  of  the  United  States  and  in  different  parts  of  the 
world  have  special  predilections  for  particular  forms,  the  reasons  for  such  preference  being  merely 
fandfuL  From  ^  to  if  are  various  forms  of  axes  used  in  the  United  States.  F  is  the  Kentucky 
axe,  weight  from  8  to  7  lbs. ;  6^  is  the  Georgia  long-bit  axe,  same  weight;  if  is  the  New  Jersey  axe, 
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weight  from  8  to  5^  lbs.;  /  \b  the  Michigan  or  wide-bit  axe,  same  weight;  J  is  the  Western  are, 
weight  from  8  to  6  lbs. ;  JTiB  the  Yankee  heavy-head  axe,  same  wei^t.  L  represents  the  heariest 
fonn  of  Spanish  axe,  the  cut  being  from  8  to  8i  inches,  if  is  a  shingling  hatchet  or  light  hand-Axe, 
and  JV  is  a  lath  hatchet. 

Piclcaxes  are  made  in  the  manner  above  described  for  ordinary  axes,  the  difference  in  manlpiila- 
tion  being  In  the  forging.  O  represents  a  mining  pick,  weighing  from  d|  to  6  lbs.  P  is  a  light 
mattock ;  ft  a  bush-hook  for  cuttinc  underbrush  and  shrubb^ ;  X,  a  cooper^s  axe ;  £^  a  Dutch  aide- 
axe  ;  T,  a  broad-axe ;  and  IT,  a  ooachmaker's  axe. 

All  axes  should  be  so  constructed  that  either  the  centre  of  percussion  or  centre  of  gravity  of  the 
moving  mass  may  be  directly  over  and  in  the  pUne  of  the  cutting  edge.  When  the  edge  is  required 
to  throw  chips,  the  plane  passing  through  the  centre  of  percussion  must  also  pass  through  the  bevel, 
and  not  through  the  cutting  edge  of  the  blade. 

The  adze  is  a  hand-tool  used  by  carpenters  for  chipping.  It  is  formed  with  a  thin  arching  blade, 
and  has  its  edge  at  right  uigles  to  the  handle.    The  edge  is  beveled  only  on  the  inside,  and  the 

S69. 


handle  is  easily  removed  when  the  tool  is  to  be  ground.  It  should  be  so  constructed  that  the  centre 
of  gyration  of  the  moving  mass  is  in  the  cutting  edge.  In  Fig.  260,  A  represents  the  ordinary  form 
of  carpenter^s  adze ;  ^  is  a  small  hand-adze ;  and  C  is  the  cooper's  adze. 

AXLES.    See  Railway  Cars. 

BABBITT  METAL.    See  Allots. 

BAG.  1.  A  scow  or  broad-beamed  flat-boat,  used  for  ferriage,  usually  navigated  by  a  rope  fast- 
ened on  each  side  of  the  stream.  2.  A  cistern  with  a  perforated  metallic  bottom,  used  for  straining 
the  hops  from  the  beer  previous  to  its  entrance  into  the  cooler. 

BACK-LASH.  The  jar  which  arises  when  a  part  of  the  machinery  which  ought  to  receive  motion 
from  another  part  suddenly  falls  back  upon  its  driver.    It  is  caused  by  wear  or  imperfect  fitting. 

BADIGEON.  A  cement  for  filling  holes  or  covering  defects  in  work.  >Sh*/ptor«'— Plaster  and 
freestone.  Joiners' — Sawdust  and  glue;  whiting  and  glue;  putty.  Coopers^ — ^Tallow  and  dialk. 
Stone-Masofui' — Wood-dust  and  lime  slaked  together,  with  stone-powder  or  sienna  for  color,  and 
mixed  with  alum-water  to  the  consistence  of  paint 

BALANCE.  An  instnmient  intended  to  measure  different  amounts  or  masses  of  matter  by  the 
determination  of  their  weight,  using  as  standards  of  comparison  certain  fixed  units,  as  the  gramme, 
the  pound,  the  ton,  etc.  I^ie  instrument  is  founded  on  the  law  that  gravitation  acts  in  a  direct  ratio 
to  the  mass,  and  on  the  mechanical  principle  that  when  a  solid  body  is  suspended  on  one  point,  the 
centre  of  gravity  will  place  itself  always  perpendicularly  under  that  point.    If  therefore  a  beam. 
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f  ft,  Fig.  270,  is  supported  in  the  middle  at  c,  and  movable  around  this  point,  its  centre  of  gravitr,  «, 
will  place  itself  under  the  point  c  ;  and  if  disturbed  from  that  position,  this  centre  will  oscillate  like  a 
peodulam,  and  the  beam  will  finally  come  to  rest  only  with  the  centre  of  gravity  in  the  perpendicular 
ptsniig  through  the  point  of  support.  It  is  evident  that  when  the  distances  from  a  to  c  and  from  h 
to  e  are  equal,  the  two  sides  of  the  beam  equal,  and  the  whole  made  of  homogeneous  material,  the 
borixontal  position  will  be  arrived  at,  and  also  when  at  a  and  h  equal  weights />7>  arc  suspended. 
The  gravity  of  such  scales  and  weights  must  be  considered  concentrated  in  the  points  of  suspension 
a  ind  ft,  and  their  common  centre  of  gravity  will  be  either  in,  under,  or  above  the  point  of  support, 
locordmg  as  the  line  a  6  uniting  them  passes  through,  under,  or  above  the  support  c.  But  suppose 
we  place  an  additional  weight  r  in  one  of  the  scaJes,  then  the  common  centre  of  gravity  of  the 
wdriits  in  the  scales  will  be  shifted  toward  the  side  of  that  additional  weight  Suppose  it  to  be  in 
iy  then  the  centre  of  gravity  of  the  whole  balance  will  be  in  the  line  d  «,  uniting  the  centre  of  grav- 
id i  of  the  weights  with  that  of  the  balance  «  y  if  then  it  is  somewhere  at  m,  it  is  evident  that  the 
btlanoe  can  no  longer  maintain  the  horizontal  position,  but  will  only  come  to  rest  when  m  is  under 
c,  or  the  line  e  m  ^  attained  a  perpendicular  position.  It  is  evident  that  the  angle  which  the  beam 
In  this  case  makes  with  a  horizontal  line  is  equal  to  the  angle  a  cm.  If  the  centre  of  gravity  is  in 
the  point  of  support,  the  balance  is  indifferent ;  that  is,  it  will,  when  charged  with  equal  weights, 
remain  at  rest  in  any  position.  And  if  the  centre  of  gravity  is  above  the  point  of  support,  we  have 
a  case  of  so-called  imstable  equilibrium ;  the  balance  will  with  equal  ease  tip  over  to  the  right  or 
left,  and  the  beam  can  never  be  brought  into  the  horizontal  position.  In  either  case  the  baUmce  is 
iBcless,  and  it  follows  from  this  that  the  centre  of 
gnrity  must  be  under  the  point  of  support,  and 
the  sensitiveness  of  the  instrument  depends  to  a 
great  extent  on  the  distance  between  these  two 
points.  This  derived  degree  of  sensitiveness  varies 
with  the  purposes  for  which  balances  are  to  be 
ved. 

The  most  delicate  balances  are  those  used  for 
phjsica]  and  chemical  investigation ;  and  in  order 
to  secnre  the  greatest  possible  degree  of  sensitive- 
ness the  conditions  are  as  follows :  1.  The  centre  of 
greTity  of  the  beam  must  lie  as  near  as  possible 
onder  the  point  of  suspension ;  it  is  evident  that 
when  this  centre  of  gravity  a  is  raised,  the  point 
M  wiD  be  raised  also,  and  the  angle  a  em  will  be- 
eome  larger,  which  results  in  a  greater  deflection  of 
the  beam  in  case  there  is  no  proper  equilibrium, 
fine  balances  are  provided  with  an  upright  rod 
•bore  their  point  of  suspension,  on  which  a  small 
weight  may  be  screwed  up  or  down,  in  order  to 
nuse  or  lower  the  centre  of  gravity,  and  so  to  in- 
crease or  diminish  the  delicacy  of  the  instrument. 
In  Fig.  270  this  rod  is  represented  below,  which 
is  only  admissible  when  no  great  degree  of  sensi- 
tirenefls  is  required,  as  in  this  case  the  centre  of 
parity  is  lowered  too  much.  2.  The  beam  should 
be  as  long  as  compatible  with  strength.  As  the 
distance  c  d  becomes  greater  in  proportion  to 
the  length  of  the  arms,  any  difference  in  the  two 
vei^its  with  which  the  balance  is  charged  will  be 
the  more  perceptible  the  longer  the  arms  are.  8. 
The  beam  should  also  be  as  light  as  compatible 
with  strength ;  the  smaller  the  weight  of  the  bal- 
ance itsdf  ,  the  greater  the  hiflnence  of  minute  dif  • 
fennees  in  the  load  will  be  to  shift  the  position  of  the  point  d  from  the  centre.  Therefore  the 
beams  of  diemical  balances  are  made  like  an  elongated  frame,  with  large  opening  between,  on  the 
sune  principle  as  the  walking-beams  of  steam-engines  are  constructed.  4.  llie  pomts  of  suspension 
ol  the  two  scales  must  be  such  that  the  line  uniting  them  passes  exactly  through  the  point  of  sup- 
port ;  if  this  line  passes  under  that  point,  Hxq  sensitiveness  of  the  balance  will  diminish  too  much 
when  the  load  is  increased.  This  takes  place  in  any  case  to  a  small  degree,  as  no  beam  is  so  per- 
fectly inelastic  that  a  slight  flexion  will  not  take  place  under  the  maximum  load.  6.  The  distances 
of  the  points  of  suspension  of  the  scales  a  and  h  from  the  centre  e  should  be  perfectly  equal ;  this 
is  best  verified  by  changing  the  weights  in  the  two  scales,  when,  if  the  equilibrium  remains  un- 
changed, their  distances  are  equal.  Some  balances  have  screw  arrangements  to  correct  small  differ- 
ences in  this  respect 

In  Fig.  271  a  chemical  balance  is  represented  as  used,  hi  a  glass  case,  which  serves  to  protect  it 
not  only  from  dust,  but  also  against  air-currents,  which  might  prevent  a  truly  sensitive  balance  from 
ever  coining  to  rest,  and  thus  make  correct  weighings  impossible.  The  turning-point  of  the  beam,  in 
order  to  reduce  the  friction  to  the  least  amount,  is  a  knife-edge  or  triangular  prism  of  hardened  steel 
pairing  at  ri^t  an^es  through  the  beam,  and  resting  when  in  use  upon  polished  plates  of  agate  (one 
each  side  of  the  beamX  whidi  are  set  exactly  upon  the  same  horizontal  plane.  This  knife-edge  is 
polished,  and  brought  to  an  angle  of  80**.  The  pohits  of  suspension  are  also  knife-edges,  one  set 
I  eadi  extremity  of  the  beam.    Great  care  is  required  that  the  line  connecting  them  shall  be 
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precisely  at  right  angles  with  the  line  passing  through  the  centres  of  motion  and  of  gravitj.  The 
index  or  pointer  is  sometimes  a  long  needle,  its  line  passing  through  the  centre,  and  extending  either 
above  or  below  the  beam,  or  it  is  a  needle  extended  from  each  extremity  of  the  beam.  In  either 
case  it  yibrates  with  the  motion  of  the  beam  oyer  a  graduated  arc,  and  rests  upon  the  zero  pdnt 
when  the  beam  is  horizontal.  The  degrees  upon  each  side  of  the  zero  of  the  sode  indicate,  as  the 
needle  oscillates  past  them,  the  intermediate  point  at  which  this  will  stop,  thus  rendering  it  unneces- 
sary to  wait  its  coming  to  rest.  In  order  to  save  the  knife-edges  from  wear,  the  beam  is  made,  in 
delicate  balances,  to  rest  when  not  in  use  upon  a  forked  arm,  and  the  pans  upon  the  floor  of  the  case 
in  which  the  instrument  stands.  The  agate  surfaces,  being  lifted  by  means  of  a  cam  or  lever,  raise 
the  beam  off  its  supports  and  put  it  in  action ;  or  the  supports,  by  a  similar  contrivance,  are  let  down 
from  the  beam,  leaving  it  to  rest  upon  the  agate ;  the  pans  in  the  latter  case  must  always  remain 
suspended. 

However  perfectly  a  balance  may  be  made,  there  is  always  great  care  to  be  exercised  In  its  use. 
Errors  are  easily  made  in  the  estimation  of  the  nice  quantities  it  is  used  to  determine.  The  sources 
of  some  are  avoided  by  a  simple  and  ingenious  method  of  weighing  suggested  by  Borda.  The  body 
to  be  weighed  is  exactly  counterpoised,  and  then  taken  out  of  the  pan  and  replaced  by  known 
weights,  added  till  they  produce  the  same  effect  A  false  balance  must  by  this  method  produce  cor- 
rect results.  The  weights  employed  for  delicate  balances  are  either  troy  grains,  one  of  each  of  the 
units,  one  of  each  of  the  tens,  and  the  same  of  the  hundreds  and  thousands,  as  also  of  the  tenths, 
hundredths,  and  thousandths  of  a  grain ;  or  they  are  the  French  gramme  weights,  with  their  decimal 
parts.  The  latter  are  the  most  commonly  used  in  chemical  assays  and  analyses.  The  larger  weights 
are  of  brass,  the  smaller  of  platinum,  and  these  are  always  handled  by  means  of  a  pair  of  forceps. 
The  beam  of  the  balance  is,  according  to  the  method  introduced  by  Berzelius,  frequently  marked  by 
divisional  lines  into  tenths,  and  one  of  the  small  weights,  as  a  tenth  or  hundredth  of  a  grain,  or  a 
milligramme,  is  bent  into  the  form  of  a  hook,  so  that  it  may  be  moved  along  the  beam  to  any  one  of 
these  lines  to  bring  the  balance  to  exact  equilibrium.  By  this  arrangement  the  picking  up  and  trying 
one  weight  after  another  is  avoided,  and  the  proportional  part  of  the  weight  used  is  that  indicated  l^ 
the  decimal  number  upon  the  beam  at  which  it  rests  to  produce  equilibrium.  The  best  materials  for 
a  balance  are  those  which  combine  strength  with  lightness,  and  are  least  liable  to  be  affected  by  the 
atmosphere  and  acid  vapors.  Brass,  platinum,  or  steel  is  used  for  the  beam ;  but  probably  aluminum 
will  prove  to  be  better  adapted  for  ihiB  purpose  than  either.  The  pans  are  commonly  of  platinum, 
made  very  thin,  and  suspended  by  fine  platinum  wires.  The  support  is  a  brass  pillar  secured  to  the 
floor  of  the  glass  case  in  which  the  instrument  is  kept  Boors  are  provided  in  front  and  at  the  sides, 
by  which  access  is  had  to  the  instrument;  but  these  are  commonly  kept  closed,  and  are  always  shut 
in  delicate  weighing,  that  the  beam  shall  not  be  disturbed  by  currents  of  air.  So  delicate  are  the 
best  balances,  that  when  lightly  loaded  and  left  to  vibrate,  they  may  be  affected  by  the  approach  of 
a  person  to  one  side  of  the  glass  case,  the  warmth  radiated  from  the  body  causing  the  nearest  arm  of 
the  beam  to  be  slightly  expanded  and  elongated,  so  as  to  sensibly  preponderate.  The  degree  of 
sensibility  is  estimated  by  the  smallest  weight  in  proportion  to  the  load  that  will  cause  the  beam  to 
be  deflected  from  a  horizontal  line.  It  is  said  that  a  balance  is  in  possession  of  Bowdoin  College, 
Maine,  which,  with  a  charge  of  10  kilogrammes  in  each  scale,  is  sensitive  to  one-tenth  of  a  milli- 
gramme. Becker  &  Sons  of  New  York  made  the  balance ;  and  they  make  ordinary  chemical  bal- 
ances which  with  one  kilogramme  in  each  scale  are  sensitive  to  one-tenth  of  a  milligramme ;  their 
small  balances  now  in  use  in  the  Assay  Office,  New  York,  show  a  difference  in  load  of  less  Uian 
one-hundredth  part  of  a  milligramme. 
The  torsion  balance,  invented  by  Coulomb  to  measure  minute  electrical  forces,  is  still  more  delicate 

than  the  best  beam  balance.    It  consists  of  a  brass  wire, 
^'^^^'  hung  by  one  end  and  stretched  by  a  light  weight,  cany- 

ing  at  its  lower  end  a  horizontal  needle.  Any  force  ap- 
plied to  one  end  of  this  needle,  tending  to  rotate  it  hori- 
zontally, will  be  measured  by  the  angle  through  whidi 
it  causes  the  needle  to  move ;  that  is,  by  the  torsion  of 
the  wire. 

The  steelyard,  the  Roman  staUrcL,  is  one  of  the  forms 
of  the  balance,  the  two  arms  being  of  unequal  length, 
the  body  to  be  weighed  being  suspended  in  a  pan  or 
otherwise  from  the  short  arm,  and  the  coimterpoise, 
which  is  a  constant  weight,  being  slid  along  the  longw 
arm  until  equilibrium  is  established.  As  this  occurs 
when  the  weight  on  one  side  multiplied  by  its  distance 
from  the  fulcrum  is  equal  to  the  wdght  on  the  other  mul- 
tiplied by  its  distance  from  the  fulcrum,  and  as  on  one 
side  the  weight  is  constant,  and  on  the  other  the  distance 
from  the  centre  of  motion  is  variable,  the  unknown  weight 
must  be  determined  by  the  distance  of  the  constant 
weight  from  the  centre.  The  Danish  balance  differs 
from  the  common  steelyard  in  having  the  counterpoise  fixed  at  one  end,  and  the  fulcrum  bang 
slid  along  the  graduated  beam.  The  graduation  commences  at  a  point  near  the  counterpoise,  at 
which  the  beam  with  the  pan  suspended  at  the  other  end  is  in  equilibrium,  and  the  numbers  increase 
toward  the  pan.  A  balance  called  the  bent  lever  is  employed  to  some  extent  for  purposes  not  re- 
quiring extreme  accuracy.  The  pan  is  attached  to  one  end  of  the  beam,  and  the  other  carries  a  con- 
stant weight  From  the  bent  form  of  the  lever  this  weight  is  raised  to  a  height  varying  wiUi  the 
weight  placed  in  the  scale  pan.    A  pointer  attached  to  the  constant  weight  and  moving  along  a  grad- 
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itted  uc  indicates  hj  the  number  at  which  it  stops  the  weight  of  the  body  in  the  scale-pan.  Its 
indicitionB  are  the  ieast  to  be  depended  upon  when  the  constant  weight  approaches  to  the  horizontal 
or  rertical  line  passing  through  the  centre  of  motion.  The  scales  generally  used  in  the  United  States 
for  weighing  loaded  wagons  and  canal-boats  are  modifications  of  the  steelyard,  wherein  the  weight 
of  these  poDderoos  bodies  is  divided  by  means  of  levers,  and  a  known  fraction  of  it  sustained  by  one 
end  of  a  beam,  the  other  end  of  which  is  graduated  for  a  moving  weight  Modem  modifications  of 
file  steelyard  contain  a  pan  hung  at  the  end  of  the  arm  to  receive  larger  weights,  while  the  sliding 
v^t  is  used  only  to  balance  the  fractional  parts. 

The  principle  of  platform  scales,  or  weighing  machines,  is  nearly  if  not  quite  the  same  in  all  scales 
•ad  halanrea.  But  the  same  principle  is  carried  out  in  different  forms.  The  old  style  of  balance 
WIS  only  an  even  l>eam.  The  new  style  is  a  multiplying  beam,  or  in  most  cases  a  set  of  multiplying 
beams  or  levers.  It  will  be  seen  from  Fig.  271  a  that  when  the  lever  /Tis  suspended  by  the  rod  Cy 
the  widgfat  and  lever  resting  on  knife-edges  D  and  F^  by  applying  a  certain  weight  to  JS*,  as  shown  at 
A,  it  wfll  pull  down  a  certain  amount  at  F,  according  to  the  difference  between  F  and  J)  and  F  and 
F.  The  weight  being  reduced  at  F^  it  is  transferred  to  the  second  lever  L  at  G.  L  being  suspended 
•t  F  by  the  bolt  Jy  the  weight  is  again  transmitted  and  reduced  to  /.  In  this  way  it  may  be  re- 
duced to  afanoat  any  given  amount ;  for  instance,  A  may  weigh  600  lbs.,  and  just  balance  By  which 
only  w^eiis  25  lbs. ;  or  it  may  be  reduced,  as  is  the  common  practice  in  platform  scales,  bo  that  100 
lbs.  at  ^will  just  Manoe  1  lb.  at  //  or  hi  larger  scales,  such  as  are  used  for  weighing  wagons,  it 
is  reduced  to  1  lb.  to  500,  or  1  lb.  at  B  when  600  lbs.  are  applied  at  A.  This  system  of  multiplying 
}  is  used  in  all  platform  scales,  the  prindpal  difference  being  in  the  pattern,  material,  and  work- 
hip.  Pipe  and  knee  or  right-angle  levers  are  sometimes  used  in  order  to  make  the  article 
jer;  but  they  are  also  only  multiplying  levers. 

Spring  balances  are  popular  instruments,  and  consist  of  a  helix  of  wire  inclosed  in  a  cylinder.  The 
body  to  be  weighed  is  suspended  to  a  wire  passing  up  through  the  centre  of  the  helix  and  fastened 
to  die  upper  c^,  which  carries  a  pointer  down  a  narrow  ^it  in  the  cylinder,  thus  indicating  the 
ve^t  on  the  graduated  sides  of  the  cylinder. 

See  Lkvbb,  under  Statics.  For  assaying-balances,  see  Absatino.  For  balance-wheels,  etc,  in 
watches,  see  Watch  and  Clock  Making.  See  also  "  Science  of  Weighhig,  Measuring,  and  Stand- 
ir^"  Chisholm,  1877 ;  "  Chemical  Manipulations,'*  Faraday,  for  construction  and  management  of 
ddioUe  balances  used  in  quantitative  analyses.  Illustrations  of  nearly  all  modem  forms  of  balances 
nd  Mdes  are  omtained  in  a  pamphlet  issued  by  Messrs.  Furbanks  k  Co.  of  New  York. 

BALAKCE-RTND.  In  mills,  the  iron  bar  stretching  across  the  eye  of  the  runner,  and  by  which  it 
is  poised  on  the  top  of  the  spindle. 

BALEINE.  Figs.  272  and  278.  A  movable  scaffold  employed  in  France  to  facilitate  the  tipping  of 
^  wagons  in  railnMid-embanlmients.    It  consists  of  two  trussed  beams,  which  are  laid  with  rails  along 


the  top,  one  end  restiiig  on  the  ground  at  the  battery-head  of  an  embankment  in  course  of  formation ; 
the  other  end  of  the  baleine  rests  on  a  wheeled  carriage  or  railway,  the  rails  of  which  are  taken  up  at 


2T8. 


one  end  as  the  other  progresses.    When  a  car  is  tipped  at  the  battery-head,  its  contents  are  discharged 
between  the  rails,  and  it  is  pushed  to  Uie  other  end  of  the  baleine. 
BALIZE.    A  frame  of  timber  for  a  beacon  or  landmark. 
BALLOON.    SeeAjm-SHiP. 
BAND-SAW.    See  Saws. 

BANKEB.  1.  In  bricklaying,  a  bench  used  in  dressing  bricks  to  peculiar  shapes.  On  one  end  of 
it  is  a  grit-stone  called  a  ni56tf)^.«tontf,  and  on  other  portions  is  room  for  operating  upon  the  bricks 
VTth  tbe  <m  tow,  by  whidi  1cerf%  are  made  in  the  bricks  to  the  depth  to  which  they  are  to  be  hewn.  2. 
la  scolptaie,  a  modeler's  bendi,  supporting  a  pUtf  orm  which  can  be  rotated  to  expose  any  side  of  the 
work. 
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BAFTATERIUM.    A  bark-mill,  or  faUing-milL 

BARL    The  portion  of  a  roofing-slate  showing  the  gauge,  and  on  whidi  the  water  falls. 

BAROMETER.  An  instnunent  used  for  obsenring  the  pressure  and  elasticity,  or  variations  in  den- 
sity, of  the  atmosphere.  It  is  commonly  employed  for  the  purpose  of  determining  approadiing  varia^ 
tioDs  in  the  weather,  and  more  scientifically  for  measuring  altitudes.  There  are  various  modifications 
of  the  barometer,  as  the  diagonal,  horizontal,  marine,  pendent,  reduced,  and  wheel  barometer ;  in  all 
of  which  the  principle  of  construction  is  the  same,  the  only  difference  being  in  its  application. 

The  essential  part  of  a  barometer  is  a  well-formed  glass  tube,  closed  at  one  end,  p^ectly  dear  and 
free  from  flaws,  38  or  34  indies  long,  of  equal  bore,  filled  with  pure  mercury,  and  inyerted,  the  open 
end  being  inserted  in  a  cup  partly  filled  witii  the  same  metal,  so  that  the  mercury  in  the  tube  may  be 
supported  by  atmospheric  pressure. 

The  vacant  space  between  the  top  of  the  mercuiy  and  the  top  of  the  tube  is  called  the  Torrioellian 
vacuum,  in  honor  of  the  inventor  of  the  instrument 

On  pouring  mercury  into  the  barometer-tube  and  inverting  it,  the  air  thus  confined  between  the 
mercury  and  the  inner  surface  of  the  tube  will  escape  into  the  Torricellian  vacuum.  In  order  to  get 
rid  of  this  air,  as  well  as  moisture,  the  tube  is  first  gently  warmed,  so  as  to  dry  it  thoroughly.  A 
quantity  of  pure  mercury  is  then  poured  in,  so  as  to  occupy  2  or  3  inches  of  the  sealed  end  of  the  tube, 
which  is  held  over  the  fire  until  Uie  mercury  boils,  taking  care  to  turn  the  tube  round  upon  its  axis, 
so  that  the  heat  may  be  equally  applied.  After  boiling  for  a  minute  or  two,  the  open  end  is  dosed 
by  a  cork  to  prevent  the  introduction  of  moist  air,  and  the  tube  is  then  allowed  to  cool,  in  order  that 
the  cooled  mercury  which  is  next  to  be  poured  in  may  not  crack  the  tube.  When  a  second  portion  of 
mercury,  about  equal  to  the  first,  has  been  poured  in,  the  part  of  the  tube  containing  this  new  portion 
is  held  over  the  fire  until  it  boils.  It  is  again  removed  from  the  fire  and  corked  up  as  before.  A 
third  portion  of  mercury  is  then  introduced,  and  the  heat  again  applied  to  that  part  of  the  tube  con- 
taining the  last  addition  of  metal ;  and  in  this  way  the  tube  is  at  length  filled,  with  the  exception  of 
a  small  portion  from  which  the  mercury  has  been  expelled  by  the  heat.  This  is  filled  up  with  mer- 
cury, and  the  finger  is  now  placed  over  the  opened  end  so  as  carefully  to  exdude  any  air;  the  tube  is 
then  reversed  into  a  cup  of  pure  mercury ;  as  the  column  sinks,  it  expels  the  last  portion  of  mercury 
which  had  not  been  boiled ;  and  as  there  is  ndther  air  nor  aqueous  vapor  above  the  mercurial  oolonm, 
its  length  exactly  measures  the  atmospheric  pressure.  A  film  of  air  is  always  retained  on  the  outside 
of  the  tube,  and  also  at  its  under  edges,  which  film  creeps  by  small  portions  at  a  time  into  the  interior, 
and  rises  up  in  innumerable  bubbles  into  the  vacuum,  the  film  being  constantly  renewed  by  the  descent 
of  more  air  between  the  outside  of  the  tube  and  the  mercury  in  the  cup,  and  thus  the  outer  air  slowly 
insinuates  itself  into  the  barometer.  In  this  way  the  most  carefully-constructed  barometers  have 
become  deteriorated  in  the  course  of  years. 

This  irregular  and  uncertain  deterioration  of  barometers  was  remedied  by  Prof.  Daniell,  by  uniting 
a  ring  of  platinum  with  the  open  end  of  the  barometer-tube,  so  as  to  bring  it  into  contact  with  the 
mercury,  thus  effectually  preventing  the  ingress  of  air  into  the  tube. 

The  same  philosopher  also  invented  a  new  mode  of  filling  barometer-tubes,  by  pouring  the  mercury 
into  the  tube  while  both  are  under  the  exhausted  receiver  of  a  good  air-pump.  The  mercury  is  poured 
through  a  long  slender  funnel  extending  to  the  bottom  of  the  tube,  and  dipping  into  a  small  portion 
of  mercury  previously  introduced,  and  boiled.  By  this  means  all  agitation  is  confined  to  the  tube  of 
the  funnel,  and  the  tube  left  perfectly  free  of  air.    The  mercury  was  afterward  boiled  in  vacuo. 

The  excellence  of  the  barometer  chiefly  depends  on  the  absence  of  all  matter  except  mercury  from 
the  tube,  and  its  value  may  be  tested  by  three  indications :  1.  By  the  brightness  of  the  mercurial 
column,  and  the  absence  of  any  flaw,  speck,  or  dullness  of  surface ;  2.  By  the  barometric  lights  as  it 
is  called,  or  flashes  of  electric  Ught  in  the  Torricellian  vacuum,  produced  by  the  friction  of  the  mer* 
cury  against  the  glass,  when  the  column  is  made  to  oscillate  through  an  inch  or  two  in  the  dark ;  8. 
By  a  peculiar  clicking  sound,  produced  when  the  mercury  is  made  to  strike  the  top  of  the  tube.  If  air 
be  present  in  the  tul^,  it  will  form  a  cushion  at  the  top,  and  prevent  or  greatly  modify  this  elide. 

The  sectional  area  of  the  tube  is  of  no  consequence ;  as  the  atmosphere  presses  with  the  same  in- 
tensity upon  the  surface  of  the  mercury  in  the  cup,  the  column  suspended  in  the  tube  will  be  of  the 
same  height,  whatever  its  internal  diameter. 

The  height  of  the  mercurial  column  must  be  measured  from  the  surface  of  the  mercury  in  the  cis- 
tem.  When  the  atmospheric  pressure  increases  and  the  mercury  in  the  tube  rises,  a  portion  of  the 
metal  is  drawn  out  of  the  cistern  into  the  tube,  and  the  level  of  the  mercury  in  the  cistern  is  de- 
pressed ;  so,  on  the  contrary,  when  the  atmospheric  pressure  diminishes,  a  quantity  of  mercury  is 
forced  out  of  the  tube  into  the  cistern,  and  the  level  of  the  metal  in  the  latter  rises. 

In  some  instruments  the  scale,  accurately  divided  into  inches  and  parts  of  inches,  is  made  mov« 
able,  and  terminates  in  an  ivory  point,  which  is  brought  down  to  the  surface  of  the  mercury.  When 
this  point  and  its  reflection  appear  to  be  in  contact,  the  height  indicated  by  the  scale  is  correct.  In 
other  forms  of  the  barometer  the  mercury  in  the  cistern  is  always  maintained  at  the  same  levd,  for 
which  purpose  the  cistern  is  formed  partly  of  leather,  so  that,  by  means  of  a  screw  at  the  bottom,  the 
surface  of  the  mercury  may  always  be  adjusted  to  the  neutral  point  before  taking  an  observation.  The 
divisions  of  the  scale  usually  be^n  at  the  27th  inch,  and  are  continued  to  the  31st.  But  in  instra- 
ments  intended  to  measure  the  height  of  mountains,  or  for  accompanjring  balloons,  the  scale  begins  at 
the  12th  or  15th  inch.  Each  inch  is  divided  into  10  parts,  and  these  are  subdivided  into  lOOths  by 
means  of  a  small  sliding  scale,  called  a  vernier  or  nonitu. 

The  barometer  ought  to  be  fixed  in  a  truly  vertical  position,  and,  if  possible,  with  a  northern 
aspect,  in  order  that  it  be  subject  to  as  few  changes  of  temperature  as  possible.  It  is  usual,  for  the 
sake  of  comparison,  to  reduce  the  observations  to  32°,  for  which  purpose  tables  for  correction  for 
temperature  are  given  m  sdentific  works  devoted  to  the  subject  of  the  barometer.  The  hdght  of  the 
cistern  of  the  barometer  above  the  level  of  the  sea,  and,  if  possible,  the  difference  of  the  height  of  the 
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nercoxy  with  eome  standard,  should  be  ascertained,  in  order  that  the  observations  made  with  it  should 
be  oomparative  with  others  made  in  different  parts  of  the  countrj.  Before  taking  an  observation,  the 
ioBtniment  should  be  gently  tapped,  to  prevent  any  adhesion  of  the  mercury  to  the  tube ;  the  gauge 
ihoold  be  adjusted  to  the  surfiioe-line  of  the  cistern,  and  the  index  of  the  vernier  brought  level  with 
the  top  of  the  mercury. 

Various  contrivances  have  been  made  for  increasing  the  length  of  the  scale,  or  for  making  it  more 
eonrenient  for  use.  The  most  popular  form  is  the  common  wheel-barometer,  as  it  is  called.  In  this 
instrmnent  the  tube,  instead  of  terminating  at  the  bottom  in  a  cistern,  is  recurved,  so  as  to  form  an 
iiiTerted  siphon.  As  a  rise  of  the  mercury  in  the  longer  or  closed  limb  is  equivalent  to  a  fall  in  the 
riiorter  limb,  and  vice  vena^  a  float  is  placed  on  the  surface  of  the  mercury  in  the  shorter  limb,  and  is 
ooDDected  with  a  string  passing  over  a  pulley,  and  very  nearly  balanced  by  another  weight  on  the 
other  side  of  the  pulley.  An  index-hand  attached  to  the  pulley  moves  over  the  surface  of  a  dial- 
pltte,  graduated  so  as  to  indicate  the  oscillations  of  the  mercurial  column.  With  an  increase  of 
atmospheric  pressure  the  mercury  in  the  longer  tube  rises,  and  that  in  the  short  tube  is  depressed, 
together  with  the  float,  and  this  gives  a  small  motion  of  revolution  to  the  pulley,  and  also  to  the 
tttacbed  index-hand.  A  fall  in  the  longer  column  causes  the  mercury,  with  its  float  in  the  short  limb, 
to  rife,  and  consequentlv  moves  the  index-hand  in  the  contrary  direction. 

The  meaturement  of  heiffhtt  was  the  first  useful  purpose  to  which  the  barometer  was  proposed  to 
be  applied 

Altliough  the  atmo<iphere  may  extend  to  the  height  of  46  miles,  yet  its  lower  half  is  so  compressed 
u  to  occupy  only  8^  miles,  so  greatly  do  the  upper  portions  expand  when  relieved  from  pressure. 

Hence,  at  the  height  of  S^  miles,  the  elasticity  of  the  atmosphere  is  one-half ;  at  7  miles,  one-fourth ; 
at  KH  ndles,  one-eighth ;  at  14  miles,  one-sixteenth,  etc 

HaUey  was  induced,  by  osrtain  mathematical  considerations,  to  fin  upon  the  number  62,170  as 
a  ccosunt  multiplier,  and  the  rule  for  the  measurement  of  heights  may  be  stated  as  follows : 
Observe  the  height  of  the  barometer  at  the  earth^s  surface,  and  then  at  the  top  of  the  moun- 
tafai,  or  other  elevated  station ;  take  the  logarithms  of  these  numbers,  and  subtract  the  smaller 
from  the  greater ;  multiply  the  difference  by  62,170,  and  the  result  is  the  height  in  English  feet 
^tis  process  gives  a  very  near  approximation,  especially  in  temperate  climates. 

But  the  progress  of  science  soon  rendered  it  evident  that  a  correction  for  temperature  was  neces- 
aaiy  in  barometrical  measurements,  and  a  formula  has  been  contrived  to  meet  most  of  the  difficulties 
of  the  question.  The  following  rule  will  be  found  of  easy  application :  Multiply  the  difference  of 
the  kigarithms  of  the  two  heights  by  the  barometer  by  68,946 ;  the  result  is  the  elevation  in  English 
feet  Then,  in  order  to  correct  for  temperature,  take  the  mean  of  the  temperature  at  the  two  cleva- 
tioni.  If  that  be  89.68^  Fahr.,  no  correction  is  necessary ;  if  above  that  quantity,  add  xiv  to  the 
vbole  height  found  for  each  degree  above  69.68"  ;  if  below,  subtract  the  same  quantity.  For  exam- 
ple, Humboldt  found  that  at  the  level  of  the  sea,  near  the  foot  of  Chimborazo,  the  barometer  stood 
at  exactly  80  indies,  while  at  the  summit  of  the  mountain  it  was  only  14.86.  The  logarithm  of  80  is 
L4771213,  and  the  logarithm  of  14.86  is  1.1717287 ;  then  subtracting 

1.4771218                                                                 ^*' 
1.1717287  /'~\ ,^ 

0.8068976 

Bohiply  this  by  68,946,  which  produces  19,689  for  the  elevation  hi  feet 
If  the  mean  temperature  of  the  two  stations  be  69.68**,  no  correction  is 
J  for  temperature.  This  is  a  tolerably  dose  approximation.  The 
t  careful  caloUation  has  given  19,832  for  the  real  height,  and  this  was 
probably  estimated  for  a  lower  temperature. 

A  method  has  been  given  by  Leslie  for  measuring  heights  without  the 
lae  of  logarithms.  His  rule  is  as  follows :  Note  the  exact  barometric  press- 
ve  at  the  base  and  the  summit  of  the  elevation,  and  then  make  the  follow, 
bg  proportion :  As  the  sum  of  the  two  pressures  is  to  their  difference,  so  is 
the  constant  number  62,000  feet  to  the  answer  required  in  feet  Suppose, 
tor  example,  the  two  pressures  were  29.48  and  26.86 ;  then 

As  29.48  -I-  26.86  :  29.48  —  26.86 ::  62,000  feet :  2,906.4  feet,  the  answer 
required. 

This  rule  has  been  found  applicable  to  the  mean  temperature  of  England 
Cor  all  heights  under  5,000  feet 

Another  method  of  obtaining  approximate  differences  of  altitude  is  by 
t  oooiparison  of  Uie  temperaturei  of  boiling  water  (which  vary  with  the 
preiture  of  the  atmosphere).  The  apparatus  is  exceedmgly  simple,  and  the 
bstrument  not  so  liable  to  injury  as  the  mercurial  barometer,  being  much 
more  portal^e,  and  easily  replaced.  Fig.  274 :  A^  common  tin  pot,  9  inches 
hig^  ^  2  in  diameter.  By  a  sliding  tube  of  tin,  moved  up  and  down  in  the 
pot ;  the  head  of  the  tube  is  closed,  but  has  a  slit  in  it,  C\  to  admit  of  a 
tileriDometeT  passing  through  a  collar  of  cork,  which  shuts  up  the  slit  when 
the  thermometer  is  pkced.  i>,  thermometer,  with  so  much  of  the  scale  as  may  be  desirable.  £f 
boles  for  the  escape  of  steam. 

The  boiling-pohit  for  the  level  of  the  sea  should  be  correctly  marked  by  a  number  of  careful 
obPervationfl,  and  the  difference,  if  any,  must  be  noted  as  an  index  error. 

These  thermometers  are  very  useful  m  ascertaining  heights  where  strict  accuracy  is  not  required, 
and  thej  have  the  advantage  over  mercurial  barometers  in  being  portable.    In  moderate  devations, 
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the  difference  of  one  degree  in  the  temperature  at  which  water  boils  indicates  a  change  of  level  of 
about  600  feei^  corresponding  to  a  difference  of  0.6  of  an  inch  in  a  mercurial  barometer. 

Aneroia  Barometer. — ^The  action  of  the  aneroid  depends  on  the  pressure  of  the  atmosphere  on  a 
drcular  metallic  box  hermetically  sealed,  and  having  a  slightly  elastic  top,  the  vacuum  serving  the 
purpose  of  the  column  of  mercury  in  the  ordinary  barometer.  The  construction  of  the  aneroid  is 
illustrated  in  Figs.  275,  276,  and  277.    The  vacuum-chamber  is  represented  at  A  ;  its  top  and  bottom 
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are  formed  of  disks  of  thin  circularly  corrugated  copper,  held  together  by  a  circumferential  strip  of 
plain  metal,  as  shown  in  the  detail.  Fig.  277,  which  is  a  vertical  section  of  the  chamber  detached. 
A  strong  brass  stud  B  is  attached  to  the  upper  diaphragm  of  the  chamber,  having  a  slot  on  its  end, 
through  which  a  small  projecting  pin  C  formed  on  the  lever-plate  A  projects,  the  attachment  being 
effected  by  a  pin  passed  transversely  through  the  slotted  portion  of  the  stud,  immediately  over  the 
pin  C  The  plate  2>,  which  acts  as  a  lever  in  communicating  the  movements  of  the  diaphragm,  rests 
upon  two  pillars  E^  carried  by  the  supporting  base-plate  of  the  vacuum-chamber  as  fulcra.  The 
projecting  lever-portion  F  conveys  the  movement  by  a  joint  at  &,  which  is  linked  to, a  rocking- 
spindle  carrying  the  lever  H^  connected  to  the  arbor  of  the  index-needle  by  a  fine  chain  which  windis 
upon  it,  like  the  mainspring  chain  of  a  watch  upon  the  spring-box.  In  the  interior  of  the  vacuum- 
chamber  a  single  helix  is  fixed  upon  the  base-plate,  so  as  to  abut  against  the  lower  surface  of 
the  lever  at  /,  and  thus  preserve  the  two  diaphragms  of  the  chamber  from  actual  contact. 

To  set  the  instrument  to  indicate  the  same  scale  as  the  mercurial  barometer,  the  arrangement  given 
full-size  in  Fig.  278  is  adopted,  to  form  the  connection  between  the  main  lever  and  the  index-arbor. 
The  link  from  the  end  of  the  main  lever  is  joined  to  an  eye  at  A^  on  a  stud  formed  upon  the  end  of  a 
metal  bow-piece  B^  the  contrary  end  of  which  is  attached  to  the  lever  H^  before  described-  The  whole 
of  these  parts  are  carried  by  a  nicely-adjusted  rocking-spindle  C,  working  on  centres  in  the  frame  L. 
The  office  of  this  contrivance  is  to  affoM  a  means  of  adjustment  for  the  index-movement  by  the  two 
screws  M N^  one  of  which  elevates  or  depresses  the  eye  A^  while  the  other  sets  it  in  or  out  from  the 
centre  of  the  rocking-spindle,  to  give  more  or  less  leverage,  as  may  be  required  to  suit  the  barometri- 
cal scale.  The  connection  between  the  index-arbor  and  the  lever-apparatus  being  by  a  flexible  chain, 
its  movement  can  act  only  in  one  direction  in  bringing  round  the  index,  and  a  fine  hair-spring  is  at- 
tached to  give  the  return-movement. 

The  tube  by  which  the  exhaustion  is  effected  is  at  0,  The  process  of  exhausting,  as  specified  by  the 
inventor  in  connection  with  the  original  plan,  is  as  follows  :  A  little  solder  is  placed  round  the  aper- 
ture for  the  exhaust,  in  which  a  flat-headed  pin  is  set,  so  open  as  to  admit  the  air  to  pass.  The  dia^ 
phragm  is  compressed  to  its  proper  position  by  means  of  a  board,  and  is  then  soldered  to  its  box. 
The  whole  is  afterward  placed  under  an  air-pump  receiver  having  an  air-tight  stuffing-box,  through 
which  a  rod  carrying  the  heated  soldering-iron  is  passed.  When  the  vacuum  is  obtained,  the  solder- 
ing-iron is  pressed  down,  to  melt  the  solder  round  the  peg  and  close  the  opening. 

A  simple  mode  of  adjusting  the  instrument  by  a  standard  l^arome- 
ter  is  obtained  by  a  screw-stud  projecting  through  the  back  of  the 
instrument,  in  connection  with  Ihe  reacting-spring  at  /,  the  tension 
of  which  may  thus  be  varied  to  the  extent  required.  By  a  simple 
arrangement,  the  vacuum-case  is  itself  made  to  afford  its  own 
temperature-correction,  without  the  addition  of  a  particle  of  mechan- 
ism. Previous  to  the  exhaustion  of  the  vacuum-chamber,  the  top 
and  bottom  diaphragms  are  both  perfectly  horizontal ;  but  when  ex- 
hausted, they  each  take  the  curve  shown  in  the  section.  Fig.  277,  and 
the  dotted  lines  represented  as  running  nearly  even  with  the  corru- 
gated surfaces  indicate  the  position  they  will  assume  when  a  portion 
of  gas  is  introduced  to  play  the  important  part  of  a  compensator  for 
the  disturbance  to  which  the  index  would  be  liable  from  changes  of  temperature.  The  expansion  of 
the  contained  gas,  arising  from  the  disturbing  cause  itself,  counteracts  the  loss  of  elastic  force  pro- 
duced by  the  same  cause  in  the  diaphragms  and  other  parts  of  the  machinery.  The  external  atmos- 
phere is  continually  endeavoring  to  press  down  the  diaphragm,  while  the  helix  beneath  the  lever  is 
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as  eoDtmnallj  acting  to  keep  it  up.  An  increase  in  temperature  expands  the  contained  gas,  which 
thus  diminishes  the  effect  of  the  external  atmospheric  pressure,  and  corrects  the  disturbance  arising 
from  the  expansion  of  the  various  levers  and  connections,  which  would  otherwise  indicate  upon  the 
&1  a  greater  amount  of  movement  than  is  actually  due  to  the  atmospheric  change. 

The  following  convenient  rule  for  measuring  altitudes  by  the  aid  of  the  aneroid  barometer  is  from 
tfae**Hand-Book  to  South  Africa:"  Read  the  aneroid  at  A^  say  80.15;  take  it  to  £,  read  it  there, 
Eaj  29.06;  take  it  back  to  A^  read  it  again,  say  80.19.  Then  take  the  mean  of  the  readings  at  A, 
and  find  the  difference  between  that  and  the  reading  at  B  ;  multiply  the  difference  in  hundredths  by 
9,  and  the  result  will  be  the  difference  of  altitude  in  feet — thus : 

80.16  +  80.19 

=  30.17 ;  80.17  -  29.08  =  1.09;  then  109  x  9  =  981,  height  in  feet 

Hg.  279  represents  a  registering  barometer  made  by  M.  Redier,  of  Paris,  which  is  constructed  as 
fioOovs :  In  one  branch  of  the  ordinary  siphon  barometer  is  an  ivory  float  ^,  on  which  is  fastened  a 
foy  light  steel  pointer,  on  the  apex  of  which  is  an  horizontal  needle  A.  One  end  of  the  latter  is  made 
in  a  small  hook,  or  catch.  Affixed  to  the  supporting-frame  of  the  instrument  is  dock-mechanism. 
One  train  is  terminated  by  a  chronometer-escapement,  and  the  other  train  by  a  light  fly-wheel,  which 
tons  with  great  rapidity.  The  two  trains  are  calculated  so  that  the  velocity  of  the  fly-wheel  may 
be  double  that  of  the  escapement  A  satellite  gear  unites  these  two  movements,  and  on  the  axis  of 
the  satellite  is  carried  a  wheel,  which  engages  with  a  pinion  on  which  is  mounted  the  large  four- 
anoed  wheel  shown.  A  chain  from  the  latter  moves  the  registering-pencil  K  in  one  or  the  other 
fireetKHi,  according  as  the  wheel  turns  to  the  right  or  left.  The  axis  of  the  large  wheel  has  a  pinion 
which  agages  in  a  rack  not  shown,  whereby  the  plate  which  carries  the  barometer  is  moved  ;  so  that, 
wiwn  the  pencil  is  caused  to  travel,  the  barometer  is  also  moved  in  a  vertical  direction.  The  needle 
A  toadies  one  of  the  wings  of  the  fly-wheel  with  its  hook-end.  The  escapement  of  the  chronometer 
tzam  works  constantly,  and  so  tends  to  carry  the  large  wheel  from  right  to  left,  and  to  raise  the 
hsrometer  upward.  As  the  barometer  is  thus  moved,  however,  the  n^le  is  disengaged  from  the 
Ij-wfaeeL  The  latter  is  then  free  to  turn,  and,  as  its  velocity  equals  2,  that  of  the  escapement  being  1,  * 
it  draws  the  large  wheel  from  left  to  right,  and  causes  the  barometer  to  descend.  The  needle  then 
onee  more  catdies  the  fly-wheel. 

When  atmospheric  pressure  does  not  change,  the  pencil  describes  a  right  line ;  should  it  augment, 
howerer,  the  mercury  sinks  in  the  barometer,  the  needle  is  carried  down,  and  the  hook  engages  still 
farther  on  tiie  fly-wheel.  It  will  then  take  longer  for  the  escapement  to  cause  the  disengagement 
of  the  fly-wheel.  Consequently  the  large  pulley  turns  in  the  same  direction  for  a  period  proportional 
to  the  change  of  pressure,  and  the  mark  left  on  the  paper  indicates  this  movement  If,  on  the  other 
band,  the  pressure  diminishes,  the  fly-wheel  is  freed,  and  the  separation  between  wheel  and  needle 
«ill  be  greater  in  degree  proportional  to  the  diminution  of  pressure.  A  movement  of  the  pencil  to 
the  right,  therefore,  indicates  a  rise  in  the  mercury ;  to  the  left,  a  fall. 

The  paper  on  which  the  indications  are  received  is  divided  into  spaces  horizontally  to  represent 

88t 

879. 

28a 


hofiiTs,  and  vertically  to  represent  varying  degrees  of  pressure.  It  is  wrapped  around  a  cylinder, 
whidi  is  rotated  by  clock-work  R  over  given  distances,  to  correspond  with  the  ruling  of  the  paper. 
The  length  of  the  Utter  may  comprise  Uidications  for  several  days,  on  which  the  marking  for  a  week 
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is  exhibited.  The  little  hammer  0  is  caused  to  strike  gentle  blows  on  the  barometer-support,  so  as 
to  keep  the  mercury-column  always  free  and  lightly  shaken. 

A  barometer  in  common  use  is  provided  with  an  index  which  turns  round  upon  a  dial,  and  points 
to  figures  which  indicate  the  height  of  the  mercury,  as  also  to  words  descriptive  of  the  state  of  the 
weather,  as  "  Cloudy,"  "  Fair,"  etc.  The  index  is  made  to  moye  by  means  of  a  string,  which  passes 
around  its  axle,  and  has  at  each  end  a  weight  attached,  the  larger  one  resting  upon  the  surface  of  the 
mercury  in  the  shorter  limb  of  a  siphon  barometer.    Fig.  280. 

The  words  "  Change,"  "  Fair,"  and  "  Rain,"  engraved  on  the  plate  of  the  barometer,  are  calculated 
to  mislead.  In  winter  a  fine  bright  day  will  succeed  a  stormy  night,  the  mercury  ranging  as  low  as  29 
inches,  or  opposite  to  "  Rain."  It  is  not  so  much  the  absolute  height  as  the  actual  rising  and  falling 
of  the  mercury  which  determine  the  kind  of  weather  likely  to  follow. 

The  simplest  form  of  barometer  is  that  called  the  cistern  barometer.  A  straight  ToiTicellian  tube 
terminates  at  its  foot  in  a  cistern  of  mercury.  By  the  rising  and  falling  of  the  liquid  in  the  tube, 
the  level  of  that  in  the  dstem  must  change.  The  absolute  height  of  the  mercury  is  found  by  making 
the  scale  fixed,  and  bringing  the  mercury  to  its  zero-point  by  means  of  a  scale  which  is  made  to  press 
against  a  flexible  bag  that  forms  the  lower  part  of  the  cylinder,  as  represented  in  Fig.  281. 

BARRAGE.  Barrage  is  a  French  term,  and  signifies,  in  an  engineering  sense,  the  barring  or  dam- 
ming of  a  river  or  other  water-course  by  artificial  means,  for  the  purpose  of  forming  reservoirs  for  the 
supply  of  water  to  cities,  canals,  manufactories,  etc. ;  or,  in  order  to  facilitate  navigation  or  irrigation 
where  the  incline  is  too  rapid,  and  the  quantity  of  water,  from  that  or  other  causes,  would  be  in- 
sufficient for  those  purposes,  were  it  left  to  spread  freely  and  waste  over  its  normal  bed. 

We  shall  include,  in  this  article,  structures  of  the  nature  of  dams  for  the  improvement  of  rivers 
and  harbors,  such  as  breakwater,  jetties,  etc. 

Barrages^  or  Dams. — When  erected  for  purposes  of  water-power  or  water-supply,  the  object  of  a 
dam  is  partly  to  make  a  store-reservoir,  but  principally  to  prolong  a  high  top  water-level  from  its 
natural  situation  at  a  place  some  distance  up  the  stream  to  a  place  where  water  is  to  be  diverted 
from  the  stream  to  drive  machinery,  or  for  some  other  purpose.  When  erected  for  purposes  of  navi- 
•gation,  the  object  of  a  dam  or  barrage  is  to  produce  a  long  reach  or  pond  of  deep  and  comparatively 
still  water,  in  a  place  where  the  river  is  naturally  shallow  and  rapid.  In  planning  a  dam  or  barrage^ 
three  things  are  to  be  considered :  its  line  and  position,  its  form  of  cross-section,  and  its  construction. 

I.  Line  and  Position.  It  is  best  to  avoid  sharply-curved  parts  of  a  river-channel  in  choosing  the 
site  of  a  dam,  lest  the  rapid  current  which  rushes  down  its  face  in  times  of  flood  should  undermine 
the  concave  bank.  For  the  protection  of  the  banks  in  any  case,  it  is  advisable  so  to  form  the  dam 
that  the  cascades  from  the  lateral  parts  of  the  crest  shall  be  directed  from  the  banks  and  toward  the 
centre  of  the  channel.  This  may  be  eifected  either  by  making  the  river  slightly  curved  in  plan,  with 
the  concavity  at  the  down-stream  side,  or  by  making  it  like  a  V  in  plan,  with  the  angle  pointing  up- 
stream. Another  mode  of  protecting  the  banks  is  to  make  the  crest  of  the  dam  slightly  higher  at 
the  ends  than  in  the  middle,  so  that  the  lateral  parts  of  the  cascade  may  be  too  feeble  to  do  damage. 

In  order  to  diminish  the  height  and  extent  of  back-water  during  floods,  the  crest  of  the  dam  is  often 
made  considerably  longer  than  the  breadth  of  the  channel  This  is  effected  either  by  making  it  cross 
the  channel  obliquely,  or  by  using  the  Y-shape  already  described,  the  latter  method  being  the  best 
for  the  stability  of  the  banks.    The  practical  advantage  of  such  increased  length  is  doubtf i3. 

II.  Form  of  Cross-Section.  The  back  or  up-stream  side  of  a  dam  is  usually  steep,  ranging  from 
vertical  to  a  slope  of  about  1  to  1 ;  the  top  is  either  level  or  slightly  convex,  and  not  less  than  about 
2  or  3  feet  broad.  In  designing  the  front  or  downstream  slope  of  a  dam,  the  principal  object  is  to 
prevent  the  cascade  that  rushes  over  it  from  undermining  its  base.  The  commonest  method  is  to  use 
a  long  flat  slope  of  3  to  1,  4  to  1,  or  6  to  1,  in  order  that  the  speed  of  the  current  may  be  diminished 
by  friction,  and  that  it  may  strike  the  bottom  of  the  channel  very  obliquely.  A  further  protection  is 
given  to  the  river-bed  by  continuing  the  front  slope  a  short  distance  below  the  bottom  of  the  diannel, 
and  then  curving  it  slightly  upward.  Another  method  is  to  make  the  front  of  the  dam  present  a 
steep  or  nearly  vertical  face,  over  which  the  water  falls  on  a  nearly  level  apron  or  pitching  of  timber 
or  stone.  Probably  the  best  method  would  be  to  form  the  front  of  the  dam  mto  a  series  of  steps, 
presenting  steep  faces  and  flat  platforms  alternately,  the  general  inclination  bemg  about  8  to  1 ;  thus 
a  great  fall  might  be  broken  up  into  a  series  of  small  falls,  each  incapable  of  damaging  the  platform 
which  receives  it. 

III.  Construction.  Stone  masonry  well  laid  in  hydraulic  cement  and  framework  of  timber,  or  the 
two  in  combination,  are  the  materials  usually  employed  in  the  construction  of  dams  of  great  strength. 
When  dams  for  slack-water  navigation  are  built  upon  streams  which  are  subject  to  heavy  freshets, 
the  selection  of  the  site  is  very  important.  It  is  generally  advisable  to  place  them  where  the  stream 
is  pretty  wide,  for  the  purpose  of  allowing  a  ready  flow  over  the  dam  during  high  water.  If  built  at 
a  narrow  place,  the  restraint  to  the  outlet  would  so  increase  the  hydraulic  as  well  as  the  hydrostatic 
pressure,  that  great  expense  would  necessarily  be  incurred  in  making  a  structure  sufficiently  strong 
and  securely  joining  it  to  the  banks,  and  in  many  cases  the  object  could  not  be  accomplished.  In 
constructing  a  dam  it  must  be  borne  in  mind  that  the  pressure  of  water  is  in  proportion  to  its  depth, 
but  the  circumstances  not  only  vary  with  difference  of  location,  but  in  the  same  location,  in  conse- 
quence of  changes  which  constantly  take  place  in  the  current  of  the  stream.  Often  during  a  freshet 
the  surface  becomes  exceedingly  rapid,  so  as  to  exert  great  force  against  the  upper  part  of  the  dam, 
and  calculations  based  upon  hydrostatic  pressure  alone  would  prove  erroneous.  The  rule,  therefore, 
is  to^  supplement  mathematical  calculations  by  a  judgment  as  to  the  requirements  necessary  in  each 
particular  case,  and  to  make  the  structure  strong  enough  at  every  point  to  withstand  whatever  force 
may  be  brought  against  it  under  any  possible  drcamstances. 

Fig.  282  represents  a  section  of  the  dam  across  the  Croton  River,  which  supplies  the  city  of  New 
York  with  water.    The  base  of  this  work  is  composed  mostly  of  cob,  or  crib-work  of  logs  or  timber, 
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their  iutervals  being  filled  in  with  stone,  and  the  intervals  between  the  piers  of  crib-work  with  con- 
crete. The  upper  portion,  and  the  apron,  or  down-stream  face  of  the  dam,  are  made  of  cut  stone.  A 
secondary  dam  is  constructed  below,  in  order  that  the  discharges  or  overflow  of  the  water  may  fall 
into  back-water,  and  in  that  way  check  the  force  of  the  current.  Fig.  28S  shows  the  profile  of  the 
river.  At  first  a  length  of  only  90  feet  was  given  for  the  dam  B,  and  this  part  was  erected  after  the 
profile  of  Fig.  288,  with  a  construction  similar  to  that  of  Fig.  282,  extending  then  duly  from  a  to  6, 
Fig.  288,  occasion  for  which  was  given  by  the  rock  lying  here  affording  a  e^od  foundation ;  the  re- 
mainder of  the  river  profile  to  d  was  to  be  filled  with  an  earUi  embankment.  A  considerable 
freshet,  however,  carried  away  this  embankment  when  partly  completed,  and  it  was  resolved  to  extend 
the  stone  dam  180  feet  farther,  to  c.  For  the  erection  of  this  part,  -4,  Figs.  282  and  288,  the  bottom 
of  the  river  was  cleared  from  mud  and  bowlders,  and  the  piers  C  and  D,  of  12-inch  hemlock  timber, 
successively  built  up ;  the  walls  were  connected  by  ties,  and  filled  with  stone  closely  padded  in ;  the  top 
was  covered  with  6-inch  plank  of  white  pine,  and  treenailcd  ;  upon  this  planking  the  timber-piers  F 
and  G  were  erected,  but  only  jF*  covered  with  plank.  While  erectmg  those  piers,  the  space  E  was 
filled  with  concrete,  and  the  piers  near  the  top  connected  with  ties.  Both  these  piers,  together  with 
their  filling  of  concrete,  being  the  armature  of  the  dam,  served  at  the  same  time  for  a  coffer-dam  against 
,  the  water  above.  Against  &  another  timber  pier  was  in  like  manner  constructed,  with  but  one  tim- 
ber wall ;  in  place  of  the  other,  anchors  of  roimd  timber  were  laid  in,  and  with  the  ties  joggled  to- 
gether. The  timber  of  these  piers  is  of  hemlock,  12  inches  by  12,  the  ties  of  white  oak,  7  inches  thick 
at  the  smaller  end,  framed  with  single  dovetails  4  inches  Uiick,  Fig.  284,  and  fastened  with  1-inch 
treenails,  which  are  placed  10  feet  from  centre  to  centre.  The  pier-timbers.  Figs.  286  and  286,  are  tree- 
nailed  SO  inches  deep,  with  2-inch  treenails  of  white  oak.  These  nails  are  sometimes  put  nearer  to- 
gether, and  the  ties  likewise.  The  planking  is  of  white  pine.  When  the  timber  piers  had  reached  a 
certain  height,  the  piers  K  K,  of  four  compartments,  were  put  down,  two  of  which,  the  nearest  to  low 
water,  were  packed  out  with  stone ;  the  two  others  wci*e  filled  with  concrete,  and  formed  the  coffer- 
dam against  the  water  below  the  dam.  The  courses  were  of  12  by  12  inch  hemlock;  the  ties  of  oak,  8 
inches  at  the  smaller  end,  and  6  feet  apart  from  centre  to  centre ;  the  treenails  of  the  squared  tun- 
ber  the  same.  The  uppermost  of  them  are  made  of  elm  and  white  oak,  treenailed  every  8  feet,  80 
inches  deep,  2^  inches  in  diameter.  The  upper  ties,  Figs.  286  and  287,  are  of  elm  12  inches  square; 
to  this  course  of  ties  a  bed-timber  of  white  elm  is  joggled  and  secured  by  iron  screw-bolts.  Fig. 
286.  Across  these  bed-timbers  or  caps  an  apron-planking  of  6-inch  elm  is  fastened  by  Ij-hidi 
locust  (robinia  psmdo  acacia)  treenails  of  13  inches  in  length.  Against  the  rear  of  this  timber  pier 
the  one  marked  Z  was  erected ;  against  the  back-water  only,  it  has  a  regular  timber  wall,  Fig.  285 ; 
the  ties  are  secured  by  anchors.  A  part  of  the  apron-planking  of  this  pier  is  laid  horizontally  in 
connection  with  the  apron  of  the  pier  K;  the  remainder  is  put  8  feet  lower,  Fig.  282.  After  the 
pit  had  been  laid  dry  by  pumps,  the  ground  and  the  space  at  /  were  filled  in  with  concrete  and 
leveled  off.  On  this  bed  the  body  of  the  dam  was  by  degrees  erected  of  hydraulic  stone-masoniy, 
according  to  the  bond,  Fig.  282  a,  and  the  courses  of  face-stone  for  the  weir  laid  down.  This  face- 
work  is  of  granite,  cut  with  such  closeness  as  to  allow  the  stone  to  be  laid  with  a  joint  not  exceeding 
three-sixteenths  of  an  inch.  The  masonry  is  laid  in  horizontal  courses  to  8  feet  from  the  extrados 
of  the  face-work,  where  it  is  in  courses  corresponding  with  the  radii  In  front  of  the  lip  of  dam 
below  the  head-water,  a  fore-embankment,  Figs.  282,  288,  289,  was  formed  of  earth,  and  its  upper 
part  secured  with  a  dry  stone-pavement  2  feet  thick. 

In  the  part  of  the  dam  first  erected,  B,  Fig.  283,  at  6,  and  Fig.  289,  at  6,  a  waste-wcir  is  con- 
structed, in  order  to  draw  off  the  water  of  the  lake  from  a  greater  depth ;  it  consists  of  a  well  with 
culverts  having  two  sets  of  gates,  all  of  which  are  protected  with  a  small  stone  house,  Figs.  283  and 

289,  at  6,  which  can  be  reached  by  the  bridge  B^  Figs.  288  and  288. 

At  a  distance  of  300  feet  from  the  lip,  a  secondary  dam.  Figs.  288  and  289,  is  constructed ;  it  is 
erected  of  round  timber,  filled  up  with  dry  stone.  The  object  of  this  secondary  dam  is  to  divide  the 
head  of  water,  and,  by  means  of  the  water-basin  formed  by  it,  to  break  the  body  of  water  running 
over  the  weir,  and  to  keep  the  wood-work  of  the  timber  piers  K  and  L  under  water.  Near  the  left 
shore  a  waste-weir  is  constructed  in  this  dam,  in  order  to  let  off  the  water  from  the  basin  when 
required. 

Wooden  Dams  are  usually  of  crib-work,  of  either  rough  round  logs  with  the  bark  on,  or  of  hewn 
timber — in  either  case  about  a  foot  through.  These  timbers  are  merely  laid  on  top  of  each  other, 
forming  in  plan  a  series  of  rectangles,  with  sides  of  about  7  to  12  feet.  They  are  not  notched 
together,  but  simply  bolted  by  1-inch  square  bolts  (often  ragged  or  jagged)  about  2  to  2^  feet  long, 
through  every  timber  at  every  intersection. 

The  cribs  are  usually,  but  not  always,  filled  with  stone.    In  triangular  dams,  disposed  as  in  Fig. 

290,  this  stone  filling  is  not  so  essential  as  in  other  forms,  because  the  weight  of  the  water,  and  of 
the  gravel  backing,  tends  to  hold  the  dam  down  to  its  base.  Still,  even  in  these,  when  the  lower 
timbers  are  not  bolted  to  a  rock  bottom,  or  otherwise  secured  in  place,  some  stone  may  be  necessary 
to  prevent  the  timbers  from  floating  away  while  the  work  is  unfinished  and  the  gravel  not  yet  depos- 
ited behind  it.  On  rock,  the  lowest  timbers  are  often  bolted  to  it,  to  prevent  them  from  floating 
away  during  construction ;  and  when  the  water  is  some  feet  deep,  this  requires  coffer-dams. 

Movable  Barrage, — ^A  movable  barrage,  established  across  a  navigable  river,  comprises  two  essen- 
tial parts,  namely,  the  navigable  way  and  the  overfall  (Fig.  291).  The  former  is  used  for  purposes 
of  navigation  when  there  is  a  sufficient  natural  draught  of  water  in  the  river  for  ships  to  pass ;  the 
movable  lifts  which  serve  to  close  the  way  are  then  laid  flat  on  their  platform.  The  overfall  serves 
to  maintain  the  level  of  the  river  at  a  determinate  height  when  the  barrage  is  in  use ;  it  likewise 
serves  as  an  outlet  for  the  water  while  the  lifts  of  the  navigable  way  are  being  raised. 

In  addition  to  these  two  essential  parts,  there  is  generally  also  a  lock,  through  which  the  naviga- 
tion takes  place  when  the  barrage  is  closed  (Fig.  291).    When  there  is  no  lock  adjoining,  then  tne 
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narigatioii  can  only  be  performed  by  remoTing  the  barrage  and  releasing  the  water  at  certain  jB^ed 
periods. 

The  tiU,  or  platf(7m%  of  a  navigable  way  should  be  placed  at  a  depth  not  less  than  that  of  the 
bottom  of  the  river  above  the  weir.  The  sill  of  the  overfall  should  be  so  raised  that,  having  due 
r^l^  to  economy  and  facility  of  construction,  its  section,  added  to  that  of  the  navigable  way,  shall 
ofo  iQ  outlet  proportional  to  the  quantity  of  water  that  flows  down  the  river  at  its  different  peri- 

290. 


odfl.  Moreover,  it  must  be  at  such  a  height  that  it  may  give  free  passage  to  the  waters  of  the  river 
wiiilethe  lifts  are  being  raised,  without  producing  too  heavy  a  fall  from  the  upper  to  the  lower  basin. 
Theee  conditions  are  most  important. 

The  establishment  of  a  navigable  way  is  a  costly  work ;  its  breads  should,  consequently,  not  be 
greater  than  is  absolutely  necessary  for  the  requirements  of  navigation.    When  the  breadth  of  the 
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river  will  not  admit  of  the  overfall  being  placed  perpendicularly  to  its  course,  and  in  a  line  with  the 
Bsrigable  way,  it  may  be  put  obliquely ;  in  that  case  the  angle  of  inclination  must  not  be  less  than 
60  degrees. 

The  platform  of  the  navigable  way  should  be  of  sufficient  width  to  receive  all  the  various  compo- 
neots  of  the  lifts,  dams,  etc.,  when  the  foundations  are  laid  upon  concrete. 

The  lift  of  a  navigable  way  is  composed  of  three  principal  parts,  viz. :  1.  Of  a  framework  of 
timber  capable  of  moving  upon  an  horizontal  axis  placed  perpendicularly  to  the  direction  of  the 

current     When  this  framework  is  raised,  it  is  sup. 

ported  by  its  axis,  while  its  base  rests  against  a  sill 

attached  to  the  platform  of  the  barrage.    2.  Of  a  stay, 

made  of  iron,  and  bearing  the  horizontal  axis  men- 

r\       1  fr      W  1^  tioned  above.    The  lower  part  of  the  stay  is  termi- 

®       J  [\.    ^[       S^      iS)  nated  by  two  spindles,  working  in  sockets,  that  are 

■       a  f       i        W    9=^  attached  to  the  sill  against  which  the  foot  of  the  lift 

jl        m        \\  r— I      rests  (Fig.  292),  so  that  this  stay  is  able  to  turn  upon 

U         //  II  ■g«       its  base,  carrying  with  it,  as  it  moves,  the  framework 

~  of  the  lift  3.  Of  a  buttress  of  iron,  the  head  of 
which  forms  an  articulation  with  that  of  the  stay,  its 
foot  resting  against  a  cast-iron  shoe  firmly  cemented  in 
the  platform. 

These  three  pieces  are  all  that  constitute  the  lift, 
and  the  whole  arrangement  presents  very  much  the 
appearance  of  a  painter's  easel  with  a  picture  upon  it 
This  is  the  system  that  has  been  so  successfully  and  ingeniously  put  into  practice  by  If.  Chanoine,  at 
the  celebrated  barrage  of  Conflans^sur-Seine,  and  at  other  places. 

Besides  the  three  principal  components  of  a  lift,  above  described,  there  remains  yet  one  addition 
of  some  import : 

The  Counlerpoife. — ^Upon  referring  to  the  several  illustrations,  it  will  be  observed  that  that  por- 
tion  of  the  lift  which  is  above  its  axis  of  suspension,  and  which  is  called  the  "  fly,"  is  wedge-shaped, 
getting  thinner  toward  the  top ;  whereas  that  which  is  below  the  axis  of  suspension  is  uniform  in  its 
thickneM,  which  is  equal  to  the  thickest  part  of  the  fly.    This  is  done  in  order  to  nearly  balance  the 
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gate,  giving  the  lower  portion,  however,  a  Blight  preponderance  over  the  upper,  which  has  a  longer 
radius.  The  moment  of  the  weight  of  the  timbers  forming  the  lower  part,  called  the  **  breech,*'  is 
about  110  feet  out  of  water,  and  that  of  the  timbers  of  the  fly  is  nearly  equal  to  it;  but  when  the 
breech  is  entirely  immersed,  the  moment  of  its  weight  is  destroyed  by  the  very  fact  of  immersion ; 
so  that,  in  manoeuvring,  the  weight  of  the  fly  becomes  an  obstacle  to  the  lowering  of  the  breeds 
To  remedy  this,  it  was  necessary  to  append  a  counterpoise  to  the  latter,  composed  of  a  mass  of  ca^t- 
iron,  movable,  and  held-  and  girded  by  three  parallel  iron  bars  (Figs.  293,  294)  along  which  it  may 
slide,  and  weighing  about  145  lbs.  In  order  to  give  some  idea  how  the  system  operates,  let  us  sup- 
pose a  lift  to  be  raised,  and  in  position,  and  then  observe  by  what  means  it  is  lowered.  If  the  end 
of  the  buttress,  which  is  rounded,  be  drawn  on  one  side  from  the  shoe,  it  is  evident  that,  losing  its 
point  of  support,  it  will  slide  upon  the  platform  in  the  direction  of  the  pressure  against  the  lift ; 


that  the  "  stay  "  will  necessarily  follow  the  buttress,  turning  upon  its  base ;  and  that  the  gate  itself, 
in  rotation,  will  follow  the  stay ;  so  that  the  two  former  will  be  stretched  upon  the  platform  in  pro- 
longation of  one  another,  while  the  latter  rests  on  the  top  of  both,  covering  them. 
The  buttresses  are  made  to  slip  from  their  respective  shoes  by  means  of  an  iron  bar,  placed 

horizontally  upon  the  platform,  and  furnished  with 
catches,  so  disposed  at  distances  that  they  draw 
aside  the  buttresses  one  by  one  in  succession^  and 
in  the  order  in  which  it  is  intended  to  lower  the 
lifts.  This  bar  must  be  easy  of  management,  and 
arranged  in  such  a  manner  that  its  action  may  not 
be  impeded  by  gravel,  sand,  or  any  foreign  matter 
carried  down  by  the  current.  It  is  terminated  at 
one  end  by  a  rack  worked  by  a  vertical  wheel,  by 
the  aid  of  which  its  motion  is  imparted,  and  tbenco 
transmitted  from  buttress  to  buttress.  Upon  be- 
ing released  from  the  shoe,  the  buttresses  slip  into 
guiding-rails,  or  grooves,  in  which  they  slide  tlU 
they  reach  the  bottom.  We  have  already  implied 
that  the  lift  proper  is  divided  by  its  axis  of  rota- 
tion into  two  distinct  parts :  the  lower  part  it  has 
been  agreed  to  call  the  "  breech,"  and  the  upper 
the  "fly."  It  is  necessary  to  bear  in  mind  this 
distinction.  We  will  now  describe  the 
Method  of  Raising  the  lAflz. — ^The  base  of  the  breech  is  provided  with  a  stout  iron  handle.  The 
keeper,  entering  a  boat  fitted  for  the  purpose,  seizes  this  handle  with  a  hook ;  then,  pulling,  by 
degrees  the  breech  of  the  lift  rises  from  the  platform  at  the  end  of  their  course,  the  extremity  of 
the  buttress  comes  and  rests  against  the  shoe,  and  the  gate  remains  suspended  on  its  axis  of  rota- 
tion, while  the  breech  is  upheld  by  the  boatman's  hook.  As  soon  as  the  hook  is  detached,  if  the 
breech  be  a  little  heavier  than  the  fly,  or  if  it  be  slightly  pushed,  the  gate  immediately  turns'  upon 
its  axis,  and  the  breech  rests  against  the  sill  of  the  weir. 

This,  in  efi^ect,  is  what  takes  place ;  but,  in  order  to  insure  precision  and  regularity  in  the  different 
parts,  many  other  accessories  are  needed,  the  details  of  whidi  our  limits  will  not  allow  us  to  par- 
ticularize. 

Barrages  for  Purposes  or  Irrigation. — ^It  is  only  in  Eastern  countries  that  the  opportunity  occurs, 
or  the  necessity  exists,  of  carrying  out  irrigation-works  on  a  gis^antic  scale.  Native  works  in  the 
deltaic  provinces  on  the  great  rivers  of  Southern  India  have  been  in  successful  operation  for  centu- 
ries. The  basis  of  these  works  has  been  in  nearly  every  instance  the  damming  of  the  rivers  at  the 
apex  of  the  delta  by  means  of  an  anicut,  or  barrage,  in  such  a  manner  as  to  raise  the  low-water 
level  to  the  extent  required  for  irrigation  by  gravitation,  but  at  the  same  time  without  appreciably 
augmenting  the  heights  of  great  floods. 

One  of  the  longest  of  the  Indian  barrages — ^that  on  the  Godavery  River,  at  Dowlaisweram ^is 

described  as  follows  by  Col.  Baird  Smith,  R.  E.,  in  his  well-known  report  on  Indian  irrigation : 

**  The  bed  of  the  Godavery  is  throughout  of  pure  sand,  and  in  such  soil  arc  the  whole  of  the  foun- 
dations laid.  Commencing  from  the  eastern  or  left  bank,  the  first  portion  of  the  work  is  the  Dowlais- 
weram branch  anicut,  or  dam.  The  total  length  of  this  is  4,872  feet,  or  1,624  yards.  The  body  of 
the  dam  (Fig.  295)  consists  of  a  mass  of  masonry  resting  on  front  and  rear  rows  of  wells,  each  well 
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bemg  6  feet  in  diameter,  and  sunk  6  feet  below  the  level  of  the  deep  bed  of  the  stream.  The  masonry 
formii^  the  bodj  is  composed :  1.  Of  a  front  curtain-wall  running  along  the  whole  length,  7  feet 
in  beigfat,  4  feet  in  thiiteess  at  the 

btse,  with  footings  1  foot  broad  on  295. 

each  side  to  cover  the  tops  of  the 
veils  on  which  the  curtain- wall 
rests,  and  3  feet  thidc  at  the  sum- 
mit 2.  Of  an  horizontal  flooring 
or  vaste-board,  19  feet  in  breadth 
and  4  feet  in  thidmess.  8.  Of 
t  masonrj  counter-arched  fall  28 
feet  in  breadth  and  4  feet  thick,  of  which  the  curve  is  so  slight  that  the  form  maj  be  con- 


practically  as  that  of  an  inclined  plane.  The  waste-board  and'  tail-slope  are  protected 
tgainst  the  action  of  the  stream  by  a  covering  of  strongly-clamped  cut  stone  over  all.  4.  Of  a 
rnigfa  stone  apron  in  rear,  formed  of  the  most  massive  stones  procurable,  and  extending  about  70  or 
90  feet  down-stream.  This  protects  the  rear  foundation  against  the  erosive  action  of  the  stream 
pusing  over  the  dam,  and  may  be  extended  as  circumstances  may  require.  The  body  of  the  dam 
rests  merdy  on  a  raised  interior  embankment  or  core  of  the  oommon  river-sand,  and  no  precautions 
to  strengthen  this  in  any  way  have  been  considered  necessary.  On  the  extreme  le^t  flank  of  the 
dam  is  a  series  of  works,  consisting  of  a  lock  for  the  passage  of  craft,  a  head-sluice  for  an  irriga- 
tioQ-channel,  and  an  under-sluice  for  purposes  of  scour  and  clearance  from  deposits. 

**Tbe  second  branch  of  the  river  is  called  the  Rallee  branch,  and  is  barred  by  an  anient  or  dam 
2,862  feet,  or  964  yards,  in  length. 

hi  section  (Fig.  296X  this  work  296. 

differs  a  little  from  that  just  de- 
icribed.  The  general  dimensions 
of  the  bodies  of  both  are  similar ; 
but  the  front  curtain-wall  of  the 
Bailee  dam,  instead  of  resting  on 
a  row  of  wells,  is  founded  on  a 
laasB  of  rough  stone,  and  this  mass  extends  under  the  waste-board  or  sill,  and  part  of  the  curved 
tail,  thus  replacing  the  core  of  river-sand  characteristic  of  the  Dowlaisweram  branch  anicut  by  one 
of  a  more  substantial  kind.  The  rear  foundations  consist  of  a  row  of  6-foot  wells  as  before ;  and 
tbe  (ndy  difference  in  the  rough  stone  rear  apron  is  the  insertion  along  its  length  of  a  retaining  or 
bonding  bar  of  masonry  4  feet  in  breadth  by  8  in  depth.  The  left-flank  revetments  are  similar, 
thaoA  not  quite  so  long  as  those  formerly  described.  On  the  right  flank  is  an  under-sluice  with  8 
aoaU  vents  of  6  feet  each,  and  2  large  arches  carrying  a  roadway  for  cross-communication. 

**Tiie  length  of  the  Muddoor  branch  dam,  the  third  section  of  the  great  work,  is  1,548  feet,  or 
616  yards.  Its  section  is  precisely  the  same  as  that  of  the  Dowlaisweram  dam ;  it  has  the  same 
front  and  rear  foundations  on  wells,  the  same  dimensions  of  the  masonry-body,  which  rests  on  a  like 
«we  of  river-sand  without  any  intermixture  of  heavy  material. 

'^The  length  of  the  Vegaishweram  branch  dam,  the  last  of  the  series,  is  2,584^  feet,  or  861^ 
yards.     In  section  (Fig.  297)    it 

presents  several  small  differences  ^^*   ^.,,ag3fi|!;^^^?^=hklj!"i^^ 

from  any  of  the  others.    Its  height  ~~  ^  — 

*t  the  ull  b  1  foot  greater  than 
tbe  other;  the  thickness  of  the 
nasoniy  of  the  body  of  the  dam  6 
^cbes,  the  breadth  of  the  sill  8 
inches,  and  that  of  the  tail  9  inch- 
tt,  more  than  the  corresponding  details  for  the  other  portions.  The  foundation  and  core  of  sand 
^hhm  the  body  are  like  those  of  the  Dowlaisweram  and  Muddoor  dams,  but  tbe  front  curtain-wall 
i«  protected  by  an  apron  of  rough  stone  about  10  feet  deep  and  6  or  7  feet  wide,  carried  along  its 
entire  length.  The  rear  rough  stone  apron  is  banded  and  strengthened  at  20  feet  from  the  termi- 
■ation  of  the  masonry-tail  by  a  bar  of  stone  in  mortar  6  feet  wide  by  2i  feet  deep.  With  these 
differences  in  detail,  the  general  arrangemeilts  are  the  same  as  in  the  other  branches. 
^  **  Viered  as  a  whole,  therefore,  the  Godavery  anicut  consists  of  a  masonry-dam  in  separate  por- 
tions, the  nnited  length  of  which  is  11,866^  feet,  or  8,965j^  yards,  being  very  nearly  2^  miles  of 
rirer  channel  blocked  up  by  a  solid,  substantial,  well-protected  mass  of  stone  in  lime  cement,  or 
without  it,  according  to  position,  having  a  total  breadth  of  base  equal  to  very  nearly  180  feet,  and 
height  of  crest  or  sill  equal  to  12  feet" 

Works  for  Reference, — "  Cours  de  M6caniqne  Appliqu6e,**  Brerse;  "Experiences  Hydrauliques  sur 
lea  Lois  de  TEcoulement  de  TEau,"  Lesbros ;  "  Notice  sur  les  Barrages  Mobiles,"  Chanoine ;  "  Prin- 
cipes  d'Hydrauliqne,"  Dubuat ;  **  M6moire  sur  les  Barrages  k  Hausses  Mobiles,"  Chanoine  and  La- 
gren4;  ^Kapport  sur  la  Forme  et  la  Mode  de  Construction  du  Barrage  d^Enfer  sur  le  Furens,"  Graeff, 
JUimoiret  da  Ponis  ei  ChausseeSy  4th  series,  No.  184 ;  **  Cotton  Cultivation  and  Barrage  of  Great 
Rivera,*'  Gibbs,  1862;  "M^moire  sur  les  Barrages,"  Breton,  1867;  '*  Barrages  Aiguilles,  Syst^me 
Poirte,"  Saint-Yves,  Memoires  dee  Fonts  et  ChaitssSeSy  1870,  tome  xx.,  4th  series;  "Irrigation  in 
hidia,"  Memoires  des  Fonts  H  ChaussSes^  1871,  tome  ii.,  6th  series ;  "  M6moire  sur  un  Nouveau  Sys- 
t^me  de  Barrage,'*  Bont^  Mhnoires  des  Fonts  et  C/utitssSes^  1876,  tome  xi.,  6th  series;  "Constmc- 
tioQ  of  Mill-Dams,"  Leffel,  Springfield,  0.,  1874 ;  "  High  Masonry  Dams,"  McMaster,  New  York,  1876. 
An  excellent  discussion  of  the  different  systems  of  hydraulic  gates  and  movable  dams  will  be  found 
m  report  of  Chief  of  Engineers  U.  S.  A.,  1874,  part  i.,  p.  416 ;  see  also  report  of  Chief  of  Engineers 
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for  1876,  for  barrage  at  Port  k  TAn^laifl  on  the  Seine,  and  for  M.  Girard*B  automatic  movable  dam ; 
also  see  report  for  1878,  part  L,  p.  61,  and  part  ii.,  p.  640;  for  barrage  of  the  Nile,  see  Engineering^ 
vol.  xxi.,  p.  40,  et  aeq. ;  also  **  Construction  of  High  Masonry  Dam "  (Croton),  Engineering^  voL  xz^ 
p.  176. 

BARREL-MAEINO  MACHINERT.  The  machines  which  are  used  in  the  manufacture  of  barrels 
may  be  divided  into  three  classes,  namely:  those  employed  for  cutting  and  dressing  suives ;  those 
used  for  making  the  heads ;  and  those  adapted  for  finishing  the  barrel  after  portions  of  its  parts 
have  been  assembled.  All  of  this  machinery  may  also  be  grouped  in  two  classes,  according  as  the 
work  to  be  produced  is  a  tight  barrel  or  cask,  such  as  is  employed  for  containing  liquids,  or  a  slack 
barrel  for  holding  flour,  sugar,  cement,  or  other  dry  substances.  The  devices  for  making  kegs  and 
small  casks  may  also  be  separately  classified,  as  in  many  respects  their  construction  differs  in  mat- 
ters of  detail  from  that  of  barrel-machinery. 

1.  Stave-Machinery. — ^The  principal  manipulations  of  the  stave  are  jointing,  dressing,  equalizing, 
and  sawing.  In  the  jointing  madiine,  the  stave  is  tightly  held  in  clamps,  and  by  pressure  on  a  foot- 
treadle  moved  up  to  a  disk,  on  the  face  of  which  are  radially  disposed  knives  which  bevel  off  the 
edges  of  the  stave  to  the  proper  degree  for  fitting  it  into  the  cylindrical  barrel.  With  this  machine 
a  fan-blower  is  combined,  so  that  all  dust  and  shavings  are  rapidly  removed  as  fast  as  produced. 
When  the  stave  is  jointed,  the  relaxation  of  pressure  on  the  treadle  causes  its  release.  Arrange- 
ments are  provided  for  tightly  holding  the  work,  and  also  for  giving  to  the  edge  any  desired  bilge  or 
bevel.  The  machines  employed  for  dresshig  sawed  staves  consist  of  a  rotary  cutting-head  and  a 
carrying  or  revolving  bed,  with  feed-rollers  which  compel  a  strong  forward  motion.  The  stave  is 
placed  upon  the  bed  and  carried  under  the  rollers,  which  are  straight  or  convex  to  fit  the  shape  of 
the  work.  The  rotary  head  and  cutters  are  so  made  and  ground  that  the  stave  is  smoothly  finished 
and  a  uniform  thickness  given.  For  dressing  rived  and  sawed  staves  of  all  thicknesses,  a  special 
machine  has  been  devised,  which  dresses  both  sides  of  the  stave  at  the  same  time  without  cutting 
the  wood  across  the  gram ;  that  is,  it  leaves  the  staves  wmding  and  crooked  as  they  were  rived  from 


the  block.  This  is  accomplished  by  allowing  the  frame  which  supports  the  cutters  to  oscillate  and 
rock  in  all  directions,  so  that  the  cutters  adapt  themselves  to  all  the  crooks  and  winds  of  the  stave. 

For  sawing  staves,  the  cylinder-saw  machine  represented  in  Fig.  298  is  employed.  This  machine 
cuts  the  stave,  which  is  suitably  clamped  and  fed  foi*ward,  in  circular  form.  The  construction  is 
obvious  from  the  engraving. 

In  order  to  saw  the  staves  to  uniform  length,  the  stave-equalizer  is  employed.  The  staves  are 
placed  upon  a  conveyer  consisting  of  two  endless  ropes,  by  which  they  are  brought  upon  the  periphe- 
ries of  two  wheels  on  the  same  shaft,  so  that  each  stave  rests  across  projections  on  the  rim  of  the 
wheels.  As  the  wheels  rotate,  the  ends  of  the  stave  aro  brought  in  contact  with  two  circular  saws, 
which  are  adjusted  at  a  distance  apart  equal  to  the  desired  length  of  the  stave.  The  feed  being  con- 
tinuous and  the  operation  of  the  machine  automatic,  it  is  only  necessary  to  place  the  staves  on  the 
conveyer,  when  they  are  rapidly  conducted  to  the  saws. 

2.  head-making  Machines. — ^For  ordinary  casks  the  heads  are  usually  made  of  several  portions 
jointed  and  doweled  together.  To  make  the  joints  and  prepare  the  pieces  of  heading  which  have 
previously  been  sawn  to  the  proper  length  for  the  dowels,  is  the  object  of  the  machine  represented 
in  Fig.  299.  This  consists  of  a  large  rotating  metal  disk,  in  the  face  of  which  are  fixed  three  cutters, 
relatively  equidistant.  In  front  of  the  disk  is  a  standard  and  rest.  Upon  the  latter  a  piece  of  rough 
heading  is  laid,  and  its  edges  aro  pressed  against  the  disk  by  hand,  so  that  they  aro  thus  rendered 
perfectly  smooth  and  straight.  The  work  is  then  removed  and  laid  upon  another  rest  on  top  of 
the  machine,  where  it  encounters  two  swiftly-revolving  bits,  which  are  forced  against  the  edge  by  the 
foot-treadle,  and  which  speedily  bore  holes  for  the  dowels.  The  disk  acts  as  a  fan,  blowing  away 
chips  and  shavings  through  the  shoot  shown  at  the  right  of  the  engraving.  The  heads  of  a  large 
number  of  barrels  can  thus  be  prepared  in  a  day  by  a  single  man,  and  the  joint-knives  are  so 
arranged  that  either  a  hollow  or  straight  joint  can  be  made,  as  desired.    The  dowels  are  next  in- 
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Bated  by  hand,   and   the   separate  299. 

pieces  put  together,  forming  rough 

Rparea,  readj  for  the  next  procesa. 

This  consists  in  leveling,  facing,  and 

dreflEing  the  material  on  one  side; 

and  it  is  acoompliahed  by  a  special 

machine  shown   in   Fig.   300.    The 

lietd  is  placed  in  front  of  a  planer- 

qljnder  on  which  are  several  blades, 

aikd  which  is  swiftly  rotated.    The 

revolation  of   the  corrugated  feed- 

rolis  curies  the  head  over  the  planer- 

koirea,  which  rapidly  smooth  off  the 

under  ade  at  the  rate  of  from  15  to 

25  beads  per  minute. 

The  next  operation  is  turning  the 
heads  in  circular  form,  and  at  the 
sune  time  beveling  the  edge  with  two 
berek,  the  upper  bevel  being  less 
tittn  the  lower  one.  The  machine 
employed  is  represented  in  Fig.  801. 
The  head  is  placed  between  two  disks, 
one  of  which,  that  on  the  right  in  the 
engnring,  is  provided  with  a  nimi- 
ber  of  spring  pins  near  its  periphery, 
which  press  the  work  agiunst  the  op- 
posite disk.  The  pin-disk  is  not  con- 
nected with  the  driving  machinery. 
Its  spindle  enters  the  cylindrical  stand- 
aid  on  the  right,  in  which  is  placed 
apptratus  by  means  of  which  the  disk 
is  thrown  forward  and  locked  in  that 
positioD,  firmly  holding  the  work. 
Throng  the  rotation  of  the  oppo- 
Bte  disk,  the  pin-disk  is  also  carried 
round,  bat  for  only  one  revolution, 
at  the  end  of  which  stop  mechanism 

in  rear  of  the  standard  is  actuated  to  unlock  the  clatnp,  so  that  the  pin-disk  springs  back  and  allows 
the  work  to  fall  out  The  saw  is  mounted  on  a  separate  carriage,  and  has  its  own  belt  On  one 
aide  of  the  bUde  are  secured  two  pe- 
eoliariy  arranged  knives,  by  which, 
when  the  cutting  mechanism  is  moved 
ap  against  the  edge  of  the  head  by 
the  foot-treaUle,  both  sides  are  cut  at 
oooe,  and  at  the  same  time  through 
its  rotating  the  work  is  turned  in  cir- 
eolar  form.  The  machine  is  so  con- 
■tracted  that  all  kinds  and  sizes  of 
heads  can  be  made  with  one  and  the 
lame  concave  saw.  An  attachment 
is  prorided  for  giving  the  heads  an 
oval  form  to  compensate  for  shrink- 
age of  material. 

3,  Barrd-finishing  Machines. — ^Bo- 
fiwe  being  placed  in  these  devices, 
barrels  are  "  set  up."  The  setting- 
vp  form  is  composed  of  two  heavy 
drdes  of  iron  secured  together  and 
bolted  to  the  floor ;  from  these  rise 
short  standards  which  support  a  hoop. 
The  staves  are  set  in  between  the 
iron  drcles,  and  fitted  carefully  to- 
gether. The  iron  truss-hooks,  which 
are  prerion.«ly  placed  in  proper  posi- 
tion, are  lifted  up  by  hand  so  as  to 
embrace  the  lower  portions  of  the 
staves  and  hold  them  in  place,  when 
the  whole  is  lifted  out  of  the  frame. 
One  half  of  the  barrel  is  now  tightly 
beU  together,  but  the  remainder  is 
•till  open  and  flaring.  To  secure  this 
m  similar  manner,  a  rope  is  passed  around  the  flaring  ends  and  taken  to  a  hand  windlass,  by  which 
the  staves  are  brought  together.    The  truss-hoops  are  slipped  over  the  extremities,  and  the  barrel  is 
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readj  to  be  heated  in  order  to  cause  its  staves  to  assume  the  curved  form.  The  heaters  are  simple 
iron  cylindrical  stoves,  over  which  the  barrel  is  set,  the  top  of  the  latter  being  closed  with  a  sheet- 
iron  cover. 

The  barrel  is  next  leveled.  To  this  end  it  is  placed  between  two  disks,  one  of  which  by  suitable 
mechanism  is  moved  forward,  powerfully  compressing  the  cask  endwise  and  thus  leveling  the  staves. 
It  then  goes  to  the  trussing  machine,  which  is  represented  in  fig.  302.    Uere  the  barrel  is  placed  on 

end,  and  is  surrounded  by  sev- 
801.  eral  hooked  bars  A^  which  usu- 

ally protrude  up  through  the 
floor  of  the  shop.  The  longer 
arms  catch  above  the  upper 
truss-hoops,  and  sliding  collars 
on  these  arms  similarly  catch 
on  the  second  bands.  The  low- 
er  hoops  are  pressed  against 
notched  standards  B^  which 
also  stand  up  above  the  floor, 
but  do  not  pass  through  the 
same.  The  arms  are  pulled 
down  by  steam  power,  forcing 
the  heavy  rings  over  the  bulg- 
ing portion  of  the  cask,  and 
thus  wedging  them  tightly  in 
place.  The  same  effect  is  pro- 
duced by  the  stationary  short 
lower  standards,  by  their  resist- 
ance to  the  lower  hoops  mov. 
ing  them  as  the  barrel  is  forced 
down. 

In  Fig.  303  is  represented  a 
machine  specially  designed  for 
both  leveling  and  trussing  slack 
barrels,  or,  in  other  words,  per- 
forming both  of  the  operations 
'  just  described.  In  this  the  arms 
.  Ay  which  hook  upon  the  rings, 
are  all  connected  with  the  lev- 
'  cling  disks  B^  and,  by  means 
of  handles  C  on  each  of  the 

latter,  are  all  opened  at  once. 

The  barrel  with  the  truss-hoops 
on  is  then  inserted,  and  a  pressure  of  the  foot-treadle  closes  all  simultaneously.  By  means  of 
the  clutch-lever  D  the  machine  is  then  thrown  into  action.  The  pulley-shaft  actuates  (through 
gearing)  a  screw-shaft,  which  forces  the  movable  disk  toward  the  stationary  one,  thus,  through  the 
drivers,  pushing  the  truss-hoops  to  their  proper  places  on  the  barrel,  and  at  the  same  time  leveling 
the  ends  of  the  staves. 

Before  the  heads  are  put  in,  each  barrel  at  each  end  must  be  crozed  and  chamfered;  that  is,  a 
groove  must  be  cut  around  the  inside,  a  short  distance  below  the  edge,  while  the  latter  must  be  bev- 
eled  off.    The  ends  of  all  the  staves  must  be  cut  off  perfectly  true,  and  in  heavy  caeks  it  is  necessary 

to  cut  a  howd  or  wide  semicircular .  indentation  around 
*^  just  below  the  croze.    Rg.  304  represents  a  machine 

which  chamfers,  bowels,  levels,  and  crozes  casks  of  im- 
perfect periphery,  finishing  both  ends  at  once.  The 
barrel,  being  previously  placed  on  supporting  skids, 
passes  directly  between  the  chuck-rings,  and  its  ends 
fit  into  the  peripheries  of  the  cog-wheels  which  work 
within  the  former.  The  wheel  A^  through  suitable  gear- 
ing, governs  the  backward  and  forward  motion  of  the 
right-hand  ring  B.  The  other  chuck-ring  is  stationary. 
As  the  barrel  rolls  into  place,  the  operator  moves  up 
the  ring  By  thus  confining  it ;  and  by  suitable  mechan- 
ism the  barrel  is  caused  to  revolve.  The  cutters  C, 
V\  which  are  all  fastened  on  two  circular  heads  (the  shafts 
of  which  are  mounted  on  vibrating  carriages  and  re- 
volved by  the  smaller  belts  represented),  are  then  moved 
^  up  against  the  inner  edge  of  the  barrel.    A  single  revo- 

lution suffices  to  perform  all  the  operations  above  named, 
when  the  ring  is  drawn  back  and  the  barrel  is  removed.  Each  cutter-head  is  controlled  by  a  rest 
upon  the  outside,  thus  compelling  a  uniform  thickness  and  depth  of  chime,  while  the  same  is  leveled 
with  accuracy.  The  heads  are  usually  inserted  and  the  hoops  placed  in  position  by  hand.  The 
final  smoothing  of  the  barrel  before  all  the  hoops  are  in  place  is  also  done  by  machinery.  Tlie  bar- 
rel is  caused  to  revolve  under  a  plane  which  serves  as  a  smoothing  tool,  and  the  latter  held  so  as  to 
be  easily  guided  by  the  attendant. 
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Amoi^  other  machines  specially  used  in  barrel  manufacture  are  apparatus  for  punching,  flaring, 
and  riretmg  iron  hoops.    This  is  done  bj  rolls,  which  may  be  adjusted  to  give  the  flare  as  the  hoop  is 

808. 


paned  between  them ;  and  on  the  same  frame  which  supports  these  rolls  is  a  lever  carrying  punches 
lod  t  rireting  press.    There  is  also  a  distinct  line  of  smaller  machines  designed  for  keg-making,  the 


804. 


principles  of  the  construction  of  which  are  essentially  the  same  as  those  of  the  larger  machines. 
All  the  apparatus  above  described  is  the  invention  and  manufacture  of  Messrs.  E.  &  B.  Holmes,  of 
Buffalo,  N.  Y. 

The  machinery  used  for  barrel-making  in  Europe  varies  in  many  respects  from  that  employed  in 
diia  country.  A  complete  description  of  it  will  be  found  in  Engineering^  xxi.,  454.  For  further 
details  of  the  American  machines,  see  Scieniijlc  American,  xxx.,  191,  and  xxxii.,  79. 

BASKET-MAKING.  In  making  baskets,  the  twigs  or  rods  of  split  hickory,  oak,  black  ash,  or 
osier,  beipg  assorted  according  to  their  size  and  use,  and  being  left  considerably  longer  than  the 
work  to  be  woven,  are  arranged  on  the  floor  in  pairs  parallel  to  each  other  and  at  small  intervals 
apart,  and  in  the  direction  of  the  longer  diameter  of  the  basket.  Then  two  large  rods  are  laid  across 
tbe  parallel  ones,  with'  their  thick  ends  toward  the  workman,  who  is  to  put  his  foot  on  them,  thereby 
hokting  them  firm,  and  weave  them  one  at  a  time  alternately  over  and  under  those  first  laid  down, 
mniininj;  them  in  their  places.  This  forms  the  foundation  of  the  basket,  and  is  technically  called 
the  "alat"  or  "slate."  Then  the  long  end  of  one  of  these  two  rods  is  woven  over  and  under  the 
pairs  of  short  ends,  all  around  the  bottom,  till  the  whole  is  woven  in.  The  same  is  done  with  the 
othsr  rod,  and  then  additional  long  ones  are  woven  in,  till  the  bottom  of  the  basket  is  of  su£5cient 
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size.  The  sides  are  formed  by  sharpening  the  large  ends  of  enough  stout  rods  to  form  the  ribs,  and 
plaiting  or  forcing  the  sharpened  ends  into  the  bottom  of  the  basket,  from  the  circumference  toward 
the  centre ;  then  raising  the  rods  in  the  direction  the  sides  of  the  basket  are  to  have,  and  weaving 
other  rods  between  them  till  the  basket  is  of  the  required  depth.  The  brim  is  formed  by  bending 
down  and  fastening  the  perpendicular  sides  of  the  ribs,  whereby  the  whole  is  firmly  and  compactly 
united.  A  handle  is  fitted  to  the  basket  by  forcing  two  or  three  sharpened  rods  of  the  right  length 
down  the  weaving  of  the  sides,  close  to  each  other,  and  pinning  them  fast  about  two  inches  below 
the  brim,  so  that  the  handle  may  retain  its  position  when  completed.  The  ends  of  the  rods  are  then 
bound  or  plaited  in  any  way  the  workman  chooses.  This  is  a  basket  of  the  rudest  kind.  Others 
will  vary  according  to  the  artist's  purpose,  skill,  and  materials.  When  whole  rods  or  twigs  are  not 
adapted  to  the  kind  of  work  required,  they  are  divided  into  splits  and  skeins.    Splits  are  made  by 
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cleaving-  the  rod  lengthwise  into  four  parts,  by  means  of  an  implement  consisting  of  two  blades, 
crossing  each  other  at  right  angles,  the  intersection  of  which  passes  down  the  pith  of  the  rod.  These 
splits  are  next  drawn  through  an  implement  resembling  a  common  spoke-shave,  keeping  the  pith 
presented  to  the  edge  of  the  iron,  and  the  back  of  the  split  against  the  wood  of  the  implement. 
The  split  is  then  passed  through  another  implement,  called  an  '*  upright,"  to  bring  it  to  a  more 
uniform  shape.  This  consists  of  a  flat  piece  of  steel,  each  end  of  which  has  a  cutting  edge,  like  that 
of  an  ordinary  chisel ;  this  piece  is  bent  round,  and  the  edges  are  made  to  approach  each  other  as 
near  as  desired  by  means  of  screws,  the  whole  being  fixed  into  a  handle.  By  passing  the  splits 
between  these  two  edges,  they  are  reduced  to  any  required  thickness.  The  implements  required  m 
basket-making  are  few  and  simple,  consisting,  besides  those  just  mentioned,  of  knives,  bodkins,  and 

8M. 


drills  for  boring,  leads  for  steadying  the  work  while  in  progress,  and  when  it  is  of  small  dimensions, 
and  a  piece  of  iron  called  a  "  beater." 

The  splints  of  various  kinds  of  wood,  particularly  certun  species  of  ash,  elm,  and  birch,  are  exten- 
sively employed  in  basket-work.  These  splints  are  obtained  by  beating  logs  of  the  wood  with  a 
maul,  thus  loosening  and  separating  the  different  layers  or  rings  into  narrow  strips.  This  is  the 
simple  and  primitive  process,  and  is  necessarily  slow,  and  restricted  to  woods  of  a  free  texture. 
Several  machines  have  been  invented  and  are  now  employed  for  the  manufacture  of  splints,  by 
which  different  kinds  of  wood,  prepared  by  steaming  or  otherwise,  are  cut  or  rived  Into  the  required 
form.  "Basket-willow"  and  "osier"  are  terms  commonly  applied  to  the  species  of  salix  most  used 
in  basket-work. 

Figs.  805  and  306  represent  a  basket-making  machine.  A  circular  wooden  bottom-piece  with 
radially  projecting  basket-strips  is  attached  to  the  end  of  a  rotating  shaft,  and  during  the  rotation 
of  the  bottom  and  radial  strips  a  filling-carrying  device  having  a  vibratory  motion  passes  over  and 
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mder  the  ndial  strips,  and  leaves  the  filling  carried  by  it  Tliis  filling  is  laid  in  compactly  by  reed- 
like pieces.  In  the  machine  represented,  the  skeleton  of  a  top  or  bottom  is  clamped  to  the  shaft  by 
wt-screnis.  The  end  of  the  filling  is  fed  through  the  apron.  Motion  is  applied  to 
the  driring-shaft  which  rotates  the  skeleton.  The  pad  of  the  apron  is  vibrated 
bj  the  action  of  the  ecoentric-wheel  that  rests  upon  the  ring,  causing  the  rods  to 
n'brste  alternately  above  and  below  the  filling  between  them  (Fig.  805). 

RiTUOMTER.  An  instrument  for  measuring  the  depth  of  the  sea  without 
tbe  'ose  of  a  sounding-line.  The  principle  upon  which  the  action  of  the  bathome- 
ter invented  by  Dr.  C.  William  Siemens  depends  is  the  diminution  of  the  influence 
oi  Invitation  upon  a  weighty  body  produced  by  a  decrease  in  the  density  of  the 
stnta  ioimediately  below  it ;  thus,  the  density  of  sea-water  being  about  1.026, 
and  that  of  the  solid  constituents  which  form  the  earth  about  2.75,  it  follows 
that  an  interrening  depth  of  sea-water  must  exercise  a  sensible  influence  upon  the 
total  graritation  if  measured  on  the  surface  of  the  sea. 

The  instrument^  which  is  represented  in  Fig.  807,  consists  essentially  of  a  ver-. 
tical  column  of  mercury  contained  in  a  steel  tube  having  cup-like  extensions. 
The  lower  portion  is  closed  by  means  of  a  corru<;ated  steel-plate  diaphragm,  simi- 
lar in  construction  to  those  employed  in  aneroid  barometers  (see  Barometer)  ; 
and  the  weight  of  the  mercury  is  balanced  at  the  centre  of  the  diaphragm  by  the 
elastic  force  of  carefully-tempered  steel  springs,  the  length  of  which  is  the  same 
as  that  of  the  mercury  column.  Both  ends  of  the  column  are  open  to  the  atmos- 
phere, so  that  its  variations  of  pressure  do  not  affect  the  readings  of  the  instru- 
ment The  ratio  between  the  areas  of  the  cups  and  that  of  the  tube  is  governed 
hythe  dimmution  of  the  density  of  mercury  due  to  dilatation  on  increase  of 
temperature,  and  the  diminution  of  elasticity  of  the  springs,  due  also  to  rise  of 
temperatare.  The  reading  of  the  instrument  is  effected  by  means  of  electric  con- 
tact between  the  centre  of  the  diaphragm  and  the  end  of  a  micrometer  screw,  the 
divisions  on  the  rim  and  the  pitch  of  the  screw  being  so  proportioned  that  each 
division  represents  one  fathom  of  depth. 

BATTERY.  See  Electro-Galvanic  Battery,  Stamps  (for  ore),  Ordnance, 
md  Thermopile. 

BEAMS.    See  Strength  or  Materials. 

BEAR,  PUNCHING.  A  machine  for  punching  metals  by  hand-power.  The 
UQal  form  is  represented  in  Fig.  308.  The  punch  is  contained  in  the  end  of  the 
Krew,  which  is  operated  by  means  of  a  bar  or  lever  passed  through  the  hole  at 
the  head.  The  utmost  capacity  of  this  tool  in  practice  is  to  punch  a  hole  threo- 
qoarters  of  an  inch  in  diameter  through  an  iron  plate  five-eighths  of  an  inch  thick. 

BEARLVGS.  By  the  term  "  bearings  "  is  meant  the  surfaces  of  contact  between 
the  moving  piece  and  its  support.  For  motion  of  straight  translation,  the  surfaces 
of  the  b&irings  must  have  a  circular,  square,  triangular,  or  other  straight-lined 
cmss-section,  and  be  perfectly  straight  in  the  direction  of  motion.  Such  bearings 
are  called  9lide»y  examples  of  which  may  be  seen  in  lathes,  shaping  machines,  and 
Dunj  steam-engines.  For  rotary  or  tunung  motion,  the  surfaces  of  bearings  must  be  surfaces  of  revo- 
lution accarately  turned,  as  cylinders,  spheres,  cones,  etc.  The  surface  of  the  moving  piece  is  called  a 
jo>itrnal  or  wcdt,  and  the  fixed  or  supporting  piece  is  also  called  a  journal^  giulgeon^  pedestal^  plumber 
Of  fjOov  bhek^  bush,  sUpy  or  pivot.  These  bearings  provide  also  for  rocking.  For  helical  or  screw 
motion  the  bearing  must  be  an  exact  screw.  The  supporting  piece  is  called  a  nut.  These  provide 
for  rotation  about  a  fixed,  axis,  and  for  translation  along  it.  The  construction  of  one  form  of  the 
phon(^ph  necessitates  this  bearing,  and  other  examples  will  be  seen  in  the  screw-cutting  lathe, 
in  various  feed-motions  of  machine  tools,  etc.  All  bearings  must  so  fit  that  the  intensity  of  the 
presanre  will  not  force  out  the  material  employed  in  lubrication. 

For  lubrication  and  friction  of  bearings,  see  Friction  and  Lubrication.  See  also  Journals,  Pil- 
Ww-Blocm,  Bush,  Steps,  Hangers,  and  SHAirriNO. 

BELLS.  The  alloy  of  which  bells  are  made  consists  of  copper  and  tin.  75  parts  copper  to  26 
tin  is  a  usual  proportion,  but  the  constituents  vary  from  50  copper,  33  zinc,  and  17  tin,  to  80  copper, 
10  tin,  6  zinc,  and  4  lead.  Sometimes  the  proportions  72  copper,  26.5  tin,  and  1.5  iron,  have  been 
employed.  The  various  parts  of  a  bell  are  the  clapper  or  tongue,  the  clapper-bolt,  the  yoke,  canon 
or  ear,  mouth,  sonnd-bow,  shoulder,  and  barrel. 

When  a  bell  is  to  be  constructed,  the  weight  or  key-note  is  given,  and  the  diameter  and  sound- 
bow  are  calculated.    By  the  following  rules  all  the  various  data  may  be  determined.* 
^  1.  The  weight  of  a  bell  is  found  by  multiplying  together  the  square  of  the  diameter  at  the  mouth 
ffl  bdies  by  Uie  thickness  of  the  sound-bow  in  inches  and  by  .25.     Example :  Required  the  weight 
ol  a  bell  60  inches  in  diameter,  sound-bow  4.8  inches  thick.     .26  x  60«  x  4.8  =  4,320  lbs.  weight. 

2.  The  diameter  of  a  bell  may  be  determined  by  dividing  4  times  the  weight  in  avoirdupois  pounds 
07  a  coefficient  expressing  the  relative  thickness  of  the  sound-bow  to  the  diameter  of  the  bell,  which 
^«  from  .07  to  .08,  and  extracting  the  cube-root.  In  peals  of  bells  the  sound-bow  is  generally  put 
.08  times  the  diameter  at  mouth  in  inches  for  the  treble,  and  .07  times  for  the  tenor ;  for  the  inter- 
Btediate  bells  in  the  peal,  proportions  lying  between  these  for  the  respective  sound-bows.     Example  : 


A  bell  of  2,636.4  lbs.  is  to  be  constructed  with  a  sharp  note,  putting  for  the  sound-bow  .075.    What 

i«lbe  diameter?    a/IZ^M??  =  52  inches, 
^  r  .076 

^  From  Spon'a  "  Dictionary  of  Engineering." 
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8.  To  find  the  key-note,  the  diameter  and  thickness  at  sound-bow  being  given,  multiply  the  sound- 
bow  thickness  by  68,000  and  divide  by  the  square  of  the  diameter.  The  answer  is  in  vibrations  per 
second.    Example :  The  key-note  of  a  bell,  with  diameter  44  inches  and  sound-bow  8.52  inches  thick: 

68,000  X  ^2"  ~  1^5-45  vibrations  per  second,  which  corresponds  nearly  to  the  note  A  in  the  first 

octave  below  zero  in  the  bars.    The  second  octave  below  this  would  be  63.8  vibrations,  and  the  third 
26.90  vibrations. 

4.  The  key-note  and  weight  given,  to  find  diameter  divide  the  weight  by  the  number  of  vibrations 
per  second  corresponding  to  the  note,  extract  fourth  root  and  multiply  by  21.947.    Example :  Wdght 

6,661  lbs.,  key-note  C  in  first  octave  below  zero  (64  vibrations).    Then  21,947  X  Y  ^^  =  69.84  mdies. 

6.  Given  the  diameter  and  number  of  vibrations,  to  find  the  thickness  of  sound-bow  multiply  the 
square  of  the  diameter  by  the  vibration  number  and  divide  by  68,000.    Example :  Taking  the  figures 

of  last  example,  ^^^~^*  =  5.88  inches. 

After  calculation  by  the  above  formulas  is  concluded,  the  diameter  of  the  bell  at  the  mouth  is  di- 
vided into  10  square  parts,  called  strokes,  which  then  is  the  scale  and  measurement  for  the  oonstrac- 
tion.  Shrinkage  is  allowed  at  three-sixteenths  of  an  inch  to  the  foot.  The  section  of  the  bell  is 
usually  laid  out  on  a  piece  of  board,  which  is  then  cut  out  and  used  for  turning  up  the  mould  of  the 
bell.  Bells  can  be  made  almost  in  any  form  without  seriously  affecting  the  quality  of  tone ;  but  the 
thickness  of  metal  should  always  be  in  proportion  to  the  square  of  the  diameter  taken  at  the  oentrv 
of  the  metal.  Several  methods  are  employed  for  tracing  bells.  The  one  mostly  used  in  France  gives 
16  thicknesses  of  the  bow  to  the  diameter,  7^  to  the  diameter  of  the  crown,  12  to  the  line  formmg 
the  lower  ridge  of  the  bell  and  the  base  of  the  crown,  and,  finally,  82  to  the  great  radius  serving  to 
trace  the  profile  of  the  bell  proper.  The  weight  of  the  clapper  should  be  from  one-fortieth  to  one- 
fiftieth  the  weight  of  the  bell. 

Coding  Bella, — The  method  of  casting  bells  employed  by  Messrs.  Meneely  k  Co.,  of  Troy,  N.  Y., 
is  shown  in  Fig.  809.  In  the  upper  case  is  made  the  outside  mould  of  the  bell,  and  upon  the  lower 
the  inside  mould.  The  material  of  the  mould  is  a  porous  clay  loam,  put  on  from  one  to  three  inches 
in  thickness,  according  to  the  size  of  the  bell.  The  proper  shape  and 
finish  is  given  to  it  by  means  of  sweep-boards,  cut  respectively  to  the 
shape  of  the  outer  and  inner  vertical  sections  of  the  proposed  bell,  and 
which  are  made  to  revolve  upon  a  centre  representing  that  of  the  bell, 
fixed  in  the  centre  of  the  cases.  Before  the  clay  is  put  on  the  inner 
mould  case  it  is  wrapped  with  straw-rope,  which,  becoming  charred  with 
the  heat  when  the  bell  is  poured,  permits  it  to  shrink  in  cooling  without 
straining.  The  perforations  in  the  cases  serve  to  make  the  clay  more 
firmly  adhere  to  them,  and  also  to  vent  the  mould.  In  the  old  method 
of  casting,  the  moulds,  being  made  entirely  of  clay,  were  necessarily 
packed  about  with  sand  in  order  to  withstand  the  pressure  of  the  metal, 
and  the  confined  air  within  not  entirely  escaping  would  cause  a  porous 
casting,  or,  being  converted  into  an  inflammable  gas,  would  take  fire  and 
explode.  In  using  these  cases,  the  bell  is  poured  above-ground,  and 
whatever  gas  may  be  generated  in  the  mould  permeates  through  the  clay 
and  bums  off  at  each  hole  in  a  pale  jet  of  flame,  thus  being  entirely  re- 
moved. 

Hanging  Bells. — ^Bclls  are  suspended  in  yokes,  joumaled  in  frames, 
and  are  swung  by  means  of  a  wheel  secured  to  the  yoke,  the  bell-rope 
leading  from  the  whecl-rim  (Fig.  810).  The  manner  of  attaching  the 
rope  is  sho^pm  in  the  accompanying  cut,  it  being  fastened  to  the  wheel 
at  -4,  and,  if  the  bell  is  of  medium  weight,  it  passes  down  directly 

under  the  centre  of  the  wheel  through  the  sheaves  at  D.     With  this 

arrangement  the  bell  may  be  thrown  over,  as  it  will  be  more  or  less, 
and  the  connection  of  the  rope  with  the  wheel  will  not  be  deranged. 
If  the  weight  of  the  bell  is  such  that  with  the  bend  in  the  rope  at  D  9i(k 

the  labor  of  ringing  is  too  greit,  then  it  should  be  run  down  In  a 
straight  line  through  the  floor,  in  which  case  no  sheaves  are  neces- 
sary. In  order  to  prevent  the  bell  being  thrown  over,  it  is  well  to 
provide  a  stop  on  the  wheel.  The  rope  shouM  not  be  larger  than  is 
necessary,  as  its  inflexibility  and  weight  encumber  the  free  spring  of 
the  bell.  As  it  is  impracticable,  however,  to  ring  a  bell  of  consider- 
able weight  by  a  small  rope  on  account  of  the  difficulty  of  grasping 
it  firmly  in  the  hand,  we  here  give  the  sizes  of  ropes  suitable  for  bells 
of  different  weights : 

For  bells  of  less  than     600  lbs.,  ^  inch  diameter, 
from  500  to     800    "     f         " 
from  900  to  1,500   "     }         »» 
"         above  1,500   "     1         " 

Chimes  are  numbers  of  bells  attuned  to  each  other  in  diatonic 
succession.  A  peal  consists  of  three  or  more  bells  in  harmonic  suc- 
cession, which  may  be  rung  successively  or  simultaneously,  but  will 
not  admit  of  a  tune  being  played  upon  them.  Thus,  a  set  embracing 
the  eight  notes  of  the  gamut  will  constitute  a  chime,  while  one  upon  the  first,  third,  fifth,  and  eighth 
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of  the  scale  would  be  a  peal.  The  usual  number  of  bells  in  a  chime  is  nine,  embracing  the  seven 
notes  of  the  scale  the  octave  and  a  flat  seventh.  Bells  are  caused  to  sound  either  by  swinging  them^ 
and  so  causing  the  clappers  to  strike  them,  or  by  the  aid  of  hammers  of  various  weights,  according 
to  the  size  of  the  bell,  caused  to  rise  and  suffered  to  fall  on  the  bell.  Peals  are  rung  by  hand,  the 
bells  being  swung ;  clocks  always  strike  the  bell  ivith  a  hammer,  the  bell  being  at  rest  The  ham* 
mer  is  raisied  by  a  wire,  which  pulls  down  the  hammer-tail,  the  wire  being  worked  by  a  lever,  the 
end  of  which  is  caught  by  a  cam  on  a  revolving  barrel  in  the  clock  below.  It  is  obvious  that,  if  a 
number  of  bells  are  all  fitted  with  hammers,  and  the  number  of  cams  is  sufficiently  great,  and  the 
cams  are  properly  arranged,  a  tune  can  be  played  by  a  mere  multiplication  of  the  device  by  which 
a  dock  is  made  to  strike  the  hours  on  a  single  bell. 

2%f  CarilUm  Maehine  embodies  this  arrangement— only,  instead  of  cams,  a  number  of  short  pins 
are  set  in  a  revolving  barrel,  and  these  pins  catch  the  toes  of  levers  connected  by  wires  with  the 
hammer>tails  in  the  bell-chamber  above.  The  pins  are  set  or  pricked  in  precisely  the  same  way  as 
the  little  points  in  the  barrel  of  a  musical  box.  The  hammer,  after  it  has  fallen,  can  only  be  lifted 
by  the  rotation  of  the  barrel ;  and,  as  the  time  of  dropping  the  hammer  depends  entirely  on  the  rota- 
tion of  the  barrel,  it  is  obvious  that  the  barrel  can  only  revolve  at  a  slow  speed,  and  much  time  is  lost 
in  lifting  the  hammer.  The  result  is  that  a  rapid  musical  passage  cannot  possibly  be  performed. 
Another  result  is  that,  when  the  small  bells,  the  high  notes,  come  to  be  played,  the  barrel  meets  with 
less  resistance,  and  revolves  faster  than  when  it  bAS  to  deal  with  the  deep  notes  and  large  bells.  It 
follows  that  the  air  is  played  out  of  time. 

These  difficulties  are  overcome  by  the  invention  illustrated  in  Fig.  811.  It  is  intended  to  show  the 
gear  for  working  one  hammer.  It  must  be  multiplied  in  proportion  to  the  number  of  hammers,  but 
the  parts  are  all  repetitions  of  each  other.  It  will  be  understood  that  this  engraving  does  not  show 
details,  but  simply  illustrates  a  principle. 

The  musical  barrel  B  is  set  with  pins  in  the  usual  way.  il  is  a  cam-wheel  of  very  peculiar  con- 
■tmction,  operating  a  lever  C  by  what  is,  to  aU  intents  and  purposes,  a  new  mechanical  motion,  the 

peculiarity  of  which  is  that,  how- 
ever  fast  the  cam-wheel  revolves, 
the  tripping  of  the  lever  is  avoided. 
In  all  cases  the  outer  end  must  be 
lifted  to  its  full  height  before  the 
swinging  place  D  quits  the  cam. 
The  litSe  spring-roller  E  directs 
the  tail  D  of  the  lever  into  the 
cam-space,  and,  when  there,  it  is 
prevented  from  coming  out  again 
by  a  very  simple  and  elegant  little 
device,  by  which  certainty  of  action 
is  secured.  At  the  other  end  of 
the  lever  C  is  a  trip-lever  F.  This 
lever  is  pulled  toward  (7  by  a  spring, 
and  whenever  C  is  thrown  up  by 
the  cam-wheel,  i^  seizes  it  and  boldls 
_  it  up ;  but  the  wire  to  the  bell-ham- 

mer in  the  tower  above  it  is  secured  to  the  eye  (?,  so  that,  when  D  is  lifted,  the  eye  O  being  pulled 
down,  the  hammer  is  lifted.  The  pins  in  the  musical  barrel  B  come  against  a  step  in  F ;  and  as 
they  pass  by  they  push  F  outward  and  release  (7,  which  immediately  drops,  and  with  it  the  hammer,  so 
that  the  instant  a  pin  passes  the  step  F  a  note  is  sounded.  But  the  moment  D  drops,  it  engages  with 
J,  which  last  revolves  at  a  very  high  speed,  and  D  is  incontinently  flung  up  again,  and  the  hammer 
raised,  and  raised  it  remains  until  the  next  pin  B  passes  the  step  on  F\  and  again  a  note  is  struck. 
It  will  be  seen,  therefore,  that,  if  we  may  use  the  phrase,  B  has  nothing  to  do  but  let  off  traps  set 
oontinusLlly  by  A  ;  and,  so  long  as  A  sets  the  traps  fast  enough,  B  will  let  them  off  in  correct  time. 
Bat  A  revolves  so  fast  and  acts  so  powerfully  that  it  makes  nothing  of  even  a  8-cwt.  hammer,  much 
less  the  little  ones ;  and  thus  is  obtained  a  facility  of  execution  heretofore  unknown  in  carillon  ma- 
cfaiQery.  The  machine  illustrated  has  been  put  up  in  the  parish  church  at  Shoreditch,  London,  by 
Messrs.  Gillett  k  Bland.  It  plays  14  tunes  on  12  bells — one  of  the  ^finest  peals  in  London,  the  tenor 
weighing  no  less  than  84  cwt.  Two  barrels  are  used,  which  can  be  changed  by  hand.  The  peal  ranges 
from  OC  to  6.  There  are  24  levers,  two  to  each  bell,  to  insure  facility  in  playing  rapid  passages 
without  driving  the  cam-barrel  too 
fast  The  motive  power  is  supplied 
by  a  weight  of  9  cwt.,  allowed  to 
fall  t2  feet,  and  wound  up  every  24 
hoars. 

BELTS. — In  the  ordinary  accept- 
ance of  the  term,  belts  are  endless 
strips  of  leather,  rubber,  or  other 
flexible  material,  stretched  over  pul- 
leys for  the  purpose  of  transmit- 
ting power  from  one  pulley,  called 

the  driver,  to  the  other,  or  driven,  pulley.  Hopes  and  chains  are  also  used  in  a  similar  manner, 
forming  rope,  or  chain,  belting.  When  chains  are  employed,  the  pulleys  over  which  they  pass  com- 
monly have  depressions  or  projections  on  the  rims,  which  engage  with  the  links  of  the  chains  and 
prevent  slipping.  This  arrangement  forms  a  positive  gearing,  and  it  is  to  be  distinguished  from  ordi- 
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narj  belting,  in  which  power  is  tnmamitted  bj  reason  of  the  friction  between  the  belt  and  the  face 
of  the  pulley.  A  convenient  form  of  chain-belt,  made  by  the  Ewart  Manufacturing  Company,  is  rep- 
resented in  Fig.  812.    It  is  composed  of  detadiable  links,  so  that  its  length  can  readily  be  changed. 

Fig.  813  is  a  sketch  of  the  ordinary  belt-connection,  A  being  the  driving  pulley,  revolving  in  the 
direction  of  the  arrow,  and  connected  to  the  driven  pulley  B  by  the  endless  band  D  C  EF,  The 
portion  of  the  belt^  E  F^  running  away  from  the  driven  pulley,  is  &e  driving  part  of  the  belt,  and  the 
portion,  D  C,  running  toward  the  driven  pulley,  is  the  sladc  part  of  the  belt.  These  are  the  names 
ordinarily  given  to  the  two  parts  of  the  belt,  for  reasons  that  are  easily  explained.  Suppose  the  belt  is 
stretched  over  the  pulleys  with  a  certain  tension — for  example,  40  Ibe.  for  eadi  inch  of  width.  When 
the  pulleys  are  at  rest,  all  parts  of  the  belt  will  have  this  tension 
of  40  lbs.  per  inch,  but  If  motion  ensues  and  power  is  trans- 
mitted, it  is  obvious  that  one  part  of  the  belt  must  have  its 
tension  increased.  For  example :  Suppose  that  the  belt,  when 
strained  as  described  above,  requires  a  force  of  26  lbs.  per 
inch  of  width  to  slip  it  on  the  driven  pulley,  then  the  tension  of 
the  driving  part,  E  F^  will  evidently  be  40  +  26  =  66,  and  the 
tension  of  the  sUusk  part,  2>  C7,  40  —  26  =  16,  lbs.  per  inch  of 
width,  if  the  belt  is  driving  up  to  its  full  capacity.  As  the  dif-  w^ 
ferent  portions  of  the  belt  become  alternately  tight  and  slack, 
in  passing  from  one  side  of  the  driven  pulley  to  the  other,  and 
the  belt  is  elastic,  it  is  evident  that,  even  if  there  is  no  slip  such 
as  occurs  when  a  belt  is  overtaxed,  there  will  be,  under  all  cir- 
cumstances, a  ertep^  due  to  the  elasticity,  which  will,  of  course, 
vary  with  diiferent  belts  and  different  tensions.  As  explained 
by  Prof.  Osborne  Reynolds :  **  The  strap  oomes  on  to  ^  tight 
and  stretched,  and  leaves  it  unstretched.  It  has,  therefore,  con- 
tracted while  on  the  pulley.  This  contraction  takes  place  grad- 
ually from  the  point  at  which  it  comes  on  to  that  at  which  it 
leaves,  and  the  result  is  that  the  strap  is  continually  slipping 
over  the  pulley  to  the  point  at  which  it  first  comes  on.  In  the 
same  way  with  B :  the  strap  comes  on  unstretched  and  leaves 
H  stretched,  and  has  expanded  while  on  the  wheel,  which  ex- 
pansion takes  place  gradually  from  the  point  at  which  the  strap 
oomes  on  until  it  leaves.*'  *  Ilence,  the  velocity-ratio  of  two 
pulleys  connected  by  a  belt  will  not  be  constant  under  all  cir- 
cumstances, as  the  belt  does  not  form  a  positive  connection. 
In  ordinary  practice,  the  loss  caused  by  the  creep  is  very  slight, 
but  with  highly  elastic  belts,  tightly  stretched,  it  may  be  con- 
siderable ;  and  in  any  case  where  absolute  uniformity  of  velo- 
city-ratio is  required,  belts  cannot  be  used.    For  driving  most 

kinds  of  machinery,  however,  the  facts  that  the  belt  is  elastic  and  yielding,  and  that  it  will  slip  if 
overstrained,  render  it  one  of  the  best  appliances  for  transmitting  power  without  producing  injurious 
shocks. 

The  ordinary  materials  used  for  belts  are  leather  and  rubber.  Experiment  shows  that  a  rubber 
belt  will  usually  transmit  at  least  26  per  cent,  more  power  before  slipping  than  one  of  leather  under 
the  same  circumstances — and  in  many  cases  the  rubber  belt  has  other  decided  advantages.  For  in- 
stance, it  is  diflScult  to  make  a  very  wide  leather  belt  of  the  same  quality  throughout  its  entire  width, 
because  the  hides  of  which  it  is  composed  are  usually  thicker  and  of  firmer  texture  in  the  centre  than 
on  the  sides.  By  making  a  careful  selection  of  hides,  and  using  only  selected  portions  of  them,  it  is 
possible  to  construct  a  wide  leather  belt  of  practically  uniform  quality  throughout ;  but  generally, 
in  the  case  of  a  very  wide  belt,  one  of  rubber  will  run  more  truly  and  wear  more  satisfactorily  than  a 
leather  one.  It  may  be  further  remarked,  that  in  damp  and  exposed  situations,  in  which  leather  belts 
would  soon  become  worthless,  rubber  ones  can  frequently  be  used  with  success.  The  rubber  belt  is, 
however,  of  more  limited  application  than  the  other.  The  weak  points  of  a  rubber  belt  are  its  edges, 
which  should  not  come  in  contact  with  anything ;  so  that,  when  crossed  or  shifting  belts  are  used,  it 
is  not  well  to  make  them  of  rubber. 

The  principles  upon  which  the  transmission  of  power  by  belts  depends,  have  been  carefully  investi- 
gated, both  by  anal3rsis  and  experiment,  and  many  valuable  experimental  data  have  been  compiled. 
Experiments  on  the  amount  of  power  that  can  be  transmitted  by  a  belt  of  given  size  show  many 
discrepancies,  which  seem  to  be  due  to  the  fact  that  belts  of  different  quality  were  experimented 
upon,  and  it  is  pretty  well  settled  that,  while  rules  can  be  constructed  that  will  show  what  power  a 
good  belt  may  transmit  under  given  conditions,  they  cannot  be  implicitly  relied  upon  to  show  how 
much  power  a  particular  belt  d^  transmit  A  question  of  this  kind  can  only  be  answered  by  experi- 
ment, although  the  rules  may  frequently  enable  an  experienced  person  to  predict  the  result  with 
considerable  accuracy.  Rules  giving  results  that  ac^ce  with  good  practice  will  be  found  in  another 
part  of  this  article,  but  before  explaining  their  use  it  may  be  well  to  devote  a  little  space  to  the  con- 
sideration of  some  other  points  connected  with  the  subject. 

It  is  proved,  by  both  analysis  and  experiment,  that  the  friction  between  a  belt  and  a  pulley  varies 
with  the  tension,  is  independent  of  the  area  of  the  surface  of  contact,  and  increases  as  the  angle  or 
arc  of  contact  increases.  To  illustrate,  suppose,  in  Fig.  314,  that  a  mU  is  in  contact  with  a  pulley 
for  the  distance  AD  Cy  making  the  angle  of  contact  (or  angle  between  radii  drawn  to  extremities  of 
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are  of  contact)  ABC^  then,  if  the  tension  of  the  belt  is  unchanged,  the  friction  is  the  same  whether 
the  pulley  is  2  feet  or  10  feet  in  diameter,  and  if  the  speed  of  the  belt  remains  the  same,  the  amount 
of  power  transmitted  will  be  the  same  for  either  case.  This  may  seem  contrary  to  the  experience  of 
numy-^or  it  is  not  an  uncommon  thing  to  replace  pulleys  by  larger  ones,  having  the  same  relative 

dimensions,  the  change  result- 
814.  iug  in  a  gpreat  increase  of  power, 

and  as  tiie  angU  of  contact  is 
not  altered  by  the  changes,  whUe 
the  area  of  contact  is  increased, 
it  seems  at  first  sight  to  be  a  fair 
conclusion  that  the  gain  in  pow- 
er is  caused  by  the  increased 
area.  So  obvious,  indeed,  does 
this  appear  to  many,  that  nu- 
merous  rules  have  been  pub- 
lished, in  which  the  transmitting 
power  is  made  to  depend  upon 
the  arta  of  contact,  and  is  en- 
tirely independent  of  the  are.  A 
little  reflection  will  show,  how- 
ever, that  the  increase  of  power, 
in  a  change  such  as  described 
above,  is  caused  by  something 
very  different  from  an  increase 
in  area  of  contact.  The  power 
transmitted  by  a  belt  depends, 
fint,  upon  the  difference  of  tension  of  the  two  parts  of  the  belt,  or  force  that  it  can  transmit ;  and, 
Beoood,  apon  the  velocity  with  which  this  foroe  is  transmitted.  Now,  in  changing  from  one  pair  of 
pulleys  to  another,  in  which  the  diameters  are  doubled,  the  same  foroe  may  be  transmitted  in  either, 
bat  if  the  revolutions  per  minute  are  unchanged,  the  velocity  with  which  the  force  is  transmitted  will 
be  twice  as  great  in  the  second  case  as  in  the  first,  so  that  the  power  will  be  doubled.  Both  theoi^ 
and  experiment  fully  confiprm  the  statement  that  the  power  transmitted,  other  things  being  equal,  is 
entirely  independent  of  the  area  of  contact  of  the  belt  with  the  pulley.  The  only  limitation  is  in  the 
etse  of  very  small  pulleys  and  stiff  belts,  where  a  considerable  proportion  of  the  power  is  expended 
is  bendhig  the  belts ;  but,  ordinarily,  the  angle  of  contact  determines  the  power  that  a  belt  will 
transmit  at  a  given  tension  and  velocity.  A  belt  that  will  not  do  the  woric  required  of  it,  however 
ti^tly  it  may  be  stretched,  on  account  of  the  small  angle  of  contact  with  the  driven  pulley,  can 
iometioi^  be  rendered  suffidently  powerful  when  less  tightly  strained,  by  the  use  of  a  binder  or 
tightener,  close  to  the  driven  pulley,  which  bends  the  belt  through  a  larger  angle  of  contact.  Fre- 
<ttieiitly,  however,  in  the  case  of  a  belt  passing  over  two  pulleys  of  greatly  disproportionate  size,  very 
cioae  together,  the  use  of  a  tightener  occasions  loss  of  power  by  the  abrupt  bends  which  it  induces 
in  the  belt,  anid  the  requisite  tension  may  be  better  obtained  by  crossing  the  belt,  since  in  the  case 
of  a  crossed  belt  the  angle  of  contact  is  the  same  for  each  pulley,  whatever  their  relative  sizes. 

If  a  pulley  has  a  high  side,  as  it  is  called,  or  a  greater  diameter  in  one  part  than  another,  the  belt 
tends  to  run  toward  the  high  part,  and  advantage  is  taken  of  this  fact,  in  practice,  to  keep  the  belt 
nnming  straight  by  making  the  pulley  with  a  curved  face,  having  the  greatest  diameter  in  the  centre. 
Very  frequently  tlds  crowning  of  the  pulley-face  is  overdone,  the  result  being  that  the  belt  does  not 
toodi  the  pulley  over  the  whole  of  its  width.  Where  a  belt  has  been  running  for  a  little  time,  an 
examination  will  show  whether  it  touches  all  over,  and,  if  it  does  not,  the  high  part  of  the  pulley 
■hould  be  reduced.  Flat-faced  pulleys  can  be  successfully  run  if  first-class  belts  are  used,  and  the 
Aafts  are  kept  in  line — crowning  a  pulley  being  simply  a  device  to  counteract  the  bad  effects  arising 
from  the  use  of  a  crooked  belt  or  imperfectly  adjusted  driving-gear.  The  tendency  of  a  belt  to  run 
to  one  side  or  the  other  if  a  slight  side-pressure  is  brought  to  bear,  finds  its  application  in  the  case 
of  shifting  belts,  which  at  times  are  employed  to  drive  machinery,  and  are  occasionally  shifted  to 
loose  pulleys,  it  only  being  necessary  to  apply  the  side-pressure  near  the  pulley  where  the  shift  is  to 
be  made,  and  on  the  part  of  the  belt  that  is  approaching  the  pulley. 

Sxperiments  show  that  a  leather  belt  will  transmit  more  power,  and  wear  more  satisfactorily,  if  it 
is  run  with  the  finished  side  next  the  pulleys,  the  reason,  apparently,  being  that  the  belt  has  greater 
friction  on  account  of  the  more  perfect  contact.  There  are  various  special  preparations  that  are 
raooounended  for  application  to  leather  belts,  to  render  them  pliable  and  preserve  them,  but  the 
wei^t  of  testimony  seems  to  favor  the  occasional  application  of  either  neat's-foot  or  castor  oil. 
Bdts  are  connected  by  hooks  or  lacing,  and  occasionally  they  are  riveted  together  at  the  ends.  The 
latter  plan  is  generally  the  hest,  if  the  belt  is  first  run  a  sufficient  time  to  stretch  it  thoroughly. 

When  motion  is  produced  by  means  of  a  belt-connection,  the  velocity-ratio  of  the  pulleys  depends 
on  their  relative  diameters  and  the  thickness  of  the  belt.  The  effective  diameter  of  a  pulley  is  its 
diameter  increased  by  the  thickness  of  the  belt,  and  this  should  be  used  in  calculations  for  velodty- 
lado. 

7b  find  the  diameler  of  a  puflei/  for  a  required  speed,  the  diameter  and  speed  of  the  other  pidley 
hnng  bnown.    Divide  the  given  speed  by  the  required  speed,  and  multiply  the  quotient  by  the  given 
diameter. 
Ezample:  One  pulley  has  a  diameter  of  5  feet,  and  makes  100  revolutions  a  minute.    What  should 

be  the  diameter  of  the  other  pulley  to  make  180  revolutions  a  minute  ?    iim  >^  ^  =  8.84  +  feet. 
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In  transmitting  motion  bj  a  belt,  It  is  sometimes  required  that  the  two  puUejs  shall  revolre  in 
different  planes.  It  is  only  necessary  that  a  belt,  to  maintain  its  position,  should  have  its  advancing 
side  m  the  plane  of  rotation  of  that  section  of  the  pulley  on  which  it  is  required  to  remain,  without 
regard  to  the  retiring  side.  On  this  principle,  motion  may  be  conveyed  by  belts  to  shafts  oblique  to 
each  other.  Let  A  and  B  (Fig.  SI 6)  be  two  shafts 
at  right  angles  to  each  other,  A  vertical,  B  horizon- 
tal,  so  that  the  line  run  perpendicular  to  the  direc- 
tion of  one  axis  is  also  perpendicular  to  the  other, 
and  let  it  be  required  to  connect  them  by  pulleys  and 
a  belt,  that  their  direction  of  motion  may  be  as 
shown  by  the  arrows :  their  velocities  will  be  as  8  of 
AU>2oi  B,  On  A  describe  the  circumference  of 
the  pulley  proposed  on  that  shaft ;  to  this  circum- 
ference draw  a  tangent  a  h  parallel  to  m  n ;  this  line 
will  be  the  projection  of  the  edge  of  the  belt  as  it 
leaves  A^  and  Uie  centre  of  the  belt  as  it  approaches  B ;  consequently,  lay  off  the  pulley  h  on  each 
side  of  this  line,  and  of  a  diameter  proportional  to  the  velocity  required.  To  fix  the  position  of  the 
pulley  on  A^  let  Fig.  816  be  another  view  taken  at  right  angles  to  Fig.  816,  and  let  the  axis  B  have 


u 


the  direction  of  motion  indicated  by  the  arrow ;  then  the  circle  of  the  pulley  being  described,  and  a 
tangent  a  h  drawn  to  it  perpendicular  to  the  axis  B  as  before  determined,  the  position  of  the  pulley 
on  the  shaft  A  is  established. 

The  positions  of  the  two  pulleys  are  thus  fixed  in  such  a  way  that  the  belt  is  always  delivered  by 
the  pulley  it  is  receding  from  into  the  plane  of  rotation  of  the  pulley  toward  which  it  is  approaching. 
If  the  motion  be  reversed,  the  belt  will  run  off;  thus  (Fig.  817)  if  the  motion  of  the  shaft  A  is 
reversed,  the  pulley  B  must  be  placed  in  the  position  shown  by  the  dotted  lines.  In  order  to  obviate 
this,  round  belts  running  in  grooved  pulleys  are  frequently  employed  in  such  cases  where  the  power 
transmitted  is  small,  and  a  peculiar  form  of  angular  belting  working  in  pulleys  having  y-.«haped 
faces  is  very  often  used  for  the  transmission  of  considerable  amounts  of  power.    This  belting  is 

illustrated  in  Fig.  818,  A  show- 
ing the  method  of  construction 
and  connection  of  the  ends,  and 
B  and  C  the  application  to  pul- 
leys. 

It  is  not  an  essential  condi- 
tion that  the  shafts  should  be  at 
right  angles  to  each  other  to 
have  motion  transferred  by  a 
belt.  They  may  be  placed  at 
any  angle  to  eadi  other  provid- 
ed the  shafts  lie  in  parallel 
planes,  so  that  the  perpendicu- 
lar drawn  to  one  axis  is  perpen- 
dicular to  the  other.  If  otiier- 
wise,  recourse  must  be  had  to 
gtude- pulleys,  as  illustrated  in 
Fig.  819,  which  shows  the  man- 
ner of  finding  the  positions  of 
the  guide  -  pulleys.  If  planes 
are  passed  through  the  centres 
of  the  two  pulleys  C  and  2>,  at 
right  angles  to  the  shafts,  they 
will  intersect  in  a  line  A  B, 
Assume  any  points,  A  and  By  in 
this  line,  and  in  the  plane  of 
the  pulley  C  draw  the  tangents 
B  E^A  Fy  and  in  the  plane  of  the  pulley  D  the  tangents  A  H^  B  O,  These  tangents  represent  the 
path  of  the  belt  in  passing  from  pulley  C  to  pulley  2>,  and  to  keep  it  in  this  path  it  will  only  be 
necessary  to  introduce  two  guide-pulleys,  one  at  A^  in  the  plane  H  A  F,  and  the  other  at  B,  in  the 
plane  ^5  O. 

In  Fig.  820  is  shown  a  "  binder  frame,'*  as  constructed  by  William  Sellers  &  Co.,  in  which  the 
guide-pulleys  can  easily  be  adjusted  so  as  to  revolve  in  the  required  planes. 
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IVoblems  relating  to  the  length  of  belts  and  amount  of  power  trangmitted  are  of  frequent  occur* 
rence.  Explanations  of  the  manner  of  solving  the  most  important  examples  are  appended.  The 
operations  will  in  general  be  greatly  fadlitated  by  using  the  following  table : 


Table /(Mr  ddermifdng  Lenffth  of  Belts  and  Power  trammitted. 
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.157 

.516 

185.8 

8.242 

.484 

174.2 

8.041 

1.508 

1.462 

.00 

2.101 

2.1418 

.188 

.519 

186.8 

8.261 

.481 

178.2 

8.022 

1.512 

1  457 

1    .01 

2.285 

2.005 

.220 

.622 

188. 

8.280 

.478 

172. 

8.008 

1.516 

1.452 

,     M 

2.2S6 

2.007 

.251 

.525 

169.2 

8.299 

.475 

170.8 

2.985 

1.520 

1.447 

;  .00 

2.891 

2.006 

.288 

.629 

190.8 

8.324 

.471 

169.7 

2.960 

1.524 

1.448 

1     .10 

2.824 

2.010 

.814 

.582 

191.5 

8.848 

.468 

168.5 

2.941 

1.628 

1.438 

.  •" 

2858 

2.012 

.848 

.585 

192.6 

8.862 

.465 

167.4 

2.922 

1.682 

1.433 

'     .IS 

2.89S 

2.015 

.877 

.5S8 

198.8 

8  8S0 

.462 

166.9 

2.908 

1.687 

1.428 

.13 

2.425 

2.017 

.408 

.542 

195. 

8.405 

.458 

165. 

2.878 

l.Ml 

1.428 

.14 

2.450 

2.019 

.440 

.545 

196.1 

8.424 

.455 

168.9 

2.859 

1.545 

1.418 

'     .15 

2.408 

2.028 

.471 

.54S 

197.8 

8.443 

.452 

162.7 

2.840 

l.WO 

1.418 

,     .16 

2.dC» 

2.028 

.502 

.551 

198.4 

8.462 

.449 

161.6 

2.821 

1.554 

1.408 

.IT 

2.509 

2.020 

.584 

.6M 

199.6 

8.481 

.446 

160.4 

2.81)2 

1.558 

1.402 

M 

2.508 

2.<«i 

.568 

.KW 

200.8 

8.506 

.442 

159.2 

2.777 

1.561 

1.896 

.10 

2.084 

2.087 

.697 

.561 

202. 

8.525 

.489 

168. 

2  758 

1.566 

1.891 

.90 

2.6«» 

2.041 

.628 

.564 

208.1 

8.644 

.436 

156.9 

2.789 

1.568 

1.886 

.« 

2.705 

2.045 

.660 

.567 

204.2 

8.568 

.433 

155.8 

2.721 

1.672 

1.881 

,ti 

2.140 

2.040 

.691 

.571 

205.4 

8.5H3 

.429 

154.6 

2.696 

1.575 

1.875 

.99 

2.775 

2.0.^8 

.722 

.574 

206.6 

8.607 

.426 

168.4 

2. on 

1.679 

1.368 

.U 

8.812 

2.058 

.754 

.577 

207.7 

8.625 

.428 

1C2.8 

8.658 

1.568 

1.868 
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Table  for  ddemdmng  Length  of  BdU  and  Power  tratumitted — (Continned). 
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1 

of  RadB. 

hnmm. 

oTl. 

favM*. 

•ri. 

Contact. 

Contact. 

2 

8 

4 

6 

6 

T 

8 

9 

10 

11 

12 

.25 

2.849 

2.068 

.786 

.680 

209.9 

8.644 

.420 

151.1 

2.689 

1.588 

1.856 

.26 

2.'»to5 

2  065 

.617 

.588 

210.1 

8.668 

.417 

149.9 

2.620 

1.592 

1.851 

.27 

2.9  >2 

2.014 

.8*8 

.587 

211.8 

8.688 

.418 

148.7 

2.696 

1.596 

1.345 

.28 

2.959 

2.079 

.880 

.590 

212.5 

8.707 

.410 

147.5 

2.676 

1.600 

1.840 

.29 

2.996 

2.065 

.911 

.594 

218  7 

8.782 

.406 

146.8 

2.551 

1.008 

1.884 

.80 

8.084 

2.091 

.948 

.597 

214.9 

8.751 

.408 

145.1 

2.582 

1.6417 

1.828 

.81 

8.071 

2.097 

.974 

.600 

216.1 

8.770 

.400 

148.9 

2.518 

1.610 

1.S22 

.82 

8.109 

2.104 

1.006 

.604 

217.8 

8.796 

.896 

142.7 

2.488 

1.614 

1.816 

.88 

8.147 

2.110 

1.087 

.607 

218.6 

8.814 

.898 

141.5 

2.4G9 

1.618 

1.809 

.84 

8.1b6 

2.117 

1.068 

.610 

219.7 

8.888 

.81M) 

140.8 

2.450 

1.621 

1.808 

.85 

8.224 

2.125 

1.099 

.614 

220.9 

8.S.%3 

.886 

189.1 

2.425 

1.626 

1.296 

.86 

8.262 

2.181 

1.181 

.617 

222.2 

8.877 

.8S8 

187.8 

2.406 

1.628 

1.289 

.87 

8.801 

2.188 

1.168 

.621 

228.4 

8.902 

.879 

186.6 

2.881 

1.682 

1.282 

.88 

8.840 

2.146 

1.194 

.624 

224.6 

8.921 

.876 

135.4 

2.862 

1.685 

1.276 

.89 

8.880 

2.155 

1.225 

.627 

225.8 

8.940 

.878 

184.2 

2.844 

1.688 

1.270 

.40 

8.419 

2.1C9 

1.257 

.681 

227.1 

8.966 

.369 

182.9 

2.818 

1.642 

1.268 

.41 

8.450 

2.170 

1.2-^ 

.685 

228.4 

8.990 

.865 

181.6 

2.298 

1.646 

1.266 

.42 

8.499 

2.179 

1.820 

.688 

229. T 

4.009 

.862 

180.8 

2.275 

1.649 

1.243 

.48 

8.540 

2.189 

1.851 

.642 

281. 

4.084 

.858 

129. 

2.249 

1.6^8 

1.240 

.44 

8.580 

2.197 

1.8SS 

.645 

282.2 

4.<l58 

.855 

127.8 

2.281 

1.656 

1.288 

.45 

8.620 

2.206 

1.414 

.649 

288.5 

4.078 

.851 

126.5 

2.205 

1.660 

1.226 

.46 

8.061 

2.216 

1.446 

.652 

234.8 

4.0l»7 

.848 

125.2 

2.187 

1.668 

1.218 

.47 

8.702 

2.225 

1.477 

.656 

286.1 

4.122 

.844 

128.9 

2.161 

1.667 

1.210 

.48 

8.748 

2.285 

1.508 

.660 

287.4 

4.147 

.840 

122.6 

2.186 

1.670 

1.208 

.49 

8.765 

2.245 

1.540 

.668 

288.7 

4.166 

.887 

221.8 

2.117 

1.674 

1.196 

.60 

8.827 

2.256 

1.571 

.667 

240. 

4.191 

.888 

120. 

2.092 

1.6n 

1.187 

.61 

8.»6S 

2.266 

1.602 

.670 

241.8 

4.210 

.880 

118.T 

2.078 

1.680 

1.179 

.62 

8.911 

2.277 

1.684 

.674 

242.6 

4.285 

.826 

117.4 

2.048 

1.688 

i.in 

.58 

8.954 

2.2S9 

1.665 

.678 

244. 

4.260 

.822 

116. 

2.028 

1.687 

1.162 

.54 

8.996 

2.299 

1.697 

.6^2 

245.4 

4.285 

.818 

114.6 

1.998 

1.690 

1.158 

.55 

4.089 

2.811 

1.728 

.685 

246.7 

4.804 

.815 

118.8 

1.979 

1.698 

1.145 

.66 

4.052 

2.828 

1.759 

.689 

248.1 

4.829 

.811 

111.9 

1.954 

1.696 

1.136 

.67 

4.126 

2.885 

1.791 

.698 

249.6 

4.854 

.807 

110.5 

1.920 

1.700 

1.126 

.53 

4.169 

2.8*7 

1.822 

.697 

250.9 

4.879 

.808 

109.1 

1.904 

1.708 

1.117 

.69 

4.218 

2.860 

l.NW 

.701 

252.8 

4.405 

.299 

107.7 

1.879 

1.707 

1.103 

.60 

4.257 

2.872 

1.885 

.705 

253.8 

4.430 

.295 

106.2 

1.854 

1.710 

1.093 

.61 

4.808 

2.886 

1.917 

.709 

255.2 

4.455 

.291 

104.8 

1.628 

1.718 

l.OSO 

.62 

4.847 

2.899 

1.94S 

.718 

256.7 

4.480 

.287 

108.8 

1.808 

1.717 

1.078 

.68 

4.892 

2.412 

1.980 

.717 

258.1 

4.505 

.288 

101.9 

1.778 

1.720 

1.068 

.64 

4.487 

2.426 

2.011 

.721 

259.6 

4.580 

.279 

100.4 

1.758 

1.728 

1.053 

.65 

4.482 

2.440 

2.042 

.726 

261.1 

4.555 

.275 

98.9 

1.728 

1.726 

1.047 

.66 

4.529 

2.455 

2.074 

.729 

262.6 

4.580 

.2n 

97.4 

1.708 

1.780 

1.086 

.67 

4.574 

2.469 

2.105 

.788 

264.1 

4.606 

.267 

95.9 

1.678 

1.788 

1.026 

.68 

4.621 

2.484 

2.187 

.788 

265.7 

4.687 

.262 

94.8 

1.646 

1.786 

1.018 

.69 

4.667 

2.499 

2.168 

.742 

267.2 

4.662 

.253 

92.8 

1.621 

1.789 

1.002 

.70 

4.714 

2.515 

2.199 

.747 

268.8 

4.694 

.253 

91.2 

1.590 

1.748 

.990 

.71 

4.762 

2.581 

2.281 

.751 

270.4 

4.719 

.249 

89.6 

1.565 

1.746 

.978 

.72 

4. 808 

2.546 

2.262 

.756 

272.1 

4.750 

.244 

87.9 

1.588 

1.749 

.966 

.78 

4.856 

2.562 

2.294 

.760 

278.7 

4.775 

.240 

86.8 

1.608 

1.762 

.952 

.74 

4.908 

2.578 

2.825 

.765 

275.4 

4.807 

.285 

84.6 

i.4n 

1.766 

.989 

.75 

4.951 

2.595 

2.856 

.770 

277.2 

4.t«8 

.2130 

82.8 

1.445 

1.750 

.924 

.76 

6.000 

2.612 

2.888 

.775 

279. 

4.869 

.225 

81. 

1.414 

1.768 

.909 

.77 

6.049 

2.680 

2.419 

.7S0 

280.8 

4.901 

.220 

79.8 

1.882 

1.766 

.895 

.78 

6.100 

2.649 

2.451 

.785 

282.6 

4.932 

.216 

77.4 

1.851 

1.770 

.879 

.79 

6.148 

2.666 

2.482 

.790 

2S4.4 

4.964 

.210 

75.6 

1.819 

1.778 

.863 

.80 

6.193 

2.684 

2.514 

.795 

286.2 

4.995 

.205 

78.8 

1.288 

1.776 

.848 

.81 

6.247 

2.702 

2.546 

.800 

288.1 

6.027 

.200 

71.9 

1.257 

1.779 

.^«2 

.82 

5.298 

2.722 

2.576 

.806 

290.1 

6.064 

.194 

69.9 

1.219 

1.782 

.614 

.83 

6.849 

2.741 

2.6.»8 

.811 

292.1 

6.096 

.189 

67.9 

1.1S8 

1.7.S6 

.796 

M 

6.400 

2.761 

2.689 

.817 

294.2 

6.188 

.188 

65.8 

1.150 

1.790 

.77T 

.85 

6.452 

2.781 

2.671 

.828 

6.171 

.m 

88.6 

1.112 

1.794 

.757 

.66 

6.504 

2.802 

2.702 

.829 

298  6 

6.209 

.171 

61.4 

1.074 

1.797 

.786 

.87 

6.656 

2.822 

2.784 

.886 

800.9 

6.258 

.164 

69.1 

1.030 

1.801 

.714 

.8-8 

5.609 

2.844 

2.765 

.842 

808.9 

6.290 

.158 

66.8 

.998 

1.805 

.692 

.89 

5.662 

2.866 

2.796 

.849 

805.6 

5.884 

.151 

54.4 

.949 

1.809 

.668 

.90 

5.716 

2.888 

2.828 

.856 

808.2 

5.878 

.144 

61.8 

.905 

1.812 

.642 

.91 

6.769 

2.910 

2.859 

.864 

811. 

6.429 

.186 

49. 

.855 

1.816 

.618 

.92 

6.824 

2.988 

2.891 

.872 

818.9 

5.479 

.128 

46.1 

.804 

1.821 

.582 

.98 

5.879 

2.957 

2.922 

.880 

816.9 

6.529 

.120 

48.1 

.754 

1.826 

.660 

.94 

6.985 

2.981 

2.954 

.889 

820. 

6.586 

.111 

40. 

.697 

1.^0 

.616 

.96 

6.992 

8.007 

2.985 

.899 

828.6 

6.649 

.101 

86.4 

.685 

1.885 

.475 

.96 

6.047 

8.0.S1 

8.016 

.910 

827.6 

6.718 

.090 

82.4 

.565 

1.840 

.420 

.97 

6.105 

8.057 

8.048 

.922 

881.9 

5.798 

.078 

28.1 

.490 

1.846 

.874 

.98 

6.165 

8.086 

8.079 

.987 

887.2 

5.887 

.068 

22.8 

.896 

1.868 

.812 

.99 

6.228 

8.112 

8.111 

.955 

848.8 

6.000 

.045 

16.2 

.288 

1.861 

.288 

1. 

6.284 

8.142 

8.142 

1. 

860. 

6.2S8 

0. 

0. 

0. 

1.870 

0. 
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IixumuTioR  or  thi  Use  or  the  Tables. — ^I.  To  find  the  length  of  a  erosted  bdl  paning  over  too 
M&ys,  hunring  the  radii  and  the  dutance  between  the  ceniret.  Divide  the  sum  of  the  radii  bj  the 
oistftDce  between  the  centres,  and,  with  the  quotient  as  argument,  seek  the  corresponding  number 
tnoolomn  2  of  the  table,  and  multiply  it  bj  the  distance  between  centres. 

Example :  What  is  the  length  of  a  crossed  belt  passing  over  two  pulleys  whose  diameters  are  5 
lod  8  feet  respectiTely,  the  distance  between  centres  being  10  feet,  and  thidmess  of  belt  one-quarter 
of  in  inch? 


Effective  radii . 


Divide  by  distance  between  centres. . 


80.126 

18.125 

120)48.250 

.40 

Gorrespondfaig  number  in  column  2,  8.419.    8.419  X  10  =  84.2  feet  length  of  belt 

Note. — The  effective  radius  (radius  +  i  thickness  of  belt)  or  effective  diameter  (diameter  +  thick- 
ness of  belt)  of  pulley  should  generally  be  used  in  calculations  involving  these  elements.  In  dividing 
ram  or  difference  of  radii  by  distance  between  centres,  both  terms  must  be  expressed  in  the  same 
imit  (feet,  inches,  or  the  like),  such  unit  being  taken  as  is  most  convenient  In  multiplying  the 
reralting  constant  by  the  distance  between  centres,  this  latter  term  may  be  expressed  in  any  denomi- 
lutioii,  and  the  answer  will  be  in  the  same  denomination.  Thus,  in  the  above  example,  the  sum 
of  the  radii  was  taken  in  inches,  and  hence  the  Sum  was  divided  by  the  distance  between  centres 
eipressed  in'  inches,  but  the  resulting  constant  was  multiplied  by  the  distance  between  centres  in 
feet,  giving  the  length  of  the  belt  in  feet 

XL  To  find  the  length  of  an  open  belt  passing  over  two  pulleys,  1.  Divide  the  difference  of  the 
ndii  by  tne  distance  between  centres,  and,  using  the  quotient  as  argument,  find  the  corresponding 
ooDStant  in  column  3.  2.  Divide  the  sum  of  the  radii  by  the  distance  between  centres,  and  find  the 
eorre^nding  constant  in  column  4.  8.  Multiply  the  sum  of  these  constants  by  the  distance  between 
centres. 

EtampU:  Find  the  length  of  an  open  belt  passing  over  two  pulleys  whose  effective  radii  are  20 
ind  10  mches  respectively,  the  distance  between  centres  being  12  feet 


Difference  of  radii 
Distance  between  centres 

Sum  of  radii 
Distance  between  centres 


=.07 Corresponding  constant  =  2.005 


=  .21., 


=    .660 


Length  of  belt  =  82  feet  =  12  X  2.665 


in.  7b  design  a  pair  of  cone  pulleys  for  a  crossed  belt. — a.  ConHnuous  cones  (Rg.  821,  A).    In 
this  case  it  is  only  necessary  to  use  two  simihir  conical  drums,  with  their  large  and  small  ends  turned 


88L 


opposite  ways.  b.  Stepped  eones^  equal  and  opposite  (Fig.  821,  B),  Divide  a  pair  of  equal  and 
opposite  oonoids  into  any  number  of  equal  parts  by  lines  at  right  angles  to  the  axes.  The  points 
in  whidi  these  lines  cut  the  faces  of  the  conoids  determine  the  several  steps,  c.  Any  two  stepped 
eotun.  Assnme  values  for  the  several  radii  of  one  of  the  cones,  and  give  such  values  to  the  corre- 
qmiding  radii  of  the  second  cone  that  the  sum  of  each  pair  shall  be  the  same. 

Exampie:  Suppose  the  several  radii  of  one  cone  pulley  are  12,  10,  8,  6,  and  4  inches,  and  that  the 
■nallest  radius  of  the  other  stepped  cone  is  3  inches.  This  fixes  the  sum  of  each  pair  of  radii  atj 
15  inches,  so  that  the  remaining  rodii  will  be  5,  7,  9,  and  1 1  inches.  1 

nr.  To  design  a  pair  of  cone  pulleys  for  an  open  bell.— a.  Continuous  cones  (¥1g.  322,  A),  Equal 
tnd  similar  conoids  must  be  used.    Assume  extreme  radii,  and^  knowing  distance  between  centres, 
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822. 


calculate  the  length  of  belt  required.  To  find  the  middle  radius,  subtract  twice  the  distance  between 
centres  from  the  length  of  the  belt,  and  divide  the  difference  by  6.2832.  Draw  arcs  of  circles 
through  extreme  and  middle 
points,  thus  determining  the 
sections  of  the  conoids. 

Example :  Given  laigest 
radius  of  conoid  24  inches, 
smallest  radius  6  inches,  dis- 
tance between  centres  8  feet 
What  should  be  the  middle 
radius?  By  means  of  the 
table  and  preceding  rule,  the 
length  of  belt  is  found  to  be 
14.6  feet 

14.6  -  6  ,  «^  .  ,  ^  , 
-612832- =^-«^  feet,  about 
16^  inches,  middle  radius. 

6.  Stepped  eoneSy  equal  and 
opposite  (Fig.  822,  B).  Form 
two  continuous  conoids  in  the 
manner  explained  above,  and 
divide  them  into  the  required 
number  of  steps,  e.  Any  two 
stepped  cones.  Assume  one 
pair  of  radii,  and  calculate 
the  length  of  the  belt  for  the  given  distance  between  centres.  Assume  at  pleasure  the  difference 
between  a  second  pair  of  radii,  divide  this  assumed  value  by  the  distance  between  centres,  find  the 
number  corresponding  to  this  quotient  in  column  8  of  the  table,  multiply  it  by  the  distance  between 
centres,  and  subtract  the  product  from  the  length  of  the  belt  Divide  the  remainder  by  the  distance 
between  centres,  and  find  the  argument  corresponding  to  this  quotient  in  column  4.  Multiplying 
this  argument  by  the  distance  between  centres  gives  the  sum  of  the  second  pair  of  radii.  The  larger 
radius  can  be  found  by  adding  the  half  difference  to  the  half  sum,  and  the  smaller  radius  by  sub- 
tracting the  half  difference  from  the  half  sum.  The  application  of  this  rule  is  very  simple,  as  the 
following  example  will  show : 

first  pair  of  radii,  12  and  4  inches ;  distance  between  centres,  8  feet    Find  another  pair  of  radii 

that  will  give  the  same  length  of  belt,  their  difference  being  1|  inch.    Calculating  the  length  of 

belt,  it  is  found  to  be  10.3  feet     1.6  -i-  86  =  .04.    CJorresponding  number  in  column  8,  2.001.     10.8 

—2.001  X  8  =  4.3 ;  4.8  -i-  8  =  1.483.     Corresponding  argument  =  .46 ;  .46  x  86  =  16.56  =  sum  of 

required  radii 

16.66  +  1.5      ^       ,    ^ 
Larger  radius  = =  9.  -h  mches. 

Smaller  radius  =  — '■ — - — '—  =  7.5  +  inches. 

Another  rule,  requiring  only  one  radius  and  the  distance  between  centres  to  be  given,  in  order  to 
determine  the  other  radius,  will  be  found  among  the  formulas  that  follow  these  illustrations. 

y .   To  find  the  arc  of  contact  betioeen  a  belt  and  a  pulley, 

FnsT  Method. — Measure  the  length  of  the  portion  of  the  circumference  of  the  pulley  that  is  in 
contact  with  the  belt,  and  the  diameter  of  the  pulley.  Divide  the  first  measurement  by  the  radius  of 
the  pulley,  and  in  the  same  horizontal  line  with  the  quotient  in  colunm  7  or  10  will  be  found  in  col- 
umns 5,  6,  or  8,  9,  the  fraction  of  circumference  in  contact  with  the  belt,  and  the  angle  of  contact 

Example:  The  length  of  the  arc  of  contact  of  a  belt  with  a  pulley  is  16.8  feet,  and  the  diameter 
of  the  pulley  is  10  feet  15.8  -*-  6  =  8.06,  and  by  reference  to  column  10  it  will  be  seen  that  the  ait; 
of  contact  is  .487  of  the  circumference,  corresponding  to  an  angle  of  176'4°. 

Second  Method. — a.  Crossed  belt.  Divide  the  sum  of  the  radii  by  the  distance  between  the  cen- 
tres of  the  pulleys,  and  with  the  quotient  as  argument  in  column  1  find  the  required  data  in  columns 
6,  6,  and  7. 

Example :  A  crossed  belt  passes  over  two  pulleys  whose  radii  are  4  and  8  feet  respectively,  and 
the  distance  between  their  centres  is  12  feet.  (4  +  3)  -*- 12  =  .68 ;  hence  the  arc  of  contact  is  .697 
of  the  circumference,  the  angle  of  contact  is  250.9°,  the  length  of  arc  on  larger  pulley  is  4.879  x  4 
=  17.616  feet,  and  the  length  of  arc  on  small  pulley  is  4.879  x  3  =  13.137  feet 

b.  Open  belt.  Divide  the  difference  of  the  radii  of  the  two  pulleys  by  the  distance  between  their 
centres,  and,  with  the  quotient  as  argument  in  column  1,  find  the  arc  of  contact  for  the  large  pulley, 
in  columns  6,  6,  and  7,  and  the  arc  of  contact  for  the  small  pulley,  in  columns  8,  9,  and  10. 

Example :  An  open  belt  passes  over  two  pulleys  whose  diameters  are  6  and  4  feet,  and  the  dis- 
tance between  whose  centres  is  9  feet  (3  —  2)  -4-  9  =  .11 ;  so  that  the  arc  of  contact  for  the  large 
pulley  is  .636  of  the  circumference,  the  angle  is  192.6°,  and  the  length  8.862  x  8  =  10.086  feet; 
and  for  the  small  pulley,  .466  of  the  circumference,  the  angle  is  167.4°,  and  the  length  2.922  x  2 
=  6.844  feet 

^  Note. — In  the  rules  given  in  the  second  method,  it  is  assumed  that  the  belt  is  drawn  perfectly 
tight  between  the  pulleys.    Where  there  is  much  deviation  from  this  in  practice,  it  is  better  to 
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cmploj  the  first  method.  It  frequently  happens  that  the  arc  of  contact,  when  the  belt  is  at  rest, 
li  mtterially  changed  when  motion  ensues.  At  very  fast  speeds,  the  centrifugal  force  often  reduces 
the  irc  of  contact  considerablj ;  and  as  the  power  that  a  belt  can  transmit  varies  with  this  arc,  its 
Ttloe  should  be  estimated  under  the  conditions  that  occur  when  the  belt  is  running. 

VL  To  Jind  the  Bpeed  of  a  beliy  in  feet  per  minute.  Multiply  the  diameter  of  either  pulley,  in 
feet,  by  3.1416  times  the  number  of  revolutions  that  it  makes  per  minute. 

Example:  A  belt  passes  over  a  pulley  that  is  16  feet  in  diameter,  and  makes  60  revolutions  per 
minute.    Speed  of  belt  =  16  x  3.1416  x  60  =  3,016  feet  per  minute. 

Vn.  To  find  the  power  that  can  be  iransmiUed  by  a  single  leather  belt  of  given  width  passing 
oeer  smooth  inm  pulleys,  find,  in  column  11  or  12,  the  power  corresponding  to  arc  of  contact  of 
the  belt  with  the  small  pulley ;  multiply  this  by  the  speed  of  belt  in  feet  per  minute,  and  the  width 
of  belt  in  inches,  and  point  off  three  figures  of  the  product  to  the  right  The  result  will  be  the 
bone-power  transmitted. 

Etample :  A  10-inch  belt,  moving  at  the  rate  of  4,000  feet  a  minute,  makes  an  angle  of  contact 
with  the  small  pulley  of  120'.     1.187  x  4.000  x  10  =  47.48  horse-power. 

VIIL  To  find  the  mdth  of  belt  required  to  transmit  a  given  amount  of  power,  Rnd  the  power 
tnnnnitted  by  a  belt  1  mch  wide,  under  the  given  conditions,  and  divide  the  amount  of  power 
that  is  to  be  transmitted,  by  the  quantity  so  found. 

Eianqie:  A  belt  is  to  have  a  speed  of  1,500  feet  a  minute,  and  to  make  an  arc  of  contact  of  210^ 
with  the  small  pulley.    How  wide  will  it  require  to  be  to  transmit  16  horse-power  ? 

Power  transmitted  by  a  belt  1  inch  wide  =  1.592  x  1.500  =  2.388  horsepower.  Width  of  belt 
leqnired  =  15  -*-  2.388  =  6.3  inches. 

Note. — ^In  these  rules  the  coefficient  of  friction  between  the  belt  and  the  pulley  is  taken  at  .428, 
tnd  it  is  assumed  that  a  safe  working  strain  for  a  single  leather  belt,  with  the  ends  secured  by 
Isce-Ieather,  is  66|  lbs.  per  inch  of  width.  In  speaking  of  the  width  of  a  belt,  the  effective  width 
ii meant,  or  that  portion  of  the  width  in  contact  with  me  pulley;  so  that,  for  example,  if  the  belt 
onlj  bears  for  two-tliirds  of  its  width,  and  is  9  inches  wide,  the  width  to  be  used  in  the  calculations 
vill  be  6  inches.  If,  instead  of  leather,  rubber  belts  are  used,  the  above  rules  may  be  employed, 
obeening  that,  under  the  same  circumstances,  a  rubber  belt  will  transmit  one-fourth  more  power 
than  a  leuher  one.  Pulleys  are  sometimes  covered  with  leather  or  rubber,  in  order  to  increase  the 
frietioa.  Mr.  J.  W.  Sutton  has  made  numerous  experiments  in  order  to  determine  the  best  form  of 
eorering,  and  has  patented  a  composition  which  is  secured  to  the  face  of  the  pulley,  and  which  he 
dafatts  will  increase  the  transmitting  power  of  a  belt  fully  100  per  cent. 

The  analytical  expressions  on  which  the  table  and  rules  depend  are  appended,  together  with 
formulas  for  finding  the  radius  of  a  pulley  when  the  other  radius  and  the  distance  between  centres 
are  giren.    It  may  be  well  to  illustrate  the  use  of  the  hitter. 

Suppose  a  pulley  has  a  radius  of  4  feet,  and  the  distance  between  its  centre  and  the  other  pulley 
Is  12  feet  What  should  be  the  radius  of  the  other  pulley,  if  the  length  of  an  open  belt  passing 
over  the  two  pulleys  is  56  feet  ? 

Fint  find  whether  the  given  radius  is  the  large  or  small  one.  4  x  3.1416  +  12  =  24.6 ;  and 
as  this  is  less  than  66  -i-  2  =  28,  the  given  radius  is  the  smaller  of  the  two.  Then,  according 
to  the  formula,  the  other  radius  = 

4  +  12  X  (^4/0.4674  +  gg-g-2882x4  _  ^  p^^^gN  ^  ^^^  ^^^ 

Notation, 

R  =  radius  of  larger  pulley,  r  =  radius  of  smaller  pulley.  8  =  distance  between  centres  of 
poUeys.  Z  =  length  of  belt  F=  force  in  lbs.  transmitted  by  a  single  leather  belt,  1  inch  wide. 
W=z  width  of  belt,  in  inches.  P=  horse-power  transmitted  by  belt  K=r  velocity  of  belt,  in  feet 
per  minute.  JV=  revolutions  of  pulley  per  minute,  a  =  arc  of  contact  of  belt  with  pulley,  in 
degrees,  a  =  fraction  of  circumference  of  pulley  in  contact  with  belt  A  =  length  of  arc  of  oozu 
tact,  for  a  radius  of  1. 

Crossed  Belt, 

X  =  2|/5«-(i2H-r)«-f(i2  +  r)x  ^8.1416  + 2  arc  sfaie—i-*^. 

For  stepped  cones,  the  only  condition  is  i?  +  r  =  a  constant 

+  2  angle. « 
Open  BdL 


a  =  180*  +  2  angle,  sine  ^-^T. 


X  =  2  a/ 8*  -  (7?  -  r)»  -f  8.1416  X  (i2  +  r)  -I-  (i2  -  r)  x  2  arc  sine 

T       o  q 

For  oontmoons  cone  of  pulleys,  middle  radius  of  conoid  =  ---.r^^ 

^       ^^  6.2832 

If  (assumed  radius  x  8.1416  +  5)  >  — ,  the  assumed  radius  is  R, 

If  (assmned  radius  x  8.1416  +  <9)  <  ^,  the  assumed  radius  is  r. 
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UJiis  aflsumed,  r^zB-^Sx  A.6708  -  >i/o.4674  +  -  ~^-^^  ^  -^) . 

H  r  is  assiimed,  i2  =  r+i8rx  r|/o.46UH-^""^'^^^  "^  ""-LSYOS  V  a=180*-2 angle. Bine -^. 

General  Formulas^  Crossed  or  Open  Belt. 
r=  6.2832  X  Rx  JV=  6.2832  x  r  x  iV,    a  =  -^„    A  =  ax  6.2832, 

^      \  /'  33,000     '  FxV 

In  the  United  States,  transmission  of  power  bj  large  belts  is  more  common  than  in  Europe,  and 
probably  the  largest  belts  in  the  world  are  to  be  found  in  this  country.  Mr.  J.  H.  Cooper,  in  a  letter 
published  in  **  Engineering,"  •  gives  several  instances  of  laige  belts,  from  which  the  following  are 
selected : 

The  driving-belt  of  the  New  Jersey  Zinc  Works  is  of  leather,  4  thicknesses,  48  inches  wide  and 
102  feet  long. 

An  elevator  in  Chicago  has  a  rubber  belt,  6  ply,  48  indies  wide  and  820  feet  long. 

These  belts  have  been  in  use  for  a  number  of  years,  with  very  satisfactory  results. 

Messrs.  J.  B.  Hoyt  &  Co.  exhibited  at  the  Centennial  Exposition  a  leather  belt  5  feet  wide  and 
1864-  feet  in  length,  made  for  a  paper-mill  in  Wilmington,  Delaware. 

Hemp  ropes,  running  in  grooved  pulleys,  have  been  used  instead  of  flat  belts  for  transmitting 
power.  The  grooves  in  the  pulleys  are  V-shaped,  the  sides  of  the  V  making  an  angle  of  40°  with  ea<£ 
other.  A  pulley  usually  has  several  grooves,  so  that  the  strain  is  distributed  between  two  or  more 
ropes.  Mr.  James  Dune,  in  a  paper  read  before  the  Institution  of  Mechanical  Engineers  at  3Jancfae8- 
ter,f  gives  some  examples  of  the  use  of  rope-belting,  and  thinks  its  general  adoption  is  very  desir- 
able, because  it  is  much  cheaper  than  leather  or  rubber,  and  transmits  power  in  a  very  satisfactory 
manner.  The  ropes  used  are  from  6^  to  6|  inches  in  circumference,  and  are  connected  at  the  ends 
by  long  splices  of  9  or  10  feet.  They  can  be  run  at  a  speed  of  6,000  feet  a  minute,  if  used  over 
pulleys  having  a  diameter  not  less  than  thirty  times  that  of  the  ropes.  Mr.  Durie  gives  examples  of 
the  application  of  rope-belting,  working  with  tension  varying  from  266  to  849  lbs.  for  each  rope. 
In  one  case  18  driving  ropes  were  used,  each  transmitting  about  23  horse-power  at  a  speed  of  2,967 
feet  per  minute.  In  another  example,  about  1,000  horse-power  was  transmitted  by  26  ropes,  at  a 
speed  of  8,784  feet  a  minute,  or  at  the  rate  of  40  horse-power  for  each  rope.  The  ropes,  in  both 
cases,  were  6^  inches  in  circumference.  Taking  the  average  value  of  the  working  tension  for  such 
ropes  at  800  lbs.,  the  horse-power  transmitted  would  be  (800  x  speed  in  feet  per  minute)  +  83,000 
for  each  rope,  and  the  number  of  ropes  required  for  any  case  would  be  the  quotient  of  the  whole 
power  divided  by  the  power  of  a  single  rope. 

Suppose,  for  instance,  it  is  requir^  to  transmit  360  horse-power  by  ropes  6|  inches  in  circumfer- 
ence, at  a  speed  of  4,000  feet  a  minute.  Each  rope  would  transmit  800  x  4,000  -*-  38,000  =  86.46 
horse-power,  and  the  number  of  ropes  required  would  be  360  +  36.46  =  10. 

For  the  transmission  of  power  over  great  distances,  wire  cables  running  in  Y-shaped  pul1e3r8,  or 
telodynaniic  cables^  are  frequently  employed.  This  mode  of  transmission  is  very  much  cheaper  than 
either  belts  or  shafting,  where  the  distance  is  considerable.  The  plan  is  the  invention  of  the  Broth- 
ers Him,  of  Switzerland.  It  is  found  that  the  cables  can  be  safely  run  at  a  speed  of  about  a  mile 
a  minute,  and  that  the  average  life  of  an  uncovered  cable  is  about  three  years.  For  distances  exceed- 
ing 300  or  400  feet,  intermediate  carrying  sheaves  are  used  to  support  the  cable,  or  intermediate 
stations  may  be  employed  at  these  intervals  apart.  The  best  filling  for  the  pulleys,  in  the  case  of  an 
uncovered  cable,  seems  to  be  leather,  forced  in  radially  in  wedge-shaped  pieces.  '  Cables,  with  a  cov- 
ering of  cotton  yam,  are  also  made,  which,  although  quite  expensive,  are  said  to  be  very  durable,  and 
can  be  run  on  pulleys  that  have  no  filling.  Cables  are  made  both  with  hemp  and  wire  centres,  but 
the  former  are  preferable,  on  account  of  their  greater  flexibility.  The  lightness  of  the  medianism 
and  the  high  velocity  employed  render  telod3mamic  transmission  very  efficient.  Mr.  Albert  W. 
Stahl,  who  has  written  a  very  useful  treatise  on  wire-rope  transmission,^  estimates  the  power  trans- 
mitted to  be  97.6  per  cent,  of  the  power  applied,  if  there  are  no  carrying  sheaves,  with  a  deduction 
of  -^  per  cent,  of  the  applied  power  for  each  carrying  sheave  that  is  added.  He  also  states  that 
the  average  cost  of  telodynamic  cables,  with  the  necessary  gearing,  is  about  one-fifth  that  of  belts, 
and  one-twenty -fifth  that  of  shafting.  R.  H.  B. 

BESSEMER  PROCESS.    See  Steel. 

BETON.    See  Concretes  and  Cements. 

BICK  IRON,  or  BEAK  IRON.  A  small  anvil  having  a  tang,  which  is  inserted  in  a  hole  in  the 
work-bench. 

BINARY  ENGINE.    See  Engines,  Akbo-Steam  and  Bimabt  Yapob. 

BINDER,  GRAIN.    Sec  Aoricultcbal  Machinery. 

BINK.  In  cotton  manufacture,  a  stack  of  cotton  laid  in  successive  layers  from  different  bales ; 
the  object  being  to  mix  the  cotton. 

BINOT.    A  species  of  double  mould-board  plough. 

BITS  AND  AUGERS.    The  term  bit  is  applied  to  all  exchangeable  boring-tools.    Most  of  these 

•  Vol  xvll.  p.  40S.  t  Engineering,  xxiL,  894. 

X  *'  TraosmiBsioD  of  Power  by  Wire  Bopes.''    By  Albert  W.  Stahl,  M.  £.    New  York,  ISTT. 
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inplements  in  carpentrj  are  flotcd  like  reeds  split  In  two  parts,  to  give  room  for  the  shavings ;  and 
tb^  are  sharpened  in  yarious  ways,  as  shown  in  Figs.  828  to  827.*  Fig.  828  is  known  as  the  sheH-bitf 
and  also  as  the  povpe-bii^  or  qutlUni  ;  it  is  sharpened  at  the  end  like  a  gouge,  and  when  revolved  it 
shttTS  the  fibres  around  the  maipn  of  the  hole,  and  removes  the  wood  almost  as  a  solid  core.  The 
flfaeU^Nts  are  in  very  general  use ;  and  when  made  very  small,  they  are  used  for  boring  the  holes  in 
tome  brashes. 

Fig.  S24,  the  tpoon-biij  is  generally  bent  up  at  the  end  to  make  a  taper  point,  terminating  on  the 
diin^rical  line ;  it  acts  something  after  the  manner  of  a  common  pointed  drill,  except  that  it  pos- 
sesses the  keen  edge  suitable  for  wood.  The  spoon-bit  is  in  very  common  use ;  the  eoopera'  dowd-bit^ 
tod  the  table-hit,  for  making  the  holes  for  the  wooden  joints  of  tables,  are  of  this  kind.  Occasion- 
ally, the  end  is  bent  in  a  semicircular  form ;  such  are  called  duck-note^nts^  from  their  resemblance, 
tad  also  hnuhJnts,  from  their  use.  The  diameter  of  the  hole  continues  undiminished  for  a  greater 
depth  than  with  the  pomted  spoon-bit 

The  mote-hUf  FSg.  826,  called  also  the  tUt-noseJni  and  auger-bit^  is  slit  up  a  small  distance  near 
the  eentre,  and  the  larger  piece  of  the  end  is  then  bent  up  nearly  at  right  angles  to  the  shaft,  so  as 
to  set  like  a  paring-ch&l ;  and  the  comer  of  the  reed,  near  the  nose,  also  cuts  slightly.  The  form 
ef  the  no8&>bit,  which  is  very  nearly  a  diminutive  of  the  aheU-at^er^  Fig.  826,  is  better  seen  in  the 
btter  histrument,  in  which  the  transverse  cutter  lies  still  more  nearly  at  right  angles,  and  is  dis- 
tbetly  carved  on  the  edge  instead  of  radial.  The  augers  are  sometimes  made  3  inches  diameter  and 
ipvard,  and  with  long  removable  shanks,  for  the  purpose  of  boring  wooden  pump-barrels ;  they  are 
then  called  pmnp-bU», 

There  is  some  little  imcertainty  of  the  nose-bit  entering  exactly  at  any  required  spot,  unless  a 
tmall  commencement  is  previously  made  with  another  instrument,  as  a  spoon-bit,  a  gouge,  a  brad-awl, 
a centre-puBch,  or  some  other  tool;  with  augers  a  preparatory  hole  is  frequently  made,  either  with  a 
googe,  or  with  a  centre-bit  exactly  of  the  size  of  the  auger.  When  the  nose-bits  are  used  for  making 
the  holes  in  sash  bars,  for  the  wooden  pins  or  dowels,  the  bit  is  made  exactly  parallel,  and  it  has  a 
iqnare  brass  socket  which  fits  the  bit ;  so  that,  the  woric  and  socket  being  fixed  in  their  respective 


m,    9U.     9i&, 


sitoations,  the  gmde-prinnpU  is  perfectly  applied.  A  **  guideUube^^  built  up  as  a  tripod,  which  the 
workman  steadies  with  his  foot,  has  been  applied  for  boring  the  auger-holes  in  railway  sleepers  ex- 
actly perpendicular. 

Ilie  giinlet,  Fig.  827,  is  also  a  fluted  tool,  but  it  terminates  in  a  sharp  worm  or  screw,  beginning  as 
s  point  and  extending  to  the  full  diameter  of  the  tool,  which  is  drawn  by  the  screw  into  the  wood. 
The  principal  part  of  the  cutting  is  done  by  the  angular  comer  intermediate  between  the  worm  and 
sheU,  which  acta  much  like  the  auger.  The  gimlet  is  worked  until  the  shell  is  full  of  wood,  when  it 
it  unwound  and  withdrawn  to  empty  it. 

The  centre-bit.  A,  Fig.  828,  shown  in  three  views,  is  a  very  beautiful  instrument.  It  consists  of  three 
parts :  a  centre-point  or  /nn,  filed  triangularly,  which  serves  as  a  guide  for  position ;  a  thin  shearing- 
point  or  nicker,  that  cuts  through  the  fibres  like  the  point  of  a  knife ;  and  a  broad  chisel-edge  or 
ctttUr,  placed  obliquely  to  pare  up  the  wood  within  the  circle  marked  out  by  the  point.  The  cutter 
should  have  both  a  little  less  radius  and  less  length  than  the  nicker,  upon  the  keen  edge  of  which 
last  the  correct  action  of  the  tool  principally  depends. 

Many  variations  are  made  from  the  oitlmary  centre-bit,  Ay  Fig.  828.  Sometimes  the  centre-point  is 
enlarged  into  a  stout  cylindrical  plug,  so  that  it  may  exactly  fill  a  hole  previously  made,  and  cut  out  a 
cylindrical  countersink  around  the  same,  as  for  the  head  of  a  screw-bolt  This  tool,  known  as  the 
phig  emhrt-bit,  is  much  used  in  maldng  frames  and  furniture,  held  together  by  screw-bolts.  Similar 
tools,  but  with  loose  cutters  inserted  in  a  diametrical  mortise,  in  a  stout  shaft,  are  also  used  in  ship- 
bdldiing  for  inlaying  the  heads  of  bolts  and  washers  in  the  timbers  and  planking. 

The  wUu-cooper'i  centre-bit  is  very  short,  and  is  enlarged  behind  into  a  cone,  so  that  immediately  a 
foil  eask  has  been  bored,  the  cone  plugs  up  the  hole  until  the  tap  is  inserted.  The  centre-bit  de- 
prived of  its  chisel-edge,  or  possessing  only  the  pin  and  nicker,  is  called  a  buUon-tool;  it  is  used  for 
boring  and  cutting;  out,  at  one  process,  the  little  leather  disks  or  btUions  which  serve  as  nuts  for  the 
screwed  wires  in  the  mechanism  connected  with  the  keys  of  the  organ  and  pianoforte. 

The  a^fonding  cenire-bity  shown  on  a  much  smaller  scale  in  Fig.  820,  is  a  very  useful  instrument ; 
it  has  a  central  stem  with  a  conical  point,  and  across  the  end  of  the  stem  is  fitted  a  transverse  bar 

*  HottapffeTt  **  Toning  and  Mechanical  Manipolatton.** 
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adjustable  for  radiuB.  When  the  latter  carries  odIj  a  lancet-shaped  cutter,  it  is  used  for  making  &e 
margins  of  circular  recesses,  and  also  for  cutting  out  disks  of  wood  and  thin  materials  genendly. 
A  im)dification  of  this  device  serves  for  making  grooves  for  inlaying  rings  of  metal  or  wood  in 
cabinet-work,  and  other  purposes.  Another  form  of  expanding  bit  has  a  cutting-blade  which  passes 
through  a  mortise  in  the  head  of  the  tool  and  is  secured  by  a  key.  This  may  be  adjusted  radially 
to  bore  holes  of  different  sizes. 

The  above  tools  being  generally  used  for  woods  of  the  softer  kinds,  and  the  plankway  of  the  grain, 
the  shearing  point  and  oblique  chisel  of  the  centre-bit  are  constantly  retained ;  but  the  corresponding 
tools  used  for  the  hard  woods  assume  the  characters  of  the  hard-wood  tools  generally.  For  instance, 
a,  Fig.  828  (B),  has  a  square  point,  also  two  cutting  edges,  which  are  nearly  diametrical,  and  sharp- 
ened with  a  single  chamfer  at  about  60" ;  this  is  the  ordinary  driU  used  for  boring  the  finger-holes  in 
flutes  and  clarionets,  which  are  afterward  chamfered  on  the  inner  side  with  a  stout  knife,  the  angle 
of  the  edge  of  which  measures  about  SO'".  The  key-holes  are  first  scored  with  the  cup-key  tody  6,  and 
then  drilled,  the  tools  a  and  b  being  represented  of  corresponding  sizes,  and  forming  between  them 
the  annular  ridge  which  indents  the  leather  of  the  valve  or  key.  When  a  is  made  exactly  parallel 
and  sharpened  up  the  sides,  it  cuts  hard  mahogany  very  cleanly  in  all  directions  of  the  grain,  and  is 
used  for  drilling  the  various  holes  in  the  small  machinery  of  pianofortes ;  this  drill  (and  also  the 
last  two)  is  put  in  motion  in  the  lathe ;  and  in  the  lathe-drill  for  hard  woods,  C,  Fig.  828,  called  by 
the  French  langue  de  carpe^  the  centre-point  and  the  two  sides  melt  into  an  easy  curve,  which  is 
sharpened  all  the  way  round  and  a  little  beyond  its  largest  part.  Various  tools  for  boring  wood  are 
made  with  spiral  stems,  in  order  that  the  shavings  may  be  enabled  to  ascend  the  hollow  worm,  and 
thereby  save  the  trouble  of  so  frequently  withdrawing  the  bit  For  example,  the  shaft  of  Fig.  830, 
the  sitiffle-lip  auger^  is  forged  as  a  half-round  bar,  nearly  as  in  the  section  shown ;  it  is  then  coiled 
into  an  open  spiral,  with  the  flat  side  outward,  to  constitute  the  cylindrical  surface,  and  the  end  is 
formed  almost  the  same  as  that  of  the  shell-auger,  Fig.  326.  The  iyngted  gimJUty  Fig.  831,  is  made 
with  a  conical  shaft,  around  which  is  filed  a  half-roimd  groove,  the  one  edge  of  which  becomes 
thereby  sharpened,  so  as  gradually  to  enlarge  the  hole  after  the  first  penetration  of  the  worm,  which, 
from  being  smaller  than  in  the  common  gimlet,  acts  with  less  risk  of  splitting.  The  ordinary  screw- 
auger.  Fig.  832,  is  forged  as  a  parallel  blade  of  steel  (seen  in  Fig.  838,  which  also  refers  to  882  and 
334) ;  it  is  twisted  red-hot.  The  end  terminates  in  a  worm  by  which  the  auger  is  gradually  drawn 
into  the  work,  as  in  the  gimlet,  and  the  two  angles  or  lips  arc  sharpened  to  cut  at  the  extreme  ends, 
and  a  little  up  the  sides  also.  Augers  are  also  cast  in  two-part  flasks,  swaged  between  dies,  or 
twisted  by  successive  motions  of  the  parts  of  sectional  dies.  The  same  kind  of  shaft  is  sometimes 
made  as  in  Fig.  888,  with  a  plain  conical  point,  with  two.  scoring-cutters  and  two  chisel-edges, 
which  receive  their  obliquity  from  the  slope  of  the  worm ;  it  is  as  it  were  a  double  centre-bit,  or 
one  with  two  lips  grafted  on  a  spiral  shaft.  The  same  shaft  has  been  also  made,  as  in  Fig.  834, 
with  a  common  drill-point,  for  metal. 

Another  screw-auger,  which  is  sometimes  used  instead  of  the  double-lipped  screw-auger,  Fig. 
882,  is  known  as  the  American  acreuHiuffery  and  is  shown  in  Fig.  336,  A  and  B,  This  has  a  cylin- 
drical shaft,  around  which  is  brazed  a  single  fin  or  rib ;  the  end  is  filed  into  a  worm  as  usual,  and 
immediately  behind  the  worm  a  small  diametrical  mortise  is  formed  for  the  reception  of  a  detached 
cutter,  which  exactly  resembles  the  nicking-point  and  chisel-edge  of  the  centre-bit ;  it  may  be  called 
a  centre-bit  for  deep  holes.    The  parts  are  shown  detached  at  B.    The  loose  cutter  is  kept  central 
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by  its  square  notch,  embracing  the  central  shaft  of  the  auger ;  it  is  fixed  by  a  wedge  driven  in 
behind,  and  the  chisel-edge  rests  against  the  spiral  worm. 

l^aper  augers  are  used  for  reaming  out  bung-holes,  making  butter-prints,  etc  The  centre-bit 
bores  a  hole,  and  is  succeeded  by  the  taper  reamer,  which  has  a  throat  for  the  chips  cut  through 
from  the  edge  of  the  bit  on  one  side  to  the  opposite  side  of  the  stock. 

An  auger  applicable  to  producing  square  holes,  and  those  of  other  forms,  is  also  an  Amcricaii 
invention.  The  tool  consists  of  a  steel  tube,  of  the  width  of  the  hole ;  the  end  of  the  tube  is  sharp- 
encd  from  within,  with  the  comers  in  advance,  or  with  four  hollowed  edges.  In  the  centre  of  the 
square  tube  works  a  screw-auger,  the  thread  of  which  projects  a  little  beyond  the  end  of  the  tube. 


Digitized  by 


Google 


BLAST  FDBNACE.  141 


80  IS  first  to  penetrate  the  wood,  and  then  to  drag  after  it  the  sheath,  and  thus  complete  the  hole  at 

ODie  process ;  the  removed  shavings  makmg  their  escape  up  the  worm  and  through  the  tube. 
HoUow  augers  are  used  for  fonmng  tenons  on  spokes,  chair-legs,  etc.    In  one  form  the  cutting 

tool  is  so  attached  as  to  project  within  the  opening,  and  the  size  of  the  tenon  is  regulated  by  the 

idJQStment  of  the  angular  rest. 
Awmlar  augen  cut  an  annular  groove,  leaving  wood  on  the  inside  and  outside  of  its  channeL 
The  doUing  auger  cuts  laterally,  the  work  being  fed  against  its  sides.    A  number  of  chisel-shaped 

lips  are  formed  on  the  edges  of  the  twist 

The  most  usual  of  the  modes  of  giving  motion  to  the  various  kinds  of  boring  bits  is  by  the  or- 

dintry  carpenter's  brace  with  a  crank-formed  shaft.    The  instrument  is  made  in  wood  or  metal,  and 

tt  the  one  extremity  has  a  metal  socket  called  the  pad^  with  a  taper  square  hole,  and  a  spring  catch 

used  for  retaining  the  drills  in  the  brace  when  they  are 

withdrawn  from  the  work ;  and  at  the  other  it  has  a  8^ 

BwiTeled  head  or  shield,  which  is  pressed  forward  hori- 

zootallj  by  the  chest  of  the  workman,  or,  when  used 

fertically,  by  the  left  hand,  which  is  then  commonly 

placed  i^inst  the  forehead. 
The  ordinary  carpenter's  brace  is  too  familiarly  known 

to  reqaire  further  description,  but  it  sometimes  hap- 
pens that  in  comers  and  other  places  there  is  not  room 

to  swing  round  the  handle.    The  angMrracey  Fig.  887, 

is  then  convenient    It  is  made  entirely  of  metid,  with 

i  pair  of  bevel-pinions,  and  a  winch-handle  that  is 

placed  on  the  axis  of  one  of  these,  at  various  distances 

Iran  the  centre,  according  to  the  power  or  velocity 

required.    Sometimes  the  bevel-wheel  attached  to  the 

winch-handle  is  three  or  four  times  the  diameter  of 

the  pinion  on  the  drill ;  this  gives  greater  speed,  but 

less  power. 
The  tugers,  which  from  their  increased  size  require 

more  power,  are  moved  by  transverse  handles;  some 

ugers  are  made  with  ahankn^  and  are  riveted  into  the 

handles  just  like  the  gimlet ;  occasionally  the  handle 

has  a  socket  or  pad,  for  receiving  sevenU  augers,  but 

the  most  common  mode  is  to  form  the  end  of  the  shaft 

hito  a  ring  or  eye,  through  which  the  transverse  han- 
dle is  tightly  driven.    The  brad-awls,  and  occasionally 

the  other  tools  requiring  but  slight  force,  are  fitted  in 

straight  handles ;  many  of  the  smaller  tools  are  attached 

to  the  lathe-mandrel  by  means  of  chucks,  and  the  work 

ti  pressed  against  them,  either  by  the  hand,  or  by  a 

•crew,  a  slide,  or  other  contrivance. 

Among  the  recent  improvements  in  hand-boring  ap- 
ptiances  is  the  flexible  auger  illustrated  in  Fig.  838,  which  is  manufactured  by  Messrs.  Stow  and 
Bamham,  of  Philadelphia.  It  consists  simply  of  a  flexible  tube  lined  with  a  spiral  wire,  and  through 
vhiefa  is  passed  a  closely-coiled  spiral,  having  at  each  end  suitable  connections  for  a  small  sheave 
and  for  the  auger  respectively.  These  details  are  clearly  shown  in  the  drawing.  A  link  passes 
around  the  sheave  and  has  a  hook  attached  to  it,  for  the  purpose  of  holding  a  tension-rope  when 
the  auger  is  in  use.  The  sheave  is  driven  by  a  cord  from  a  countershaft  direct,  or  through  a  S3rstem 
of  pulleys  when  the  work  to  be  done  is  removed  to  any  distance.  The  largest-sized  auger  yet  made 
is  one  inch,  which  is  worked  by  a  one  inch  cable ;  and  the  smaller  sizes  range  from  three-eighths  of 
an  inch  upward,  increasing  by  eighths  of  an  inch ;  the  longest  cable  hitherto  employed  is  16  feet. 
This  device  may  also  be  adapted  for  metal-drilling. 
For  metal-boring  implements,  see  Drills,  and  Drilling  and  Borino-Hachines.    See  also  Well- 

BoRnro.      

BLAST  FURNACE.    See  Furnaces,  Blaot. 

BLASTING.  The  process  of  breaking  rocks  with  explosive  compounds.  In  ordinary  blasting 
operations,  simple  drill-holes  are  usually  fired,  and  may  be  so  placed  and  combined  in  groups  as  to 
effect  the  displaoement  of  great  masses  of  rock ;  but  in  large  operations  mines  are  excavated  for  the 
introduction  of  the  explosive. 

The  blowing  up  of  rock  by  gunpowder  is  a  simple  process.  The  hole  is  bored  in  the  rock,  and  in 
■odi  direction  as  to  expose  the  weakest  part  to  the  action  of  the  powder ;  this  hole  is  charged  with  a 
certain  portion  of  gunpowder,  and  is  then  filled  with  clay,  or,  more  usually,  with  a  soft  kind  of  rock, 
wiiicfa  is  rammed  into  it,  leaving  a  small  orifice,  through  which  the  fuse  is  afterward  introduced  for 
letting  fire  to  it  At  the  present  day,  a  variety  of  tubular  fuse  is  used  in  the  coal-regions  of  Penn- 
iTlvanta,  where  a  long  iron  tube  is  used,  and  the  firing  done  with  a  straw  or  a  Daddow  squib.  A 
ouTDw  ribbon  of  copper  is  used  as  covering  material  for  the  squib,  and  is  folded  spirally  around  the 
core,  through  which  passes  a  string  coated  with  mealed  powder  or  any  other  combustible  material, 
and  intended  to  insure  quick  and  certain  ignition.  These  squibs  are  found  cheap  and  reliable. 
Biekford's  fuse  is  used  in  cases  where  it  is  not  desired  to  fire  several  charges  at  once.  When  used 
with  gun-cotton  and  nitro-glycerine  or  any  compounds  of  the  latter,  all  of  which  have  to  be  detonated 
by  a  cap  of  fulminating  powder,  the  fuse  is  slightly  rasped  at  the  end  and  inserted  into  the  cap. 

Becteical  firing  is  generally  used  for  simultaneous  blasting ;  by  it,  ignition  of  the  charge  is  ejected 
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in  two  ways.  One  is  by  interposing  an  exceedingly  fine  platinum  wire  (iron  or  alloyed  metal  will  also 
answer)  in  the  path  of  a  current  of  electricity  from  a  powerful  voltaic  battery,  the  resistance  offered 
by  the  diminished  conducting  power  of  the  fine  wire  to  the  passage  of  the  electric  current  heating 
the  wire  to  redness,  and  thereby  exploding  the  charge.  Another  system  of  electrical  blasting  de- 
pends upon  a  sudden  discharge  of  static  electiicity  between  the  terminals  of  two  wires  imbedded  in  a 
suitable  priming  composition,  which  is  thereby  tired.  For  this,  various  appliances  have  been  used, 
viz:  (a.)  A  frictional  electric  machine  and  Leyden  jar;  (b,)  A  voltaic  battery  induction  coil;  (<r.) 
An  electro-dynamic  machine,  such  as  Siemens*s,  Ladd's,  Farmer's,  Gramme's,  etc. ;  {d.)  An  electro- 
dynamic  machine,  as  Wheatstone's,  Breguet's,  Saxton's,  Clarke's,  etc 

Fig.  S88  A  shows  the  electrical  fuse  so  called,  made  by  the  Laflin  k  Rand  company,  which  belongs 
to  the  second  system  above  noted,  and  which  it  is  claimed  will  cause  the  detonation  of  common  blast- 
ing powder.    All  of  these  caps  or  exploders  are  practically  oon- 
388  b.  structed  on  the  same  principle,  and  they  are  chiefly  used  in  deto- 

nating charges  of  gun-cotton,  nitro-glycerine,  dynamite,  and  the 
•88  a.  other  nitro-^lycerine  compounds. 

Among  the  direct  advantages  of  electric  firing  may  be  sum- 
marized :  (a.)  Simultaneous  firing  of  different  charges ;  (6.)  Pre- 
mature escape  of  any  of  the  gas  developed  absolutely  avoided 
by  close  tamping ;  (e.)  No  smoke  or  gas  from  fuses ;  (d.)  Great- 
est safety ;  («.)  Rapidity  of  work. 

Tamping. — With  black  powder,  clay  is  perhaps  best,  but  soft 
rock,  sand,  etc.,  are  often  substituted.  With  pure  nitro-glycerine, 
no  tamping  is  needed  but  water ;  therefore  nitro-glycerine,  hav- 
ing greater  specific  gravity  than  water  and  no  afiSnity  for  it,  is 
an  especially  suitable  agent  for  subaqueous  blasting,  where  it  can 
simply  be  poured  down  into  the  holes  through  a  tube  and  funnel. 
fig.  388  B  shows  a  charge  of  nitro-glycerine  with  water-tamping 
'  and  tape-fuse  and  exploder.  Where  the  rock  is  split  or  seamy, 
nitro-glycerine  must  be  encased  in  some  substance,  say  tin  cases, 
and  this,  it  is  said,  lessens  its  explosive  force  by  preventing  dose 
contact  Where  the  rock  is  firm,  it  can  be  poured  directly  into 
the  hole.  In  this  respect,  dynamite  has  a  great  advantage  over 
nitro-glycerine,  in  that  it  can  be  charged  in  roof -holes  and  in 
seamy  rock,  there  being  no  danger  of  running  out,  leakage,  etc 
In  charging  No.  1  dynamite,  it  was  formerly  thought  that  no 
tamping  would  be  required,  but  the  general  experience  of  blasters 
has  led  td  the  practice  of  tamping  the  holes  solidly  to  the  lip  with  clay. 

The  Principlea  of  Blotting. — ^The  effect  of  a  shot  may  be  influenced,  among  other  considerations, 
by:  {a.)  The  shape  in  which  the  rock  is  presented,  the  size  and  number  of  the  open  faces,  the  shape 
of  the  piece  it  is  desired  to  take  out,  if  that  be  an  object,  and,  of  course,  primarily,  the  size  of  the 
cross-section  of  the  face,  if  it  be  heading  work.  (6.^  The  texture  of  the  rock,  whether  it  be  hard  or 
easy,  firm  or  loose,  whether  it  be  brittle  or  tough ;  tnus  experience  gained  in  blasting  close-grained, 
hard  granite,  trap,  gneiss,  etc.,  would  not  apply  to  limestone,  sandstone,  slate,  etc,  etc  (r.)  The 
structure  of  the  rock,  as  to  whether  it  be  laminated,  stratified,  or  fissured ;  upon  its  cleavage,  etc, 
and  upon  whether  it  be  massive  or  broken,  etc.  (</.)  The  elasticity  of  the  rock,  (e.)  The  explosive 
used.  (/.)  Whether  the  hole  is  to  act  alone  or  simultaneously  with  or  following  others ;  in  the  case 
of  simultaneous  firing,  the  question  arises  of  how  the  waves  of  oscillation  will  best  act  in  ooncen 
(g.)  The  character  of  the  fuse  and  tamping. 

1.  The  hole  should  not  be  located  in  the  line  of  least  resistance,  otherwise  the  tamping  would 
simply  be  blown  out    (Be  it  remembered  this  discussion  is  as  to  black  powder,  not  nitro-slyoerinc) 

2.  Experience  has  established  the  average  ratio  between  the  depth  of  hole  and  the  length  of  the  line 
of  least  resistance  to  be  as  4  to  3,  or  the  length  of  the  line  of  least  resistance  will  be  three-quarters 
of  the  depth  of  the  hole ;  and  experience  has  further  shown  that  the  charge  of  black  powder  should 
be,  on  the  average,  about  one-third  of  the  depth  of  the  hole,  the  varying  limits  being  0.29  to  0.45. 

3.  Holes  ought  in  general  to  be  bored  at  or  under  an  angle  of  46° ;  a  larger  angle,  increasing  to 
as  much  as  90  ,  is  advisable  when  open  faces  occur,  and  a  smaller  angle  is  advisable  when  the  tex- 
ture and  structure  of  the  rock  necessitate  assuming  the  line  of  least  resistance  as  less  than  three- 
quarters  of  the  depth  of  the  hole.  Further,  as  the  mass  thrown  breaks  in  the  general  direction  of 
the  line  of  least  resistance,  and  as,  in  fact,  this  line  lies  in  the  mass  ejected,  or,  in  the  extreme  case 
of  an  an£;le  of  90°,  bounds  the  ejected  mass,  we  must  carefully  observe, 

4.  The  external  shape  of  the  rock,  in  order  to  reach  a  maximum  effect, 

6.  Clefts  and  fissures  and  lines  of  stratification  in  the  rock  must  be  carefully  used  to  advantage. 
In  general,  we  may  say,  as  to  blasting  in  regularly  stratified  rock,  that, 

6.  In  regular  seams,  the  shots  should  be  set  perpendicular  to  the  face  of  the  seam. 

7.  The  portion  of  the  hole  holding  the  powder  should  be  located  within  the  whole  rock.  This 
rule,  of  course,  only  holds  in  rock  where  the  strata  are  thicker  than  the  depth  of  the  powder-charge 
in  the  hole.  If  the  charge  intersect  a  stratification-bed,  there  will,  in  general,  be  a  waste  of  force. 
Therefore,  a  short-fissured  rock  (i.  e.,  one  naturally  broken  by  short  clefts,  etc.),  or  one  much  lami- 
nated, though  it  gives  more  faces  for  the  powder  to  act  on  again,  is  ultimately  less  favorable  material, 
in  many  cases,  than  more  solid  material ;  therefore, 

8.  Short-fissured,  lammated,  or  slaty  rock  should  not  be  drilled,  if  possible,  in  the  direction  of  the 
laminae,  but,  according  to  circumstances,  in  an  oblique  or  normal  direction  to  them.    Not  only  should 

9.  Each  shot  be  set  so  as  to  clear  a  bearing  for  following  shots,  but  also 
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10.  The  proper  volume  should  be  blasted  away. 

11.  Short-fissured  or  very  tough  rock  requires  shallow  holes ;  coarse-fissured,  moderately  tough 
rock  takes  holes  of  average  depth ;  and  brittle  and  solid  rock  works  well  with  deep  holes.  In  tough 
rock  wide  holes,  and  in  brittle  rock  narrow  holes,  are  the  more  economical. 

It  should  here  be  noted  that  jfrm,  briltle  rock  may  be  distinguished  by  the  rebound  of  the  hammer ; 
it  drills  hard,  but  breaks  easily.  Examples  are :  Trap,  granite,  gneiss,  syenite,  etc.  Firm,  tough 
twk  does  not  cause  the  hammer  to  rebound  so  violently,  leaves  a  white  streak  when  scratched  with 
fteel,  drills  easy,  but  breaks  hard.    Examples  are :  Limestone,  porphyry,  quartzose  lodes,  etc. 

12.  In  driving  a  heading,  particular  care  should  be  taken  that  unnecessary  cost  in  flushing  the 
dear  profile  does  not  arise.  Large  protuberances  and  cavities  must  be  avoided,  and  particular  care 
in  this  respect  should  be  paid  in  tunneling  in  taking  out  the  bottom  or  bench,  that  there  be  not  a 
Urge  amount  of  trimming  left  to  be  subsequently  done  in  clearing  the  normal  profile,  for  such  work 
is  not  only  very  tedious,  delaying  the  work,  but  is  costly.  For  this  reason,  holes  located  near  the 
fides  or  roof  should  receive  especial  care. 

Bloaom  Rock, — ^The  removal  of  Blossom  Rock,  in  the  harbor  of  San  Francisco,  is  an  example  of 
the  process  of  removing  submarine  rocks  by  conducting  the  excavation  from  within.  Full  particulars 
of  this  work  are  given  in  the  official  reports  of  Col.  R.  S.  Williamson  and  Lieut.  W.  H.  Ueuer,  U.  S. 
A.  The  top  of  the  rock  was  about  6  feet  below  the  surface  of  the  water  at  mean  low  tide.  A  hori- 
loiital  section  at  the  depth  of  24  feet  measured  195  by  105  feet.  The  quantity  of  rock  contained 
within  these  boundaries  was  about  5,000  cubic  yards,  and  consisted  of  a  metamorphic  sandstone  <^ 
irregular  stratification.  The  great  mass  of  it  was  so  soft  as  not  to  require  blasting.  The  plan  pro- 
posed by  K.  W.  Von  Schmidt  involved  the  sinking  of  an  iron  cylinder  6  feet  in  diameter,  carrying  an 
India-rubber  flap  at  its  lower  end.  The  water  was  pumped  out,  the  rock  bored  into,  and  another 
cylinder  was  slid  inside  the  first  and  down  into  the  excavation,  and  secured  by  cement.    (Fig.  S88  c.) 

It  was,  however,  found  difficult  to  place  the  iron  cylinder  in  position  without  first  resorting  to  the 
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oidittary  cribwork  oofPer-daro.  The  sinking  of  the  shaft  was  commenced  December  7, 1869.  Only 
one  man  could  work  at  a  time,  but  in  the  space  of  4  weeks  a  depth  of  80  feet  below  low  water  was 
reached.  Drifts  were  then  run  into  the  longer  and  shorter  axes  of  the  rock,  and  steam  was  used  in 
hoifting.  The  mbbish  was  dumped  upon  one  side  of  the  rock,  from  which  most  of  it  was  washed  by 
the  tide.  During  the  month  of  January,  1870,  8  men  found  room  to  work.  Most  of  the  rock  was 
removed  by  picks  and  sledges,  only  10  lbs.  of  explosive  (giant  powder)  being  used  in  the  whole  opera- 
tion. In  February  16  men  found  spaoe  to  work,  and  by  the  2()th  of  April  the  dimensions  of  the 
cavity  were  140  by  60  feet,  with  a  maximum  height  of  12  feet.  Columns  of  rock  were  at  first  left 
for  support,  but  they  were  from  time  to  time  replaced  with  upright  timbers  from  8  to  10  inches  in 
diameter,  with  the  exception  of  4,  which  were  left  standing  near  the  shaft.  Preparations  were  now 
made  to  blow  ap  the  shell.  Fig.  838  d,  copied  from  the  official  report,  will  explain  the  method  of 
oondocting  the  explosion.  Powder  was  used  as  the  explosive,  nitrate  of  soda  taking  the  place  of 
nitrate  of  potash  in  its  composition.  The  quantity  used  was  48,000  lbs.  The  vessels  for  containing 
it  were  38  ale-casks  of  60  gallons  each,  and  7  old  tanks  made  of  boiler  iron,  holding  about  800 
lbs.  of  powder  each.  The  explosion  was  effected  by  a  galvanic  battery  stationed  in  a  boat  about  800 
feet  from  the  rock.  A  column  of  water  about  200  feet  in  diameter  was  thrown  into  the  air  to  a 
height  of  200  to  800  feet,  and  pieces  of  rock  and  timber  were  thrown  high  above  the  water  column. 
The  rock  was  found  to  be  effectually  demolished. 

The  East  River  ImprovemerU  Works. — The  object  of  the  works  for  the  improvement  of  the  East 
River  was  the  removal  of  a  mass  of  rocks  that  impeded  the  navigation  from  the  Atlantic  to  New 
York  by  way  of  Long  Island  Sound,  and  were  situated  in  the  immediate  vicinity  of  Ha11ett*s  Point,  a 
promontory  of  Long  Island.  These  obstructions  consist  of  a  number  of  sunken  reefs  and  rocks 
well  known  as  '*  Hell-Gate,''  which  caused  a  rush  of  water  through  the  pass,  and  which,  taken  in 
connection  with  the  dangerous  currents  and  surface  agitation,  have  been  a  lively  source  of  danger 
to  nav^tion  ever  since  ships  came  up  the  river. 

In  1852  an  appropriation  of  $20,000  was  made,  and  work  was  commenced  under  the  charge 
of  Major  Fraser,  of  the  United  States  Corps  of  Engineers,  upon  one  of  the  obstructions,  known  as  Pot 
Rock.  By  means  of  sinking  blasting  charges  on  to  the  top  of  the  rock,  and  firing  them  by  batteries  on 
the  surface,  the  depth  of  water  at  this  point  was  increased  from  18.8  feet  to  20.6  feet ;  the  expense 
attending  this  operation  having  been  $18,000. 

The  work  stopped  here  for  about  15  years,  when  some  action  was  again  taken  in  the  matter,  and 
General  Xewton,  of  the  United  States  Engineers,  reported  on  the  obstructions  in  January,  1867. 
Upon  this  report  appropriations  were  nuide,  and  operations  were  commenced  at  Hell-Gate.  A  scow 
VIS  built  specially  adapted  for  drilling,  Fig.  833  e,  and  towed  over  the  rock  in  which  it  was  desired 
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to  form  the  holes.  In  the  centre  is  an  octagonal  well  82  feet  in  diameter,  in  which  is  suspended  a 
wrought-iron  dome  for  protecting  the  divers.  At  the  top  of  the  dome  is  a  telescope  12  feet  in  diame- 
ter, with  a  rise  and  fall  of  6  feet,  to  adapt  its  height  to  the  various  stages  of  the  tide.  When  the 
dome  is  in  working  position,  it  stands  clear  of  the  scow,  resting  on  self-adjusting  legs,  which  adapt 


themselves  to  the  inequalities  of  the  reef.  The  drilling  engines,  9  in  number,  are  supported  by  mov- 
able bridges,  thrown  back  when  the  dome  is  up.  The  drill-bars  work  within  stout  iron  tubes,  pass- 
ing through  the  dome,  one  at  the  centre,  the  others  ranged  in  a  circle  about  20  feet  in  diameter. 
This  machine  was  set  to  work  in  1869,  and  considerable  improvements  were  effected  by  it  on  two  of 
the  most  formidable  reefs. 

In  August,  1869,  the  first  works  were  commenced  for  attacking  the  main  body  of  obstructions  at 
Hallett*8  Point,  and  a  coffer-dam  was  formed  upon  the  reef,  where  the  rocks  were  bare  at  low  water. 
It  was  built  of  heavy  timbers  bolted  down  to  the  rock.  The  coffer-dam  was  completed  and  pumped 
out  the  following  October,  and  a  shaft  33  ft.  below  low  water  was  sunk.  This  part  of  the  work 
was  continued  till  June,  1870,  when  it  was  suspended  for  want  of  funds.  At  that  time  484  yards  of 
rock  had  been  removed  at  a  cost  of  $5.75  a  yard.    In  July,  however,  operations  were  resumed  with 

vigor,  the  shaft  was  sunk  to  its  full 
8^''  depth,  the  ten  main  radiating  galleries 

were  driven  for  lengths  varying  from  51 
feet  to  126  feet,  and  two  of  the  cross- 
galleries  were  commenced.  During  1670 
no  less  than  8,306  cubic  yards  of  rock 
were  removed,  the  drilling  having  all 
been  done  by  hand. 

In  1871  machine-drilling  supplemented 
the  slower  and  more  costly  handwork; 
1,663  feet  of  main  tunnel  and  654  feet 
of  connecting  galleries  were  made,  and 
8,293  cubic  yai-ds  of  rock  were  taken  out 
The  same  year  a  careful  survey  of  the 
reef  was  made  to  ascertain  the  exact  con- 
tour of  the  rock,  in  order  to  regulate  the 
operations  beil&ath;  more  than  16,000 
observations  were  recorded  in  connection 
with  this  part  of  the  work.  Fig.  388? 
shows  the  general  arrangement  of  the 
work.  The  form  of  the  reef  on  the  25- 
foot  water-line  is  indicated  in  dotted  lines,  and  it  will  be  seen  that  the  main  tunnels  radiate 
from  the  sides  of  the  shaft  inclosed  by  the  coffer-dams  to  the  25-foot  water-line.  Between 
these  main  tunnels  18  intermediate  ones  of  greater  or  less  extent  were  driven,  and  the  "whole 
series  were  connected  by  means  of  concentric  galleries,  approximating  to  the  contour  of  the  reef, 
which  was,  it  will  be  seen,  completely  honeycombed,  a  roof  being  left  of  a  thickness  ranging  from  6 
feet  to  16  feet,  and  supported  on  172  columns.  In  order  to  prepare  for  the  immense  blast  which 
was  instantaneously  to  break  up  the  shell  of  rock  left,  and  open  the  passage  to  navigation,  over  4,000 
holes  were  drilled  in  the  columns  and  roof  to  receive  the  charges,  which  were  all  connected  together 
and  brought  to  the  discharging  battery  on  shore.  The  holes  were  from  2  to  3  inches  in  diameter, 
about  10  feet  apart,  and  the  average  depth  was  9  feet ;  the  proportions,  however,  varied  with  the 
nature  of  the  rock  and  other  circumstances.  It  should  be  mentioned  that  some  difficulty  was  caused 
in  drilling  these  holes  by  the  increased  amount  of  leakage  produced  by  tapping  seams ;  the  maximum 
quantity  of  water  pumped,  however,  did  not  exceed  500  gallons  per  minute.  The  following  is  a  sum- 
mary of  the  leading  particulars  of  mcUSriel  used  for  the  explosion: 

Pounds. 

Dynamite  in  tin  cartridges 24,812 

"  paper    "        1,164 

"  primers 2,925 

Total  weight  of  dynamite 28,901 

"  Rendrock  "  in  cartridges 9,0611 

"  Vulcan  "  powder  in  cartridges 14,244 

Total  charge 52,206^ 
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Total  number  of  cartridges 18,696 

"  "         brass  primers 8,680 

«  "         boles  with  primers 8,646 

Knmber  of  iron  pipes  with  primcors 86 

Nomber  of  holes  not  charged 782 

Total  number  of  holes  and  pipes 4,462 

Feet 

Length  of  connecting  wire 100,000 

«  leading  wire. 120,000 

Number  of  cells  in  firing  battery - 960 

There  were  employed  12  firing  batteries  of  40  cells  each,  4  of  48  cells,  and  7  of  44  cells.  The 
diiUiice  of  the  firing-point  from  the  shaft  was  660  yards. 

The  holes  baring  been  all  charged  and  the  connection  with  the  batteries  made,  the  workings  were 
flooded  by  means  of  a  12-inch  siphon  on  September  11,  1876;  and  on  the  24th,  with  scarcely  any 
pereeptlble  tremor,  and  with  a  comparatiyely  insignificant  lifting  of  the  water,  the  60,000  lbs.  of 
djBsmite  were  exploded,  and  the  work  which  had  been  so  many  years  in  progress  was  thus  com- 
pleted in  a  moment.  The  result  was  a  depth  of  12  feet  at  180  feet  from  the  shore,  16  feet  from 
160  to  300  feet,  and  20  feet  beyond  800  feet  from  shore,  leaving  about  80,000  cubic  yards  of  rock 
to  be  dredged  in  order  to  complete  the  works.  The  estimate  for  completing  the  entire  work  of  im- 
proriug  HcU-Gate  and  the  East  River  was  $6,139,120. 

BUukng  in  CoaUMifiei  and  Soft  Rock. — ^Blasting  in  coal-mines  where  fire-damp  is  prevalent  is 
often  tttaided  with  great  danger  of  explosion.  Heavy  blasts  in  soft  rock  are  liable  to  cause  exten- 
Bre  disintegration,  and  to  imperil  the  safety  of  roofs  and  supports.  Various  devices  are  in  use  to 
rend  rock  wi^out  employing  explosives.  Messrs.  Dubois  and  Fran9oi8  employ  a  drill  which  may  be 
idjasted  to  bore  a  hole  in  any  given  direction  and  at  any  height.  The  location  of  the  first  hole, 
drilled  in  the  ordinary  manner,  is  such  that  the  least  resistance  is  offered  to  the  removal  of  the 
greatest  body  of  rock.  When  its  depth  is  su£Boient,  the  drill-rod  is  taken  out,  and  a  mass  of  iron 
weighing  from  60  to  80  lbs.  is  attached  to  the  piston-rod  in  the  same  manner  as  the  drill.  A  wedge 
and  oorresponding  split  bearing  surfiioes  are  inserted  into  the  hole,  f    ' 


^  and  the  drill  worked  as  a  ham- 
mer. In  the  Seraing  pit  (Bel^um)  a  heading  277  feet  long  has  been  completed  by  this  means  In 
406  shifts  of  8  hours  by  two  men. 

Leret^s  system  of  n^le-quoin,  exhibited  at  the  Paris  Exposition,  consists  of  a  hydraulic  cylinder 
vhich  forces  wedges  upon  a  quoin  previously  inserted  in  the  hole.  The  pump  is  wocked  by  the 
nuner.  It  is  claimed  that  with  a  hole  8.2  inches  in  diameter  this  apparatus  is  capable  of  producing 
the  dfect  caused  by  the  explosion  of  14  ounces  of  powder. 

BtagUng  with  high  ezphnve$  offers  the  advantage  that,  owing  to  their  great  strength,  the  holes  can 
be  set  eiUier  perpendicularly  to  the  face — i.  e.,  in  the  line  of  least  resistance— or  at  a  very  acute 
single,  while  black  powder  must  be  charged  at  an  angle  of  46°  or  less  in  firm,  unfissured  rock.  In 
Eiurope  this  property  has  led  to  the  holes  in  a  narrow  heading  being  set  normal  to  the  face  with  no 
bearing;  and  in  this  countiy,  though  holes  normal  to  the  face  are  not  the  rule,  deeper  holes  are 
drilled  at  a  less  angle  than  could  possibly  be  taken  with  black  powder.  The  properties  of  these  sub- 
stanees  are  discussed  under  Explosives. 

Coti  of  Eztraction  by  Blotting, — ^To  determine  the  cost  of  extraction,  according  to  Drinker,  muUi- 
fij  the  days'  wages  of  the  miner  (8  hours)  by  the  coefficient  2.041  for  rocks  to  be  quarried  and 
Masted,  or  by  8.903  for  rocks  to  be  blasted  only  in  tunnel  work.  For  open-cut  work,  in  the  first 
case  multiply  the  wages  by  0.66,  and  in  the  second  by  1.04.  This  gives  the  cost  per  86.81  cubic 
feet  of  excavation  in  timneling  and  open-cut  work  respectively. 

Woria  of  Reference, — The  reader  is  referred  to  General  John  Newton's  annual  reports  to  the 
Chief  of  ^gineers,  U.  S.  A.,  for  1878, 1874,  1876,  and  1876,  on  **  The  Removal  of  Obstructions  at 
EfSi  Gate,"  etc ;  to  a  paper  by  Mr.  Julius  H.  Striedinger  on  "  The  Simultaneous  Ignition  of  Thou- 
suide  of  Mines,^'  read  before  the  American  Society  of  Civil  Engineers,  April  4, 1877,  in  the  Trans- 
actions of  the  Society,  vol  vt.  No.  162 ;  Scientific  Amerieany  xxxv.,  214 ;  and  to  the  report  of  Major 
&  Su  Williamson  and  Captain  W.  H.  Heuer  on  "  Removal  of  Blossom  Itock,  San  Francisco  Harbor." 
There  are  also  a  number  of  reports  from  other  engineers  in  the  U.  S.  service  on  submarine  blasting; 
aaoi^  them  may  be  specially  noted  those  of  Mr.  £.  P.  North  and  L.  W.  Sdiermerhom.  See  also, 
for  nUee  for  blasting,  etc,  the  following  references:  Gillespie,  ** Roads  and  Raihroads,"  10th  ed., 
Kew  York,  1871;  UwU  Engineer^  and  Architects  Jowmaly  ii.,  266  (1839);  MechamicS  Magazine^ 
xxiiii,  597  (1840) ;  London  Mechanict^  Maganne^  xlvi,  407,  466  (1847).  For  a  very  complete  dis- 
enarioa  of  the  theory  and  practice  of  blasting — ^from  which  the  foregoing  article  is  partly  abridged*^ 
see  "Tunneling,  Explosive  Compounds,  and  Bock  Drills,"  by  H.  S.  Drinker,  E.  M.,  New  York,  1878. 
See  also  "  Rode  Blasting,"  Andr^,  Lcmdon,  1878.  The  following  references  may  be  consulted  for 
leeords  of  heavy  blasts :  Oiml  BingineerB*  and  ArchiteetS  Joumal,  vols,  xxiv.,  xix.,  xv.,  vi.,  ix. ; 
MeduadeS  Magtudney  xxxviiL,  IviiL  ;  The  Builder^  viii. ;  Iron,  vi. 

BLOCKS.  A  block  consists  of  one  or  more  pulleys,  called  sheaves,  whidi  are  generally  formed 
of  iignum-vits,  or  some  hard  wood,  inserted  between  cheek-pieces,  forming  what  is  called  the  shell 

*  By  ptnnlsaion  of  John  Wi^y  A  Boll^  pabUshers. 
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of  the  blodc,  and  turning  upon  a  pin  passing  through  the  shell  and  the  centres  of  the  sheaves.  Blocks 
are  suspended  by  straps,  either  of  rope  or  iron ;  the  latter  are  called  iron-strapped  blocks,  and  hare 
frequently  a  swivel-hook.  A  combination  of  two  blocks,  one  of  which  is  attached  to  the  load  to  be 
raised,  is  called  a  tackle,  and  the  power  is  to  be  estimated  by  the  space  through  which  the  fall  (which 
is  that  part  of  the  rope  to  which  the  power  is  applied)  passes,  compared  ¥rith  the  space  throu^ 
which  the  load  is  raised,  deducting  for  friction,  which  is  great,  owing  to  the  rigidity  of  the  ropes  and 
the  small  diameter  of  the  sheaves ;  these,  for  nautical  purposes,  are  necessarily  limited  by  considera- 
tions as  to  weight  and  space.  The  grooves  in  the  body  of  the  block  are  called  scores.  The  hole  in 
the  shell  for  the  sheave  pin  or  pintle  is  lined  with  bronze  or  gun-metal  called  a  bushing.  When  the 
shell  is  made  of  one  piece  it  is  called  a  mortise-block ;  when  more  than  one  are  employed  it  is  termed 
a  made  block.  The  sides  of  the  shell  are  cheeks.  The  groove  in  the  sheave  is  termed  the  gorge. 
It  has  a  bushing  called  a  coak  around  the  pintle  hole.  The  space  between  the  sheave  and  its  block 
through  which  the  rope  runs  is  called  the  swallow,  or  channel.  For  strapping  a  block  with  rope  in 
the  common  way,  the  rope  is  out  1^  time  the  circumference  of  the  block.  In  many  cases  blocks  are 
strapped  with  eyes  or  thimbles  on  the  ends,  or,  instead  of  the  loop,  have  a  tail,  as  is  the  case  with 
Jigger-Ehcla — or,  as  they  are  commonly  termed,  TaU-Bloeka.  Blocks  receive  names  from  peculiari- 
ties of  structure,  from  their  materials,  uses,  mode  of  connection,  etc  A  block  having  a  fixed  position 
is  called  a  Standing-Mock^  while  one  whidi  is  attached  to  the  weight  and  hoisted  with  it  is  called  a 
running-block.  A  SnateK-Block  consists  of  a  single  sheave,  with  a  notch  cut  through  one  side  of  the 
shell  to  allow  the  rope  to  be  lifted  in  or  out  without  inserting  it  end  first.  Fig.  839,  ^  ^,  is  a  form 
of  block  in  common  use  for  shipping  in  this  country.  Its  construction  is  easily  understood  from 
the  figure.  The  block  is  double,  or  with  two  sheaves,  and  the  shell  consists  of  three  large  pieces 
with  four  pieces  inserted  between  them  at  the  top  and  bottom  of  the  block.  The  whole  is  firmly 
bound  with  an  iron  strap.    Figs.  840,  841,  represent  the  construction  of  sheaves,  with  iron  bushings, 


889. 


840. 


848. 


the  collars  and  rivets  being  counter-sunk.  Fig.  842  is  an  elevation  of  a  sheave  showing  an  arrange- 
ment of  friction-pulle3r8  or  rolls,  to  admit  of  an  easier  motion. 

Bee-Blocks  are  pieces  of  hard  wood  bolted  to  the  sides  of  the  bowsprit-head  for  reeving  the  fore- 
top-mast  stays  through. 

There  is  a  species  of  blocks  termed  **  Dead-E^^^''  which  are  used  for  tightening  or  setting  up,  as 
it  is  called,  the  standing  rigging  of  ships.  It  consists  merely  of  a  circular  block  of  wood,  with  a 
groove  on  its  circumference,  round  which  the  lower  end  of  the  shroud,  or  an  iron  strap,  is  fastened ; 
three  holes  passing  through  the  face  (ranged  in  a  triangle^  to  receive  the  laniard,  or  smaller  rope, 
which  forms  a  species  of  tackle  for  tightening  the  shrouds.  There  are  no  sheaves  in  the  dead-eye, 
but  the  edges  of  the  holes  are  rounded  off  to  prevent  cutting  the  laniard ;  but  this  very  imperfect- 
ly answers  the  purpose ;  as  from  the  roughness  of  the  grain  of  the  wood,  which  is  usually  elm,  and 
from  the  stiffness  of  the  rope,  the  laniard  renders  with  difficulty ;  and  from  the  great  strain  to 
which  it  is  subjected,  it  is  frequently  broken.  A  very  simple  and  effectual  improvement  has  been 
made  in  this  respect,  by  inserting  a  half-sheave  of  lignum-vitse  into  each  of  the  holes,  which  causes 
the  laniard  to  render  with  greater  facility,  and  the  shroud  to  be  set  up  in  half  the  usual  time. 

A  Double-Block  has  two  sheaves,  which  are  usually  placed  on  the  same  pm,  but  rotate  on  separate 
mortises  in  the  shell.  A  Euphroe  is  a  long  slat  of  wood  perforated  for  the  passage  of  the  awning- 
cords,  which  suspend  the  edge  of  an  awning.  A  Fiddle-Mock  has  two  sheaves  in  shells  of  different 
sizes  placed  end  to  end. 

IHJerenlial  PuUe^Bhck.— The  upper  block  of  the  tackle  has  two  sheaves,  one  a  little  smaller  than 
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the  other,  futened  together ;  they  are,  in  fact,  one  piece.    The  grooves  are  furnished  with  ridges, 

which  prevent  the  chain  from  slipping  round  them.    The  lower  pulley  consists  of  one  sheave,  wMch 

is  also  furnished  with  a  groove.    To  this  pulley  the 

load  is  attached.    The  endless  chain  passes  up  from  the  ®^'  '     ***• 

band  over  the  large  part  of  the  sheave  in  the  upper 

pulley,  then  down  and  under  the  lower  pulley,  then  up 

over  the  small  part  of  the  sheave,  and  &ence  forms  a 

bight  to  the  hand.    When  the  hand  pulls  the  chain 

downward  the  two  grooves  of  the  upper  pulley  b^n  to 

ton  together,  so  that  the  large  portion  winds  up  the 

diam  while  the  smaller  portion  is  lowering.    By  pull- 

big  on  the  chain,  proceeding  from  the  smaller  part  of 

the  upper  sheave,  the  chain  is  lowered  by  the  large 

groove  faster  than  it  is  raised  by  the  small  one,  and 

the  lower  pulley  descends.    With  the  arrangement  as 

shown  in  Fig.  848,  a  man  is  enabled  to  raise  a  weight 

about  six  times  greater  than  he  could  raise  without 

tudi  assistance.     With  the  Epicycloidal   puUey-block 

two  chains  are  used:  one  a  slight,  endless  chain,  to 

which  tlie  power  is  applied ;  the  other,  a  short  chain, 

which  has  a  hook  at  each  end,  from  either  of  which 

the  load  may  be  suspended.    Each  of  these  chiuns 

passes  over  a  sheave  in  the  block ;  these  sheaves  are 

connected  by  mechanism  so  contrived  that,  when  the 

power  causes  the  sheave  over  which  the  slight  chain 

passes  to  revolve,  the  sheave  which  carries  the  large 

duun  is  also  made  to  revolve,  but  very  slowly.    While  the  Differential 

pulley-block  has  a  mechanical  eflBdency  of  6,  ^e  Epicycloidal  block  has 

only  a  mechanical  efficiency  of  5. 
A  self-stopping  pulley-block  is  illustrated  m  Fig.  844.    The  rope,  after 

being  fastened  to  the  bottom  of  the  top  pulley,' is  so  passed  round  the 

pulley  that  the  end  to  whidi  the  power  is  applied  passes  immediately  under 

a  brake-piece.    To  allow  of  the  load  being  lowered,  a  cord  is  fastened  to 

the  brake,  the  load  is  slightly  lifted,  the  cord  is  pulled,  thus  relieving  the 

pulley-rope  from  the  brake,  when  the  load  will  descend  of  its  own  weight,  care  being  taken  not  to 

let  go  the  pulley-rope. 
BLOWEKS.    Machines  especially  adapted  to  the  creation  of  an  air-blast    They  are  also  employed 

for  the  converse  puri>06e  of  exhausting  air.    Their  application  was  at  first  mainly  restricted  to  the 

supplying  of  blasts  for  furnaces  for  working  metals  and  for  steam-boilers.    At  the  present  time,  the 

principal  uses  of  the  blower  may  be  summarized  as  follows :  To  generate  blasts  for  forges,  and  for 

an  kinds  of  furnaces  for  the  smelting,  melting,  heating,  and  converting  metals  and  ores,  or  for  like 

apparatus  employed  in  the  metal-working  industries ;  to  force  the  hot  volatile  products  of  combus- 
tion into  kilns  for  drying  fertilizers,  brick,  etc  ;  for  blowing  air  heated  by  live  or  exhaust  steam,  or 

other  means,  under  beds  of  wet  wool  and  cotton,  into  machines  for  drying  wet  cloth  and  hosiery, 

or  into  receptacles  for  drying  lumber  or  manufactured  products,  such  as  tubs,  pails,  etc,  or  tobacco, 

grain,  vegetables,  gunpowder,  glue,  chemicals,  or  leather  in  tanneries ;  to  remove  shavings,  sawdust, 

etc,  from  wood-working  machines  ;  steam  and  vapor  arising  from  paper-machines,  and  all  drying 

ejlinders  and  dry  rooms;  sweat  from  millstones;  offensive  odors  from  fat-rendering  and  dyeing 
Citabliiihments ;  dust  from  rag  and  cotton-pickers,  flax  and  rope  machinery ;  light  impurities  aiising 
from  the  cleansing  of  grain ;  dust  from  grinding-rooms.  Blowers  are  also  used  as  exhausters  in 
gaa>work8 ;  to  ventilate  close,  fetid  places,  as  mines,  wells,  cisterns,  holds  of  ships,  etc ;  to  furnish 
a  current  of  warmed,  cooled,  moistened,  or  medicated  air,  to  public  buildings  and  apartments  liable 
to  be  closely  occupied ;  to  assist  in  evaporating  fluids  by  removing  the  steam  from  the  vicinity  of 
the  boiling  sirup,  or  other  solutions ;  to  raise  fluids  on  the  principle  of  the  Giffard  injector,  as  in 
some  of  the  ejectors  used  in  oil-wells ;  to  assist  in  the  dispersion  of  liquids,  as  in  atomizers ;  and 
to  afford  a  current  of  air  to  be  cooled  by  passing  over  ice,  or  artificially-cooled  surfaces,  as  in  meat- 
preserving  diambers  and  in  ice-machines ;  to  furnish  the  suction  or  blast  necessary  to  impel  the 
carriages  or  boxes  in  pneumatic  railroads  or  dispatch-pipes. 

The  three  chief  types  of  apparatus  for  generating  air-blasts  are :  1.  The  blowing-engine,  wherein 
the  blast  is  generated  by  pistons  working  in  cylinders  ;  2.  The  rotary-force  blast-blower,  which  op- 
erates also  by  the  r^ular  displacement  of  the  air,  measuring  and  forcing  forward  a  definite  quantity 
at  each  revolution ;  and  8.  Fan-blowers  wherein  the  current  is  produced  by  vanes  revolving  in  a  case 
or  box.     For  blowing-engines,  sec  AiR-Ck)ifpRi8S0RS. 

Rotary-Fcree  BloMt'Bhwers. — Root's  blower,  a  section  of  which  is  given  in  Fig.  846,  contains  two 
rotating  pistons,  the  curved  edges  of  which  mutually  enter  suitably-formed  indentations  in  the  sides. 
When  the  air  enters  the  case  at  the  induction  opening,  it  is  closed  in  by  the  pistons  (or  rather  the 
wings)  of  the  same,  and  is  thus  absolutely  confined  and  forced  forward  as  the  pistons  rotate,  until 
brought  to  the  eduction-pipe,  where  it  is  discharged.  The  system  of  construction  and  packing  is 
such  that  there  can  be  no  backward  escape  of  the  air  after  it  enters  the  case,  the  pistons  being  at 
all  times  in  contact.  Besides  producing  a  positive  force-blast,  this  machine  operates  effectively 
at  a  speed  of  100  to  200  revolutions  per  minute.  At  the  Cincinnati  Industrial  Exposition  of  1871, 
the  following  tests  were  made  of  the  Root  blower,  with  the  results  noted :  Diameter  of  pulley  on 
line-ahaf ty  36  inches ;  width  of  belt,  6^  inches ;  circumference  of  pulley,  9.425  feet ;  number  of 
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square  feet  of  belt  traveling  over  main  pulley  by  each  revolution,  4.82.  The  tension  of  the  belt 
was  regulated  by  cutting  out  one  inch  for  every  10  feet  of  length,  so  that  the  belt  had  to  stretdi 
1-120  of  its  length,  after  being  laid  over  pulleys. 


TRIAL  DATA. 

Number  of  rerolatloiiB  of  line  shaft  per  mlnate 

Narober  of  revolations  of  blower  per  minute 

Diameter  of  node  in  tncbea 

Area  of  nozxie  in  square  Inches 

Pressure  of  air  above  atmosphere  In  pounds  per  square  inch 

Volume  of  air  delivered  per  minute  in  cubic  feet  (reduced  to  atmos- 
pheric pressure) 

Yofume  of  air  delivered  per  revolution  of  blower  in  cubic  feet  (reduced 
to  atmospheric  pressure) 

Yohime  of  air  delivered  per  100  square  feet  of  belt  traveling  over 
main  pulley 


FintTart. 

SMond  TMt. 

ThMTMi. 

FoMtiiTBrt. 

200 
200 

H 
20.68 

200 
200 
4 
12.666 

1 

152  f 
152 

u 

106 
100 

2 

8.14 

n 

1,166. 

1,112. 

8.84 

466. 

6.TT6 

6.56 

6.81  f 

4.65 

188. 

129. 

—  f 

108. 

x^2G 


X  1,782  P. 


The  belt  slipped  when  the  opening  was  closed.  The  volume  is  calculated  from  the  following  formula : 

A 
V=  Cx  —  X  60  : 
144 

Vy  volume  delivered  per  minute  in  cubic  feet  (?,  acceleration  of  gravity  =  82.166.  C,  coefficient 
of  contraction  of  nozzle  used  =  0.8.  A^  area  of  nozzle  in  square  inches.  P,  pressure  in  lbs.  per 
square  inch.     1,782  =  height  of  column  of  air  of  1  square  inch  section  wcigliing  1  lb. 

The  following  table  furnishes  some  interesting  particulars  as  to  the  dimensions,  work,  dimension 
of  discharge-pipes,  and  other  details  respecting  Root's  blowers : 

Particulan  of  Hoofs  Rotary  Blowers, 


No.  2  A. 
No.  2 
No.  8 
No.  4 
No.  5 
No.  6 


MSLTDfO  TBOK. 


II 

t 


880 
400 
850 
825 
820 
810 


f 

12 
16 


i 


Id. 

24  to  80 
24  "  80 


86 

48 


48 
60 


1.650 
2,000 
8,000 
4,550 
6,400 
8,680 


OSirXBAL  DIMBTSIOVB. 


In. 
14 
12 
14 
16 
18 


In. 
5 

4 
5 
6 
7 
9 


In. 

8 
8 
10 
12 
14 
18 


XXXXBHAL  SnOirBIOHB. 


LMigth.     BrMdtk.     Height. 


Ft.  In. 
8  10 

4  8 

5  8 

6  8 

7  10 

8  0 


Ft.  In. 

8  0 

8  0 

8  0 

4  0 

4  0 

5  0 


Ft.  In. 

2  6 

2  6 

2  8 

8  4 

8  6 

4  0 


S 

I 


Cwti. 

H 
12 
18 
28 


Blowers  should  be  set  on  good  solid  stone  foundations,  to  which  they  should  be  held  by  prq>er 
bolts,  and  care  should  be  taken  to  set  them  level  lengthwise.  Iron  piping  for  the  air-conducting 
pipes  should  be  provided,  and  these,  with  the  shut-off  valves  and  connections,  should  be  perfectly  tight. 
An  escape-valve  may  be  fixed  upon  the  air-pipes,  to  relieve  the  blower  from  too  great  an  increase  of 
pressure  of  air,  caused  by  the  closing  of  the  shut-off  valves  while  the  machine  is  m  operation. 

A  section  of  Disston's  rotary  blower  is  given  in  Fig.  846.    Within  the  case  are  two  revolving  bodies, 
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lorting  together  as  shown,  and  geared  by  a  pair  of  equal  wheels  at  one  end  of  their  shafts,  to  insure 
onfanmty  of  motion.  One  of  these  bodies  is  a  drum,  turned  on  its  outer  circumference  and  at  its 
nds.  to  fit  its  part  of  the  casing  snugly,  and  having  the  hypocycloidal  cavities  opposite  each  other. 
Tbe  otber  revolving  body,  of  a  considerably  larger  diameter,  is  also  of  cast-iron,  its  central  cylindri- 
cal part  fitting  against  the  outside  of  the  drum ;  alternately,  one  of  its  blades  works  into  the  hypo- 
cjdoidal  cavities  of  the  drum,  while  the  other  works  against  its  side  of  the  casting.  This  body 
nigfat  properly  be  called  the  piston,  as  it  performs  nearly  all  the  work ;  only  a  small  part  of  the  air 
titoi  in  by  diie  cavities  of  the  drum  is  forced  into  the  delivery-passage  when  the  blade  of  the  piston 
eaters  the  cavity.  The  blades  of  the  piston  are  cored  out,  as  seen  in  the  section,  and  these  cores 
hare  openings  to  the  outside.  When  a  blade  begins  to  enter  one  of  the  cavities  in  the  drum,  its 
core  is  filled  with  compressed  air,  which  afterward,  when  connection  with  the  supply  space  is  cut  off^ 
iovs  into  the  cavity  of  the  drum,  where  the  air,  in  consequence  of  the  piston-blade  passing  out,  is 
expanded.  Before  the  piston-blade  leaves  the  cavity  of  the  drum  entirely,  its  core  comes  opposite 
to  openings  in  the  heads  of  the  casing,  which  allows  either  atmospheric  air  to  enter,  or  any  surplus 
lir  to  escape,  thus  putting  all  these  spaces  in  equilibrium. 

The  Baker  rotaiy  blower  is  represented  in  Fig.  847.  The  external  case  of  the  blower  is  made  of 
eut-iron  and  bored  out  truly.  The  heads  of  the  machine  arc  also  made  of  cast-iron  and  faced  off, 
and  firmly  secured  by  bolts  to  a  cast-iron  bed-plate.  The  case  is  bolted  and  doweled  between  the 
two  heads,  which  retains  it  in  proper  position.  The  drum 
eoDDeotric  with  the  case,  as  well  as  the  two  lower  drums, 
ire  each  one  solid  casting,  and  are  all  turned  and  bal- 
iDoed  as  true  as  possible.  The  two  lower  drums  only  act 
18  abotments  alternately ;  the  opening  in  their  sides  is  to 
•Bow  free  passage  of  the  vanes  of  the  central  drum. 
The  gearii^  on  the  exterior  of  the  blower  is  for  the  pur- 
pose  only  of  retaining  each  drum  in  its  proper  position. 
The  lemi^uinular  space  above  the  central  drum  is  the 
chamber,  from  which  the  air  is  expelled  by  the  vanes  of 
tbe  central  drum  in  its  revolutions.  This  space,  as  may 
be  seen  by  the  cut,  is  a  section  of  a  ring  at  all  points  of 
equal  radius  and  area ;  and,  as  the  vanes  of  the  central 
dram  continue  to  revolve  at  the  same  velocity,  the  air 
expelled  must  be  in  a  continuous  stream.  One  advantage 
in  the  internal  movements  of  this  blower  is  that  each 
part  is  in  a  true  circle ;  therefore,  if  the  gears  should 

vear,  it  will  not  affect  the  efficiency  of  the  machine.    At  a  test  made  of  this  machine  by  a  oom- 
Bittee  of  the  Franklin  Institute  of  Philadelphia,  in  1875,  the  following  results  were  obtained.    Ex- 
perinientB  conducted  as  to  forcing  capacity  and  tightness  by  applying  pressure-gauges  to  a  machine 
of  the  capacity  of  12  cubic  feet  per  revolution  and  by  indicator-diagrams  from  a  Rider  engine :  1. 
Bbwer  nm  for  0  hours  at  160  revolutions  per  minute,  equal  to  a  displacement  of  1,800  cubic  feet  per 
annate.    A  diagram  taken  at  the 
beginning  and  end  of  the  run,  and 
air-pressure  observed  at  like  tiroes. 
Found  not  to  have  varied.    2.  Out- 
let of  bk>wer  contracted  to  9  square 
inches,  and  a  pressure  of  2  lbs.  was 
shown  in  the  manometer,  with  an 
mdicated  horse-power  of  12.88. 

A  repetition  of  this  experiment 
five  minutes  later  showed  li  lb.  on 
oianometer,  with  indicated  horse- 
power of  18.90.  A  third  experi- 
nient  showed  l\i  lb.  on  manome- 
ter, with  indicated  horse-power  of  -^ 
14.  The  discharge-orifice  was  then 
elosed,  and  the  engine  came  to  rest,  ^ 
ifter  showing  8  lbs.  on  the  ma- 
nometer and  indicating  horse-pow- 
er of  17.45.  A  further  test  was 
made  by  applying  a  sensitive  press-  t 
ve'ganfre,  and  noting  the  fluctua- 
tion of  pressure  at  different  points  i 
in  the  revolution  of  the  machine. 
Its  variations  were  found  to  be 
peatest  at  low  velocities,  being 
from  15  to  18  per  cent,  of  the 
pressure  of  the  column  of  air  dis- 
yharged,  the  resistance  on  the  driv- 
ing-belt appearing  to  be  nearly  uni- 
form throughout  the  rotation  of  the 
Mower.  ^ 

8.  Font.— Sturtevant*s  blower,  Figs.  848, 849,  has  spoked  wheels  with  conical  annular  disks  mounted 
on  an  axis  driven  by  two  belts  to  prevent  tendency  to  wabbling.    The  air  enters  between  the  spokes 
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loats  which  span  the  space  between  the  disks, 
it  reaches  the  horizontal  eduction-pipe,  shown 
,ch  pulley  gathers  superfluous  oil,  and  conducts 
ft  Two  machines  of  this  description,  used  as 
c  feet  of  foul  air  per  hour,  are  used  for  ven- 
ives  in  Washington. 

850. 


ipported  by  a  shaft,  and  caused  to  rcTolve  by 
The  fans  are  three  in  number,  as  will  be  seen 
i  shaft,  and  so  arranged  as  to  adapt  themselves 
through  the  cylinder.  The  cylinder  is  hollow, 
der  is  in  motion,  the  fans  are  caused  gradually 
th  the  line  of  its  circumference,  so  as  to  con- 
een  the  cylinder  and  the  outer  shell.  The  air 
the  arrow  in  the  cut,  and  ejaculated  from  the 
arrow. 

imcnt  by  Mr.  W.  Buckle :  "  Haying  given  the 
trtain  the  centrifugal  force : 
de  the  square  of  the  quotient  by  the  diameter 
;ht  of  a  cubic  foot  of  air,  at  60°  Fahr.,  is  equal 
t)y  144,  is  equal  to  the  density  of  air  per  square 

9  =  iVT  X  .000084.  Where  2>  is  the  density  of 
r  of  revolutions  of  fan  per  minute,  and  V  the 

1  inch  of  which  is  equal  to  8  oz.  pressure),  to 
ig  the  height  of  a  column  of  air  equivalent  to 

by  930.3,  and  this  product  by  64.    The  square 

:  second.    Or,  more  simply — 

>f  mercury  by  244,  and  die  product  wiU  be  the 

he  tips  of  the  fan  is  practically  somewhat  less 
mts  it  further  appears  that  the  velocity  of  the 
i  body  would  acquire  in  falling  the  height  of  a 

e  inlet  openings,  and  on  the  proper  proportions 
des  of  the  fan-chest  were  contracted  from  17^, 
en  the  following  results  were  obtained  : 
x)ntractedto  12  inches  diameter  was  as  2^^  to  1 
le  velocity  of  the  fan  being  nearly  the  same,  as 

I  contracted  to  6  inches  diameter  was  as  2^  to  1 
the  velocity  of  the  fan  being  nearly  the  same, 
'  the  air  decreased  one-fourth. 
lUst  be  made  of  sufficient  size,  that  the  lur  may 
to  the  blades  of  the  fan,  for  if  we  impede  this 

[)lve  at  the  rate  of  236.8  feet  per  second,  air  is 
essure  of  the  atmosphere,  with  a  power  of  9.6 
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bones ;  but  a  vnne  8  inches  long,  the  diameter  at  the  tips  bemg  the  same,  and  haying,  therefore,  the 
same  Telocity,  condenses  air  to  6  ounces  per  square  inch  only,  and  takes  12  horse-power. 

**Thu8,  the  density  of  the  latter  is  little  better  than  six-tenths  of  the  former,  while  the  power  ab- 
sorbed b  nearly  1.25  to  1.  Although  the  velocity  of  the  tips  of  the  vanes  is  the  same  in  each  case, 
the  Telodti^  of  the  heels  of  the  respective  blades  are  very  different ;  for,  while  the  tips  of  the  blades 
in  eadi  case  move  at  the  rate  of  286.8  feet  per  second,  Uie  heels  of  the  14-inch  blades  move  at  the 
rate  of  90.8  feet  per  second ;  and  the  heels  of  the  8-indi  move  at  the  rate  of  161.76  feet  per  second ; 
or,  the  velocity  of  the  heels  of  the  14-inch  moves  in  the  ratio  of  1  to  1.67,  compared  with  the  heel  of 
the  8-incfa  blade.  The  longer  blade,  approaching  nearer  the  centre,  strikes  the  air  with  less  velocity, 
and  allows  it  to  enter  on  the  blade  with  greater  freedom,  and  with  considerable  less  force  than  the 
aborter  one.  The  inference  is,  that  the  &ort  blade  must  take  more  power  at  the  same  time  that  it 
•ocomulates  a  less  quantity  of  the  air. 

**  These  experiments  lead  me  to  conclude  that  the  length  of  the  vane  demands  as  grei^t  a  considera- 
tioD  IS  the  proper  diameter  of  the  inlet  opening.  If  there  were  no  other  object  in  view,  it  would  be 
osdcss  to  make  the  vanes  of  the  fan  of  a  greater  width  than  the  inlet  opening  can  freely  supply. 
On  the  proportion  of  the  length  and  width  of  the  vane,  and  the  diameter  of  the  inlet  opening,  rest 
the  three  most  important  points,  viz.,  gnatUity^  and  densUy  of  air,  and  expenditure  of  poieer, 

^  In  the  14-inch  blade  the  tip  has  a  velocity  2.6  times  greater  than  the  heel ;  or,  by  the  laws  of  cen- 
trifoga]  force,  the  air  will  have  a  density  2.6  times  greater  at  the  tip  of  the  blade  than  that  at  the 
heel  The  air  cannot  enter  on  the  heel  with  a  density  higher  than  that  of  the  atmosphere ;  but  in  its 
ptasage  along  the  vanes,  it  becomes  compressed  in  proportion  to  its  centrifugal  force.  The  (greater 
the  length  of  vane,  the  greater  will  be  the  difference  of  the  centrifugal  force  between  the  hed  and 
the  tip  of  the  blade ;  consequently,  the  greater  the  density  of  the  air. 

**  Reasoning,  then,  from  these  experiments,  I  recommend,  for  easy  reference,  the  following  propor- 
tkiDS  for  the  construction  of  the  fan : 

"Let  the  width  of  the  vanes  be  one-fourth  of  the  diameter. 

''Let  the  diameter  of  the  inlet  openings  in  the  sides  of  the  fan-chest  be  one-half  the  diameter  of 
the  Ian. 

"And  lei  the  length  of  the  vanes  be  onc»fourth  of  the  diameter  of  the  fan. 

"In  adopting  this  mode  of  construction,  the  area  of  the  inlet  openings  in  the  sides  of  the  fan-chest 
will  be  the  same  as  the  circumference  of  the  heel  of  the  blade,  multiplied  by  its  width ;  or  the  same 
area  as  the  space  described  by  the  heel  of  the  blade. 

"The  fc^owing  table  gives  the  sizes  of  fans  varying  from  8  to  6  feet  diameter: 

TABLE  or  BUVT  PEOPOETIONB  OF  WANS, 

DteMtarorPkn.  Width  oTVane.  Length  of  Vane.  Diamaler  of  inlet  opaninK. 

ft.ln.  (tin.  fUin.  fLin. 

3         0  0         9     0         9     1         6 

8         6  0       lOi  0       lOi  1         9 


4  0  1  0     1  0     2  0 

4  6  1  li  1  U  2  3 

5  0  1  8     1  8     2  6 

6  0  1  6     1  6     8  0 

"I  recommend  the  proportions  in  the  above  table  for  density  ranging  from  8  to  6  oz.  per  square 
faich ;  and  for  higher  densities,  viz.,  from  6  to  9,  or  more  oz.,  the  sizes  given  in  the  following  table : 


ft 

in. 

0 

9 

0 

lOi 

1 

0 

1 

H 

1 

8 

1 

6 

oTFan.  Widtti  of  Vana^  .   Lai^ttiorYane.  Diameter  of  inlet  opanii«. 

ftin.  A.  in.                               ft.ln.                                        ftin. 

8         0  0  7  1         0  1         0 

8         6  0  8i  1         U  1         8 

4         0  0  9i  1         H  1         6 

4         6  0  lOi  1         ^  1         9 

6         0  1  0  1         6  2        0 

6        0  1  2  1       10  2        4 

"  The  dimensions  of  the  above  tables  are  not  laid  down  as  prescribed  Imaits,  but  as  approximations 
obtained  from  the  best  results  in  practice. 

"  Experiments  were  also  made  with  reference  to  the  admission  of  air  into  the  transit  or  outlet  pipe. 
By  a  slide  the  width  of  the  opening  into  this  pipe  was  varied  from  12  to  4  inches.  The  object  of 
this  was  to  proportion  the  opening  to  the  quantity  of  air  required,  and  thereby  to  lessen  the  power 
necessary  to  drive  the  fan.  It  was  found  that  the  less  this  opening  is  made,  provided  we  produce 
BoiBcieDt  blast,  the  less  noise  will  proceed  from  ^e  fan ;  and  by  making  the  tops  of  this  opening 
level  with  the  tips  of  the  vane,  the  column  of  air  has  little  or  no  reaction  on  the  vanes. 

**  As  to  the  pressure  of  the  blast  commonly  required  in  smithies,  the  range  is  from  4  to  6  oz.  per 
square  inch.  And  an  ordinary  eccentrically  placed  fan,  4  feet  diameter— the  blades  10  inches  wide 
and  14  inches  long,  and  making  870  revolutions  per  minute — will  supply  air  at  a  density  of  4  oz.  per 
square  Inch  to  40  tuyeres,  each  being  l|-inch  diameter,  without  any  falling  off  in  density." 

The  following  table*  gives  particulars  of  some  expenments  made  with  a  large  fan  used  to  blow  the 
copdas,  etCL,  at  the  London  Works,  Birmingham,  England.  Although  in  the  early  experiments  only 
$6  to  50  per  cent  of  useful  effect  was  reached,  eventually  as  much  as  76.16  was  obtained.    No 

a  Ftom  "A  Pnetkal  Traatiae  on  Caatlng  and  Founding,''  by  £.  Bpretaon  (London,  18T8). 
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allowance  was  made  for  obstraction  in  the  fire,  bat  the  area  of  the  tuyeres  was  taken,  having  taper 
pipes  leading  to  them,  and  the  velocity  of  the  air,  multiplied  by  the  pressure,  was  taken  to  represent 
useful  effect  in  horse-power. 


ResuUi  of  Experimentt  with  Common  Fcm». 


NO.  AND  SIZS  or 
BLADES. 


6  Bladea,  with  oen- 
tre  pkte,  16  x  8 

4BlAde6, 16x12.. 
4Bkdet,16  x  8... 

4  BkdM,  18i  X  li. 

4  BiMlM,  \%\  X  10. 
4BIadei,16  x  13.. 
4Blades,17  x  12.. 
4  Blades,  16x11..- 


n 


,T12.6 

!5i4!28 
678. 5T 
712.5 


I' 


12819 

'8si3.9 
9921.2 
12812 

11192 


11858 
9954 
7740 
8646 
9678 

10988 

10285 

10928 
9!45S 

10500 
W74 

10285 
98n 

10286 
9474 

10140 
9178 


6  6  128 
6*  "6*  192 
6"6     i28 


6    0 


6    0 


219 
182.6 

in 

204 
i76 


li 

I 


64.81 

74.5 

41. 

48.4 

68.5 

51.6 

51.2 

47.5 

55.8 

51.8 

56.9 

51.9 

56.1 

51. 

57. 

50. 

54.7 


26.7 

22!is 
25.66 
28.7 


26. 


22.1 
97.6 


97.88 
VIA 


28.84 


87.6 

47.7 

18.56 

22.78 

84.8 

22.9 

25.28 

27.5 

88.78 

24.2 

80.7 

24. 

28.76 

28.25 

29.1 

24.5 

26.41 


►  .go* 


1' 


18.6 
25.8 
6.9 
9.68 
28.87 
12.28 
17.22 
15.00 
24.78 
15.25 
21.99 
15.18 
21.81 
16.97 
21.9 
18.7 
19.97 


86.1 
64. 
87.17 
42.96 
67.1 
58.4 
68.0 
70.1 
78.4 
68.0 
71.6 
63.5 
I  74.1 
168.68 
74.2 
'68.8 
75.16 


A  considerable  difference  in  the  amount  of  useful  effect  was  sometimes  produced  by  the  sune 
power ;  but  this  arose  either  from  a  difference  in  the  area  of  opening  or  in  the  pressure.  When  the 
pressure  was  great,  the  result  was  generally  affected,  it  being  easier  to  get  a  moderate  pressure  with 
a  fan  than  a  high  one.  A  74nch  column  of  water  is  considered  ample  for  cupolas.  In  all  cases 
indicator  figures  were  taken  in  order  to  arrive  at  the  power  employed,  and  figures  were  also  tiUcen 
separately  without  the  fan,  in  order  to  get  at  the  friction  of  the  engine  and  shafting.  The  fan-case 
was  an  arithmetical  spiral,  so  that  the  blades  delivered  the  air  r^vdarly.  The  following  rules  were 
deduced  from  the  experiments : 

That  the  fan-case  should  be  an  arithmetical  spiral  to  the  extent  of  the  depth  of  the  blade  at  least 

The  diameter  of  the  tips  of  the  blades  should  be  about  double  the  diameter  of  the  hole  in  the 
centre ;  the  width  to  be  about  two-thirds  of  the  radius  of  the  tips  of  the  blades.  The  velocity  of  the 
tips  of  the  blades  should  be  rather  more  than  the  velocity  due  to  the  air  at  the  pressure  required,  say 
one-eighth  more  velocity. 

In  some  cases,  two  fans  mounted  on  one  shaft  would  be  more  useful  than  one  wide  one,  as  in 
such  an  arrangement  twice  the  area  of  inlet  opening  is  obtained  as  compared  with  a  single  wide  fan. 
Such  an  arrangement  may  be  adopted  where  occasionally  half  the  full  quantity  of  air  is  required,  as 
one  of  them  may  be  put  out  of  gear,  thus  saving  power. 

Fans  are  less  expensive  in  first  cost  and  repairs,  for  a  given  duty,  than  blowing-engines ;  but  when 
high  pressures  are  required,  they  take  somewhat  more  power  to  drive  theuL  In  other  words,  the 
fan  is  not  an  economical  machine,  in  the  sense  of  useful  effect  for  a  certain  power ;  and  its  useful 
effect  or  "  duty  *'  decreases  rapidly  as  the  speed  is  increased  for  the  purpose  of  increasing  the  pres- 
sure of  blast.  The  power  for  driving  a  fan  or  fans  is  generally  best  given  by  a  small  high-pressure 
engine,  communicated  by  a  belt. 

The  engine  should  run  at  a  quick  speed,  and  be  provided  with  a  tolerably  heavy  fly-wheel,  to  pre- 
vent its  running  away  in  case  of  any  accident  to  the  driving-belt  or  fan.  In  order  to  get  an  increase 
of  speed  from  the  engine,  the  fiy-wheel  may  be  driven  by  a  sun-and-planet  motion  inst^  of  a  orank ; 
this  will  give  two  revolutions  of  the  fly-wheel  shaft  for  each  double  stroke  of  the  piston,  and  then, 
with  a  large  pulley  on  the  fly-wheel  shaft,  and  a  small  one  on  the  fan-axle,  a  high  speed  can  be  ob- 
tained. But  for  many  reasons  it  is  unadvisable  to  use  the  sun-and-planet  motion,  if  it  can  possibly 
be  avoided.  If  a  large  volume  of  blast  is  required  at  a  moderate  speed,  this  can  best  be  obtained 
by  employing  a  fan  of  large  diameter,  driven  at  a  moderate  speed ;  but  where  a  high  pressure  or 
great  velocity  of  blast  is  desired,  it  is  necessary  to  drive  the  fan  rapidly. 

It  is  not  advisable  to  construct  a  fan  larger  than  8  feet  in  diameter,  and  for  most  ordinary  pur- 
poses one  of  about  5  feet  diameter  across  the  vanes  is  to  be  preferred. 

A  silent  fan  can  only  be  obtained  by  having  vanes  which  do  not  fill  the  casing,  having  the  vanes 
placed  eccentrically  in  the  casing,  and  forming  the  casing  in  a  true  spiral. 

Provide  ample  apertures  for  the  entrance  and  exit  of  the  air,  avoid  sharp  turns  or  projections  in 
the  casings,  and,  in  designing  and  fitting  up  the  fan,  all  the  moving  parts  must  be  securely  fixed  in 
position,  so  that  they  will  be  able  to  withstand  the  great  centrifugal  force  brought  on  them  when 
driven  at  a  high  speed,  as,  if  any  part  becomes  detached  during  working,  great  damage  and  probable 
loss  of  life  would  ensue. 

Fans,  especially  when  largo  and  driven  at  a  high  speed,  should  be  walled  in  all  round,  and  every 
precaution  adopted  to  avoid  loss  of  life,  in  case  of  any  accident  occurring  to  the  fan  while  it  is  in 
motion.  The  castings  for  fans  should  be  made  massive,  as  tending  to  reduce  the  vibration  felt  when 
fans  are  worked  at  a  high  speed. 

In  fan-machinery,  simple  as  it  is,  it  has  been  found  that  monthly  and  even  weekly  repairs  have 
been  hicurred,  in  oonsequenoe  of  the  want  of  exact  balance  among  the  parts  of  the  fan  upon  its 
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ftile.  With  careful  management  in  the  first  construction,  this  source  of  annoyance  maj  be  entirely 
renored.  Another  great  fault  consists  of  injudicious  methods  of  *^  bringing  up  the  speed  "  with  too 
great  rapidity,  with  a  view  to  which  it  was  certainly  necessary  to  make  use  of  as  few  intermediate 
•hafts  as  possible,  which  of  course  requires  that  large  pulleys  shall  drive  proportionally  smaller 
poUeys  than  if  the  rate  of  the  reduction  of  speed  were  more  moderate.  On  the  other  hand,  the 
experience  of  many  founders  proves  that  by  moderately  attaining  the  speed  by  the  use  of  a  greater 
noinber  of  intermediate  belt-pulleys,  repairs  of  any  importance  are  not  incurred  for  mouths  and 
eren  years.  The  great  evil  of  too  rapidly  raising  the  speed  is  the  liability  of  the  belt  to  slip  upon 
the  drums;  for  when  slipping  occurs,  especially  am<mg  the  slower  parts  of  the  motion,  the  belt  is 
nbjeeted  to  sudden  and  violent  strains,  caused  by  its  unequal  hold  upon  the  rim  of  the  drum.  The 
Qsotl  remedy  for  this  state  of  things  is  to  apply  rosin  and  pitch  to  the  acting  surface  of  the  belt  to 
give  it  a  bold.  But  the  best  plan  is  to  employ  spur-gear  in  the  slower  parts  of  the  motion,  and 
bnMd  belts  and  pulleys  of  conveniently  laige  diameters  for  the  rest. 
The  following  notes  on  the  construction  of  fans  will  be  found  of  practical  utility : 
Good  Proportioru, — ^Inlet  =  ^  diameter  of  fan.    Blades  =  i  diameter  of  fan  each  way.    Outlet  = 

area  of  blades 

area  of  blades.     The  area  of  tuyeres  is  best  when  about  =  - — n — iv ,— t — r-;  and 

density  of  blast,  oz.  per  sq.  m. 

it  should  not  exceed  twice  this  area. 

The  velocity  of  the  circumference  for  different  densities  of  blast  is  as  follows,  in  feet  per  second 
mdooDoes  per  indi:  170,  8 ;  180,  4 ;  196,  5 ;  205,  6 ;  215,  7.  A  proper  speed  for  cupolas  is  250 
to  800  feet  per  second. 

To  fold  the  Horse-power  required  for  a  Fan, — ^D  =  density  of  blast  in  ounces  per  inch.  A  =  area 
of  diseharge  at  tuyeres  in  square  inches.    Y  =  velocity  of  circumference  in  feet  per  second. 

V* 

X  D  X  A 

' =  horse-power  required. 

963 
Tojmd  the  Dmnty  to  he  obtained  with  a  given  Fan^-^-d  =  diameter  of  fan  in  feet. 

(I)" 


120  xc; 


=  density  of  blast  in  ounces  per  inch. 


TabU^ 

Vtlodty 
Feet  POT  SeeoBd. 

AlMOfNOKlM. 

DMultyof 

BUsk 
Oi.perIiioh. 

150 

u 
u 

170 
200 

820 

Twice  area  of  blades 
Equal          I 

* 

1 
9 
8 
4 
4 
0 
6 

TM  duneing  the  quantity  of  AtTy  of  a  given  DentUtfy  delivered  hy  a  Fan,     Total  area  noalee  in 
square  feet  x  velocilg  in  feet  per  minute^  corresponding  to  density  (see  table)  =  air  delivered  in  cubic 


fid  per  minute. 


D«dty. 

O^per 

Sqamljiob. 

Vtlodty. 
FMt  pOT  Miooto. 

Deotlty. 

Lb..p«r 

Squuelneh. 

Velocity. 
FMtpOTMinoto. 

D«,.Hy. 

Lb«.p« 

SqiuralDch. 

Vdoaty. 
FMt  pw  Mlnata 

6,000 
7,000 
8.600 
10,000 
11,0(¥) 
12,250 

7 
8 
9 
10 
11 
12 

1S,200 
14,160 
16,000 
16,800 
1(^500 
17,800 

1 

I* 
f 

4 

20,000- 
24,600 
28,5500 
81.600 
84,640 
40,000 

6 

8 
10 
12 
15 
20 

49.000 
66.600 
68.200 
6y,280 
7N.000 
69,400 

^  Competitive  Tests. — ^The  pressure-blower  has  an  advantage  over  the  fan  in  its  delivery  of  a  posi- 
tive or  force  blast  measuring  accurately  the  amount  of  air  delivered  per  revolution.  The  blast  does 
not  depend,  aa  in  the  fan,  upon  centrifugal  action,  nor  upon  the  specific  gravity  of  the  air,  to  give 
a  definite  displacement.  When  the  proper  amount  of  air  is  supplied  the  combustion  in  a  cupola  fur- 
Baoe  is  perfect,  and  the  highest  rate  of  melting  attained  ;  but  as  the  carbon  converts  the  oxygen  of 
the  air  into  carbonic  acid  on  its  entrance  at  the  tuyeres,  so  this  compound  is  rapidly  reconverted 
faito  carbonic  oxide  as  it  ascends  through  the  charge.  In  order  to  secure  the  highest  temperature 
and  efficiency,  enough  of  this  oxygen  must  be  continuously  injected  to  prevent  the  formation  of  car- 
bonic oxide,  and  this  can  only  be  done  by  a  machine  which  delivers  positively  under  all  conditions  of 
the  furnace  a  fixed  quantity.  In  conducting  competitive  tests  between  pressure-blowers  and  fans,  the 
foDowini^  formulse  and  arrangements  have  been  employed :  Both  blowers  were  placed  so  that  they 
eould  be  driven  from  one  and  the  same  shaft,  to  which  the  djmamometer  was  applied.  The  number 
of  Terolotioiifl  of  the  dynamometer-shaft  was  counted  by  an  apparatus  expressly  built  for  the  pur- 
pQM.    Eadi  blower  was  provided  with  dovetail  guides,  to  which  four  different  slides  were  fitted,  air- 
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tight  These  slideSf  oontaining  the  discharge-openings  of  6,  4|,  8|,  and  2^  inches  diameter,  respec- 
tively, were  made  of  1-inch  thickness,  and  fitted  to  each  blower.  The  pressure  of  the  air  was  meas- 
ured by  a  water-colunm,  attached  in  such  a  manner  and  at  such  a  place  as  to  be  affected  properly  by 
the  pressure.  The  motive  power  was  supplied  by  an  overshot  water-wheel,  the  gate  of  which  could 
be  moved  at  a  place  in  the  experimenting-room,  where  the  pressure-gauge  could  be  observed. 

The  manner  in  which  the  tests  were  made  was  the  following :  After  the  slide  with  the  discharge- 
opening  was  attached,  the  speed  was  regulated  so  that  the  water-gauge  indicated  the  pressure  re- 
quired. While  the  water-column  was  carefully  kept  at  the  same  height,  the  indications  of  the  dyna- 
mometer were  read  off  and  noted.  Experiments  of  this  kind  were  made  with  each  blower,  and* 
conducted  with  openings  ranging  from  6  to  2^  inches,  and  corresponding  pressures  from  4  to  16f 
ounces.  It  is  evident  that,  through  the  same  opening  and  at  the  same  pressure,  an  equal  volume  of 
air  would  be  discharged  by  either  the  blower  or  the  fan.  It  is  also  evident  that  the  horse-power 
indicated  by  the  dynamometer,  under  the  above  conditions,  would  demonstrate  the  relative  power 
required  by  each  blower  to  produce  a  given  result,  and  show  the  comparative  efficiency  of  each  machine. 

The  volume  of  air  discharged  per  minute  was  calculated  from  the  f ormulsB : 

V=e.  — ftO^A^A.     F=:  c.  ;;^  60  y^64.32  x  1,782/).    V^UOcA.a/p, 


144 


144 


In  which  F,  the  Tolume  of  air  discharged  per  minute  in  cubic  feet,  reduced  to  atmospheric  pre^- 
nre  29.9  barometer,  and  a  temperature  near  freezing-point  Ay  the  area  of  discharge-opening  in 
square  inches.  ^,  acceleration  of  gravity  =  82.16.  A,  height  of  column  of  air  of  one  square  indb  in 
section,  and  of  a  temperature  near  freezing-point,  weighing  p — ^pounds — in  feet,  p^  pressure  of  air 
in  pounds  per  square  inch,  e,  coefficient  of  effiux,  depending  on  the  shape  of  the  discharge-opening, 
and  due  to  contraction  and  friction.  This  coefficient  was  estimated  by  interpolation  of  the  values 
given  by  Prof.  F.  Wcisbach.    c  =  0.6. 

The  useful  effect,  or  the  work  done,  was  assumed  to  consist  in  giving  the  velocity  V  2  ^  A  to  the 
air  discharged,  and  was  calculated  from  the  formulae,  viz. : 

1        / 144  1 

Useful  effect  in  horse-power :  11=  e,  ».  A a/ 2gh= © F  = p F. 

660  r       "^  33,000       __  229r_ 

Example :  Test  No.  1 :  Pressure  of  air  in  pounds  =  ^V  =  i=/>.  Vo=V4=i-  Area  of  dis- 
charge-opening in  square  inches  =  28.274  =  A,  c.  =  0.6.  Volume  of  air  discharged  per  minute 
in  cubic  feet  =  F=  140  <?.  ^  V'p'  =  140  x  .6  x  28.274  x  i  =  1,186  cubic  feet    Useful  effect  in 

„      pV       ix  1,186 

horse-power:  H=z = =  1.294. 

229^  229i 

Various  Forms  of  Blowers.-— Fig.  351  represents  a  steam-blower  devised  by  E.  Eorting.  It  con- 
sists, its  principal  parts,  of  an  air-accumulator  formed  of  a  cast-iron  tube  opening  below  into  a  reser- 

861. 


voir,  which  serves  at  the  same  time  as  a  base-plate.    At  its  upper  extremity  the  accumulator  sup- 
ports a  dome,  into  which  is  fitted  the  blast-pipe  6,  the  nozzle  of  which  is  adapted  to  the  opening  into 
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the  toiithy  fire.  Immediately  below  this  dome  the  steam-pipe  tnivcrses  the  accumulator  with  an  exit 
it  the  oppodte  end,  as  shown.  At  this  end  is  the  aspirator,  formed  of  three  cones,  which  admit  air 
in  thdr  interspaces,  while  the  steam-jet  is  driven  through  the  centre.  The  steam-loaded  air  passes 
through  a  conical  educUon-pipe  into  the  reservoir,  which  serves  as  a  base-plate,  where  the  water  of 
00Dd«Dntk>n  is  parted  with,  and  the  heated  current  of  air  passes  into  the  accumulator  under  a 
tension  corresponding  to  the  dimensions  of  the  aspirator  multiplied  by  the  pressure  of  steam.  From 
the  aocomolator  the  blast  passes  through  the  nose-pipe  at  6  to  the  smithy  fire.  In  this  manner  a 
blast  is  obtained,  easily  kept  at  any  pressure,  within  certain  limits,  and  at  a  temperature  which  very 
nearly  reaches  that  of  the  steam  used.  In  the  engraving,  a  is  the  steam  inlet ;  6,  the  blast-pipe 
opening  from  the  accumulator ;  c  and  «{,  outlets  for  water  of  condensation. 

For  other  Mowing-apparatus,  see  Air-Comprissors. 

A  simple  form  of  blower  is  the  2'rompe,  or  WtUer-BUut,  of  which  fig.  852  shows  the  prindple. 

In  this,  a  vertical  tube  of  wood  or  iron,  cylindrical  or  prismatic,  of  length  and  diameter  suited  to 
the  iall  and  quantity  of  water  intended  to  be  used,  connects  with  a  dstem  below,  made  air-tight 
except  for  the  opening  /,  to  connect  with  the  tuyere.  Through  this  tube  a  stream  of  water  is  allowed 
to  fdl,  drawing  in  the  air  as  it  descends  through  openings  that  are  indicated  by  broken  lines  in  the 
sides  of  the  column,  and  breaking  upon  an  altar  below.  The  air  thus  carried  into  the  cistern  has  no 
Beans  of  escape  except  the  tuyere  i,  and  its  quantity  and  pressure  delivered  through  that  depends 
upon  the  absolute  size  of  the  column  of  water,  and  the  proportions  of  the  various  parts.  Yenturi 
has  already  satisfactorily  investigated  the  relations  of  this  machine,  which  will  not  be  dwelt  on  in 
that  aspect  further  here  than  to  say  that,  although  very  cheap  and  convenient  in  its  construction,  it 
nes  more  water  for  a  given  effect  than  a  water-wheel  would  do,  and  that  its  effectiveness  is  quite 
fimited.  Earsten  refuses  to  admit  that  the  dampneta  of  the  blast  it  affords  injures  the  quality  of 
the  iron ;  ahbough  it  is  probable  that  most  metallurgists  would  conclude,  in  the  face  of  general 
theory  and  experience,  that  the  good  quality  of  iron  made  by  this  method  exists  in  tpife  of  it. 

The  (heillatinff  Cylinder  of  D'Aubuisson  are  cheap  to  construct,  and  worked  with  little  power 
and  at  onall  expense.    Although  not  giving  a  blast  of  sufficient  amount  / 

of  density  for  the  smallest  high-furnace,  except  with  the  most  fusible 
materialflj  they  answer  very  well  for  chafery  and  finery  fires.  Fig.  853, 
which  is  a  section  of  one  of  the  cylinders,  will  afford  an  illustration  of 
tftdr  action.  A  diaphragm,  central,  through  the  entire  length  and  nearly 
the  whole  diameter,  is  shown  hXcd;  vv  are  two  valves,  alternately  as- 
piring and  expiring.  In  its  normal  position  c  <f  is  vertical ;  the  barrel  is 
filled  half  full  of  water,  through  a  bung,  and  is  then  set  in  oscillation, 
tiuoogh  an  arc  of  ttO  or  100  degrees,  by  a  connecting-rod  and  crank 
geared  on  near  e.  It  is  manifest  that  in  different  angular  positions  of 
we  diaphragm  the  content  of  water  in  the  two  semi-cylinders  will  come 
to  be  vnequal,  as  shown  by  the  shaded  lines ;  and  the  air  will  be  respec- 
tivelj  rarefied  and  condensed  accordingly. 

BOILER?,  STEAM.  The  steam-boiler  is  a  close  vessel  used  for  the  generation  of  steam  from  water. 
It  has  a  furnace  for  the  combustion  of  fuel— either  inclosed  within  the  boiler,  as,  for  instance,  in 
loeomotive  and  the  majority  of  marine  boilers ;  external,  as  in  the  case  of  land-boilers  set  in  brick- 
work ;  or  detached,  the  latter  form  of  furnace  being  often  used  for  the  combustion  of  tan-bark,  saw- 
dust, and  similar  substances.  Boilers  are  constructed  of  cast  and  wrought  iron,  steel,  and  copper. 
Where  wrought-iron,  steel,  or  copper  sheets  are  used  in  the  construction,  they  are  ordinarily  fastened 
t<^gether  with  rivets,  and  the  joints  are  made  tight  by  calking ;  but  in  some  instances  the  sheets  are 
gelded  together,  this  last  mode  of  construction  having  been  recently  introduced.  Boilers  may  be 
cither  plam  cylinders,  or  they  may  contain  flues  or  tubes,  so  as  to  bring  the  water  into  more  intimate 
connection  with  the  flames  and  heated  gases  issuing  from  the  furnace.  Until  a  recent  period,  nearly 
til  boilers,  whatever  their  internal  arrangement,  contained  inclosing-shells,  as  an  essential  part  of 
their  construction.  Of  late  years,  however,  what  are  known  as  sectional  or  water-tube  boilers  have 
been  introduced  to  a  considerable  extent  In  this  class  of  boiler,  there  are  a  number  of  oonnected 
Mctkns,  eadi  of  which  is  quite  small,  and  the  inclosing-shell  is  not  used.  Hence  the  several  parts 
eMi  be  made  li^t  as  well  as  strong ;  and  it  is  claimed  by  some  that  an  explosion  of  a  single  section 
ef  ndi  a  boiler  would  be  less  disastrous  than  the  explosion  of  a  shell-boiler. 

It  is  not  possible,  in  the  limits  of  the  present  article,  to  give  a  complete  treatise  on  this  important 
Bobject,  but  the  reader  will  find  numerous  references  that  will  be  of  assistance  in  a  more  extended 
leseardL 

Combustion  and  FueL — Combustion,  in  the  popular  acceptation,  is  the  union  of  carbon  or  hydro- 
960  with  oxygen,  accompanied  by  light  and  heat  Though  this  definition  is  far  from  being  scien- 
tifically exact,  the  word  can  be  used  hi  this  sense  without  impropriety,  in  treating  of  the  combustion  of 
fiicL  Some  forms  of  fuel,  it  is  true,  contam  sulphur,  which  also  unites  with  oxygen  during  combus- 
tkm,  bat  the  proportion  of  this  latter  element  is  usually  quite  small,  and  its  heating  effect  can  be 
i>*glected  without  serious  error.  The  sulphur  in  coal  is,  however,  occasionally  injurious  to  the  fire- 
box of  a  boiler.  The  diief  constituents  of  fuel  are  carbon,  hydrogen,  oxygen,  compounds  of  these 
«Jemcnts,  and  earthy  matter.  The  principal  varieties  of  fuel  are  wood,  peat,  coal  (which  may  be 
<fivided  into  lignite,  bituminous,  and  anthracite),  mineral  oil,  natural  gas,  sawdust,  spent  tan,  straw, 
•nd  other  refuse.  There  is  generally  some  special  arrangement  of  the  furnace  and  proportions  of 
bofler  that  are  best  adapted  for  each  form  of  fuel,  as  is  explained  more  fully  in  another  part  of  this 
artade. 

The  reader  who  desires  to  thoroughly  investigate  the  qualities  of  the  chief  varieties  of  fuel  will 
find  a  valuable  collection  of  data  in  Dr.  Percy°s  "Treatise  on  Metallurgy."    The  remarks  in  the 
\  article  most  necessarily  be  confined  principally  to  coal,  the  fuel  in  common  use. 
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Mineral  oil,  when  buraed  under  proper  conditiona,  is  one  of  the  most  efficient  forms  of  fuel,  in 
some  cases  about  nine-tenths  of  its  full  calorific  effect  bdng  utilized.  An  ordinary  furnace  can  be 
readily  adapted  to  its  use.  An  improved  process  for  burning  liquid  fuel  is  described  in  the  Engmetr- 
ing  and  Mining  Journal,  August  7»  1876. 

In  localities  where  natural  gas  is  obtained,  this  is  frequently  burned  in  the  furnaces  of  bcnlers. 

Peat, — Peat  is  used  in  this  country  as  fuel  to  a  very  limited  extent  In  Europe  its  applicatioDt 
have  been  numerous,  and  a  large  amount  of  capital  is  invested  in  plant  for  its  preparation,  whidi 
consists,  generally,  in  drying  and  compressing  it.  Considerable  information  in  regard  to  the  prepa- 
ration and  qualities  of  this  form  of  fuel  is  to  be  found  in  **  Peat  and  its  Uses,**  by  S.  W.  Johnson; 
**  Report  on  the  Utilization  of  Peat  and  Peat  Lands,"  by  F.  A.  Paget  (in  the  "  British  Reports  on  the 
Vienna  Exhibition,'*  and  The  Engineer,  xxxix.,  x1.) ;  in  the  **  Proceedings  of  the  Institution  of  CivU 
Engineers,"  xxxviii. ;  in  the  **  Proceedings  of  the  Institution  of  Mechanical  Engineers,"  August,  1865, 
and  the  **  Transactions  of  the  Society  of  Engineers,"  1864. 

Coal, — The  fuel  most  commonly  employed  in  thb  country  b  coal,  and  some  little  space  will  be 
devoted  to  a  consideration  of  the  phenomena  of  its  combustion.  If  a  mass  of  coal  is  brou^t  to  a 
sufficiently  high  temperature  (probably  1,000°  Fahr.),  the  combustible  materials  enter  into  combina- 
tion. First,  the  water  is  expelled ;  then  the  hydrogen  in  the  volatile  combustible  matter  unites  with 
oxygen,  forming  water ;  and  the  carbon  set  free  unites  with  oxygen,  forming  carbonic  acid  if  the 
temperature  is  sufficiently  high  and  enough  oxygen  is  present,  or,  under  leas  favorable  circumstances, 
forming  carbonic  oxide,  or  passing  off  unconsumed,  as  the  coloring  matter  of  black  smoke,  and  being 
deposited  as  soot  The  combustion  of  the  fixed  carbon  next  begins,  and  usually  takes  place  as  follows: 
The  first  combination  of  the  carbon  with  oxygen  produces  carbonic  add,  whi<^  in  passing  through  the 
bed  of  coal  in  the  furnace,  frequently  takes  up  more  carbon,  and  is  converted  into  carbonic  oxide. 
If  it  is  allowed  to  pass  away  in  this  state,  there  is  a  considerable  loss  of  heat,  as  carbonic  oxide  is  a 
eombustible  gas.  By  furnishing  additional  oxygen,  however,  this  carbonic  oxide  will  be  burned,  or 
converted  into  carbonic  acid,  in  the  furnace,  and  thus  the  full  effect  of  the  combustion  will  be  real- 
ized. In  order  to  effect  this,  it  is  necessary  to  admit  more  air  into  the  furnace  than  is  theoretically 
necessary  for  combustion,  and.  generally,  admission  of  air  above  the  fire  through  holes  in  the  fumaoe- 
door  is  found  to  be  beneficial,  and  a  combustion-chamber  beyond  the  furnace  is  frequently  added.  In 
the  practical  working  of  boiler-furnaces,  only  a  small  portion  of  the  carbon  passes  off  unconsumed.  Veiy 
complete  experimental  investigations  on  the  combustion  of  coal  have  been  made  by  Messrs.  S<^eurer- 
Kestner  and  Meunicr-Dollfus,  and  the  results  were  published  in  the  **  Bulletin  de  laSoci^t^  Industrie 
de  Mulhouse,"  1868, 1869.  Many  of  the  following  statements  are  taken  from  their  reports.  The  heat- 
ing power  of  fuel  is  ordinarily  measured  by  the  number  of  thermal  units  given  out  by  its  combustioo, 
or  the  number  of  units  of  evaporation.  A  thermal  unit  is  the  amount  of  heat  required  to  raise  the 
temperature  of  a  pound  of  water  from  89°  to  40°  Fahr.,  and  a  unit  of  evaporation  is  966.6  thermal 
units,  being  the  amount  of  heat  required  to  change  a  pound  of  water  at  212°  into  steam  of  atmoft- 
pheric  pressure.  A  unit  of  evaporation  is  commonly  called  the  equivalent  evaporation  from  and  at 
212°,  and  is  expressed  in  pounds.  The  advantage  of  having  a  unit  of  this  kind  will  be  obvious  from 
the  following  consideration :  In  experiments  with  different  kinds  of  fuel  and  forms  of  boiler,  the 
pressure  under  which  evaporation  takes  place,  and  the  temperature  of  the  fuel,  likewise  vary ;  and, 
in  order  to  compare  the  various  experiments,  it  is  necessary  to  change  the  results  to  equivalent  re- 
sults for  the  same  temperature  and  pressure.  There  is  no  universiU  standard  of  temperature  and 
pressure  adopted  for  purposes  of  comparison,  but  the  equivalent  evaporation  from  and  at  212°  is 
most  generally  accepted  by  engineers.  The  table  on  page  157  is  designed  to  facilitate  the  reduction 
to  this  standard. 

A  table  of  this  kind  may  be  constructed  by  finding  (either  by  calculation  or  from  a  steam  table) 
the  total  amount  of  heat  required  to  evaporate  a  pound  of  water  at  various  pressures,  and  from 
various  temperatures  of  feed,  the  amount  for  any  particular  case  being : 

Heat  of  evaporation  above  32'-  j  ^^  'Z^^X^^^^^T'^'^ "'  ^'"^'^'^  '^''' 
And  then  dividing  the  quantities  so  obtained  by  the  latent  heat  of  a  pound  of  steam  at  the  tempera- 
ture of  boiling  water,  and  at  atmospheric  pressure,  as  given  in  the  article  Expansion  of  Steam. 

To  illustrate  the  use  of  this  table,  suppose  it  is  determined,  by  experiment,  that  the  evaporation 
of  a  certain  boiler  is  8.25  lbs.  of  water  per  pound  of  coal ;  the  absolute  pressure  of  evaporation  being 
65  lbs.  per  square  inch,  and  the  temperature  of  the  feed  90"*,  what  is  the  equivalent  evaporation 
from  and  at  212^  ?  To  solve  this  example,  it  is  only  necessary  to  multiply  the  actual  evaporation, 
8.25,  by  the  proper  factor,  1.154,  obtained  from  the  table,  so  that  the  equivalent  evaporation  per 
pound  of  coal  is  8.25  x  1.154  =  9.62  lbs. 

In  experiments  with  different  fuels,  the  amount  of  ashes  frequently  varies  so  much  that  it  is  ad- 
visable, for  purposes  of  comparison,  to  use  the  results  obtained  after  deducting  the  ashes,  or  those 
due  to  the  combustible. 

Calorific  Effect. — When  coal  is  burned  in  the  furnace  of  a  boiler,  its  total  heating  effect  may  gen- 
erally be  classified  as  follows : 

1.  The  useful  effect,  or  the  heat  utilized  in  the  evaporation  of  water  in  the  boiler. 

2.  Heat  required  to  raise  the  temperature  of  the  products  of  combustion  to  the  chimney  tempera- 
ture. 

3.  Heat  not  given  out  on  account  of  the  presence  of  combustible  gas  in  the  products  of  combostioo. 

4.  Heat  required  to  vaporize  the  water  in  the  coal  and  that  form^  in  combustion. 
6.  Heat  not  given  out,  on  account  of  the  presence  of  carbon  in  the  smoke. 

6.  Heat  in  the  refuse,  when  drawn  from  the  furnace,  and  that  lost  by  the  presence  of  carbon  in 
the  refuse. 

7.  Heat  lost  by  radiation  from  surfaces  other  than  those  of  the  boiler. 
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The  experiments  of  Messrs.  Eestner  and  Meunier  with  different  varieties  of  fuel,  in  an  elephant- 
boiler  with  heatera,  give  the  following  average  values  of  the  distribution  of  heat: 

Summary  o/Mesart.  Kalner  and  Meunier^*  EscperimenU  on  Distribution  of  Heat  in  an  EUphant-BoiUr, 


MOW  EZPEHDED. 

m  CBTT.  OF  TBM  HKAT  XXPBKVEA. 

F«rP<MiBdofOaBB. 
bwtlbl*. 

Pte  Pound  of  Cod. 

Useftil  effect 

6.6 

6.8 

2.9 

.6 

«0.6 

6.6 

6. 

2.6 
.6 

1.6 
84.6 

Products  of  oombiutloii.. 

Combiutible  n» 

Bteam  Id  smoKe , 

CarboD  In  smoke 

Befiise 

100.0 

100.0 

These  experiments  were  made  with  care  and  were  of  sufficient  duration  to  secure  average  «m- 
ditions,  so  that  the  results  are  entitled  to  great  confidence. 

It  will  be  observed  that  the  per  cent,  of  useful  effect  is  much  smaller  than  is  given  by  most  ex- 
perimenters, and  this  is  due  to  the  use  of  a  higher  number  to  express  the  calorific  effect  of  the  fucL 
The  ordinary  method  of  determining  the  calorific  effect  is  by  a  calculation  from  the  elementary  analy- 
sis of  the  coal,  using  the  following  formula : 

C  =  proportion  of  carbon.    H  =  proportion  of  hydrogen.     O  =  proportion  of  oxygen. 
Calorific  effect  per  pound  of  coal  in  thermal  units  =  14,600  x  }  Ch-  4.28  (ff—  ~  )  f  • 

Thus,  the  calori^c  effect  of  a  coal  containing  76  per  cent  C^  4  per  cent  ff^  and  4  per  cent  0,  would 
be,  by  calculation,  14,600  x  (0.76  +  4.28  x  0.036)  =  13,192. 

The  experiments  of  Messrs.  Kestner  and  Meunier,  made  with  the  same  instrument  that  was  used 
for  determining  the  calorific  effect  of  carbon  and  hydrogen,  show  conclusively  that  this  formula  ia 
very  unreliable,  and  that  the  calorific  effect  of  a  given  coal  is  almost  invariably  higher  than  the  num- 
ber obtained  by  the  calculation  from  its  analysis.  Their  conclusion  seems  to  be  indisputable,  and  is 
accepted  by  the  best  authorities,  although  no  very  satisfactory  explanation  of  the  fact  has  yet  been 
given.  It  seems  probable  that  the  heating  effect  depends  upon  the  state  in  which  the  carbon  exists 
in  the  coal ;  and  that  while  the  effect  of  the  combustion  of  carbon  in  the  form  of  charcoal  has  been 
accurately  determined,  it  may  be  much  higher  in  the  case  of  carbon  that  is  not  so  much  condensed. 
Dr.  Percy,  one  of  the  few  English  writers  who  have  referred  to  these  r^ults,  thinks  that  more  ex- 
tended experiments  are  necessary,  before  the  matter  can  be  satisfactorily  explained.  The  reader 
will  find  a  very  interesting  discussion  of  these  experiments,  by  M.  L.  Gruner,  in  the  ^tigineering 
and  Mining  Journal^  xviii. 

The  accompanying  tables  contain  a  good  summary  of  the  experiments  referred  to : 

Summary  of  Analy9a  and  Calorimetrie  TriaU  of  Fud^  by  Mean,  Sehmrer-Kettner  and 

Meunier-DoUfu: 


ARGUMENT. 


Elementsry 
analysis  of 


C!ombiutib1e 
and  volatile 
constituents. 


'  Carbon 

Hydrogen 

Sulld  reAise 

Nitrogen 

Oxygen , 

WatCT 

Uncombined  carbon 

Carbon  In  hydrocarbons 

Hydrogen 

Nitrogen. , 

Oxygen ^ 

'  Thermal  units' 
Pounds  of  wa- 1 

ter.  from  and 

at  212 


No.1.     Nat.     No.t.     No.  4. 


T6.46 
4.891 

15.02 
1.09 
8.05 


Heat  of  combujitlon  per 
pound  of  combust!* 
Die,  by  experiment. 

Excess  of  experimental  ralne  above  that! 
calculated  m>m  analysis:  thermal  units' 

Difference  between  experimental  and  cal- 
culated values,  in  per  cent,  of  experi- 
mental value. 


17.89 
5.t>9 

i.2s: 

8.67 
IMW 

17.06 
647 

8.82 


63.65 
8.97 

20.8 
1.06 
4.76 
0.77 

74.74 

12.75 
5.1 
1.85 
6.06 


76.23 
4.06 

12.8 
1. 
6.91 


71.44 
15.99 
4.56 

i.u; 

6.87 


16,401  16,846 


16.98 
1,186 

7.08 


16.91 
1,244 

T.61 


78.1 

8.75 
16.19 

1. 

4.P7 

1.09 
71. 5S 
16. B 

4.42 

1.2 

6. 
16,108 


16.66 
1,018 

6.29 


•ajibbbOok. 


Dnttwil- 


71.26 
4.1 

18.25 
0.5 
9.15 
1.75 

62.84 

20.98 
4.6 

o.n 

10.87  I 
15,708 


16.25 
1,819 

8.4 


AltM- 

wild. 

HdBte. 

69.8 

70.88 

4.26 

4.8 

18.6 

11.57 

0.6 

0.5 

9.9 

11.51 

2.64 

1.79 

68.15 

61.57 

19.59 

18.92 

4.78 

4.71 

0.66 

0.68 

11. H5 

14.12 

15,589 

1^2^ 

16.0S 

16.8 

1,195 

1,861 

7.60 

8.91 

67.81 
4.19 

12.7 
0.5 

18.9 
1. 

58.44 

80.53 
4.67 
0.50 

15.n 

15,228 


15.75 
1,518 

10.17 


64.60 
8.94 

12.88 
0.5 

i6.oa 

8.57 
66.15 
90.73 
4.69 
0.6 
17.85 
14,7S7 


15.8 
1,879 

9.89 


The  following  table  contains  analyses  and  experimental  heat  of  combustion  of  other  coals,  by  the 
same  experimenters,  the  data  being  taken  from  the  "  Bulletin  de  la  Soci^t6  Industrielle  de  Mulhou»e  ** 
for  1868,  1869,  and  1871;  "Annales  de  Chimie,"  Fourth  Scries,  xxx.;  Fifth  Series,  ii,  xxL;  and 
Sixth  Series,  ii. ;  and  *'  Comptes  Rendus  de  rAcad6mie,"  1869,  Second  Series : 
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Smumary  of  Eipen$nents  hy  Hewn,  Kegtner  and  Meunier  on  Heat  of  Combuttion  of  Various  €oah. 


Siiriir&ok,  Sohlxich 

**        Von  der  Hejdt 

Gkwtot,  caking  (Chaptal  Sbaft) 

**      Anthradte  (ftt.  Pierre  Shaft) 
**      semi-bitamiDout  (St  Paul). 

**      flaming  (St.  Paul) 

Bbo^,  Hootoeaa 

•      uthradte 

Denato..  '  

Engfljh^Bwif!! 

PoweUDnfbyn 

Bnwhn,  Oroochefiiki  anthracite 

•^       Mkniaki  caking 

**       Goloabofflkl  flaming 

Lifidte,  bhie  from  Eocher 

^      flaming  from  Manoaqoe 

**      lean  "  **         

**      caking  fit>m  B<^mia. 

"■      diangtng  to  fbseil-wood. . . .  . 

FoieU-wood  dMmglng  to  lignite. 

Botfim  Ugnl  te,  from  Tooia. 


HKAT  OF  COMBtrSTION 

OOXBUBTTBLV  AKB  TOLATILB 

PER  POUKD  OF 

00MBC8TIBLB,  BT 

-BZPKBIKSirT. 

PoaiMUof 

NItrasM 

Thermal 
Unltt. 

Waur 

Ovlxm. 

Ujixopa. 

and 

OzTfHi. 

fromud 

•t  S18*. 

88.05 

4.95 

19. 

15,485 

16.02 

61.56 

4.98 

18.46 

15,282 

15.76 

88.48 

4.41 

7.11 

17,820 

17.92 

92.86 

8.66 

8.98 

17,021 

17.61 

90.07 

4.1 

5.18 

16,965 

17.55 

90.79 

4.24 

4.97 

16.678 

17.25 

78.58 

5.28 

16.19 

14,985 

15.6 

87.02 

4.72 

8.26 

16,400 

16.97 

84.45 

4.21 

11.82 

16,668 

17.24 

88.94 

4.48 

11.68 

16,290 

16.85 

91.08 

8.88 

5.09 

15,804 

16.85. 

92.49 

4.04 

8.47 

16,108 

16.66 

96.66 

1.85 

1.99 

14,866 

15.88 

91.45 

4.5 

4.05 

1^651 

16.19 

82.67 

6.07 

12.26 

14.488 

14.94 

72.98 

4.04 

22.98 

11,669 

12.07 

70.57 

5.44 

28.99 

18,268 

18.71 

66.81 

4.65 

26.84 

12,564 

18.02 

76.68 

8.27 

15.15 

14,268 

14.76 

66.51 

4.72 

28.77 

11,444 

11.84 

67.60 

4.66 

27.85 

11360 

11.75 

78.72 

6.09 

20.19 

18,687 

14.31 

It  will  be  observed  that  some  of  the  coals  upon  which  experiments  were  made  have  a  similar  com- 
pontioQ  to  those  of  the  United  States,  whence  it  is  reasonable  to  conclude  that  the  calorific  effect  of 
the  latter  has  been  greatly  underestimated.  Experimental  investigation  of  this  subject  is  very  de- 
arable.  The  most  complete  information  on  American  coals  is  to  be  found  in  Prof.  Walter  F.  John- 
son's "  Report  to  the  Navy  Department  on  American  Coals."  Prof.  Johnson's  experiments  included 
elemeQtary  analyses  and  descriptions  of  the  coals,  with  practical  trials  by  burning  them  in  the  fur- 
nace of  a  boiler,  and  making  analyses  of  the  products  of  combustion.  These  latter  analyses  have 
Qsoally  been  considered  as  authority  in  the  determination  of  the  amount  of  air  required  for  combus* 
tion,  which  is  assumed,  in  general,  to  be  twice  as  much  as  is  theoretically  necessary.  The  number  of 
poonds  required  for  chemical  combustion  is 


12C+86 


('-?)• 


in  wfaidi  f ornrala,  as  before, 

C  =  per  cent,  of  carbon. 
^=   "        "       hydrogen 
0  =   "        "       oxygen. 

Thofl,  for  the  coal  whose  composition  is  given  in  the  last  example,  the  number  of  pounds  of  air  theo- 
retically necessary  per  pound  of  coal  would  be  12  x  0.76  +  86  x  0.036  =  10.88.  In  Prof.  John- 
ion's  analyses  of  the  products  of  combustion  he  did  not  collect  samples  that  represented  means  for 
oons&ierable  periods,  and  the  individual  experiments  in  the  case  of  a  particular  coal  were  so  few 
that  it  is  doubtful  whether  the  accurate  mean  results  were  obtained. 

All  the  coals  analyzed  by  Messrs.  Kestner  and  Meunier  were  afterward  tried  in  the  furnace  of  a 
hoiler,  and  the  products  of  combustion  were  drawn  off  in  such  a  manner  as  to  secure  samples  that 
represented  the  averages  of  a  day's  run.  The  results  obtained  in  this  manner  showed  that  a  less 
unount  of  air  in  excess  was  necessary  than  is  commonly  supposed,  and  special  experiments  with  va- 
rious amounts  of  air  indicated  that,  under  the  conditions  of  those  experiments,  an  excess  of  air  of 
M  per  cent  above  that  theoretically  necessary  gave  the  best  results.  Whether  this  is  true  in  gen- 
eral can  only  be  settled  by  further  experiments. 

Sommaries  of  the  results  obtained  by  Prof.  Johnson  and  Messrs.  Kestner  and  Meunier  are  given 
in  the  tables  <m  pages  160  and  161.  In  comparing  the  results  of  such  experiments,  it  is  to  be  re- 
nwnibered,  as  pointed  out  by  Dr.  Percy,  that  they  do  not  certainly  determine  the  relative  economic 
^ecC  of  the  different  coals,  since  they  are  made  under  approximately  the  same  condition  as  to  boiler, 
fornaoe  etc,  which  conditions  may  be  much  more  favorable  to  some  kinds  of  fuel  than  to  others. 

Lasd  Bon.SRS. — ^The  boilers  illustrated  in  Figs.  864  to  896  inclusive,  selected  from  the  great 
^ety  of  examples  that  have  been  and  are  still  in  use,  will  give  a  fair  idea  of  past  and  preseut 
pnctice. 

B(^ers  may  be  classed  generally  as  flue  and  tubular,  with  some  special  exceptions,  in  the  case  of 
sectional  boilers.  Both  flue  and  tubular  boilers  may  haye  external  or  internal  furnaces,  and  tubular 
bojQcrs  may  be  still  further  divided  into  fire-tube  and  water-tube  boilers,  the  former,  as  the  name  im- 
plies, having  the  water  around  the  tubes,  and  the  latter  having  it  within  them.  Marine  boilers  com- 
BKmly  have  internal  furnaces,  while  tiiose  used  for  stationary  purposes  may  be  either  internally  or 
ext«mally  fired. 
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onFud 

>  by  Mestn.  Scheurer-Kestner  and  Meunier-DoU/tu. 

USXFUI,  BPTBOT^ 

s 

ANALTBTS  OF  A8HBS, 

PER  POUND  OF 

PABT8  IN  100. 

H«tof 

COMBUSnBLR,  ON 

TRIAL. 

SI8I4XATIOX  OF  TUWL. 

FerOnt. 
of  Solid 
R«riiMb7 

F^CoBt. 

orAdM 

obtoliiad 

inTlwnnal 
UiUU,per 
Poond  of 

POOOdl 

Ai-1^ 

ODTkU. 

Solid 

Oombottlblo, 

Tbmaol 
Unto. 

g 

K 

WoMr. 

CutMB. 

locombH- 
ttblo. 

b7Kxp«l. 
mnt. 

OTOpO- 

imtodfroD 

ODdot 

Hi*. 

1 
s 

SoDchu 

BBD.  I    

18.74 
16.19 

17.5 
18.4 

8.58 
.5 

14.54 
12.9 

81.88 
86.6 

16^6 
16,411 
15,228 
15,708 
14,787 

10.4 
10  8 

^n:::.:: 

8 
4 

6 

IHedrie 
Dnttwe 
LoiseDt 

bjlthAl 

12.7 

18.25 

12.^8 

18.4 
17.7 
16.9 

4.06 
2.23 
1.25 

14.16 
11.46 
12.48 

81.8 
86.82 
86.27 

9.24 
9.81 
8.64 

Uer 

hal 

6 

T 

AlUnw 
HeiDitx 

kid 

18.5 
11.57 

16.1 
12. 

2.5 
.8 

16.7 
12.2 

80.8 
87.5 

15,589 
1^277 

9.75 
9.25 

» 

Sahtncl 
Voodei 

b 

10.46 
10.46 

14.9 
16.8 

.25 
7.88 

6.72 
11.61 

98.08 
81.06 

A212 
15,282 

9.15 
9.09 

rHerdt.... 

10 

BUozjr,  Moateeau 

10.28 

16.7 

12.08 

8.82 

79.15 

14.985 

8.74 

11 
11 

"      uithraeitA 

20.95 
8.68 

22.9 
10.7 

9.9 
1.15 

10.79 
89.4 

79.81 
59.45 

16,880 
16,942 

10.26 
10.88 

Cmuot 
Two-thl 

Ms  Creaaot  one-third 

7.96 

14.9 

4. 

25.8 

70.7 

16,758 

11,268 

11.66 

M 

Two-thWs'CfWBot,  one-thlit 

, 

11.86 

17.4 

18.6 

18.5 

68. 

16J68 
14,544 

11,181 
8,698 

11  52 

15 

Woodduurcoft] 

.5 

9. 

s 

nODVCTB  OT  COMBUSnONf 

DnrsiBmoif  or  hsat,  on  tbtal,  pee  pound  op  combustiblb, 

PAsn  »  100. 

PARTS  IN  100. 

PMad«of 

Air. 

CbtboDk 

Add. 

Nllnfmud 
CombortfltU 

OM. 

Air  MpplM 
ptrPoDDd 
of  Cod. 

UMfolKI 

bit. 

docltof 

Hcotlo 
Combuttlblo 

OMte 
ProdeeUof 

Hoot  In 
Carbon 
loBUok 

SOMkO. 

HMlla 
Stooinlii 
SoMiko. 

HooAlortby 

RadiotloB 
ftomBriek. 
WoA,oto. 

24.7 

18.8 

61.5 

12.6 

61.62 

4.85 

7.48 

.77 

8.08 

22.86 

S9.1 

12.9 

58. 

12.8 

68.6] 

6.16 

4.91 

.88 

2.91 

28.08 

tt.8 

12.2 

55.6 

12.6 

58.61 

4.4 

7.04 

.76 

$.88 

25.88 

8S.S 

12.1 

55.1 

18.4 

60.4 

5.08 

6.02 

.88 

8.8 

25.82 

89.5 

12.8 

57.T 

11.5 

56.4< 

8.S8 

9.76 

.74 

9.69 

26.62 

82.8 

12. 

54.8 

12.8 

60.6f 

5.57 

8.16 

.89 

J. 51 

26.74 

K.l 

18.8 

69.6 

11.8 

58.5f 

5.22 

7.12 

.58 

).16 

25.89 

83.4 

12.1 

65.5 

18.5 

68.ie 

5.76 

5.82 

.89 

).58 

26.8 

80. 

12.T 

57.8 

12.6 

57.71 

6.4 

7.87 

.68 

J.79 

25.15 

28.9 

14. 

02.1 

10.6 

56.8( 

5.72 

6.01 

.76 

S.9 

27.26 

80.5 

12.6 

57.9 

12.5 

60.M 

7.71 

4.91 

.89 

1.16 

28.27 

47.6 

8.9 

48.5 

20.5 

61.85 

7.84 

2.46 

.87 

2.88 

25.68 

84.2 

11.4 

52.4 

17.1 

67.24 

6.04 

2.41 

.88 

2.6 

21.48 

M 

84.2 

11.8 

54. 

16.1 

66.4S 

6.65 

2.45 

.89 

t.64 

21.45 

16 

42.5 

10.1 

47.4 

28.4 

59.8 

10.55 

2.08 

... 

.... 

27.57 

Fhu  Boilen, — ^Flue  boilers  are  of  various  forms ;  the  simplest  are  cylindrical  boilers  with  single 
or  double  return  flues  passing  through  them.  In  some  the  fire  is  made  beneath  the  boiler  at  one 
cod,  the  flame  passing  beneath  the  boiler  and  returning  through  flues  in  the  boiler  to  the  front  end, 
where  the  chimney  is  placed ;  or,  making  one  return  through  one  flue  or  set  of  flues,  it  is  again  re- 
torned  by  another  set  to  the  rear  to  the  chimney.  In  another  the  boiler  is  made  cylindrical,  with 
the  lower  half  cut  away  at  one  end  for  the  reception  of  the  grate,  and  the  flame  passes  directly 
Uirott^  the  flues,  and  returns  by  one  side  of  the  boiler  and  back  by  the  other,  or  makes  but  one  re- 
torn,  and  that  boieath  the  boiler,  the  chimney  being  placed  at  the  front  end. 

Fig.  354.  These  flues  may  be  either  large  and  few,  or  more  numerous  and  smaller ;  the  latter 
diss,  when  tubes  are  used,  are  called 

locomotiTe  boilers,  although  used  for  ^^' 

stationary  purposes.  The  advantage 
of  this  form  is,  that  the  hottest  part 
of  the  flame  is  brought  in  contact  with 
the  top  of  the  water ;  desirable  when- 
erer  the  top  of  the  fireplace  and  flues 
can  be  kept  covered  with  water  with 
certainty.  The  top  of  the  fire-box 
being  a  flat  or  concave  surface,  it  is 
therefore  weak  unless  very  strongly 
BUyed. 

The  ComiBh  boiler,  similar  to  Fig.  364,  is  a  cylindrical  boiler,  with  an  internal  flue  or  flues  passing 
through  the  boiler,  and  thence  being  returned  on  one  side  and  back  on  the  other ;  or,  making  the  first 
return  at  the  sides,  is  brought  back  beneath  the  bottom  of  the  boiler.  The  diameter  of  the  Cornish 
boilers  is  usually  about  one-sixth  of  their  length ;  a  common  proportion  is  from  86  to  40  feet  in 
length,  and  from  6  to  7  feet  in  diameter.  The  pressure  per  square  inch  is  from  16  to  86  lbs.  The 
11 


BoALE.— l-20th  inch  =  1  foot 
Longitudinal  Section. 


Scale.— l-20tli  Inch  =  1  foot. 
Transverse  Section. 
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great  economy  of  the  Cornish  boiler  is  found  in  the  large  proportion  of  fire,  in  the  slow  combustion, 
in  the  great  care  taken  in  fii-ing  and  keeping  a  register  of  the  duty,  and  in  the  protection  of  the 
boiler  from  radiation. 
Figs.  866  and  856  represent  a  form  of  boiler  prepared  and  patented  by  William  B.  Johnson.  The 

866.  856. 
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furnaces,  two  in  number,  are  placed  one  at  each  end  of  the  flue,  and  the  gaseous  currents  therefrom 
traverse,  as  shown  by  the  arrows— meeting  and  mingling  with  each  other  in  the  central  space  be- 
tween the  two  bridges.  There  the  gases  are  well  mixed  and  ignited,  prior  to  the  combined  current 
passing  off  through  the  outside  bottom  flues.    Figs.  867  and  368  exhibit  similar  sections  of  a  tubu- 
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lar  boiler  with  a  single  furnace.  The  gases  here  pass  from  the  furnace  into  the  chamber  at  the  back 
of  the  bridge,  and  thence  through  the  flue-tubes  into  an  end  smoke-box,  in  communication  with  the 
chimney-flue.    The  smoke-box  has  an  end  door  for  cleaning,  and  is  well  surrounded  with  water. 

Figs.  859,  860,  861,  and  862,  represent  views  of  an  upright  tubular  boiler,  well  adapted  in  some 
situations  for  stationary  purposes. 
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The  Egg-shaped  Boiler,  Figs.  863,  864.— This  boiler  is  known  as  the  **  Upright  Egg  Boiler/*  and  is 
much  used  in  Staffordshire  from  the  circumstance  of  its  being  so  well  adapted  to  bemg  worked  by 
means  of  the  waste  heats  of  the  puddling-fumaces.    Its  great  economy  arises,  in  a  great  measare, 
from  the  vertical  inside  flue,  the  whole  of  the  interior  sur- 
face of  which  may  be  considered  as  effective  in  generating  897. 
steam,  in  place  of  the  upper  half  only  of  the  common  hori- 
zontal flue.    And  this  beneficial  efficiency,  it  is  probable, 
may  be  further  increased  if  the  lower  end  of  the  inside 
flue  was  made  a  few  inches  wider  than  the  top,  thus  giving 
a  better  position  for  the  generating  surface. 

a,  6,  Cj  dy  in  the  plan,  show  the  places,  with  respect  to 
the  inside  flues,  at  which  the  hot  air  or  flame  is  discharged 
from  the  puddling-fumaces. 

Fig.  865  represents  a  longitudinal  section  and  Hg.  866 
a  front  view  of  a  single  return  drop-flue,  such  as  is  used 
to  drive  the  pumping-engines  at  the  Brooklyn  Dry  Dock. 
The  boiler  itself  is  84  inches  in  diameter ;  a  regular  fire- 
box is  made  at  one  end,  and  the  smoke  and  flame  pass 
through  a  number  of  small  flues  at  the  upper  part  of  the 


box,  and  are  returned  through  larger  and  less  numerous  ones  at  the  bottom  of  the  boiler  neariy  to 
the  fire-box  again,  where  they  are  taken  off  laterally  into  the  chimney.  All  the  flues,  and  boxes  at 
the  end  of  the  flues,  are  included  within  the  shell  of  the  boiler.  The  boiler  is  covered  with  brick- 
work and  ashes.  Boilers  of  this  form  give  very  excellent  evaporative  returns,  and  are  used  much 
in  this  country  both  for  stationary  and  marine  purposes. 

Fig.  867  represents  a  section  of  a  common  locomotive  boiler,  and  Fig.  868  is  an  end  view  of  ome- 
half  of  the  smoke  end. 

Figs.  869,  370,  and  871,  represent  a  boiler  invented  by  E.  A.  Bourry. 

The  aim  of  the  inventor  of  this  boiler  has  not  been  to  obtain  an  incredible  saving  of  fuel,  but  to 
insure  great  safety,  combined  with  restriction  of  space  and  cost 

^  is  a  cross-section  through  the  fire  and  smoke  box ;  ^  is  a  front  view ;  and  C  is  a  longitudinal 
flection,  showing  the  whole  internal  arrangement.  The  boiler  consists  of  two  cylindriod  parts 
placed  above  each  other ;  the  lower  part  contains  the  fire-box,  bridge-wall,  and  main  flues ;  the  upper 
one  contains  the  return-flues,  smoke-box,  and  steam-room.  If  space  or  convenience  require  it,  the 
boiler  may  be  made  much  shorter,  in  dispensing  with  the  main  flues,  in  which  case  the  retum-fluee 
can  be  made  of  a  smaller  diameter.  It  will  be  seen  in  the  engraving  that  the  two  cylinders  are  not 
entire,  but  are  as  if  a  slit  was  cut  out  on  each  of  them,  all  the  way  along,  and  both  joined  there  to- 
gether, which  leaves  a  free  passage  to  both  water  and  steam.  But  as,  at  the  junction  of  both  cylin- 
ders, the  boiler  would  have  a  tendency  to  open  outward,  this  is  prevented  by  a  strong  iron  bar  being 
placed  in  each  hollow,  and  both  kept  securely  together  by  a  number  of  traversing  bolts. 

Figs.  372  and  873  represent  James  Montgomery's  improvements  in  steam-boilers,  baring  in 
view  an  economical  mode  of  using  the  fuel ;  the  establishing  of  a  perfect  circulation  of  the  i 
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tfaroagfa  the  tabes ;  the  depositing  of  sedimentary  matter  in  a  receptacle  below  the  fire,  and  the 
pierenting  of  the  passing  of  water,  from  foaming  or  other  causes,  into  the  steam-pipe  and  cyl- 
inder. 

Fig.  872  is  a  Tertical  section  through  the  centre  of  the  boiler,  and  through  the  furnace  attached 
thereto. 

f%.  878  is  a  view  of  a  part  of  the  boiler,  supposing  the  furnace  part  to  be  removed,  and  a  ver- 
tical section  to  be  made  of  the  sectional  part  in  the  line  XX  of  Fig.  372,  and  at  right  angles 
thereto. 

The  improvements  in  this  patent  consist  in  arranging  the  fire-chamber  or  furnace  of  a  tubular 


870. 


STL 


boiler  at  the  side,  so  that  the  heat  shall  act  on  the  upper  half  of  the  tubes,  in  combination  with  a 
diaphragm  or  partition,  and  flue  to  carry  off  the  flame,  heated  air,  etc.,  to  act  on  the  lower  half  of 
the  tubn  after  acting  on  the  upper  half,  as  herein  described. 

The  patentee  also  claims  the  making  of  the  bottom  of  the  boiler  of  a  conical  or  dished  form,  with 
a  niiid  or  blow-off  valve  in  the  lowest  part  of  the  concavity,  in  combination  with  the  vertical  tubes 


87S. 


futnmnnirmting  with  the  bottom  in  the  manner  herein  described,  to  permit  the  deposit  of  the  sedi- 
ment, thiere  being  a  water-space  surrounding  them  to  induce  a  circulation  of  the  water  up  the 
tabes  and  down  the  surrounding  water-space,  to  wash  the  sediment  toward  the  mud  or  blow-off 
vmlve. 
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0.  D.  Smithes  improvement,  Fig.  374,  consists  in  the  attachment  of  a  tubular  furnace,  containing 
water,  to  an  ordinary  tubular  boiler,  and  thus  adding  some  very  efficient  heating  surface.    Some 

874 


experiments  made  in  England,  with  a  similar  attachment  to  a  Galloway  boiler,  gave  very  faTorable 
results.    (See  Eiigineering^  xxil) 
The  Lowe  boiler.  Figs.  876,  376,  is  built  of  steel.    It  is  a  tubular  boiler,  lengthened  at  the  front, 


8T5, 


876. 


so  as  to  form  a  chamber  into  which  the  products  of  combustion  pass  on  their  way  to  the  tubes.    It 
has,  also,  a  superheating  drum. 

87L 


878. 


The  Galloway  boiler,  Figs.  877,  378,   is  a  cylinder  with  an  internal  flue,  consisting  of  two 
furnaces  at  the  front  end,   uniting  into  one  back  flue  of  an  irregular  oval  form,   this  back 
flue  being  crossed  by  conical  water-tubes.    It  is  constructed  of 
steel. 

Fig.  379  illustrates  the  Pierce  rotary  boiler,  which  is  a  cylinder 
revolving  on  trunnions,  directly  over  the  furnace.  Encircling  cups 
are  used  around  the  tubes  of  the  outer  row,  for  the  purpose  of 
keeping  them  covered  with  water,  and  the  tubes  of  the  inner  row 
are  intended  to  form  superheating  surface.  A  comparison  of  an 
economy  trial  of  this  boiler  (experiment  65,  p.  205)  with  the  mean 
of  experiments  16  and  17,  page  208,  made  in  a  boiler  which  did 
not  revolve,  but  was  otherwise  in  conditions  approximately  the  same, 
but  not  as  favorable,  renders  it  doubtful  whether  the  revolving 
feature  is  of  especial  advantage. 
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Water 'Dtbe  JBoHert. — ^Figs.  380  to  3S8  represent  sectional  or  water-tube  boilers.  The  boiler,  Fig. 
880,  Qscd  by  Mr.  Stevens  in  1806,  and  now  preserved  in  the  Mechanical  Laboratory  of  the  Stevens 
Institate  of  Technology,  seems  to  have  been  the  earliest  example  of  this  form.    The  credit  of  being 


881. 


880. 


the  first  inventor  is  usually  given  to  a  Mr.  Moore,  some  20  years  later.  Dr.  Alban  used  a  sectional 
boiler  in  1849,  and  Perkins  in  1859.  The  Harrison  boiler.  Fig:  381,  was  probably  the  first  sectional 
boiler  that  was  brought  into  general 
ose.  The  reader  will  find  descriptions 
of  many  of  the  earlier  forms  of  sec- 
tional boilers  in  "  A  Practical  Treatise 
on  Boilers  and  Boiler  Making,"  by  W. 
P.  Burgh,  and  "  The  Proceedings  of  the 
Institution  of  Mechanical  Engineers," 
1865. 

The  Harrison  boiler.  Fig.  881,  is  con- 
structed of  hollow  cast-iron  spheres, 
each  8  inches  in  diameter  externally, 
and  three^ighths  of  an  inch  thick,  con- 
nected by  curved  necks  3^  inches  di- 
ameter. These  spheres  are  held  togeth- 
er by  wrought-iron  bolts  and  caps,  and 
in  one  direction  are  cast  in  sets  of  two 
or  four,  with  opposite  lateral  opemngs 

to  each  sphere,  and  are  called  by  the  ^  -         _ 

inrentor  two  or  four  ball  units,  as  the  case  may  be.    These  units  connect  by  rebate- joints,  accurately 
*  i  on  the  edge  and  fitting  closely,  making,  when  drawn  together,  a  steam  and  water-tight  joint. 
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For  an  interesting  account  of  experiments  of  the  most  severe  character  made  with  this  boiler, 
by  the  Committee  on  Science  and  Art  constituted  by  the  Franklin  Institute,  see  Journal  of  the  Ftank- 
li$i  Instiiuie,  February,  1867. 


The  Exeter  boiler,  Fig.  882,  consists  of  a  series  of  cast-iron  sections,  each  of  which  forms  t 
complete  boiler  in  itself,  rectangular  in  form,  8^^  feet  long,  8  feet  high,  and  4  inches  thick,  the  iron 


884. 


being  .84  inch  thick.    Each  section  is  cast  with  12  openings  through  it,  2  inches  by  12  inches. 
These  openings  form  fire-tubes,  and  increase  the  heating  surface,  while  their  walls  tie  the  flat  sidei 


880.  880. 
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of  Uie  section  together.    Every  angle  is  rounded  inside  and  out ;  and  the  bottom  and  top  faces  of 
eich  section  have  a  wave-like  form,  to  allow  for  contraction  and  expansion. 

The  sections  are  arranged  over  the  fire  on  edge,  transversely  to  the  line  of  draught,  with  spaces  of 
1  inch  to  2  inches  between  them.  The  lower  part  of  each  section  is  connected  by  an  extra  heavy 
2-incfa  pipe  extending  through  the  wall  of  the  setting  to  a  main  feed-pipe  outside,  conmion  to  all. 
The  upper  part  is  connected,  in  a  similar  manner,  to  a  main  steam-pipe.  The  msdn  feed-pipe  has 
plugged  openings  directly  on  line  with  the  bottom  of 
etch  section,  to  facilitate  the  cleaning  of  the  sec-  ^^* 

tiODS. 

The  construction  of  the  ^  Acme  "  boiler  will  be  ren- 
dered plain  by  an  inspection  of  Fig.  383. 

The  Bibcock  and  Wilcox  boiler,  Fig.  384,  consists 
of  a  series  of  inclined  tubes,  connected  at  each  end  to 
a  manifold  chamber,  which  latter  chambers  are  con- 
nected to  one  or  more  horizontal  drums  above  them. 
By  means  of  diaphragm  plates,  the  products  of  com- 
bustion are  deflected  three  times  in  their  passage  to 
the  diimney. 

The  general  arrangement  of  the  Howard  boiler,  an 
English  invention,  is  shown  in  Figs.  385,  386.  A  re- 
port of  a  trial  of  this  boiler,  comprising  many  inter- 
esting  particulars,  was  published  in  Van  Nostrancfa 
Edeeiie  Engineering  Maganney  xiv.  It  is,  in  many 
respects,  one  of  the  most  useful  reports  on  a  boiler 
trial  m  print 

The  tubes  of  the  Root  boiler.  Fig.  887,  are  con- 
nected at  each  end  by  a  series  of  triangular  plates 
and  crowfeet,  the  joints  being  formed  by  the  aid  of 
rubber  grunmiets.  Contractions  are  thus  produced 
at  the  points  of  connection,  with  the  intention  of 

eausing  the  separation  of  steam  in  a  dry  state.    It  will  be  seen,  from  the  location  of  the  water- 
gauge,  that  the  upper  rows  of  tubes  form  superheating  surface. 

In  the  Whittingham  boiler,  fig.  888,  the  water  is  contained  in  the  narrow  spaces  between  the 
two  tubes  shown  in  section,  and  the  products  of  combustion  first  pass  around  the  outer  tubes,  and 
then  through  the  inner  ones,  so  that  there  is  a  large  amount  of  heating  surface,  compactly  arranged. 
The  outer  tubes  are  fitted  at  the  ends  in  castings  of  a  zigzag  form     The  inner  tubes  are  threaded 


on  the  ends,  and  secured  by  hoUow  nuts  with  faced  collars,  which  also  draw  the  outer  tubes  firmly 
to  their  seats  when  screwed  up.  A  vertical  drum  of  considerable  size  is  sometimes  added,  thus 
increasing  the  water  room. 

A  recent  form  of  sectional  boiler  consists  of  a  coil  of  pipe,  through  which  the  feed-water  passes 
by  forced  circulation.    Great  efficiency  and  safety  are  claimed  for  this  arrangement. 

Portable  BoUert. — The  boilers  used  in  connection  with  portable  or  self-contained  engines  are  usually 
of  the  looomotive  or  vertical  variety.    Particulars  concerning  their  dimensions  and  performance  wiU 
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be  found  under  the  heading  HsAT-ENGnrBS,  and  in  this  place  only  one  or  two  of  the  more  peculiar 
forms  are  illustrated. 
The  DaTej-Pazman  boiler,  Fig.  S89,  is  a  vertical  boiler,  having  a  set  of  bent  and  tapering  tubes 


89a 


in  the  fire-box.  Deflecting  valves  are  placed  at  the  tops  of  the  tubes  to  change  the  course  of  the 
water  in  its  circulation. 

The  Shapley  boiler,  Fig.  890,  consists  of  two  cylindrical  sections,  the  annular  space  between  the 
two  containing  fire-tubes  being  arranged  radially. 

The  special  forms  of  boilers  used  for  steam  fire-engines  are  described  in  the  article  Engines,  Fibs. 


898. 


881. 


European  Boilers. — ^Figs.  891  to  896  show  the  forms  of  stationary  boilers  largely  used  in  Ehigland 
and  France. 
The  Lancashire  boiler,  fig.  898,  has  two  flues,  in  which  the  furnaces  are  located.    The  products 
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of  combustion  pass  through  theee  internal  flues,  then  through  the  side-flues  to  the  front  of  the  boiler, 
returning  by  the  bottom  flue  to  the  chimney. 

The  Fairbaim  boiler,  Fig.  894,  has  three  cylindrical  shells,  two  of  which  contain  flues  with  fur- 
naces in  them,  the  third  being  placed  above,  and  connected  by  tubes.    The  products  of  combus- 
tion, after  leaving  the  internal  flues,  re- 
turn through  the  side  and  bottom  flues,  ^^ 
and  pass  to  the  chinmey  between  the 
three  cylindrical  shells. 

The  Elephant  boiler,  Fig.  895,  has 
three  small  cylindrical  shells,  connected 
by  tubes  to  the  boiler  proper  above. 
Tlie  products  of  combustion  first  pass 
around  the  small  cylinders,  return  to 
the  front  by  a  flue  on  one  side  of  the 
boiler  proper,  and  pass  to  the  chimney 
through  a  flu^  on  the  other  side.  (For 
an  account  of  a  very  thorough  trial  of 
these  boilers,  see  the  "iktlletin  de  la 
Sod^t^  Industrielle  de  Mulhouse,''  1875, 
an  excellent  abstract  of  which  is  con- 
tained in  Engineering^  xxi.) 

On  pages  208  to  205  are  the  results  of 
experiments  with  several  of  the  boilers 
that  have  been  described. 

SetHnff  Boilers. — In  a  majority  of  in- 
stances, the  stationary  boilers  in  use  in 
this  country  are  cylindrical,  flue,  tubu- 
Ur,  or  sectional,  set  in  brickwork.    Some  notes  in  relation  to  the  setting  and  fittings  are  appended. 

The  irons  usually  employed  in  setting  a  boiler  in  brickwork  are:  The  front,  tie-bolts,  bearing-bars, 
grate-bars,  supports,  damper,  connection,  and  chimney-doors. 

The  fcont,  shown  in  Figs.  897  and  400,  should  be  made  high  enough  to  extend  above  the  top  of 
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the  boiler,  so  that  the  side-walls  and  back  can  also  be  built  up  and  the  boiler  covered  on  top.  For 
the  sake  of  cheapening  the  price  of  the  fixtures,  some  boiler-makers  furnish  a  low  front,  so  that, 
when  the  boiler  is  set,  the  top  is  left  uncovered.    Although  this  plan  reduces  the  cost  of  the  fixtures 


400. 
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409. 


and  setting,  it  Is  the  dearest  in  the  long  run,  since  there  is  a  great  loss  of  heat  by  radiation  from  the 
nncofvered  portion  of  the  boiler. 

The  supports  for  the  boiler  may  be  of  two  kinds,  a  single  support  at  the  end  for  a  boiler  of 
ordinary  length,  and  intermediate  supports  for  a  long  boiler.  The  best  form  of  support  for  the  end 
of  a  boiler  is  shown  in  Figs.  898,  399,  401,  and  402.    The  boiler  rests  on  a  cast-iron  saddle,  B, 
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which  is  supported  on  rollers,  C,  the  Utter  restiog  on  a  plate,  2),  on  the  brickwork.  By  this  ar- 
nuu^ement  the  boiler  is  free  to  expand  and  contract  under  changes  of  temperature.  Sometimes  the 
boiler  is  supported  by  lugs,  D,  Fig.  398,  anchored  in  the  side-walls ;  but  this  should  only  be  done  in 
the  case  of  very  short  tubular  boilers,  and  the  roller  support  is  preferable  for  every  case.  Very 
long  boilers  require  to  be  supported  at  intermediate  points.  This  is  commonly  done  by  means  of 
suspension-rods,  which  can  be  adjusted  by  nuts,  but  this  practice  is  by  no  means  commendable. 
When  a  fire  is  made  under  a  long  boiler,  the  bottom  becomes  more  highly  heated  than  the  upper 
portion,  so  that  the  boiler  tends  to  take  a  curved  form.  If  rigid  suspension-rods  are  used,  this  carv- 
ing is  prevented,  and  in  many  cases  fracture  occurs,  or  the  boiler  is  said  to  break  its  back.  Mr. 
Head,  an  English  engineer,  has  devised  a  form  of  suspension-rod,  which  is  easily  constructed  and 
effective.  This  is  represented  in  Fig.  402.  The  suspension-rods,  E^  are  attached  to  a  plate,  D,  on 
the  boiler,  and,  instead  of  being  rigidly  secured  by  nuts  to  the  guard,  F^  have  stiff  volute  springs,  O^ 
which  keep  the  boiler  in  proper  position  when  cold,  the  rods  having  lugs,  e^  to  check  the  action  of 
the  springs  at  the  proper  point.  Of  course,  when  the  boiler  is  heated,  the  springs  will  allow  it  to  be 
drawn  down,  and  it  will  return  to  its  normal  position  when  cooled.  If  the  weight  of  water  in  the 
boiler  is  considerable,  suspension  from  the  top  might  produce  distortion  of  the  circular  form ;  and 
to  counteract  this,  a  piece  of  angle-iron,  H^  may  be  secured  within  the  boiler. 

Tie-bolts  are  often  used  to  connect  the  two  side-walls.  The  ordinary  form  is  represented  in  Fig. 
403,  the  bolts  passing  through  castings,  B,  which  act  as  large  washers. 

The  damper  is  generally  a  slide,  as  shown  at  E^  fig.  399,  which  is  placed  at  the  junction  of  the 
back  connection  or  connectinc-flue  with  the  chimney.  Openings  should  be  left  large  enough  to  po*- 
mit  a  person  to  enter  the  back  connection  and  chimney,  and  these  are  closed  by  the  connection  -and 
chinmey-doors. 

The  bearing-bars  are  the  supports  of  the  grate-bars.  The  front-bearer  is  often  cast  on  the 
front,  or  bolted  to  it,  and  the  back-bearer  is  laid  on  the  bridge-wall  In  the  case  of  long  grates,  an 
intermediate  bearer  is  required,  which  is  anchored  in  the  side-walls,  and  supported  in  the  middle 
on  bricks,  if  the  grate  is  also  very  wide.  It  is  better,  however,  instead  of  using  one  wide  furnace,  to 
divide  it  by  walls  or  arches  into  several  narrow  ones,  both  for  convenience  and  economy  in  firing. 
Wide  furnaces  have  sometimes  been  divided  in  this  manner,  after  the  boilers  were  set,  producing  a 
considerable  gain  of  efficiency.  The  arrangement  of  the  boiler  front  fixes  the  position  of  the  gratea, 
or  their  distance  below  the  boiler.  There  is  not  a  great  deal  of  difference  in  the  practice  of  boiler- 
makers,  with  respect  to  this  distance,  which  is  usually  between  18  and  24  inches— generally  nearer 
the  former  figure. 

It  is  obvious  that  the  iron  front  can  be  dispensed  with,  if  desired,  and  the  boiler  sustained  cm, 
brickwork  alone.  This  is  quite  frequently  done,  but  the  plan  does  not  appear  to  possess  any  special 
advantages,  since,  if  the  setting  is  properly  performed,  it  will  be  quite  as  expensive  as  if  the  iron 
front  were  used. 

The  general  arrangement  of  setting  for  a  plun  cylinder-boiler  is  shown  in  Figs.  897,  898,  and  899, 
and  calls  for  little  remark.  In  the  engravings,  the  top  of  the  boiler  is  covered  with  brickwork ; 
but  it  is  a  very  common  plan  to  run  up  the  walls  to  a  sufficient  height,  and  fill  in  the  space  with  drr 
earth  or  sand.  Whichever  course  is  pursued,  the  brickwork  should  be  carried  up  high  enough 
around  the  boiler  to  make  a  tight  joint,  so  that  none  of  the  heated  gases  can  escape.  It  will  be 
seen  that  an  arch  is  turned  to  form  the  bridge-walL  This,  however,  is  a  matter  of  no  impor- 
tance ;  and  if  it  is  more  convenient,  a  horizontal  bridge-wall  can  be  built,  care  being  taken  to  leave 
the  proper  opening  between  the  wall  and  the  boiler  for  the  passage  of  the  products  of  combustion. 
An  average  value  for  the  proper  area  over  bridge-wall  is  three-twentieths  of  the  area  of  the  grates  ; 
and  though  in  practice  this  area  is  very  differently  adjusted  by  different  masons,  the  best  results  are 
obtained  when  the  area  is  an  approximation  to  the  figure  given  above. 

In  the  engraving  the  grate-bars  are  set  level  They  are  frequently  dropped  a  little  at  the  back, 
on  account  of  some  supposed  advantage  in  firing.  There  is  no  objection  to  this  practice,  and  it  is 
extremely  doubtful  whether  any  benefit  is  derived  from  it.  It  will  be  seen  that  the  front  is  secured  to 
the  brickwork  by  bolts,  which  are  built  into  the  wall,  with  laige  washers  on  the  ends.  The  boiler- 
front,  the  side-walls,  and  the  bridge-walls,  should  be  lined  with  fire-brick  set  in  fire-clay.  If  any  pipes 
are  brought  from  the  boiler  through  the  brickwork,  openings  should  be  made  for  them,  closed  with 
iron  doors,  so  that  they  shall  be  readily  accessible  for  examination  and  repairs.  It  is  better,  how- 
ever, to  attach  the  pipes  to  the  front  or  back  of  the  boiler,  where  they  need  not  be  built  in. 

The  setting  suitable  for  a  tubular  or  flue  boiler  is  shown  in  Figs.  400  and  401.  Here  the  products 
of  combustion,  instead  of  passing  from  the  back-connection  to  the  chimney,  return  through  the  tubes 
or  flues  to  the  front-connection,  A^  and  thence  pass  to  the  chimney  by  the  flue,  E, 

In  Fig.  403  is  shown  the  manner  of  setting  a  boiler  in  brickwork,  with  double  walls  and  an  air- 
space, J,  between,  to  prevent  loss  of  heat  from  radiation.  It  is  much  more  expensive  thau  the 
ordinary  setting,  and  must  be  done  with  great  care  to  make  solid  and  stable  walls. 

The  chimney  may  be  constructed  either  of  iron  or  brickwork,  and  made  as  high  as  is  convenient. 
It  should  be  at  least  from  40  to  60  feet,  for  good  effect  with  natural  draught,  and  can,  of  course, 
have  its  height  increased  to  advantage.  It  is  well  to  make  the  chimney  with  the  same  internal 
cross-section  throughout,  with  a  circular  rather  than  a  square  or  rectangular  section,  and  with  a 
smooth  interior.  For  a  square  or  rectangular  chimney,  make  the  section  at  least  .17  and  for  a 
round  chimney  .13,  of  the  grate-surface;  and  there  is  no  harm  in  making  it  larger,  since  its  sec- 
tion can  easily  be  regulated  by  the  use  of  the  damper. 

Where  one  chimney  is  used  in  common  by  two  or  more  boilers,  the  flue  from  each  should  ba 
continued  for  some  little  distance  into  the  chimney,  or  else  there  should  be  a  flue  of  large  dimen- 
sions connected  with  the  chimney,  into  which  all  the  other  flues  discharge  in  such  a  manner  as  to 
prevent  the  interference  of  the  products  of  combustion  from  the  several  boilers. 
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f^tmatea  for  Sawdtut. — ^Furnaces  in  which  sawdust  is  to  be  used  as  fuel  are  represented  in  Figs. 
40S  and  404.  The  boiler  should  be  quite  short,  and  the  grate-surface  should  be  about  twice  as 
large  as  for  coaL  Cone-grates,  of  cast-iron,  as  shown  in  the  figures,  are  used.  The  furnace  should 
be  set  back  some  distance  from  the  front,  as  shown  in  Fig.  404,  leaving  a  flat  plate,  on  which  the 
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sawdust  is  first  piled,  and  gradually  pushed  upon  the  fire.  It  is  generally  well  to  have  at  least  two 
distinct  furnaces,  which  can  be  fired  alternately.  It  is  also  necessary  to  hare  a  high  chimney  or  a 
forced  draught. 

There  are  seTcral  spedal  forms  of  furnace  for  burning  waste  material,  such  as  sawdust  and 
wet  spent  tan.    One  of  the  best  designs,  as  constructed  by  Mr.  J.  B.  Hoyt,  is  shown  in  Fig.  406. 


The  fomaoe,  or  oven,  as  it  is  called,  is  near  but  not  under  the  boiler,  and  the  fuel  is  fed  into  the 
foraaoe  from  above,  through  holes,  which  are  always  covered  with  tan  when  the  furnace  is  in  oper- 
ation. The  question  of  the  efficiency  of  furnaces  using  wet  spent  tan  as  fuel  has  been  the  source  of 
extensive  litigation  in  the  courts,  the  voluminous  testimony  that  was  taken,  however,  consisting 
principally  of  theories  which  a  few  simple  experiments  have  overthrown.    The  most  reliable  infor- 

40«. 


matloii  about  the  performance  and  relative  merits  of  detached  furnaces  for  burning  refuse  material 
is  to  be  found  in  the  **  Report  of  Theron  Skeei,  C.  E.,  on  the  Comparative  Economies  of  Burning 
Wei  Spent  Tan  by  Various  Detached  Furnaces.*'  A  summaiy  of  the  results  obtained  by  Mr.  Skeel 
bappoided. 
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The  detached  furnace  has  also  been  applied,  by  Mr.  Hoyt,  to  the  combustion  of  bituminous  ooal, 
as  illustrated  in  Figs.  406, 407.  FFFtLve  the  feed-holes  for  supplying  coal.  The  f umace-door,  D, 
is  only  used  to  admit  air  through  small  holes,  and  to  haul  the  fire,  or  clean  it  when  necessary.  It 
will  be  seen  that  the  walls  surrounding  the  boiler  and  oven  are  hollow,  and  the  air  is  drawn  through 
the  hollow  spaces  into  the  furnace  through  the  small  holes  shown  in  the  fimires.  >9  /S  are  shelves  on 
which  coal  is  placed  before  being  pushed  into  the  oven.  For  some  results  from  experiments  with 
this  furnace,  see  page  206.    Straw-burning  furnaces  are  noticed  under  Engines,  Steam,  Portable,  etc 

There  are  processes  in  use  by  which 
*®^*  coal  dust  is  burned  directly,  either 

by  injecting  it  into  the  furnace 
mixed  with  air,  over  an  incandes- 
cent bed  of  coals,  or  by  the  aid 
of  a  steam  or  air  blast  in  the 
ash-pit.  There  are  also  patents  for 
forming  solid  blocks  from  coal 
dust  by  pressure  and  the  adnuxture 
of  products  which  make  the  par- 
ticles adhere.    It  has  been  stated 
that,  if  ooal  of  good  quality  is 
reduced  to  powder,  and  bunied 
by  the  first  process  noted  above, 
more  economical  results  will  be 
obtained  than  by  its  use  in  the  or- 
dinary  manner  in  the  lump  state. 
This  view,  however,  does  not  seem 
to  be  confirmed  by  experiment, 
'    but,  on  the  contrary,  the  ordinary 
method  of  combustion  appears  to 
be  the  most  economical      (See 
Engineering  and  Joining  Joumalj  xxi.,  and  the  "  Report  of  the  Chief  of  the  Bureau  of  Steam  Engi- 
neering," 1876.)    Still,  the  process  can  be  successfully  applied  to  the  combustion  of  dust,  but,  whether 
or  not  more  economically  than  the  second  process  alluded  to,  can  only  be  determined  by  experiment 
For  manufacture  of  coal  dust  into  blocks  see  the  Journal  of  the  Franklin  InMuie,  February,  1874, 
Van  Nostrand*8  EcUetie  Engineering  Magazine^  April,  1874,  and  Engineering^  September  2,  1870. 
See  also  "Reports  and  Awards,  Group  I.,  International  Exhibition,  1876,"  which  contains  descrip- 
tions, by  Frederick  Prime,  Jr.,  of  the  various  patent  fuel  processes  exhibited. 

Mr.  John  E.  Wooten  has  devised  a  method  of  burning  anthracite  coal  dust  without  previous  prepa- 
ration. The  furnace-grate  has  such  small  air-spaces  as  to  prevent  the  coal  dust  falling  through  in  any 
great  quantity.    A  forced  draught  is  supplied  through  a  blast-pipe  into  a  closed  ash-pit    A  stetm 
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bWweris  used  to  produce  the  blast,  oonsiflting  of  a  steam-pipe  with  a  discharge  orifice  about  one-tenth 
of  an  inch  in  <tiameier,  discharging  into  the  blast-pipe,  which  is  open  to  the  air  at  the  outer  end. 

Aatomatic  arrangeinents  for  supplying  coal  to  furnaces  are  sometimes  employed.  Smith's  Auto- 
matic Stoker,  one  of  the  most  recent  forms,  is  shown  in  Fig.  408.  The  coal  is  supplied  to  a  hopper, 
fromwWch  it  falls  into  a  revolving  crusher,  and  ^^ 

is  broken  to  the  proper  size.  It  is  dropped  upon 
reTol?ing  dbks,  furnished  with  fans,  which  throw 
the  fod  into  the  furnace,  and  distribute  it  evenly. 
The  grate-bars  are  so  arranged  that  they  can  be 
moT^  by  a  handle,  as  occasion  requires,  in  or- 
#  der  to  keep  the  fire  bright. 

A  general  description  of  mechanical  stokers 
may  be  fomid  in  the  "  Transactions  of  the  So- 
ciety of  Engineers,"  1877,  and  "Proceedings  of 
the  Institution  of  Mechanical  Engineers,"  1869. 
For  an  account  of  English  practice  in  setting 
boilers,  see  Engineering^  xxi.,  xxii 

Qtat^^Hxn  for  boiler-fumaeea  are  ordinarily 
constructed  of  cast-iron,  and  should  have  open- 
ings for  the  admission  of  air  equivalent  to  at 
least  .87  of  their  surface.  Figs.  409,  410,  rep- 
resent two  forms  of  bar  in  common  use,  both 
of  which  are  designed  to  be  free  from  any  ten- 
dency to  warp,  the  first  on  account  of  its  peculiar 
shape,  and  the  second  by  reason  of  the  inter- 
lockii^  arrangement,  which  is  clearly  shown  in 
the  figure.  Water-grates,  consisting  of  pipes 
throogfa  which  water  circulates,  are  sometimes 
employed,  and  grates  of  fire-brick  have  been 
08^  in  special  instances. 

In  burning  coal,  it  is  usually  found  desirable, 
ts  has  alretuiy  been  noticed,  to  admit  some  of 
the  air  necessary  for  combustion  above  the  fire. 
It  is  generally  admitted  through  holes  in  the 
furnace-door ;  and  sometimes,  for  the  purpose 
of  effecting  more  thorough  mixture,  the  air  is 
forced  through  the  holes  in  small  jets,  mingled 
with  steam.  Prideaux*s  furnace-door  is  arranged 
so  as  to  admit  a  varying  amount  of  air,  great- 
est after  a  fresh  supply  of  coal  is  put  into  the 
furnace,  and  gradually  diminishing  as  the  coal 
becomes  ignited.  In  the  "Sixth  Annual  Report 
of  the  Cincinnati  Exposition,"  there  are  descrip- 
tions of  several  special  forms  of  furnace-doors, 
and  accounts  of  experiments  made  with  them. 

Feed-WaUr  Heaters. — If  the  products  of  combustion,  after  leaving  the  boiler,  escape  directly  into 
the  chimney,  they  must  pass  off  at  the  temperature  of  the  steam  in  the  boiler,  at  least.  By  causing 
them  to  circulate  around  tubes  or  cylinders  through  which  the  feed-water  is  forced  on  its  way  to  the 
boiler,  their  temperature  can  be  lowered,  and  the  heat  utilized  in  increasing  the  temperature  of  the 
water.  By  the  aid  of  the  table  on  page  167  the  gain  by  the  use  of  heaters  in  the  chimney,  or  fuel- 
economizers,  as  they  are  frequently  called,  can  be  calculated  for  any  given  case.  Suppose,  for  exam- 
ple, ^t  on  adding  fuel-economizers  the  temperature  of  the  feed  is  increased  from  60°  to  180% 
the  pressure  under  which  evaporation  takes  place  being  80  lbs.,  the  evaporation  per  pound  of  fuel  will 
be  increased  in  the  ratio  of  1.189  to  1.07,  or  about  11  per  cent  It  is  to  be  remembered  that  as  the 
addition  of  a  fuel-economizer  reduces  the  temperature  of  the  products  of  combustion,  the  tendency 
is  to  diminish  the  draught  so  that  a  high  chimney  or  a  forced  draught  may  be  necessary.  In  practice 
a  high  chimney  is  generally  employed,  and  the  economizer  is  of  considerable  dimensions,  witii  more 
heating  surface  than  that  of  the  boiler. 

The  term  feed-water  heater,  as  ordinarily  used,  is  applied  to  arrangements  such  as  coils  or  clusters 
of  pipes,  and  cylinders,  in  which  the  feed-water  is  heated  by  the  exhaust  steam  from  a  non-condens- 
ing engine.  It  is  desirable  that  the  passage  of  the  steam  should  be  obstructed  as  little  as  possible, 
flo  as  to  avoid  increasing  the  back  pressure,  while  at  the  same  time  its  heat  should  be  imparted  thor- 
oughly to  the  water.  Heaters  may  either  be  open,  as  when  the  exhaust  steam  comes  in  direct  con- 
tact with  the  feed-water,  or  the  water  may  be  forced  through  pipes  which  act  as  heating  surfaces, 
being  heated  by  contact  with  the  steam.  With  the  former  style,  the  feed-water  must  be  drawn  from 
the  heater  by  the  pump,  which  must  thus  force  hot  water,  while  with  the  latter  cold  water  can  be 
forced  by  the  pump  into  the  heater,  and  there  heated,  on  its  way  to  the  boiler. 

Some  forms  of  heaters  are  intended  to  purify  the  water  as  well  as  heat  it  by  the  use  of  a  series 
of  shelves  or  shallow  basins,  in  which  the  solid  material  will  be  deposited  as  the  temperature  of  the 

^•^ismcreased. 

All  natural  waters  hold  various  solid  matters  in  solution  or  suspension ;  when  in  the  latter  state, 

they  adnut  of  being  removed  by  filtration ;  but  no  system  of  filtration,  on  a  scale  suflSciently  large 

to  npply  a  modeimte-sised  steam-engine  at  a  light  expense,  has  yet  come  into  practical  use.    How- 
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ever,  it  occurred  to  an  inventor  several  years  ago  to  hit  upon  a  very  simple  and  e£Fectual  substitute. 
And  that  was,  instead  of  separating  the  water  from  the  dirt,  before  passing  it  into  the  boiler,  to  sepa- 
rate and  collect  the  dirt  from  the  water,  after  it  is  in  the  boiler,  by  means  of  a  series  of  vessels, 
shelves,  or  trays,  placed  up  and  down  the  boiler,  constituting,  in  fact,  so  many  portions  of  what 
collectively  might  be  considered  a  substitute  for  a  false  bottom,  upon  or  into  which  all  the  matters 
held  in  suspension  are  deposited.  This,  in  fact,  is  the  whole  of  the  principle  of  Mr.  Anthony  Scott^s 
patent  of  1827,  which  has  been  so  frequently  repatented  and  reregistered  since  that  time,  like  many 
bad  copies  of  good  pictures,  some  of  them  so  very  bad  that  the  patentee,  if  he  were  living,  would 
not  know  that  they  were  even  meant  for  imitations. 

These  sediment  vessels  operate  much  after  the  same  manner  as  certain  quiet  or  still  places  do  along 
the  banks  of  rivers,  in  causing  sand  or  mud  to  accumulate  in  them ;  making  so  many  places  of 
shelter,  where  any  movable  matters  being  accidentally  deposited,  they  remain  free  from  agitation  and 
not  disposed  to  move  out.  In  a  boiler  containing'^/tTi^  water,  of  course  the  same  principle  pre- 
vails, the  steam  rising  from  the  boiler-bottom — the  sole  cause  of  ebullition  in  all  cases — being  the 
agitating  agent  In  fact,  the  water  never  boils  within  the  internal  vessel  or  sediment  receiver,  how- 
ever  violently  it  may  boil  externally ;  and  the  more  violently  the  water  boils,  the  more  rapidly  the 
internal  vessel  collects  all  loose  sediment  floating  about  in  the  water.  Exceptmg  for  calcareous  in- 
crustations, the  process  was  perfectly  successful  in  keeping  a  boiler  clean.  The  only  difficulty  in  its 
practical  application  was  liability  to  neglect  in  cleaning  out  the  collectors  themselves  when  they  got 
filled  with  deposit,  and  the  necessity  of  emptying  the  boiler  for  that  purpose. 

For  the  above  reasons  it  appeared  desirable  to  the  patentee  to  have  his  cleansing  apparatus  made 
self-acting,  that  is,  to  clean  itself  out,  without  interruption  to  the  working  of  the  engine,  or  letting 
down  the  steam ;  which  improvement  R.  Armstrong  effected  in  1829,  when  the  first  complete  boiler- 
eleansing  machine  was  executed  and  applied  to  a  boiler  at  the  calico-printing  works  of  Messrs.  Thomas 
Marsland  &  Son,  in  Stockport,  who  afterward  had  fifteen  boilers  so  fitted.  Since  the  above  period 
they  have  continued  in  general  use  in  Lancashire. 

The  general  form  of  this  apparatus  is  shown  by  Fig.  411.  Many  hundreds  have  been  made  and 
adapted  to  various  kinds  of  boilers,  including  those  of  railway  locomotives  and  steamboats.  In  the 
last-mentioned  cases,  and  in  all  cases  where  there  is  no  fire  under  the  boiler-bottom,  they  are,  gener- 
ally speaking,  unnecessary,  except  for  the  purpose  of  preventing  priming,  which  they  most  effectually 
do  when  that  arises  from  dirty  water.  For  this  purpose  the  upper  conical-shaped  vessel  is  made 
with  the  narrow  collecting  apertures  adjusted  partly  above  and  partly  below  the  surface  of  the  water. 
In  this  way  it  is  used  by  opening  the  valve  at  the  end  of  the  boiler,  and  putting  the  handle  of  the 
agitator  in  motion  for  half  a  minute,  by  which  the  contents  of  the  receiver  at  the  bottom  of  the 
boiler  are  discharged  upward  through  the  pipe  on  the  right  hand.    This  operation  creates  a  current, 


412. 


Scale. — {  Inch  =  1  foot 
LoDgitadmal  Section  and  Elevation  of  Oollectors. 

which  draws  all  the  scum  and  froth  that  cause  the  priming  from  all  parts  of  the  water  surface  into 
the  collecting  vessel  and  down  into  the  receiver,  whence  they  are  discharged  to  the  outside  of  the 
boiler  by  a  repetition  of  the  process. 

By  thus  skimming  the  dirt  from  the  top  of  the  water,  dean,  dry  steam  is  supplied  to  the  cylinder 
of  an  engine  instead  of  a  mixture  of  steam  and  dirty  water,  causing,  in  ordinary  cases,  such  great 
waste  of  power  by  friction  on  the  piston  and  piston-rod,  and  unnecessary  consumption  of  tallow. 

A  modem  device  of  the  same  general  character  is  shown  in  Fig.  412.  The  impurities  in  the  water 
are  drawn  through  the  bell-mouthed  orifices  into  the  reservoir  without  the  boiler,  where  they  settle, 
and  can  be  discharged  from  time  to  time  into  a  barrel  placed  at  the  side  of  the  boiler.  The  up-flow 
pipe  is  placed  where  the  water  is  presumably  the  hottest,  and  the  down-flow  pipe,  from  the  outside 
reservoir,  discharges  at  the  back  end  of  the  boiler.  Bell-shaped  mouth-pieces  are  used  so  that  a 
water-circulation  will  take  place  through  the  apparatus  near  the  surface  of  the  water,  with  considerable 
variations  in  the  water-level. 

In  the  case  of  the  water  of  the  ocean,  there  is  no  practical  plan  of  rendering  the  water  pure  be- 
fore forcing  it  into  the  boiler ;  and  where  fresh  water  is  not  used  as  feed,  it  is  necessary  to  blow  off 
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i  of  the  water  to  prevent  it  from  becoming  too  highly  saturated.  Blowing  off  is  sometimes  per- 
formed at  intervals  from  the  bottom  of  the  boiler,  but  the  better  practice  is  to  maintain  a  continuous 
blow-off  near  the  upper  surface  of  the  water  in  the  boiler. 

Lamb''$  Biovt-off  Apparatm. — ^In  this  apparatus  the  mouth  of  the  blow-off  pipe  within  the  boiler  is 
rituated  near  the  water-level,  whereby  it  catches  and  removes  from  the  boiler  the  particles  of  impal- 
pable matter,  which,  by  their  subsidence  on  the  flues,  occasion  scale. 

Mr.  Lamb  attaches  a  valve  to  the  mouth  of  the  blow-off  pipe,  regulated  by  a  float,  with  the  view 
of  preventing  the  steam  from  blowing  off  when  the  water  has  subsided  below  the  said  mouth,  which 
is  situated  about  12  inches  beneath  the  average  water-line.  The  float  is  made  of  copper,  of  the  form 
of  an  oblate  spheroid,  with  a  tube  passing  through  it  for  the  reception  of  a  spindle,  the  position  of 
which  in  reference  to  the  float  is  regulated  by  nuts  above  and  below  the  float,  which  connect  with 
gcrew-threads  cut  upon  the  spindle.  The  valve  resembles  a  flute-key.  The  lower  end  of  the  spindle 
is  attached  to  the  valve-arm,  so  as  to  enable  the  float  to  exert  a  greater  power,  and  the  upper  end  of 
the  spindle  moves  in  a  guide  attached  to  any  convenient  part  of  the  boiler.  By  this  apparatus  the 
operation  of  blowing  off  is  continuously  performed ;  but  when  the  salt-gauge  shows  that  the  quan- 
tity of  water  blown  off  is  either  needlessly  great  or  insufficient,  the  position  of  the  feed-cock  is 
altered  so  as  to  give  a  diminished  or  increased  supply.  When  more  feed-water  is  admitted,  the  float 
upon  the  surface  of  the  water  opens  the  blow-off  valve  more  widely,  and  permits  a  larger  quantity 
of  water  to  be  blown  out ;  and,  when  less  feed-water  is  admitted,  the  contrary  effect  is  produced.  The 
operation  of  the  float,  therefore,  is  to  maintain  the  water  at  a  uniform  level,  and  also  to  preserve  the 
water  within  the  boiler  at  a  uniform  density  so  soon  as  the  right  position  of  the  feed-cock  is  ascer- 
tained. In  boilers  which  are  thus  worked,  or  to  which  brine-pumps  or  any  continuous  blow-off  con- 
trivancea  are  applied,  an  efficient  salt-gauge  is  indispensable,  as  there  can  otherwise  be  no  intimation 
of  the  accidental  interruption  of  the  operation,  and  much  mischief  may  be  the  result.    In  the  ordi- 

iia.  41A. 


nary  way  of  blowing  off,  where  the  engineer  keeps  the  blow-off  cocks  open  until  the  water-level  has 
descended  any  given  number  of  inches,  it  is  certain  that,  if  the  water-level  descends,  a  certain  volume 
of  super-salted  water  has  been  ejected ;  unless,  indeed,  as  has  sometimes  happened  where  there  is  a 
difference  of  pressure  in  the  different  boilers,  one  boiler  has  discharged  its  contents  into  the  other 
when  all  the  blow-off  cocks  are  opened  at  once.    But  in  the  ordinary  operation  of  blowing  off  one 
boiler  at  a  time,  a  determinable  quantity  of  water  is  expelled  by  blowing  out  at  determinate  intervals 
with  a  certainty  which  leaves  nothing  to  the  chances  of  acci- 
dental derangement,  and  which  the  use  of  the  salt-gauge  in  415. 
the  case  of  boilers  fitted  with  any  description  of  continuous 
blow-off  is  indispensable  to  insure. 

Covering  Boilers. — ^Internally  fired  boilers,  by  which  term 
it  la  intended  to  designate  those  boilers  in  which  the  products 
of  eombustion  are  only  in  contact  with  boiler-heating  surfaces 
on  their  passage  to  the  chimney,  are  generally  protected  from 
Io83  of  beat  by  radiation  by  being  covered  with  felting,  plas- 
ter, straw,  or  some  other  material  that  is  not  a  good  con- 
ductor. Experiments  41,  42,  page  204,  show  the  advantage 
of  the  covering,  in  the  case  of  a  small  boiler  in  an  open 
shed.  Figs.  413  to  415  represent  two  varieties  of  covering 
for  boilers  and  steam-pipes.  The  Chalmers-Spence  covering, 
Uga.  413  and  414,  consists  of  two  coatings  of  asbestos  ce- 
ment separated  by  means  of  wire  cloth,  so  as  to  form  an  air- 
space, and  the  arrangement  of  H.  W.  Johns's  covering,  Fig. 
416,  will  be  evident  from  inspection.  An  account  of  some 
experiments,  by  J.  C.  Hoadley,  on  the  economic  effect  of 

ai^ving  the  Chalmers-Spence  covering  to  a  boiler  of  the  locomotive  type,  was  published  in 
the  Journal  of  the  Franklin  Intlii-ute^  April,  1877.  The  following  is  a  summary  of  the  results 
obtained: 
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Eeanomie  Effed  of  apj^ying  (he  Chalmen-Spenee  Covering. 


runssuxs  or  steam,  nr  ponnM  pkb  squaxb  inch,  abovb 
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IfOlo 
110. 
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100. 

100  to 
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•0. 
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Bado  of  nuUatloQ  from  corerod  to  radla-  1 

18.T 
5.8 

48.2 

18.8 
0.8 

40.4 

12.9 
5.7 

44.8 

12.8 
6.7 

44.8 

11. 
4.9 

44.8 

10.7 
4.8 

40.6 

10.2 
4.8 

42.2 

11.8     10.6 
4.6       4.6 

40.       48.8 

Some  experiments  were  made  by  E.  Bumat,  in  1869,  to  determine  the  valne  of  various  materials  for 
coating  steam-pipes  (see  Journal  of  the  FraxUdin  InOUutey  March,  1876).  A  summary  of  his  results 
Is  contained  in  the  accompanying  table : 

Summar^  of  E.  Bwmatt  ExperimenU  on  Coating  for  SUam-Pipea. 


PeoBdiofSiMmat 
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•ra  irf  Btwm 
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»« 

jMratonoTOM 

OnoO^iM. 

DiCi^o. 

1 

2 

The  \mn  or  tinoorered  etst-lron 

22.081 
22.887 

0.006024 
0.001012 

2.874757 
0.961814 

The  etstiron  coated  with  commoo  ttimw,  thlckneM  of  oot-  i 
ering  1.2  Inch 

tore  of  kMuuy  earth  and  chopped  straw,  arooiid  which 

8 

were  woond  warps  of  common  straw,  there  being  an  an-    - 
nular  air-spaoe  between  the  cast-iron  and  the  pottery 

The  cast^inm  coated  with  coiton-waste,  one  inch  thtdc. . .'. . . 

22.887 

0.001184 

1.106075 

4 

22.887 

0.001466 

1.8S2682 

6 

The  cast-bon  coated  with  old  felt  treated  with  caoutchouc. . . 

28.867 

0.00166 

1.47S214 

6 

The  cast-iron  coated  with  M.  Pimont's  plastic  composition. . 

22.061 

0.001667 

1.674912 

7 

(the  coating  in  both  6  and  7  was  2.4  inches  thick) f 

28.266 

0.001688               1.450656 

Safefy'  Valim. — A  saf ety-yalve,  as  its  name  implies,  is  designed  to  prevent  undue  pressure  in  the 
boiler  to  which  it  is  attached — ^whence  the  ideal  valve  is  one  which  will  rise  as  soon  as  the  pressure 
at  which  it  is  set  is  attained,  will  prevent  the  pressure  increasing  if  the  boiler  is  forced  to  its  utmost 
extent,  and  will  close  promptly  as  soon  as  the  pressure  commences  to  fall.  It  may  well  be  doubted, 
in  the  light  of  experience,  whether  it  is  possible  to  design  a  valve  possessing  all  the  above  features ; 
but  they  can  be  closely  approximated,  as  will  appear. 

Before  describing  the  forms  and  proportions  of  valves  in  common  use,  it  may  be  well  to  consider 
questions  that  are  constantly  arising  in  the  practice  of  all  who  have  charge  of  steam-boilers,  viz : 

1.  To  find  the  pressure  per  square  inch  at  which  a  given  valve  will  open. 

2.  To  find  where  to  phice  the  weight  on  a  given  safety-valve,  so  that  it  shall  open  at  a  given  presa- 
ure  per  square  inch. 

8.  To  find  what  diameter  a  safety-valve  must  have,  all  the  other  parts  behig  known,  to  open  at  a 
given  steam-pressure. 

4.  To  find  the  amount  of  opening  afforded  by  a  valve  with  beveled  seat  for  any  lift. 

6.  To  find  the  diameter  of  a  valve  in  order  ^to  give  the  required  area  of  opening  for  a  speci- 
fied lift. 

These  problems  are  solved  by  the  aid  of  the  formulas  given  below : 

Hotaiion, 

8  =  pressure  of  steam,  in  pounds  per  square  inch. 
J)  =  diameter  of  valve,  in  inches. 
L  =  weight  of  lever,  in  pounds. 
V  =        "       valve,  " 

W  =        "        baU,  " 

/  =  distance  from  centre  of  gravity  of  lever  to  fulcrum,  in  inches. 
w=         "  "  «  ball  "  " 

/)=         "  "  "  valve         "  " 

A  =  area  of  opening,  in  square  inches,  for  given  lift. 
V  =  lift  of  valve,  in  inches. 
h  =  depth  of  valve-seat,  in  inches. 
a  =  angle  of  bevel  of  valve-seat,  or  inclination  to  a  vertical  line,  in  degrees. 

h  Fretture  ai  which  valve  vnll  open : 

Wx  to-{-Lx  l-^Vxp 
""         0.7864  XjD«x/> 
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1  PotUkm  of  weight: 


0.19HXJ>*XSXp-I'Xl-VXp 


t  DianuUr  to  open  at  gwen  ttoam-preanare : 


W 


p^,/(WXw  +  LXl+VXp\ 
Y  \       0.18U  XSXp        ) 
i  Axta  of  opening  for  given  Uft: 

(a.)  For  a  lift  less  than  depth  of  seat : 

A  =  8.1416  X  [-D  X  tr  X  sin.  a  +  w*  X  (sm.  a)«  X  cos.  a]. 
(6.)  For  a  lift  greater  than  depth  of  seat : 

^  =  8.1416  X  [2>  X  Ax  wn-a  +  A*  X  (sin.  of  X  C08.a  +  i> X  (»-A)]. 

B.  LioBmeUrfwr  given  opening  and  Uft: 
(a.)  For  a  lift  less  than  depth  of  seat: 


D  = 


A  -  8.1416  X  ty»X(8in.  a)«  X  cos,  a 


8.1416  X  V  X  sin.  a 
((.)  For  a  lift  greater  than  depth  of  seat : 

jy_^-  8  l^^g  X  A*  X  (sin,  a)*  X  cos,  a 
"      8.1416  X  (A  X  sin.  a+v  —  A) 
The  fdlowing  table  will  be  found  useful  in  connection  with  the  last  two  roles,  and  examples  ilhia- 
tntmg  the  application  of  the  formulas  are  appended : 


ANQLB. 
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OodM. 
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She. 

OlMfaM. 
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SfaM. 

OodM. 
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«!• 
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41* 

.606 

.700 

ft- 

.858 

.984 

82* 

MO 

.848 

42* 

.669 

.748 

22* 

-875 
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88* 
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.889 

48- 

.682 

.781 

«• 

J91 

.921 

84* 

.059 

.829 

440 

.695 

.719 

»4* 

.407 

.914 

86* 

.074 

.819 

45« 

.707 

.707 

«y 

.428 

.90S 

86* 

.es8 

.809 

46" 

.719 

.690 

«• 

.488 

.809 

87* 

.602 

.799 

47* 

.781 

.682 

«7- 

.4M 

.991 

88* 

.616 

.788 

48- 

.748 

.669 

»• 

.4S9 

4iS8 

89* 

.029 

.777 

49* 

.700 

.606 

»• 

Asa 

J75 

40' 

.648 

.766 

00- 

.766 

.618 

»• 

.000 

.86S 

Ezan^lfUi, — 1.  A  giren  safety-yalTC  has  a  weight  of  50  lbs.  24  inches  from  the  fulcrum,  the  lever 
vcigiis  6  lbs.,  and  its  centre  of  gravity  is  15  inches  from  the  fulcrum ;  the  weight  of  the  valve  is  2 
IbL,  and  its  centre  is  4  inches  from  the  fulcrum.  The  diameter  of  the  valve  is  2  inches.  At  what 
preirare  will  tho  valve  begin  to  rise  ? 

50X24  +  6Xlg  +  2X4  ^  ^^3  ^3  ^^  ^^  ^^  ,^^ 
0.7854  X(2)«X  4 
1  Hie  ball  of  a  safetj-valve  weighs  100  lbs.,  the  lever  weighs  10  lbs.,  the  valve  weighs  2  lbs., 
tod  hu  a  diameter  of  3  inches.  The  distance  of  the  centre  of  gravity  of  the  lever  from  the  f ul- 
cram  is  26  inches,  and  the  distance  of  the  centre  of  the  valve  from  the  fulcrum  is  6  inches.  How 
far  from  the  fulcrum  must  the  valve  be  placed,  in  order  that  the  valve  may  open  at  a  pressure  of 
100  lbs.? 

0.7854  X(8rX  100X5- 10X26- 2X5  ^  3^  ^5  .^^^ 

100 

t.  Weight  of  ball,  60  lbs. ;  lever,  7  lbs. ;  valve,  8  lbs.  Distances  from  fulcrum :  ball,  80  inches ; 
ttitre  of  gravi^  of  lever,  16  inches;  centre  of  valve,  8  inches.  Pressure  of  steam,  70  lbs.  per 
■qoaie  inch.    What  should  be  the  diameter  of  the  valve  ? 


y    \         0.7864X70X8         / 


r  X  70  X  8 

4.  The  diameter  of  a  safety-valve  is  2^  inches,  the  seat  is  three-eighths  of  an  inch  deep,  and  has 
a  bevel  of  25  degrees.    What  is  the  area  of  opening,  for  a  lift  of  one-quarter  of  an  inch  ? 

8.1416  X  [2.5  X  0.25  X  0.428  +  (0.26)«  X  (0.428)*  X  0.906]  =  0.86  square  hiches. 

5.  The  diameter  of  a  valve  is  4  inches,  the  bevel  is  SO*",  and  the  depth  of  seat  one-quarter  of  an 
inch.    What  is  the  area  of  opening  for  a  lift  of  three-eighths  of  an  inch  ? 

1.1416  X  [4  X  0.26  X  0.574 -f  (0.25)»  X  (0.574)*  X  0.819 -f  4  X  (0.875  -  0.26)]  =  8.42  sq.  inches. 

6.  A  safety-valve  has  a  bevel  of  82*",  and  the  depth  of  seat  is  half  an  inch.    It  is  to  lift  three- 
cigMhi  of  an  inch,  and  give  an  opening  of  1^  square  inch.    What  should  be  its  diameter  t 

1.5  -  8.1416  X  (0.876)«  X  (0.68)«  X  0.848  ^  ^  ^3  ^^^ 
8.1416  X  0.875  X  0.58 
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7.  A  Bafety-Tftlre  has  a  berel  of  88  ""j  a  depth  of  seat  of  ono-quarter  inch,  and  is  required  to  giTO 
an  area  of  opening  of  2  inches,  with  a  lift  of  half  an  inch.    What  should  be  its  diameter  ? 
2-3.1416  X  (0.25)«  X  (0.546)«  X  0.839  _  j  ^j  j^^j^ 
8.1416  X  (0.26  X  0.645  +  0.6  —  0.26) 
Instead  of  weights,  springs  are  sometimes  employed  to  hold  down  safetj-valves.    The  calcula- 
tions, involving  merely  the  condition  that  the  valve  shall  open  at  a  given  pressure,  are  the  same  as 
those  previously  employed,  except  that  the  tension  of  the  spring  is  to  be  substituted  for  the  wd^t 
of  the  ball,  this  tension  being  first  determined  by  experiment.    Having  ascertained  the  dimensions 
of  a  spring  most  suitable  for  a  given  case,  it  is  easy  to  calculate  the  dimensions  of  a  spring  for 
any  other  case.    Knowing,  for  instance,  the  cross-section  of  a  spring  adapted  to  one  pressure  <m  the 
valve,  make  a  proportion,  thus  * 

Cross-section  of    .    Cros-ssection  of  ..   Pressure  on    ,     Pressure  on 
given  spring       *    required  spring    "    first  valve      *     second  valve. 
The  pitch  of  the  second  spring,  or  the  distanoe  from  the  centre  of  one  coil  to  the  centre  of 
the  next,  is  found  by  the  following  proportion : 

-ou^u  «#  tK*^u  ^t  (  Side  of  a  square  equal )       (  Side  of  a  square  equal 

criv^nl^Hncr    •    «^„^  Hnrinc  "i     m  area  to  soctioS      [i\     iu  area  to  scctioi 
given  spnng         reqmred  spring        |     of  first  spring  )       (     of  second  spring. 

Example. — It  is  a  common  practice  in  proportioning  the  parts  of  direct-loaded  spring  safety- 
yalves  to  use  a  spring  of  the  following  dimensions :  for  a  valve  8  inches  in  diameter  and  100  lbs. 
steam-pressure,  a  spring  made  of  square  steel,  having  a  cross-section  of  one  quarter  of  a  square 
inch,  and  a  pitch  of  one  inch,  the  side  of  a  square  equal  in  area  to  the  cross-section  being,  of 
course,  half  an  inch.  What  should  be  the  proportions  of  a  similar  spring  for  a  valve  5  inches  in 
diameter,  and  a  steam-pressure  of  60  lbs.  per  square  inch  ? 


Area  of  first  valve 7.07  indies. 

Multiply  by  steam-pressure 100 

Total  pressure  on  first  valve 707 

Area  of  second  valve. 19.64  inches. 

Multiply  by  steam-pressure 60 

Total  pressure  on  second  valve. 982 

To  find  cross-section  of  required  spring : 

0.25  :  cross-section  of  second  spring  ::  707  :  982. 
and,  by  the  rule  for  proportion,  the  product  of  the  two  extremes  (246.5),  divided  by  the  third  term 
(707),  will  give  the  second  term.    Now,  245.5  divided  by  707  is  0.84724  indi,  which  equals  cross- 
section  of  second  spring.    The  square  root  of  0.84724  is  0.589  -\-^  and  this  is  the  side  of  a  square 
equal  in  area  to  cross-section  of  second  spring. 
To  find  pitch  of  second  spring: 

1  :  pitch  of  second  spring  ::  0.5  :  0.589. 

Here  we  solve  the  problem  by  multiplying  1  by  0.589  and  dividing  the  product  by  0.5,  which  gives 
1.178  inch  for  the  piteh  of  second  spring. 

In  order  to  determine  how  large  a  safety-valve  is  required  for  a  given  boiler,  the  maximum  evap- 
oration of  the  boiler  must  be  known.  This,  of  course,  can  only  be  determined  by  experiment  for 
any  special  case,  but  the  following  numbers  can  be  safely  used  in  general  practice :  The  number  of 
pounds  of  water  evaporated  per  hour  is  equal  to  the  area  of  the  grate  in  square  feet  multiplied  bj 

135,  for  stationary  and  marine  boilers  with  natoral  draught ; 

210,  for  stationary  and  marine  boilers  with  forced  draught ; 

600,  for  locomotive  boilers. 
Numerous  experiments  have  been  made  to  determine  the  opening  required  to  discharge  a  given 
weight  of  steam  per  hour,  and  the  following  rule,  while  not  absolutely  correct,  gives  results  that 
can  be  used  with  confidence : 

A  =  Area  of  opening,  in  square  inches. 

W=.  Weight  of  steam,  in  pounds,  to  be  discharged  per  hour. 

P=  Absolute  pressure  of  steam,  in  pounds  per  square  inch. 

♦  61.48  X  P 

Example, — Suppose  that  a  boiler  evaporates  2,000  lbs.  of  water  per  hour,  what  should  be  the  area 
of  opening  afforded  by  the  safety-valve,  so  that  the  pressure  shall  not  exceed  100  lbs.  per  square  inch  ? 
Absolute  pressure  =  100  + 14.7  =  1 14.7. 

! =  0.339  square  inch. 

51.43X114.7 

When  a  safety-valve  is  raised  by  the  pressure  of  the  steam  in  a  boiler,  it  usually  expoees  a 

greater  area  to  the  pressure.    Hence,  if  the  valve  were  loaded  with  a  weight,  it  might  be  expected 

that  it  would  open  wide  at  once  from  the  unbalanced  pressure  due  to  the  action  of  the  steam  om  the 

increased  area.    It  is  found  in  practice,  however,  that  the  ordinaiy  safety-valve  only  rises  wery 
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dighUy  when  the  pressure  for  which  it  is  set  is  reached,  and  that  it  is  necessary  for  this  pressure  to 
be  increased  considerably  to  raise  the  valve  much  higher.  With  the  opening  of  the  valve,  steam 
begins  to  escape  from  the  boiler  with  a  high  velocity,  and  in  its  escape  it  has  to  overcome  the  resist- 
ance afforded  by  the  opening.  In  this  way  its  pressure  is  reduced  near  the  orifice,  so  that,  although 
there  is  a  greater  area  of  valve  to  be  acted  on  by  the  steam,  the  pressure  is  reduced.  How  much 
the  pressure  will  be  reduced  in  any  given  case  can  only  be  determined  by  experiment,  since  the  data 
for  a  theoretical  calculation  cannot  be  given.  Some  experiments  made  in  England  showed  that  in 
the  case  of  a  3-inch  valve,  relieving  a  boiler  at  a  pressure  of  100  lbs.  per  square  inch,  the  pressure 
under  the  valve  was  25  lbs.  per  square  inch.  It  is  probable  that  the  pressure  under  a  valve,  when 
opened,  will  vary  with  the  form  of  valve  and  the  pressure  in  the  boiler,  as  a  change  in  the  valve 
may  vary  the  resistance  opposed  to  the  escape  of  steam,  and  a  change  of  steam-pressure  effects  a 
eorresponding  change  in  the  velocity  with  which  the  steam  issues  from  the  orifice. 

In  the  case  of  a  safety-valve  kept  down  by  a  spring,  it  must  be  evident  that,  unless  arrangements 
are  made  for  increasing  the  upward  pressure,  when  the  valve  is  opened  it  will  lift  but  slightly,  since 
every  Increase  of  lift  requires  additional  force  for  the  extension  or  compression  of  the  spring.  But 
m  whatever  manner  the  valve  is  loaded,  it  would  seem  that  the  first  step  in  proportioning  it  would 
be  to  find  what  pressure  is  acting  when  the  valve  is  opened.  It  will  then  be  possible,  knowing  the 
resistance  that  must  be  overcome  to  give  the  desired  lift,  to  afford  such  an  increase  of  area  in  the 
open  valve  that  the  steam-pressure  will  balance  the  resistance.  It  must  be  remembered  in  this  con- 
nection that  it  is  desirable  to  have  the  valve  close  promptly  as  soon  as  the  pressure  is  reduced ;  and 
onleas  some  special  provision  is  made  for  this,  the  valve,  though  it  may  open  wide  from  the  pressure 
due  to  the  increased  area,  will  be  prevented,  from  the  same  cause,  from  closing  until  the  pressure 
is  matly  reduced 

Komerous  special  forms  of  safety-valves  have  been  devised,  some  of  which  are  illustrated  below. 
More  extended  description,  with  records  of  experiments,  are  to  be  found  in  the  Report  of  the  Com- 
miMion  appointed  by  Congress  to  examine  life-saving  inventions,  1868,  "  Transactions  of  the  Insti- 
tution of  Engineers  in  Scotland,*'  xvii.,  xviii.,  and  '*  Keport  on  Safety-Valve  Tests  by  a  Special  Com- 
mittee of  the  Board  of  Supervising  Inspec- 

ton  of  Steam-Vessels,"  1877.    A  lai^e  ««• 

number  of  special  forms  of  valves  were 
tested  by  the  latter  committee,  and  their 
report  contains  much  useful  information. 

Fig.  416  represents  an  ordinary  lever 
iafety-valTe  designed  by  the  committee, 
to  be  tested  in  connection  with  the  other 
valves.  It  will  be  observed  that  the  ar- 
mament is  such  as  to  insure  prompt 
tccion  and  freedom  from  sticking.    • 

By  observing  the  lifts  of  the  ordinary 
valves,  when  discharging  at  different  press- 
ores,  the  committee  obtained  the  follow- 
ing rale  for  calculating  the  area  of  valve 
that  will  give  the  required  area  of  open- 
ing for  any  particular  case :  Multiply  the  number  of  pounds  of  water  evaporated  per  hour  by  0.005 ; 
the  product  will  be  the  area  of  the  valve  in  square  inches.    This  rule  gives  a  smaller  area  than 
the  similar  formula  proposed  by  the  late  Prof.  Rankine,  in  which  the  multiplier  is  0.006.    It  is 
to  be  remembered  that  the  valves  used  by  the  committee  were  constructed  especially  for  the  experi- 
ments, and  may  have  acted  more  effectively  than  the  average ;  so  that  the  multiplier  given  by  Prof. 
Rankine  will  probably  be  safer  for  general  use.    It  may  be  added  that  rules  of  this  form  are  the 
•oly  safe  ooea  for  general  use,  the  ordinary  formulas  giving  very  discrepant  results,  as  shown  by 
the  following  example  in  the  report :  The  area  of  safety-valve  required  for  the  boiler  on  which  the 
experiments  were  made,  at  a  pressure  of  70  lbs.,  would  be :  For  the  rule  of  United  States  Board  of 
Sapervisora,  87  square  inches;  for  that  of  the  English  Board  of  Trade,  11.8;  for  that  of  the 
French  Government,  6.75;  for  that  given  by  Molesworth,  18.88;  for  the  first  rule  given  by  Prof. 
Thorston,  8.8 ;  for  the  second,  29 ;  for  that  given  by  Rankine,  12  ;  for  that  proposed  by  committee, 
10.    Attention  has  been  directed  to  the  discrepancies  of  these  rules  on  several  occasions ;  and  in 
spite  of  the  distinguished  authority  on  which  they  rest,  it  is  reasonable  to  hope  that  all  but  the 
last  two  will  speedily  find  the  oblivion  they  so  justly  deserve. 

The  committee  observed  that,  when  very  large  valves  of  the  common  form  are  used,  their 
action  is  not  satisfactory,  as  at  high  pressure  the  lift  is  scarcely  noticeable,  the  pressure  being  re- 
lieved by  a  kind  of  tilting  of  the  valve ;  and  they  fix  the  limit  at  valves  having  an  area  of  10 
square  Inches^  recommendmg  that  two  or  more  valves  be  used,  when  a  greater  area  than  10  inches 
b  required. 

The  ralves  offered  for  test  were  divided  by  the  committee  into  six  classes,  according  to  their 
oonstruction : 

I.  Reactionary  safety-valves,  in  which  the  escape  of  the  steam  is  opposed  by  a  lip  or  stricture, 
with  the  idea  that  the  reaction  will  force  the  valve  farther  from  its  seat.  One  form  of  this  class  is 
shown  in  Fig.  417. 

S.  Disk  safety-valves,  in  which  a  disk  is  secured  to  the  valve  having  a  greater  area  than  the 
valve,  ao  as  to  force  the  valve  farther  from  its  seat  when  it  opens.    Fig.  418  is  an  example  of  this 


8.  Anmilar  safety-valves,  with  two  seats  upon  an  annular  opening  (as  shown  in  Fig.  419),  with 
a  view  of  obtaining  a  greater  area  of  opening  for  a  given  lift 
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4.  Double-seated  safety-yalyes,  of  the  same  general  form  as  the  double  pappet-yalve,  the  upper 
and  lower  parts  being  of  different  areas,  so  that  they  move  easily  and  expose  Urge  areas  of  open- 
ing.   Bee  Fig.  420. 

6.  Combination  safety-valves,  which  are  assisted  in  their  operation  by  small  auxiliary  valves  or 
a  combination  of  levers.    One  of  this  class  is  shown  in  Fig.  421. 

41T.  418. 


6.  Piston  safety-valves  (see  Fig.  422  for  an  example  of  this  class),  in  which  a  piston  connected 
with  the  valve  assists  it  to  rise. 

A  uniform  method  of  test  was  adopted  for  all  these  valves.  Each  was  attached,  in  turn,  to  the 
boiler,  was  set  to  blow  off  at  30  lbs.,  and  was  allowed  to  operate  for  10  minutes,  with  a  strong  fire 

481. 

422. 
490. 


in  the  boiler,  was  then  set  to  70  lbs.  pressure,  and  the  experiment  was  repeated.  The  following  table 
gives  a  summary  of  the  results  obtained  with  12  of  the  competing  vidves,  and  2  of  the  common, 
valves  constructed  by  order  of  the  oonmiittee.    The  table  in  the  report  contains  results  of  the  list  of 
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a  nlTM,  bnt  the  data  were  only  complete  in  the  case  of  12,  as  the  area  of  opening  was  not  ob- 
lerred  for  the  others,  or  they  were  tested  at  different  pressures. 


H 

S3 

■R  TO  OPKK  AT  80  POUNDS.        1        SBT  TO  OP»W  AT  70  VOUVTM. 
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It  will  be  observed  that  some  of  the  special  forms  of  valTes,  with  considerablj  larger  areas  of 
openings  than  the  oommon  yalves,  allowed  the  pressure  to  increase  as  much  or  more.  This  is  prob- 
ably due  to  the  fact  that  the  very  form  by  which  the  greater  lift  was  obtained  made  it  more  difficult 
for  the  steam  to  escape,  and  thus  rendered  a  larger  opening  necessary  to  discharge  the  same  quantity 
of  steam.  In  the  case  of  several  experiments  with  the  same  valve,  where  the  table  shows  oonsider- 
tble  differences  in  the  results,  these  were  generally  due  to  kck  of  adjustment,  so  that  the  best  results 
represent  the  action  of  the  valve  when  properly  adjusted.  This  remark  applies  both  to  the  oommon 
and  special  forms  of  valves.  There  is  one  peculiarity,  quite  an  important  one,  which  the  table  does 
DOi  show,  bat  is  noted  in  the  records  given  in  the  case  of  each  experiment. 

With  the  oommon  valves,  when  the  valve  opened,  the  pressure  gradually  increased  to  the  maximum, 
when  the  boiler  was  forced ;  and  when  the  pressure  was  allowed  to  fall,  it  closed  at  the  points  indi- 
cated. With  nearly  all  the  other  valves,  however,  after  the  valve  opened,  the  pressure  fell  below  the 
opening  point,  the  valve  sometimes  closing  several  times,  and  the  pressure  falling  below  the  opening 
point  several  times,  in  the  course  of  a  10  minutes*  trial ;  and  sometimes  the  pressure  fell  at  once  and 
the  vilve  blew  off  at  a  less  pressure  than  that  at  which  it  was  set,  during  the  whole  trial.  It  is  evi- 
dent that  this  is  not  a  desirable  feature  in  a  safety-valve,  if  safety  can  be  secured  without  this  loss ; 
and  the  records  of  the  trial  seem  fully  to  confirm  the  opinion  stated  in  the  report,  that  the  common 
valve,  represented  in  Fig.  416,  is  not  excelled  in  any  important  particular  by  its  competitors — at  least 
for  stationary  purposes.  For  use  upon  locomotives,  and  steamers  in  rough  water,  some  of  the  special 
forms  may  be  advantageously  employed,  and  the  committee  especially  recommend  three,  constructed 
on  the  reactionary  principle,  viz:  Ashcroft's,  Crosby's,  and  Richardson's  (Nos.  1,  2,  and  6  in  the  pre- 
eeding  table).    It  is  believed  that  these  recommendations  are  justified  by  experience. 

The  results  of  such  experiments  as  have  been  described  are  not  utilized  in  general  practice  as  fully 
as  they  should  be,  and  there  are  many  valves  attached  to  boilers  that  are  only  safety-valves  in  name. 

There  is  a  simple  experiment  that  every  one  who  uses  a  safety-valve  can  make,  to  see  whether  he 
has  a  valve  that  is  proportioned  to  give  the  proper  lift.  Let  him  secure  a  cord  to  the  lever  or  stem 
of  the  valve,  so  that  it  can  be  opened  by  hand  if  necessary.  (Indeed,  it  may  be  said,  in  passing, 
that  some  convenient  arrangement  should  always  be  fitted  for  opening  the  valve  by  hand,  and  it 
ahooki  be  used  at  least  once  a  day,  to  keep  the  valve  in  working  order.)  Then,  by  shutting  off  steam 
from  the  engine  or  wherever  else  it  is  used,  and  making  up  a  good  fire  in  the  boiler,  he  can  determine 
in  a  very  short  time  whether  or  not  he  has  a  «a/<!fy-valve ;  and  if  it  will  not  relieve  the  boiler  auto- 
matically it  will  be  easy  to  give  a  larger  opening  by  hand,  so  that  the  experiment  will  not  be  attended 
with  dan^r.  This  simple  experiment  is  earnestly  recommended  to  every  steam-user ;  for  with  a  good 
safety-valve  in  working  order,  the  chances  of  a  disastrous  boiler-explosion  are  greatly  diminished. 

The  best  manner  of  loading  a  safety-valve  has  been  the  subject  of  animated  discussion  among  en- 
gineers.    The  opinion  of  the  majority  can  be  summed  up  as  follows : 

&fetj-Ta]ves  for  the  boilers  of  locomotives  and  steamers,  and  in  all  cases  in  which  they  will  be 
subjected  to  oscillations  and  jars,  should  be  loaded  with  springs.  For  stationary  boilers,  either 
weights  or  springs  can  be  used  at  pleasure.  In  employing  a  spring  it  is  generally  considered  best  to 
arrange  it  so  that  it  shall  be  compressed,  rather  than  extended,  when  the  valve  is  raised. 

XaUeien  Exhaust. — The  noise  caused  by  the  escape  of  steam  from  a  valve  through  the  exhaust- 
pipe,  and  the  sound  of  the  exhaust  from  non-condensing  engines,  are  frequently  objectionable.  Figs. 
42S  and  424  represent  Shaw's  exhaust-nozzles,  for  causing  quiet  escape  and  exhaust,  which  are  said  to 
be  very  effective.  The  construction  will  doubtless  be  evident  from  the  figures.  In  fig.  423  it  will  be 
noticed  that  the  steam,  instead  of  escaping  from  the  end  of  the  pipe,  is  discharged  through  numer- 
ous small  openings.  In  Fig.  424  the  steam  escapes  between  coils  of  wire,  by  which,  in  the  language 
of  the  patentee,  "  all  the  noisome  vibrations  are  absorbed  upon  the  coils  of  wire." 

WaUr-OoHffes, — ^The  following  are  common  varieties  of  water-gauges:  the  first  the  ordinary 
gaoge-cock,  the  second  the  glass  gauge,  and  the  third  the  float.  The  gauge-cock,  on  being  turned, 
diova  whether  it  is  water  or  steam  that  exists  at  the  level  at  which  it  is  inserted.  There  are  usually 
three  gauge-cocks  inserted  in  each  boiler,  at  different  levels ;  and  the  rule  is,  to  so  feed  the  boiler 
that  there  will  be  steam  in  the  top  gauge<x)ck,  and  water  in  the  other  two.    The  glass  gauge  consists 
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of  a  glass  tube  set  in  front  of  the  boiler,  communicating  in  its  superior  portion  with  the  steam-^pace, 
and  in  its  inferior  portion  with  the  water  within  the  boiler,  the  position  of  the  tube  being  so  adjusted 
that  the  water-level  stands  at  about  the  middle  of  its  length.    The  tube  is  connected  at  the  top  and 

bottom  to  the  boiler  by  means  of  sockets  furnished  with 
-aj,  cocks,  so  that  the  tube  may  be  blown  through  by  the  steam 

to  clear  it,  and  the  water  and  steam  may  be  shut  off  if  the 
glass  breaks.  It  is  unsafe  to  trust  to  the  glass  gauges 
altogether  as  a  means  of  ascertaining  the  water-level,  as 
sometimes  they  become  choked,  and  tbe  water  continues  to 
stand  high  in  the  tube  though  it  may  have  sunk  low  in  the 
,  boiler.    If  the  boiler  be  short  of  steam,  however,  and  a 

'  partial  vacuum  be  produced,  the  glass  gauges  become  of 

I  essential  servioe,  as  the  gauge-cocks  will  not  operate  in 

such  a  case,  for,  though  opened,  neither  steam  nor  water 
will  come  out,  but  air  will  rush  in.  This  sometimes  occurs 
in  practice,  and  glass  gauges  are  then  found  to  be  of  es- 
pecial value. 

The  float-gauge  consists  of  a  float  resting  on  the  surface 
of  the  water,  and  communicating  with  an  index,  so  that 
the  fluctuations  in  the  water-level  are,  by  reference  to  this 
index,  made  apparent  The  float  is  usually  of  stone  or 
cast-iron,  but  is  so  balanced  by  a  counter-weight  as  to 
make  its  operation  the  same  as  if  it  were  a  buoy  of  tim- 
ber. In  land-boilers  a  float  is  sometimes  employed  to  regu- 
late the  admission  of  the  feed-water,  and  the  same  float 
may  also  indicate  the  height  of  the  water  within  the  boiler. 
The  feed-water  is  admitted  from  a  small  open  cistern  at 
the  top  of  the  stand-pipe,  as  shown  in  Fig.  425.  At  the 
bottom  of  the  cistern  is  a  valve,  which  the  float  opens  or 
closes,  and  into  the  cistern  the  water  is  poured  by  the  feed- 
pump. When  the  valve  is  open  the  water  runs  down  into 
the  boiler,  but  when  closed  it  runs  away  by  an  overflow 
shoot  The  foot  of  the  stand-pipe  penetrates  to  nearly  the 
bottom  of  the  boiler,  so  that  steam  cannot  escape  by  it,  but 
the  water  rises  in  the  stand-pipe  to  a  height  proportionate 
to  the  pressure  of  the  steam,  and  a  most  effectual  safety- 
valve  is  thus  provided,  which  will  come  into  operation  in 
the  event  of  a  dangerous  pressure  being  attained.  In  the 
stand-pipe  a  float  is  placed,  which  rises  and  falls  as  the 
pressure  of  the  steam  varies,  and  opens  or  closes  the 
damper  leading  from  the  boiler-flue  to  the  chimney.  Some 
stand-pipes  are  contracted  in  their  diameter  below  the  level  at  which  the  damper-float  usually 
operates,  and  danger  has  arisen  from  this  cause ;  for  the  float  has  descended  into  tais  narrow  neck 
when  there  was  no  longer  a  pressure  of  steam  in  the  boiler,  and  by  stopping  up  the  passage  it  has 
prevented  the  access  of  the  feed- 

water.   The  length  of  the  damp-  ^^ 

er-chain  should  be  so  regulated 
as  to  obviate  accidents  of  this  425. 

description. 

Ashcroft*s  Magndie  Water- 
Chuge^  for  stationary  and  steam- 
boat boilers,  consists  of  a  mov- 
able magnet  in  the  inside  of  the 
boiler,  which  controls  a  needle 
on  a  dial  outside  of  the  boiler, 
the  connection  between  the  two 
being  entirely  magnetic. 

Fig.  426  is  a  front  view  of 
the  dial,  showing  the  needle  and 
graduation.  Fig.  427  is  a  sec- 
tional view  of  the  gauge. 

^  is  a  copper  ball  or  float  at- 
tached to  a  brass  rod,  J9,  which 
passes  through  a  pipe  into  the 
chamber  of  the  gauge,  on  the 
end  of  which  is  affixed  a  steel 
magnet,  having  its  positive  and 
negative  poles.    The  rod  plays 

in  the  pipe  with  perfect  freedom,  having  no  stuffing-box,  valve  connection,  or  packing  of  any  kind 
about  it :  hence  there  is  no  friction.    The  needle  on  the  dial  moves  on  a  polished  silver  pin,  and  is 
controlled  by  the  magnet.    It  will  constantly  indicate  the  level  of  solid  water.    Foaming  or  priming 
has  no  effect  upon  the  gauge. 
The  scale  on  the  dial  will  indicate  a  rise  or  fall  of  12  inches  of  water,  each  degree  measuring  2  incbes. 
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The  accompanying  engraving  (Fig.  428)  represents  Hojt^s  water-gauge,  partly  in  section.  It  is  a 
simple  mechanical  inTention  for  telling,  at  all  times,  the  position  of  the  water  in  steam-boilers.  The 
dotted  circlefl  show  the  connection  with  the  boiler ;  the  cock  at  the  bottom  is  a  blow-out  cock  for  the 
prerention  of  sediment.  Its  advantages  are  its  durability,  simplicity,  and  its  constant  and  accurate 
mdication  of  the  solid  water  within  the  boiler,  the  foam  not  being  dense  enough  to  move  or  affect 
the  float,  which,  being  filled  with  compressed  air,  is  in  no  danger  of  loading  or  collapsing  by  the  press- 
ure upon  its  surface.  The  float  is  also  directly  connected  with  the  indicating  hand,  by  means  of  a 
lever  and  shaft  working  in  a  steam-tight  case  elevated  above  the  water,  so  that  no  sediment  can  col- 
lect about  the  shaft,  to  prevent  its  always  working  with  perfect  ease  and  accuracy.  No  packing  is 
needed,  as  the  shaft,  in  passing  through  the  case  to  connect  with  the  indicator,  forms  of  itself  a  per- 
fectly steam-tight  joint — not  creating  friction  enough  to  prevent  its  working  perfectly  free  at  all 
It  is  easily  applied  to  all  kinds  of  steam-boilers,  locomotive,  stationary,  and  steamboat. 


1 

i  . 

and  its  water-gauge,  in  the  manner  shown.    The  connecting-pipes  and 

detached  gauge  are  filled  with  water  to  any  convenient  height,  and  some  colored  fluid  is  introduced 
into  the  space  above  the  water,  so  that,  when  the  water-level  changes  in  the  boiler,  it  changes  to  the 
same  extent  in  the  connecting-tubes,  and  causes  a  movement  of  the  colored  fluid  in  the  glass,  thus 
indicattng  the  amount  of  change. 

SUam^Oauffes, — ^Thc  gauges  commonly  used  for  indicating  the  pressure  of  steam,  water,  air,  and 
other  fluids,  may  be  divided  into  two  classes :  gauges  in  which  the  pressure  is  measured  by  the 
movement  of  springs,  upon  which  the  pressure  acts,  and  gauges  in  which  the  pressure  is  balanced  by 
a  eolnmn  of  heavy  liquid,  such  as  mercury.  In  all  forms  of  steam-gauges,  the  connecting-pipe  is 
generally  bent,  so  that  the  part  next  to  the  gauge  shall  always  contain  water  when  in  use,  in  order 
thai  the  mechanism  may  not  be  injured  by  undue  heat.  Spring-gauges  may  be  classed  as  those  in 
which  the  pressure  is  transmitted  by  action  within  the  spring,  or  against  the  spring  through  the 
medimD  of  an  elastic  diaphragm. 

Both  varieties  are  illustrated  on  page  186.  Fig.  480  shows  one  form  of  the  well-known  Bourdon 
gaoge,  in  which  the  pressure  acts  within  a  coiled  and  flattened  tube.  When  internal  pressure  is  applied 
to  such  a  tube,  the  tendency  is  to  change  the  flattened  section  into  a  circle,  and  thus  to  straighten  the 
tnbe,  so  that  an  indicating-hand  attached  to  the  end  of  the  tube  will  be  moved  along  the  scale.    This 
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form  of  gauge  U  sometimes  arranged  as  shown  in  the  figure,  so  that  its  accuracy  can  be  tested  at 
any  time  by  hanging  a  weight  at  the  point  indicated.  The  diid  of  the  gauge  has  a  working-scale,  for 
reading  the  indications  of  tiie  hand  when  moved  by  steam-pressure,  and  a  test-scale  which  Is  used  in 
connection  with  the  weight    The  gauge  is  tested,  with  the  steam-pressure  acting  up<m  It,  by  hanging 

48a  481.  48i. 


I  weight,  when,  if  the  hand  falls  back  to  the  same  figure  on 
!St-8cale  as  that  at  which  it  stood  on  the  working-scale  before 
J  the  weight,  it  indicates  that  the  reading  of  the  gauge  is  oor- 
rhilc  any  variation  from  the  former  reading  shows  the  amount 
or. 

improved  form  of  the  Bourdon  gauge  Is  illustrated  in  ¥1g. 
K>th  ends  of  the  flattened  tube  being  attached  to  the  indi- 
\  mechanism. 

.  482  represents  the  spring  of  another  variety  of  gauge,  which 
^«,.jt8  of  two  corrugated  plates  connected  by  a  curved  band.  All 
the  parts  of  this  spring  expand  when  pressure  is  applied.  In  the  gauges  shown  in  Figs.  483  and  484, 
the  pressure  is  transmitted  to  the  springs  through  elastic  diaphragms.  In  Fig.  433  a  coiled  spring 
is  employed,  and  in  Fig.  434  there  is  a  plunger  resting  on  Mastic  packing,  the  movement  of  this 
plunger  being  resisted  by  a  spring  within  the  case,  of  the  form  shown. 

Spring-gauges  are  tested  either  by  a  mercury  column  or  by  hydraulic  pressure  from  a  test-pump,  to 
which  another  gauge,  known  to  be  correct,  is  attached.    The  square-inch  test-valve.  Fig.  485,  is  de- 

• 
488.  484.  485. 


cSb 


^ 


signed  to  be  a  cheap  and  simple  substitute  for  the  costly  test-gauge.  It 
consists  of  a  valve  exactly  one  square  inch  in  area,  a  seat  which  can  be 
connected  with  the  test-pump,  and  a  yoke  to  which  weights  can  be  hung 

so  as  to  load  the  valve  to  any  desir^  extent,  so  that,  when  the  apparatus  is  connected  to  a  test- 
pump,  the  valve  will  continue  on  its  seat,  until  the  required  pressure  per  square  inch  is  attained. 

Edson's  recording  steam-gauge.  Figs.  436,  487,  not  only  indicates  the  pressure  at  every  instant,  but 
also  makes  a  record,  showing  what  the  pressure  was  at  any  particular  time,  and  gives  an  alarm  if 
the  pressure  exceeds  a  prescribed  limit  The  pressure  is  indicated  by  the  movement  of  a  spring  in 
the  form  of  a  corrugated  steel  disk,  and  a  pencil  attached  to  the  indicating-hand  presses  against  a 
strip  of  paper  which  is  made  to  move  uniformly  by  the  action  of  clock-work.  Horizontal  tines  on 
the  paper  form  a  pressure  scale,  and  vertical  divisions  a  scale  of  time,  as  will  be  evident  from  an  in- 
spection of  Figs.  438  and  439,  which  are  reduced  copies  of  two  records  of  pressure  for  24  houre  eadi. 
When  the  pressure  exceeds  a  certain  limit,  which  can  be  fixed  at  pleasure,  a  bell  attached  to  the 
gauge  commences  to  ring,  and  at  the  same  time  connection  is  made  with  an  electric  bell  situated 
wherever  desired,  which  continues  to  ring  until  the  pressure  falls.  When  the  gauge  is  used  to  ob- 
tain the  record  of  pressure  during  an  experiment,  as,  for  instance,  the  steam-pressure  in  a  boiler-test, 
or  the  water-pressure  in  the  trial  of  a  pumping-engine,  the  paper  is  made  to  move  at  a  &ster  rate 
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tlnn  for  ordinary  use.     It  will  be  seen  that  this  gauge  maintainfl  a  constant  watch  on  the  cave  and 
ildU  of  the  boiler^tttendant,  and  might  be  Tory  useful  in  the  case  of  a  dlsaatroua  boiler-explosion, 

whore  no  witnesses  are 
486.  left  to  teU  the  press- 

ure  at  the  time  of  the 
accident. 

The  instrument  is 
covered  by  a  glass 
dome,  which  can  be 
secured  by  means  of 
a  strap  and  lock,  pre- 
semngthe  diagram  in- 
Tiolate. 

In  the  other  class 
of  pressure-gauges  to 
which  reference  has 
been  made,  the  press- 
ure  is  balanced  by  a 
column  of  heavy  liquid, 
usually  mercury.  The 
siphon-gauge.  Fig.  440, 
is  the  form  commonly 
adopted  for  measuring 
low  pressures.  It  is 
merely  a  bent  tube  con- 
taining mercury,  one 
end  of  the  tube  be- 
ing connected  with  the 
boiler,  and  the  other 
being  open.  A  light 
stick  is  placed  on  the 
mercury,  which  indi- 
cates, by  rising  or  fall- 
ing, how  much  the  col- 
umn is  influenced  by 
the  pressure,  a  change 
of  level  of  one  inch  cor- 
responding to  a  press- 
ure of  about  one  pound 
per  square  inch:  or 
there  is  a  float  on  the 

merauy  connected  by  a  cord  with  a  counter-balance,  as  shown  in  the  sketch.    This  form  of  mercury- 
gauge  cannot  be  conveniently  employed  to  measure  high  pressures,  on  account  of  the  great  length 
of  scale  and  tube  required ;  and  tJiere 
'  are  several  arrangements  designed  to  ^^' 

adapt  the  gauge  to  general  use. 

In  the  ordinary  siphon-gauge,  the 
height  of  column  necessary  to  balance 
a  pressure  of  one  pound  per  square 
indi  being  about  two  inches,  a  rise 
of  one  indi  corresponds  to  this  press- 
ure, sinoe,  for  a  rise  in  one  branch  of 
the  tube,  there  is  a  corresponding  fall 
in  the  other.    Hence,  if  the  pressure 
from  this  gauge  were  transmitted  to  a 
second  siphon-gauge,  a  rise  of  one  inch 
in  the  first  would  produce  a  rise  of  only 
half  an  inch  in  the  second,  one-quarter 
of  an  inch  in  a  third  siphon,  and  so 
oo.     On  this  principle  a  compact  mer- 
cmy-^uge  for  showing  high  pressures 
baa  been  constructed,  consisting  of  a 
series  of  siphons  filled  with  mercury, 
and  connected  by  pipes  in  which  gly- 
cerine is  used  to  separate  the  several 
mercuiy  columns. 

In  the  manometer  steam-gauge  a  glass    | 
tobe  is  inverted  in  a  reservoir  of  mer-    i 
ony.     When  the  pressure  on  the  sur- 
face of  the  mercury  in  the  reservoir  is 
that  of  the  atmosphere,  the  mercury  will 

rise  in  the  tube  nearly  to  the  level  of  that  surface  (but  slightly  lower,  owing  to  the  resistance  of  the  air 
in  the  glass  tube).    As  soon,  however,  as  the  pressure  communicated  exo^ds  that  of  the  atmosphere, 
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the  mercury  will  be  forced  up  into  the  tube,  and  the  inclosed  air  condensed,  until  its  elastic  resist- 
ance is  just  equal  to  the  pressure.  The  hci|i:ht  of  the  mercurial  column  will  of  course  yary  with  any 
variation  of  pressure,  and  thereby  indicate  the  degree  of  pressure  at  every  moment  by  means  of  the 
scale,  which  is  divided,  according  to  Mariotte*s  law,  into  atmospheres,  pounds,  or  the  like. 
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The  high  degree  of  pressure  to  which  the  last-described  form  of  manometer  may  be  subjected  with- 
out error  from  friction  'or  loss  of  mercury,  the  permanent  elasticity,  and  the  everywhere  existing  and 
exactly  defined  qualities  of  the  material  of  resistance  (atmospheric  air,  or  other  fluids  of  the  same 

nature),  its  comparatively  small  dimensions  and  conven- 
ient form,  make  it  a  very  desirable  instrument  for  meas- 
uring the  pressure  of  steam.  As  usually  constructed, 
however,  it  has  defects,  which  have  prevented  its  general 
use  as  a  steam-gauge.  Among  these  defects  are  the 
coating  and  consequent  opacity  of  the  glass  tube,  by  the 
deposition  of  an  oxide  of  mercury  when  acted  on  by  ^e 
inclosed  atmospheric  air ;  the  expansion  and  partial  loss 
of  air  from  within  the  tube  whenever  any  partial  vacuum 
is  produced  in  the  boiler,  and  so  allowing  the  mercury 
to  rise  higher  in  the  tube  with  the  same  pressure;  its 
oscillation,  especially  when  there  is  a  varying  pressure, 
as  in  engines  working  expansively ;  the  almost  constant 
tendency  of  the  condensed  steam  to  insinuate  itself  be- 
tween the  meroury  and  the  glass,  and  to  find  its  way  into 
the  tube  above  the  mercury ;  and  the  great  inequality  in 
the  divisions  of  the  scale,  arising  from  the  peculiarities 
of  the  law  that  governs  the  volume  of  aeriform  fluids 
under  pressure. 

Some  improvements,  designed  to  correct  these  defects, 
were  patented,  some  years  ago,  by  Mr.  Paul  Stillman,  of 
New  York. 

Fig.  441  is  the  usual  form  of  the  patent  manometer  for 
showing  a  pressure  up  to  eight  atmospheres. 

Fig.  442  represents  the  form  of  one  for  showing  a 
pressure  up  to  20  atmospheres. 

Fig.  443  is  the  form  used  for  showing  less  than  1  at- 
mosphere. The  arrapgcment  of  the  glass  tube  is  quite 
similar  in  all  the  forms  usually  given  to  the  instrument 

Fig.  444  is  a  longitudinal  section  through  the  centre 
of  the  glass  tube,  in  which  A  is  the  tube ;  .5  is  an  iron 
piece  in  which  the  tube  is  firmly  secured  by  means  of  the 
stufiing-box  O,    It  is  screwed  at  one  end  to  receive  the 
brass  case  C,  and  in  the  middle  to  confine  it  in  the  reser- 
voir  of  mercury  into  which  the  lower  end  of  the  tube  is 
to  be  immersed.    JD  JD  are  scales  divided  into  atmospheres,  pounds,  or  inches  of  press- 
ure, as  desired.    E  Ekk  blocks  to  secure  the  scales  in  their  proper  places.    jP  is  a 
gland  which  protects  the  lower  end  of  the  tube,  and  compresses  the  packing  in  the 
Btuffing-box  O,    H  \s  %  cap  or  plug  loosely  screwed  into  the  gland  to  facilitate  the 
operation  of  charging  the  tube,  and  also,  by  admitting  the  mercury  into  the  tube  only 
through  the  interstices  of  the  screw,*  prevent  its  oscillation,  and  at  the  same  time  allow  the  orifice  to 
be  made  the  full  size  of  the  tube  whenever  it  may  be  necessary  to  clean  the  tube. 

In  Fig.  441  the  reservoir  for  mercury  is  a  deep  cell,  with  an  iron  tube  communicating  from  the 
cock  at  the  bottom  to  the  middle  of  the  chamber  above  the  surface  of  the  mercury.    In  Fig.  442  it  la 
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diTided,the  glass  tube  being  inserted  into  a  cell  of  greater  depth,  while  the  reservoir  of  mercury  is  in 
the  bulb,  to  which  a  sufficient  elevation  is  given  to  compress  the  gas  within  the  tube  to  two  or  three 
times  the  density  of  the  atmosphere,  according  to  the  density  of  the  steam  of  which  it  is  to  serve  as 
the  gauge.  In  this,  as  in  the  other  form,  an  iron  tube  communicates 
the  pressure  from  the  cock  below  to  the  surface  of  the  mercury  in  the 
bulb  above.  The  subdivisions  of  the  scale  are  by  this  means  much 
more  uniform  and  distinct  than  when  used  at  atmospheric  pressure  only. 
In  all  cases,  the  mercury  should  be  seen  above  the  junction  of  the 
tube  with  the  tube-holder,  so  as  to  indicate  the  initial  pressure,  or  0. 
In  Fig.  441  it  is  brought  up  by  partially  exhausting  the  tube  at  the 
time  it  is  erected.  In  Fig.  442  it  is  forced  up  by  the  superincumbent 
weight  of  the  mercury  in  the  bulb.  The  oxidation  of  the  mercury 
within  the  tube  is  prevented  in  the  latter  form  of  the  instrument  by 
diarging  the  tube  with  m'trogen  or  hydrogen  cas ;  but  in  the  former, 
on  ftcoount  of  the  difficulty  of  preventing  the  admixture  of  atmospheric 
air,  while  exhausting  a  portion  of  the  contents  of  the  tube,  for  the  pur- 
pose above  referred  to,  atmospheric  air  only  is  used,  and  a  drop  or  two 
of  naphtha,  or  other  fluid  answering  the  end,  is  introduced  within  the 
tube,  on  the  surface  of  the  mercury,  to  prevent  the  oxidation. 

When  designed  to  show  a  pressure  less  than  atmospheric,  but  not 
less  than  tliat  shown  by  two  inches  of  mercury,  the  tube  is  to  be  per- 
fectly filled  with  mercury,  and  inverted  in  the  reservoir,  and  the  press- 
ure will  be  determined  by  the  number  of  inches  sustained  above  the 
level  of  the  mercury  in  the  reservoir  below ;  but  if  it  is  to  be  used  for 
a  pressure  less  than  the  weight  of  two  inches  of  mercury — that  being 
the  distance  from  the  lowest  visible  part  of  the  glass  tube  to  the  sur- 
face of  the  mercury  in  the  reservoir— it  will  be  necessary  to  use  the 
bulb  shown  in  Fig.  442,  but  with  such  an  elevation  only  as  will  bring 
the  surface  of  the  mercury  in  it  to  a  height  equal  to  the  lowest  visible 
part  of  the  glass  tube ;  or  it  may  be  done  equally  well  by  using  the 
form  shown  in  Fig.  442,  if  a  scale  is  properly  made  for  the  purpose,  and  the  bulb 
elevated  so  as  to  compress  the  air  so  high  in  the  tube  as  to  allow  the  mercury  to 

have  sufficient  fall  without  going  out  of  sight, 
^^  when  the  pressure  of  the  atmosphere  is  removed 

from  the  surface  of  the  mercury  in  tne  bulb  above. 
It  will  be  seen  that  either  of  these  arrange- 
ments would  resist  the  tendency  of  such  partial 
vacuum  as  is  generally  formed  in  steam-boilers, 
when  they  are  allowed  to  cool  down,  from  dis- 
turbing  the  quantity  of  air  within  the  tube  of  the 
manometer 

If  the  initial  quantity  of  air  or  gas  in  the  tube 
be  deranged  by  a  change  of  temperature,  or  by 
any  other  cause,  it  becomes  necessary  to  know 
the  extent  of  the  variation  occasioned  thereby. 
To  ascertain  this  (if  inexpedient  to  correct  it  at 
once),  a  simple  arrangement  is  adopted,  viz.:  1. 
To  remove  the  pressure  by  closing  the  stopcock 
and  opening  the  small  waste-cock  between  it  and 
the  reservoir — this  will  allow  the  mercury  to  fall 
to  a  place  in  which  it  will  be  at  equilibrium  with  the  atmos- 
phere ;  2.  To  note  the  point  to  which  it  descends.    The  varia- 
tion from  the  original  place  of  0  will  be,  in  addition  to  the  pounds 
shown  on  the  scale-plate,  such  part  of  the  whole  as  the  variation 
from  0  bears  to  the  whole  length  of  the  tube  above  0.    To  de- 
termine this  proportion,  a  series  of  decimals  is  placed  on  the 
scale  at  fixed  distances,  and  the  one  of  these  nearest  to  where 
the  base  of  the  column  of  air  within  the  tube  rests,  is  to  be  used 
as  a  multiplier,  by  which  the  pressure  of  steam  indicated  on  the 
scale  is  to  be  multiplied.    Their  product,  less  the  pounds  of  vari- 
ation shown  on  the  scale,  will  be  the  true  pressure.    Thus,  for 
{  I   example,  if  the  mercury  in  the  tube  falls  until  the  base  of  the 

column  of  air  rests  at  the  decimal  .96,  which  would  be  near 
to  the  place  due  to  1  lb.  pressure,  and  if,  on  opening  toe  com- 
munication to  the  boiler  again,  it  should  rise  to  180  lbs.,  this 
apparent  pressure  of  130  lbs.  is  to  be  multiplied  by  .96,  and 
deduct  from  their  product  the  1  lb.,  thus  giving  as  the  true 
pressure  128.8  lbs.,  showing  a  variation  of  6.2  lbs. 

A  very  convenient  and  accurate  mercuiy-gauge  can  be  con- 
structed on  the  differential -principle — ^that  is,  the  pressure  can 
be  received  on  a  small  surface  and  transmitted  to  the  mercury 
etrfmnn  by  a  comparatively  large  one,  so  that  a  short  oolunm  of  mercury  will  balance  a  considerable 
I  in  the  boiler.    Two  applications  of  this  principle  are  illustrated. 
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In  Shawns  gauge,  Fig.  446,  there  is  a  double-headed  piston,  on  the  small  head  of  which  the  stetm 
presses,  and  the  large  head  transmits  this  pressure  to  an  open  mercury  colunm.    The  beads  are 

447. 


4M. 


separated  from  the  steam  and  mercury  by  rubber  diaphragms,  so  that  the  piston  can  be  fitted  loosely, 
without  any  tendency  to  leak. 

The  Stiles  gauge,  Fig.  446,  is  a  model  of  simplicity  and  accuracy,  no  packing  being  used  in  its  con- 
struction.   A  large  iron  cylinder  fits  loosely  into  another  cylinder  containing  mercury,  and  a  small  cylin- 
der, or  piston,  working  freely  in 
**^«  its  guide,  receives  the  pressure 

and  transmits  it  to  the  floating 
cylinder,  causing  a  rise  of  mer- 
cury  corresponding  to  the  relatlYe 
dimensions  of  the  two  pressed 
surfaces. 

Lcno  -  Water  A  /arms.— These  at- 
tachments are  designed  to  give 
warning,  usually  by  blowing  a 
whisUe  when  the  water-level  falls 
below  a  certain  point  They  de- 
pend generally  for  their  action 
either  on  the  motion  of  a  float 
which  opens  the  whistle -Yalve 
when  not  buoyed  up  by  the  water 
in  the  boiler,  or  on  the  direct 
pressure  of  steam,  which  is  only 
admitted  to  the  whistle-pipe  when 
the  water-level  is  depressed,  or 
on  the  expansion  of  some  poison 
of  the  attachment  when  exposed 
to  contact  with  steam  instead  of 
water. 

Fig.  447  is  a  float-alarm.    A  is 

a  float  attached  to  a  stem  or  rod 

which  passes  upward  through  a 

tube,  JB^y  and  a  diaphragm,  ^,  fixed  within  that  tube,  and  termhiates  in  a  conical  top,  which  fits  into 

the  hollow  pipe  C  of  the  steam-whistle  D.    The  lower  end  of  the  whistle  D  is  passed  through  an 

orifice  in  the  top  of  the  boiler  (indicated  by  the  letters  a  a),  and  screwed  into  the  tq>  of  the  tube, 
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wfaidi  18  thus  kept  steady,  if  in  a  Yertical  position.    ^  is  a  collar  attached  to  the  stem  of  the  float, 
near  the  top,  which^  catching  against  the  pUte  ^,  on  the  fall  of  the  stem  or  rod  A,  prevents  it  from 
descending  farther.  When  the  water  falls  be- 
low  the  saietj-line,  and  the  float  alonx  with  ' 
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is  to  be  adjusted  when  the  steam  is  at  the  working-pressure  in  the  boUer ;  and  when  the  wire  is  so 
adjusted  it  is  pxed  by  the  set-screw  O.    From  the  upper  end  of  the  wire 
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to  the 
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ndlcate 

I,  being 


(f%B.4n  iBdtfl  are  eopper  boOers,  8  feet,  made  by  H.  B.  I>imhMn  At  Co.,  for  steamboat  Independence.] 
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screwed  into  some  portion  of  the  boiler  directly  over 
the  fire,  so  that  if  the  plate  becomes  overheated  on 
account  of  low  water,  the  plug  will  melt.  No  form 
of  boiler-alarm  is  intended  to  induce  the  attendant 
of  a  boiler  to  relax  his  vigilance,  but  rather  to  re- 
mind him  of  his  duty.  No  mechanical  appliance  can 
entirely  take  the  place  of  inielligeni  watchfulness. 

Damper-ReguUUora. — ^These  attachments  arc  de- 
signed to  control  the  draught  mechanically,  closing 
the  damper  when  the  steam  pressure  exceeds  a  given 
Umit,  and  opening  it  as  the  pressure  falls.  Although 
there  have  been  modifications  of  detail  since  the  in- 
strument was  first  introduced  in  this  country,  its 
essential  features  are  shown  in  figs.  449,  450,  which 
illustrate  the  regulator  patented  by  Patrick  Clark, 
in  January,  1864.  Both  figures  are  in  seclion.  The 
construction  can  be  readily  understood.  The  steam 
from  the  boiler  is  introduced  beneath  a  vulcanized 
rubber  diaphragm,  upon  which  rests  a  piston  weight- 
ed, like  a  common  safety-valve,  to  its  lever  H^  to 
which  a  rod  is  attached,  which  connects  with  the 
damper  in  the  chimney  or  flue.  Fig.  449  shows  the 
position  of  the  diaphragm  and  piston  when  the  press- 
ure in  the  boiler  is  below  that  required ;  when  the 
pressure  exceeds  that  which  is  desired,  the  diaphragm 
and  piston  are  forced  up,  and  the  damper  begins  to 
close,  till  it  attains  the  position.  Fig.  450,  when  the 
draught  is  entirely  shut  off.  The  amount  of  pressure 
is  controlled  by  the  sliding  weight  or  pea  on  the  steel- 
yard arm  H^  as  shown  in  Fig.  450.    The  diaphragm 

is  composed  of  a  cup  or  cylinder,  and  the  patentee  claims  "  the  combination  of  a  cylindrical  dia- 
phragm with  a  cylinder  and  piston,"  by  which  any  desired  amount  of  motion  may  be  given  from  1 

inch  to  10  feet;  but  for 
a  movement  not  greater 
than  1  inch,  he  observes 
that  a  flat  disk  will  an- 
swer, provided  the  cylin- 
der is  made  as  shown 
in  the  figures.  In  some 
forms  of  the  instrument, 


recently  introduced,  cor- 
rugated diaphragms  are 
used  instead  of  a  piston 
or  plunger. 

Marine  Boilers, — ^The 
illustrations  of  boilers 
used  for  marine  purposes, 
figs.  451  to 464,  will  give 
a  good  idea  of  past  and 
present  practice. 

In  the  year  1837,  Rob- 
ert L.  Stevens,  Esq.,  con- 
structed a  pair  of  boil- 
ers,  of  tubular  form,  for 
his  steamboat  Indepen- 
dence, plying  between 
South  Amboy  and  New 
York,  of  which  Figs.  451 
and  462  are  correct  rep- 
resentations, the  form  of 
which  was  well  adapted 
to  the  burning  of  anthra- 
cite  as  fuel,  by  the  assist- 
ance of  bellows,  or  what 
is  ordinarily  termed  the 
fan.  No  difficulty  was 
ever  found  in  the  aocom- 


bol 
nace, 


[Flir.  468.— The  steamboat  New  York,  bnilt  by  H.  R.  Dunham  h  Co.,  has  one  copper   plishment  of  the  purpose 

>Iler,  one  enirlne.  40-lnch  cylinder,  7i  stroke;  entire  surfoce,  1,608,  viz:  Direct  orftip-    fi,__    -.or**    infATf^<»i    ♦« 

ice,  188 ;  tubular,  1,4T6 :  1,608.    Bums  anthracite  coal,  without  a  blower,  at  the  rate  ot   ^"f^ ^  ^^^.    incenaea    tO 

half  a  ton  per  hour ;  keeps  12  inches  steam,  cuts  off  at  halt;  250  2f-inch  tubes.]  ettect ;  and  though  many 

improvements  have  since 
that  time  been  adopted,  they  are  still  working  satisfactorily.  To  Mr.  Stevens  belongs  the  credit  of 
first  establishing  the  water-bridge,  which  serves  the  purpose  of  protecting  the  mouth  of  the  tuhea. 
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•  ilgB.  454  and  455  represent  boilers  of  the  Belle,  built  by  T.  F.  Secor  &  Co.,  which  had  one  en^ne 
of  50-inch  cylinder,  10  feet  stroke;  186  cubic  feet  in  cylinder,  which  gives,  in  proportion  to  the 
boiler,  lliV^  to  1.    Used  anthracite,  with  a  blower. 
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lire-Surface  in  thi$  Boiler. 

In  the  steam  chimney 12.000 

"     front  connection. 85.089 

"     return  flues 477.062 

"     back  connection 114.000 

"     main  flues 621.028 

•*     furnace,  bridge-wall,  etc 218.062 

Total  number  of  square  feet  in  boiler. 1,627.181 

A  vertical  water-tube  boiler  patented  by  D.  B.  Martin  was  used  almost  to  the  exclusion  of  every 
other  form  in  the  United  States  navy  for  a  number  of  years.  It  differs  from  the  Earl  of  Dundonald's 
boiler  in  having  the  tubes  above  the  furnace.  One  of  the  most  elaborate  series  of  boiler  experi- 
ments ever  made  was  the  trial,  in  1865  and  1866,  by  a  board  of  engineers,  of  the  vertical  water- 
tobe  and  the  horizontal  fire-tube  boilers,  both  with  the  proportions  considered  the  best  for  gen^ 
eral  practice,  and  with  various  modifications.  A  full  summary  of  these  experiments  will  be  found 
<m  pages  198  to  202.  The  boilers  with  which  the  experiments  were  made  represented,  at  that 
time,  the  best  examples  of  standard  practice,  and  the  proportions  of  the  horizontal  fire-tube  boiler 
were  essentially  the  same  as  at  present.  The  boilers  are  illustrated  in  Figs.  456  to  459,  and  the 
principal  dimensions  are  as  follows : 


HorlKmttl  Flrt-Tab« 
Boikr. 

Ymrtkal  WOar-Tolw 
Boll«. 

Lemrth 

10ft.  4in. 

7ft  6* in. 

»ft.7in. 

3 

6ft. 

8ft. 

Tft.8in. 

O.lOO^Ui. 
06.57  sq.  ft. 
116.66      ** 

10  ft.  6  in. 
7ft.Biin. 
9ft.71n. 

a 

6ft.6in. 
8ft. 

"Iff.'' 

0.109  in. 
06.76  sq.ft. 
78.97     ** 

147.07  " 

929.8  " 
17.21      ** 

1264.81      " 
14.1 

6.54      " 
6.78      ♦• 

60  ft. 
42,088  lbs. 

toSi.::::;::;;:::::::;::::::;;::::::::::::: 

Height , 

Number  of  fttnuces. .' 

length  <ft  esch  ftamace .........        ........ 

Width        •*         *•     

Namber  of  tabes. . . . .  .\ 

Length  of  tabes 

External  diameter  of  tabes. 

Tht(4niem  of  tnb«« 

••   "     *»         Back-oonnectioD 

*•          •*         Tube-boxes. 

••          •*         Tabes 

701.8       ** 

84.9        " 

949.98      " 

11.28      " 

4.6        '• 

6.78      " 

60  ft. 

89,480  lbs. 

**          **         8moke-boz 

**          •*         TotaL 

Air-«paeesin  grates 

Tabe  ealorim^. 

(^oss-seetloB  of  chimney 

Helffht  of  chimney  above  srrate 

w^htofbJSIr?. .  .:!^.  .::.:^ 

The  general  result  of  the  experiments  was  to  show  that,  as  the  boilers  were  constructed,  the  yertt- 
eal  water-tube  boiler  was  the  most  economical,  but  as  rapid  a  rate  of  combustion  could  not  be  main- 
18 
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tained  in  it  as  in  the  other,  with  natural  draught.  In  varying  the  proportions,  however,  it  was 
found  that,  by  removing  a  sufficient  number  of  the  yertical  tubes,  the  water-tube  boiler  could  be 
made  to  bum  coal  at  the  same  rate  as  the  fire-tube  boiler,  and  with  about  the  same  economy.    This 


466. 


487. 


fact  does  not  seem  to  have  been  veiy  generally  noticed,  but  it  is  well  illustrated  in  the  boiler  de- 
signed by  Theron  Skeel,  Fig.  460,  which  seems  to  have  some  important  advantages  over  the  ordi- 
nary fire-tube  boiler.    Fig.  462  shows  the  space  at  present  occupied  by  the  boilers  and  fire-room  of 


468. 


460. 


U^MIJU 


the  P.  M.  S.  S.  Colon,  and  Fig.  461  the  space  required  for  Mr.  Skecl's  water-tube  boilers  to  evap- 
orate the  same  amount  of  water  as  the  others.    The  following  table  illustrates  this  point  more  fully : 

BoUenfor  Steamship  Colon, 


HorlionUl  Flrt- Tobt. 

Vertksl  Watar-Tobt. 

Orate-Bnrfiu;e  In  foar  boilers 

224  8q.  ft 

6,4S0      " 

64      ** 

S8 

18,600 

8,000 

24,000 

224  sq.  ft 
8,660      " 
84      - 
44 

9,120 
8.000 
24,000 

Heating   **           '*         **     

Cross  troA  in  flaes 

Weight  of  four  boilers  In  tons  (2,240  lbs.) 

Cubic  feet  of  space  in  four  boilers  and  fire-room 

Pounds  of  anthracite  coal  per  hour 

**         water  evaporated  from  100*  per  hour 

The  objections  are  sometimes  made  to  the  vertical  water-tube  boiler,  that  the  tube-boxes  cazmot 
be  cleaned  quite  as  readily  as  the  horizontal  tubes,  and  that  a  leaky  tube  in  the  water-tube  boiler 
cannot  be  stopped  as  readily  as  an  horizontal  fire-tube,  since  in  the  former  case  the  water  must  be 
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Mown  from  the  boiler  before  the  tube  can  be  plugged  or  expanded.    Practicallj,  however,  these 
objectionfl  are  not  Terj  Berioua. 
fig.  464,  A  and  B^  illustrate  the  modem  marine  boiler,  which  is  now  in  general  use.    It  is  a 


tabular  boiler  with  a  cjlindrical  shell,  and  cylindrical  flues  which  form  the  furnaces.  In  this 
example  the  flues  are  strengthened  by  ring-joints,  as  shown.  The  shells  are  double-riveted  through- 
oat,  uid  the  longitudinal  seams  are  made  idih  butt-joints,  with  covering  plates  on  each  side.    Some 
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of  the  lobes  are  of  extra  thickness,  to  take  the  place  of  longitudinal  braces,  being  secured  with 
■nts  at  the  ends. 
FSg.  46S  gives  views  of  a  boiler  designed  by  Hr.  C.  E.  Emery,  of  New  York,  which  is  selected  as 
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t  good  example  of  modem  practice.  The  principal  dimensions  will  be  f  omid  on  the  plate,  and  the 
peculiarities  of  construction  are  there  clearly  detailed.  The  large  opening  from  steam-drum  to 
shell,  whidi  ordinarily  would  be  a  source  of  weakness,  is  strengthened  by  transverse  braces  arranged 
Teiy  nearly  in  the  direct  lines  of  the  strains,  the  same  being  crossed  simply  to  permit  the  passage  of 

-4  464. 


a  man  above  and  below  them.  The  connection  from  drum  to  boiler  is  made  through  oval  openings 
of  man-hole  size,  which  do  not  materially  weaken  the  main  shell.  The  coning  of  back  ends  of  fur- 
nace-floes gives  access  from  the  central  man-hole.  The  main  longitudinal  braces  are  screwed  at 
the  ends,  as  shown,  and  pass  between  angle-irons,  which  stiffen  the  plates.  All  longitudinal  seams 
and  thooe  in  flat  surfaces  are  double-riveted,  and  the  furnace-flues  are  stiffened  by  £nging  ends  of 
sections  outward,  and  riveting  flanges  together  through  calking  rings. 

The  sectional  boiler,  several  varieties  of  which  have  been  illustrated,  and  which  is  now  success- 
fully used  on  land,  has  been  tried  in  ocean-steamers,  but  so  far  with  but  indifferent  success,  many  of 
the  tubes  being  destroyed  in  a  short  time,  probably  on  account  of  imperfect  circulation  under  the 
rapid  rate  of  evaporation  required.  It  is  not  improbable,  however,  that  this  difficulty  will  be  over- 
come. (In  the  "  Transactions  of  the  Institution  of  Naval  Architects,"  1876,  is  a  paper  containing  an 
account  of  the  experiments  that  have  been  made  with  sectional  boilers  at  sea.  This  paper  may  also 
be  found  in  EngiMtring^  xxi.,  and  an  abstract  of  it  in  Chief-Engineer  King's  **  Report  on  European 
Ships  of  War.") 

ProporHont  of  Boilers, — ^The  water-heating  surface  of  a  boiler  is  all  the  surface  which  has  flame 
or  heated  gas  from  the  furnace  on  one  side  and  water  on  the  other.  Surface  which  has  flame  or  hot 
gas  on  one  side  and  steam  on  the  other  is  superheating  surface. 

The  area  for  the  passage  of  the  products  of  combustion,  taken  at  any  section  of  their  course  after 
leaving  the  furnace  and  &fore  arriving  at  the  chimney,  is  called  the  draught  area  or  calorimeter. 
Ordinarily,  when  not  otherwise  specified,  the  term  refers  to  the  area  through  or  around  the  tubes  of 
fire  and  water-tube  boilers,  and  through  the  flues  of  flue  boilers,  although  it  is  equally  applicable,  as 
has  already  been  stated,  to  the  area  over  bridge-wall,  or  at  any  other  section  of  the  boiler.  In  some 
forms  of  boilers  the  products  cf  combustion  pass  directly  from  the  furnace  to  the  chimney — as,  for 
instance,  in  cylinder,  locomotive,  and  a  few  sectional  boilers ;  in  others,  such  as  boilers  with  tubes 
or  flues  above  the  furnace,  the  products  of  combustion  turn  once  before  reaching  the  chimney ;  and 
in  examples  similar  to  the  drop  return  flue-boiler,  the  Lancashire  boiler,  and  other  varieties  that 
have  been  noticed,  the  products  of  combustion  turn  twice  in  their  passage  to  the  chimney.  Exam- 
ples might  be  given  of  still  a  greater  number  of  deflections  of  the  heated  gases.  It  must  be  evi- 
dent that  the  Mler  which  is  so  designed  that  it  has  the  highest  furnace  and  the  lowest  chimney  tem- 
perature will  evaporate  the  most  water  by  the  consumption  of  a  pound  of  fuel.  The  furnace  tem- 
perature, when  the  combustion  is  complete  (as  is  practically  the  case  in  well-designed  boilers  of  any 
type),  depends  upon  the  amount  of  air  supplied  for  combustion,  and  this  is  governed  principally  by 
die  area  for  the  passage  of  the  products  of  combustion,  or  the  calorimeter.  The  calorimeter  affects 
the  performance  of  a  boiler  in  another  important  particular.  When  it  is  very  large,  the  hot  gases, 
m  iMisaing  over  the  heating  surfaces,  are  not  broken  up  and  mingled  in  such  a  manner  as  best  to 
impart  their  heat  to  the  water,  and,  by  reducing  the  calorimeter,  a  more  efficient  action  can  often  be 
produced.  Until  the  importance  of  the  calorimeter  was  first  announced  by  Chief-Engineer  B.  F. 
Isherwood,  it  was  commonly  supposed  that  the  performance  of  a  boiler  was  almost  entirely  depend- 
ent upon  the  ratio  of  the  heating  to  the  grate  surface  for  any  given  rate  of  combustion ;  and  this 
prinaple  is  still  to  be  found  in  many  engineering  treatises,  and  is  acted  upon,  to  a  large  extent,  in 
practice. 

The  best  rules  that  can  be  given  for  designing  boilers  are  drawn  from  experience ;  and  the  three 
tables  that  follow,  containing  a  summary  of  some  of  the  most  extensive  and  complete  boiler  experi- 
ments that  have  ever  been  made,  will  be  of  great  value  to  those  who  study  them  carefully. 


Digitized  by 


Google 


198 


BOILERS,  STEAM. 


lONsaun  «of  VM1UUI 


ssssssasssassssssst: 


S' 


S 

00 


I 

i 


^ 


S3   3   3   3   3   «   3 


.3333333 


I 


If     M 

Oft     t>a 


3S33333SS333333333333S33333S333S33S3 


11 


§3   3   3   3   3   3    S^   S,   g,   |«   S,   ,   ,   ,    ,   ,   «§S§3   3   3  3  SSSIS^S 


«■<  <  J  <  I  3  n<  •<  «'  e>  •<  >  S  3  >  I  «'«««*  »  »  »  «S»  »  «"^» 


's'a's's's' 


■«3as""s»a"a58 


L 


.oSS^;:8{::S8!SS:SSS99r:SS9SS«oSSSS6S&3&&SS89 


11 


S9SS.se99«S8SaSSi:SSS89«SS33S!:98S?SS9S3 


8g 


ill 
«|1 


gSSp§3§§§ISissas:i§§«iS§3HiulSI§l@ISgi 


$l33(:So.SS8«P«9SSSSS85SS«.8«$8S9SSS938&3 


Sp3s^|||||||2S§§S3il$l§ll§SgiSel§§eS§3 


lOjoHiJiTi  noj  maHOK 


!;So;s;sacsss;ss$ssssssss 


Digitized  by 


Google 


BOILERS,  STEAM. 


199 


•wotaaatwi  wm  vaeiuM 


^ 
^ 


I 


339999^9$999SSSS28SSSS8SS83SSeSS$P9SS 


I'- 
ll 


a  a  s  a  s  t 


'J 

-93  s  3  a  3  3 


":-Hliyil"S'-l 


:SS9SS 


i 


33  3  j«J*   '   '   J*   '  £^  S-i^   33333333333333333333 


i 


1^ 


t§ 


S3  3  3  3  3  3  3  5s«  3  2Si* « sssisiSisS*  3  s*  *  s  ^3  3 


x5* 


5"  "  "  '  as"  a8«*  '  8'  8SEiSSS-8'  »  3'  "  8'  * 


*-^ «  *^  «>  00  »-^  Ok  Ok  »-^  ^^  »-' e»  <oV  00  ^  id  <o  «>  »-^  »<:  00  ooV  *-^  00  «> «  «' 00  V  W 1^ 


i 


SXS   SSSSS!SSSS8S83«S;SISt:saS«>i!SI^«>S«:88S3 

©  o  «>  o  oi  oJ  »*  »^  «•  o«  ®i  1-^  o»  •^  id  00  «o  »--*' 1^  i- oi  •- o«  «••*•-•-'-»- ^  »-« T^  •- •* 


si 


ill 


IS>:§iSlsilSg§z§sssl§|g|g3s§liSSIiSs§i 


8S5ee:£8SS388   »S3!:998<.&SSS92S99SSS998 


§S§Sfg{!gli3S§3g§l§i§l^l§5Sils§g§SSI§ 


'tOKOMMME  nOA  VHICXUI 


S89;;99)9;i:^99SSSS2SS&SSS;SS83iSSSoSSSP«!SS 


Digitized  by 


Google 


soo 


BOILERS,  STEABl 


IDUmJlH  UO£  VnJCOM 


iSSSISSSSKSSSSoSSSSS 


S 

s 

I 


nt5 

S3   «    «    «    «   S   3 

'«i« « s « « s « 


3 


3 


isSS3l«S3 


«S««S«33 


00  00 

s 

I 

1 


s 

00 


tS333«SS«S«S««3    t»  J*   3   3S'    J'   *   £.*    3333SSS3; 


1 


H 

l^ 


yii 


S. .  - .  2SS.  g.  1.  S.  2. .  S.  S2SSE2. . . .  S2S.  g. 


In 


gt  3  3  3  gg^3  ^3  o*  g*  gt  «  g«  S8$2§8* ' ' '  S5SS*  S* 


5 


s 

8  tq 


988S«o<.SS?SS^S3S;:S9SS9t3SSSSS::&S8SSS!SS 


i?$S%«SSSSS83SSSSS!;89SSSeS§SSSSSSSSS? 

r^  f-4  TH  r4  ^  •-«  r*  ^^  r^  r^  r^  r^  rm  ^m      r^      ^^^^w^r^r^rmr^r^^^r^r^r^r^^w^w^^^^ 


li 


o  9«  •«  1^  «^  o«  00  00  «•  00  w  00  00  M  «  ee  o  ee  04  o«  «-*  «-•  •»' 00  »  e  o«  00  04  e^  M  >«' «« 


111 


is§§iii§i§i§s§iss§i§ii§§i§iii3iiii§s 


o«oii«99«^fHh^^a6o4a6o«a6a«oo«o<oeoo^<oioe»o*o<»e«^oo^^t^id«>«»^ 


§llli^il§§§§SSIS§S§iS3ll§§ll§§gSiSSs 


idmaxoH  «oi  vmcaM 


:SSSSS;SSSS^SS98SS8SSS 


Digitized  by 


Google 


BOILERS,  STEAM. 


201 


TOi  vnnoA       S;Sa9?991l9$^99SS2S2SS&S8SSS8S8S&Sd^p!S! 


ss 

I 

I 


3 


J  11   1 
iriT'il 


to  ^  ^  ^        to  to  to 


1^ 


ao^o»d»ooioa»«»ao«»^ao^«>a»^^     »  «  ««  q«  oo  oo  ^  t-^  ■<#  ee  oo  «  oo  o»  *^  e»  i-;  »<; 


111 


-  25«ffl'  «  a  i  «  a  ci^S^  «  «««  «  «  -»  fiw-  <  »  -  *  «««  «  «  «  « 


S'SSS' 


sss 


S§8^""88- 


§3i 

[i 
i' 


ilil 


i6  fa-^tti^tototoio-^'^aimoi-^mioia  1616^^16  t6wi^t^k^9i'49ii69ito^o^ 


hi 

«  O  J- 


!l 


s&:s;sS2S8S8£SSooS«ss».s$a 

S&SoSQStSSSSSSS 

m  9«  00  OT  ^  ^  ^ -^  Q«  o«  OT  «^  •^  «p  ee  w  ^  1-4  ^  r^  1-4  a»  e»  fe- ^  <N  9)  00  •«  ^  •«  00  00  0*  o«  M 

ssiiiisii§§sis§§i§s§ic 

SiSsilSlaiSiii 

8S 


il. 


^j 

*?* 


TH  TH  F^  i-«  TH  fH  r^  »H  r^  »H  »H  »iN  1^      r4       r-i  ^  im  fH  f4  Ol  M  0«       i-«T-tfH      ^      r^      ri«»^H 


§§ig§ii§i§s§i§is§iiS8sSi§§ig§§i§igii 


*i3iannjxH  soj  HasKON 


;oS8»99999^99S82S2SS!5S8SSS838S6SS3ssS: 


Digitized  by 


Google 


S02 


BOILERS,  STEAM. 


\ 

S 


g 


I 


iDiaii4n  iQi  nmoji        fS;SI^:SUIS{iS8SSSSS6S3Ss:SSaeSSSS8§SS8S 


■ 


9*   S  S   3   3  10 
O  8         .%.        Z33333E 

It*  I*  ".I**  I  8 


ee3  3  lo*  A3  s^  s<  s<  S'  se 


IP 


u 


m 


Hi 


tf  i*   <    ii    ttt    Si   3   3   S  ^Sa|i   5i«    333*3333*33 


»   »      A 


SS"-»5-5.2 


«  3  «  3  3  3  3  ^^3  33333333333 


s-''  *  8'  sse'  s"  " '  s"  «'  a*  s'  s'  si'  a' s 


!l 


III 

*  O  f 


ii 


8S 


S8$;!z§S3SiieSSS§§s§siiiii;s§gsi5 


eS.-^»8«3S3(S388SSSSeSSSSSSSSS«»S8_ 


i 


lOHXHUlH  HOI  HUJCmi 


Sii§s§3isiii§g§si§ss§§§i§i3iii§3 


{S?{3S^t:SSessaS93SSSoS3SSSSSSS&SSS3SS3 


Digitized  by 


Google 


BOILERS,  STEAM. 


203 


n^ 


^ 
? 


nil 


f 


is 

i 


lift 


11* 


ill 


SOU  vasROii 


SSSSSSHSSSSSSSSSSSSSSoSS^ 


t. 


11 


a 

I 


ll 


2-1    S58?S58S'5.| 

^8     |s  a  i  «  a  08     Bt9 

l|.|  III 

kh        nil 


•a 

I 


;ssss, 


s,. 


aa  3  a 

a 


ll     s''l 

2fiaa.5a,a  8,  ,  I* 

^      I      I    I 

aaaEaaa-Jj-     ^a 


If      I 

n 


§, > . . §§iassas§§iii§ii§§is' §3' > ' ssiisi§3> 


^  8s«;!ss^aa69S«s^s33.«oSssss:929es«5SS5;ss«a 
£ 

H      ?-<  »i*  r^  fH  1^  »i^  F^  r^  F^  »i^  F^TH      r^w*      f4      »^  r^  »^  t^  »i^  r<  r^  r^  r^  »^  f^  f^  f^  r-t  t^  ^ 
B 


sSi§§a§si§iSiSi§si§i§§iiiiiiiiSiS2§$ig§i 


•♦"«*'*« -^  00"  52  —  00 1-i  o  t4  o» 


ss2Sss2S8SSHSSSs82j$g2g8g|S||gggi|gg2§l8 


'^•••^•^••-••s:2S?s:5sa!:ss8aaaaa§saa8ss8sas§5885 


Digitized  by 


Google 


iOi 


BOILERS,  STEAM. 


I 


I 


*^i 


i. 


it 

o  a 

s 
s 
s 


n^ 


!l 


i 


ill 


w 


111 


I 


HOI  HXSKnK 


9999$9^$9 


S  S  S 


3      2 


S    SS3    3   8 


III 


if 


a  3  I    5 

If     M     I 


i;;|i  3  ft  ' 


i 

I    i  i  I    M 


d4  a«  *-)  T-l  F^  f-l  »1  gf-l»-f-»  •7S«  TH  i**  Til-*  ti 

^  I  g  

s.  SSSISSa    i  S'  ^    S  Sliifi  ^  Kit'  5511. 

4 t: 


5' a' 


I 


2  s  e     fc    8 

«»    flO    00  1^'  lO* 


o 


OD     ao«9«^coaoi(d 


8)  ^  ? 


9      9 


3    o«3S    S    ^ 

CO     o«<^o<i     CO     o« 


lo     aoie«     00 


S      SS    8    & 


gg|$|g:ss^l        S  9 1  §     §  i  SSI  {o  § 


tDio^oeflOo'dck^  lO  00  oi 


ssglSssll        i  g  S 


999^99^99  S  £  S 


9      So 


i    i 


S      2 


00    9^^    S     S 
8    S!SS    8    8 


Digitized  by 


Google 


BOILERS,  STEAM. 


205 


I 


V 


31k 


«0J  VMBKOR 


iH 


I 


I 


m 


su. 

nr 


W 


3 
e 

I. 


111 

ill 


HOI  VUHOil 


see  3  8S6   S     8  ?{:S!  SS  ?    ^   ^{:SS  S  SS    S    S3 


3  S2^  ii^  ss.  ssssa. .  .11*  l5§* . .  11-  p2* . 


I  sa'  •  '  5'   §    s  sss;  s  '   s  ' "  8  "   9 


*      o'^^o'^      a'' 


SSS  S  ;2«S   18    ^  9SS  S  So   ^   O.S8  s  sss   «.   s^ 


Tl     Q«^»    ^    2 


S§S  S  §S§  §   §  S9S  S  S  §  §11 5 11  §  s§ 


s;i  §  sii  I  s  §s§  s  §  i  ^u  s  SI  §  ss 


SS8  3  8S(»  s    s  ?;:s3  ss  ?  ts  :scss  ?  ss  s  ss 


Digitized  by 


Google 


206 


BOILERS,  STEAM. 


Reference  has  already  been  made  to  two  of  these  tables ;  and  the  third  gives  results  of  experi- 
ments  with  boilers  where  the  proportions  were  varied,  and  with  some  of  the  principal  varieties  of 
boilers  in  use.  All  the  experiments  in  these  tables,  with  a  few  exceptions  that  are  noted,  were  made 
with  anthracite  coal  of  good  quality ;  and  they  were  all  conducted  for  a  sufficient  length  of  time  to 
furnish  valuable  standards  of  comparison,  with  the  exception  of  experiments  56-60,  62-67,  78  and 
74,  which  lasted  but  8  hours  each,  and  are  in  some  other  respects  less  reliable  than  the  remainder. 
Nearly  all  the  experiments,  however,  it  must  be  remembered,  were  made  with  clean  boilers,  and 
with  firemen  rather  more  skillful  than  the  average ;  so  that  for  ordinary  practice,  with  boilers  of  simi- 
lar design,  the  results  are  liable  to  be  somewhat  reduced. 

It  wiU  be  observed,  in  the  third  table  of  experiments,  that  in  several  instances  there  is  more  than 
one  value  of  the  ratio  of  calorimeter  or  draught  area  to  grate^iurface.  This  is  because  the  calorim- 
eter varied  in  different  sections  of  the  course  of  the  gases.  It  also  varied  in  some  other  instances 
that  are  not  noted  because  the  data  could  not  be  obtained ;  and  in  all  instances  where  a  single 
ratio  is  given,  it  refers  to  the  tube  or  flue  calorimeter  for  tubular  or  flue  boilers,  and  to  the  most 
restricted  section  for  other  varieties.  The  experiments  in  the  third  table  are  taken  from  **  Ex- 
perimental Researches  in  Steam-Engineering,"  **  Reports  on  Tests  of  the  Lynn  and  Lowell  Pump- 
ing-Engines,"  Van  Nostrand*s  Edectie  Enginoering  Magazine^  xiv.,  "  Report  of  Boiler-Tests  at  the 
Oenteimial  Exposition,*'  and  '^Bulletin  de  la  Soci6t6  Industrielle  de  Mulhouse.*'  The  data  are, 
however,  in  some  instances  more  complete  than  in  the  original  publications. 

To  properly  discuss  these  experiments  would  require  more  space  than  is  allowed,  and  the  reader 
who  desires  to  turn  them  to  account  will  find  them  worthy  of  careful  study.  Some  few  hints  as  to 
methods  can  only  be  given.  The  table  of  experiments  with  the  horizontal  fire-tube  boiler,  for  in- 
stance, can  be  rearranged  so  that  the  experiments  take  rank  with  respect  to  the  total  combustion  per 
hour,  the  combustion  per  hour  per  square  foot  of  grate-surface,  or  any  other  heading  that  is  consid- 
ered important,  and,  with  each  arrangement,  some  valuable  facts  will  be  disclosed.  To  give  a  single 
illustradon,  suppose  it  is  required  to  design  an  horizontal  fire-tube  boiler  for  a  slow  rate  of  combus- 
tion— say,  from  7  to  9  lbs.  of  combustible  per  square  foot  of  grate  per  hour.  Pick  out  all  the  experi- 
ments in  the  first  table  where  the  combustion  is  between  these  limits,  and  it  will  be  found  that  about 
the  same  economy  will  be  produced,  whether  the  boiler  be  built  of  the  ordinary  proportions,  or 
whether  the  heating  surface  and  calorimeter  are  considerably  reduced — so  that  the  latter  arrange- 
ment is  to  be  preferred  as  the  cheapest. 

It  is  believed  that  these  tables  are  sufficiently  extended  to  aid  in  the  design  of  a  boiler  for  most 
circumstances  that  occur,  and,  in  nearly  every  instance,  the  normal  proportions  given  are  representa- 
tive of  good  practice,  while  the  varied  proportions  frequently  show  how  this  practice  can  be  im- 
proved. 

The  general  conclusions  that  seem  to  be  warranted  by  these  experiments  and  others  of  a  similar 
character  can  only  be  briefly  alluded  to.  As  boilers  are  ordinarily  designed,  the  vertical  water-tube 
boiler  with  the  tubes  above  the  furnace  is  the  most  economical,  because  it  breaks  up  and  mixes  the 
gases  most  thoroughly.  It  is  probable,  however,  that  nearly  any  other  form  of  boiler  can  be  made  to 
produce  the  same  economy  by  a  proper  variation  of  calorimeter  and  heating  surface.  So  far  as  mere 
economy  of  evaporation  is  concerned,  therefore,  it  seems  to  be  a  matter  of  indifference  whidh  form 
is  selected ;  but  in  regard  to  economy  of  construction,  great  variations  will  be  found  to  exist. 

The  accompanying  table  will  be  found  useful  in  proportioning  the  heating  surface  and  calorimetei 
of  tubular  boilers.    Its  use  will  be  readily  understood  by  inspection : 


Dimetmotu  of  Boiler  Tubes, 


BXnUfAL 

THICK- 

I1ITKKKA.L 

SXTKBITAL   BUH- 

nrTEBiTAi.  8um- 

VAX. 

XX88. 

FAOB,  PRB  roOT 

FAOR,  PKB  FOOT 

DZAXBTBB. 

DIAMCTBB. 

or  LSMOTH. 

OF  LBKOTH. 

OBOSS-SICnOK. 

b 

In 

la 

In 

In 

InSqau. 

InSqnan 

InSqnu* 

InSqnan 

InSqnu* 

InSqnm 

IB 

iBObM. 

Fm4. 

IlWkM. 

bdlM. 

FMt. 

InchM. 

FmC 

iBChCi. 
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When  the  calorimeter  of  a  boiler  is  one-eighth  of  the  grate  surface,  the  best  conditions  for  max 
mum  combustion  exist ;  and  if  a  slow  rate  of  combustion  is  employed,  both  calorimeter  and  heatin 
surface  can  be  reduced  without  loss  of  economical  effect    There  are  many  boilers  in  use  to-day,  bun 
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ing  ood  at  slow  Tat«8,  that  could  have  half  their  tabes  plugged  up,  or  could  be  made  just  so  much 
fluller,  and  evaporate  as  much  water  as  before ;  while,  if  the  tubes  were  half  as  many  and  twice  as 
kng  as  for  maximum  combustion,  thus  reducing  the  calorimeter  and  preserving  the  heating  surface, 
die  ecoDomieal  effect  would  be  increased. 

Boilers  set  in  brickwork  are  ordinarily  less  economical  than  those  internally  fired,  on  account  of 
the  greater  loss  by  radiation. 

The  reader  who  consults  the  works  from  which  these  experiments  are  taken  will  find  the  above 
prindples  discussed  at  length. 

The  diameter  of  tubes  to  be  chosen  for  any  special  case  will  depend  upon  their  length.    A  good 

leogth  for  84nch  tubes  is  12  feet,  and  the  diameter  can  be  diminished  or  increased  1  inch  for  each 

deoretse  or  increase  of  4  feet  in  the  length  of  the  tube,  and  in  similar  proportion  for  any  other  vari- 

12 
ition  hi  length.    Thus,  for  tubes  4  feet  long,  the  diameter  may  be .--  X  8  =  1  inch,  and  for  tubes 

18  ^ 

18  feet  in  length  the  appropriate  diameter  is  —  X  8  =  4|  inches.    These  lengths  are  for  maximum 

12 
combustion ;  and  when  the  rate  is  reduced,  the  tubes  can  be  lengthened. 

The  proportions  of  water  and  steam  room  in  boilers  vary  greatly.  A  ratio  that  is  quite  common 
in  eood  practice  is  an  allowance  of  60  per  cent  of  the  whole  capacity  of  the  boiler  as  water-room, 
ind  the  remaining  40  per  cent,  as  steam-room.  In  many  instances  the  space  is  equally  divided  be- 
tween steam  and  water  room ;  and  a  less  proportion  of  steam  room  than  40  per  cent  of  the  whole 
eaptdty  is  not  considered  advisable,  except  in  cases  of  slow  combustion,  as  boilers  with  an  insulB- 
dent  supply  of  steam-room  frequently  prime. 

/Vtnttfuf  is  the  tendency  of  ihe  water  in  the  boiler  to  foam  and  pass  in  a  state  of  spray  into  the 
cjlmder  along  with  the  steam ;  and  when  in  too  great  a  quantity  to  escape  through  the  steam-port  in 
the  return  stroke,  it  infallibly  breaks  down  the  engine.    This  effect  must  invariably  follow  the  prim- 
ing of  a  sufficient  quantity  of  water  in  the  cylinder  of  a  beam-engine  in  a  factory,  because  it  is  not 
ind  cannot  be  expected  to  be  calculated  to  withstand  a  sudden  bloWj  and  such  it  is  in  reality.    For  if 
the  water  primes  into  the  cylinder  in  the  down-stroke,  it  must  remain  on  the  top  of  the  piston  until  it 
strikes  against  the  cylinder  cover  in  the  up-stroke,  with  more  or  less  violence  according  to  the  quantity. 
From  tiie  incompressibility  of  water,  the  effect  is  the  same  as  if  a  piece  of  iron  of  equal  thickness  to 
the  depth  of  water  on  the  piston  was  suddenly  inserted  in  its  place.    The  tremendous  effect  sometimes 
produced  when  a  large  engine  breaks  down  from  this  cause  may  easily  be  conceived ;  for,  as  the  vacant 
space  left  for  clearance  at  the  top  of  the  cylinder  is  generally  about  the  same  depth  in  large  as  in 
snail  ei^ines,  the  intruding  body  of  water  strikes  the  cylinder-cover  with  a  proportionately  greater 
force.    Generally  the  accident  does  not  end  with  merely  straining  or  breaking  the  crank-pin,  which 
may  be  the  extent  of  the  injury  in  small  engines ;  but  the  momentum  of  the  beam  is  added  to  that 
of  the  fly-wheel,  and  their  combined  force  is  exerted  directly  in  splitting  the  cylinder,  or  tearing  off 
the  cylinder-cover,  thus  effectually  demolishing  all  the  rods  and  gearing.    Priming  arises  from  in- 
suffident  steam-room,  an  inadequate  area  of  water-level,  or  the  use  of  dirty  water  in  the  boiler ;  the 
last  of  these  faults  may  be  remedied  by  the  use  of  collecting-vessels,  but  the  other  defects  are 
only  to  be  corrected  either  by  a  suitable  enlargement  of  the  boiler,  or  by  increasing  the  pressure  and 
wooing  more  expansively.    Closing  the  throttle-valves  of  an  engine  partially  will  generally  diminish 
the  amount  of  priming,  and  opening  the  safety-valve  suddenly  will  generally  set  it  astir.    A  steam 
vessel  coming  from  salt  into  fresh  water  is  much  more  liable  to  prime  than  if  she  had  remained  in 
salt  water  or  never  ventured  out  of  fresh.    This  is  to  be  accounted  for  by  the  higher  heat  at  which 
salt  water  boils,  so  that  casting  fresh  water  among  it  is  in  some  measure  like  casting  water  among 
molten  metal,  and  the  priming  is  In  this  case  the  effect  of  the  rapid  production  of  steam.    One  of  the 
best  palliatives  of  priming  appears  to  be  the  interposition  of  a  perforated  plate  between  the  steam- 
ipace  and  the  water.    The  water  appears  to  be  broken  up  in  dashing  against  a  plate  of  this  descrip- 
tion, and  the  steam  is  liberated  from  its  embrace.    In  cases  in  which  an  addition  is  made  to  a  boiler 
or  steam-i^est,  it  will  be  the  best  way  not  to  cut  out  a  large  hole  in  the  boiler-shell  for  establishing  a 
oommnniciition  with  the  new  chamber,  but  to  bore  a  number  of  small  holes  for  this  purpose,  so  as  to 
form  a  kind  of  sieve,  through  which  a  rush  of  water  cannot  ascend.    In  locomotives  the  same  end  is 
attained  by  the  use  of  a  perforated  steam-pipe  extending  from  end  to  end  of  the  boiler.    Such  a  con- 
trivanoe  draws  the  steam  off  equally  from  the  surface  instead  of  taking  it  from  any  one  part ;  and 
boilers  provided  with  it  are  enabled  to  work  with  so  small  a  steam-space  that  the  steam-domes  are 
now  being  taken  away  from  locomotives  altogether.    This  expedient  has  not  yet  been  adopted  in  steam 
vessels,  though  it  appears  to  be  applicable  to  them  also  with  advantage.    In  some  boilers  priming  ap- 
pears to  be  mainly  caused  by  a  malformation  which  prevents  the  water  from  circulating  freely,  and 
the  stetun  has  therefore  to  pass  up  through  the  water,  occasioning  a  great  agitation,  instead  of  the 
water  being  enabled  to  circulate  with  the  ascending  steam.    The  evil  may  be  mitigated  in  such  cases 
by  the  addition  of  pipes  to  the  exterior  of  the  boiler,  which  will  permit  a  descendioyg  current  to  be  es- 
tablished, to  replace  the  water  carried  upward  by  the  steam.    This  tendency  of  the  water  to  rise  into 
the  cylinder  is  always  considerably  promoted  by  the  very  usual  situation  of  the  steam  induction-pipe 
at  the  back  end  of  the  boiler,  and  seems  to  arise  partly  from  the  constant  circulation  of  the  water, 
which  caoses  a  curr^t  at  the  surface  to  set  in  the  direction  of  the  length  of  the  boiler  from  the 
front  end  to  the  back.    This  circulation  of  water  takes  place  in  all  oblong  boilers,  with  a  cer- 
tain  Telocity  depending  on  the  ratio  that  the  intensity  of  the  heat  in  the  furnace  bears  to  the 
quantity  of  water  to  be  kept  heated,  and  is  entirely  independent  of  other  causes,  producing  troves, 
wfakh  take  their  rise  over  the  fire,  and  gradually  increase  in  height  as  they  pass  toward  the  back 
part  of  the  boiler. 

The  term  **  hone-power^^  referred  to  a  boiler,  has  no  definite  meaning.    In  the  early  days  of  the 
•team-engine,  when  there  was  little  difference  in  the  details  of  engines  and  boilers,  it  usually  hap- 
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pened  that  a  boiler  large  enough  to  furnish  one  engine  with  steam  would  answer  for  any  other  of  the 
same  size ;  and  as  the  power  of  the  early  engines  was  in  direct  proportion  to  their  size,  a  boiler  ol 
certain  dimensions  would  furnish  steam  for  an  engine  developing  a  definite  horse^power,  and  hence 
was  said  to  be  a  boiler  of  a  certain  horse-power.  But,  as  improvements  were  introduced,  and  various 
forms  of  boilers  and  engines  were  adopted,  it  was  found  that  the  size  of  a  boiler  was  not  always  a 
measure  of  its  efficiency,  and  that  different  engines  required  very  different  quantities  of  steam  to  de- 
velop a  given  horse-power.  Thus  it  frequently  happens  that  what  is  a  10-horse-power  boiler  for  one 
engine,  or  the  boiler  which  furnishes  steam  to  develop  10  horse-power  in  that  engine,  may  only  be  a 
S-horse-power  boiler  for  a  more  wasteful  engine.  Under  these  circumstances,  it  is  impossible  to  de- 
cide what  the  horse-power  of  a  boiler  is,  in  case  of  dispute.  If,  on  the  contrary,  the  rating  of  the 
boiler  is  based  upon  its  evaporation  under  given  conditions,  a  simple  experiment  will  settle  whether 
it  is  working  up  to  its  rating.  The  reader  will  find  a  good  discussion  of  this  subject  in  the  "Reports 
of  the  Committee  of  the  Franklin  Institute  on  the  Mode  of  determining  the  Horse-Power  of  Steam- 
Boilers.*'  All  the  members  of  this  committee  agreed  that  the  boiler  should  be  rated  according  to  its 
actual  evaporation  rather  than  by  its  dimensions ;  and  while  some  members  thought  that  a  horse- 
power should  correspond  to  an  evaporation  of  1  cubic  foot  of  water  per  hour,  from  and  at  212°, 
others  considered  that  it  was  not  advisable  to  adopt  any  standard  for  horse-power.  This  is  probably 
the  view  of  the  majority  of  engineers. 

Testing  BoUen, — If  the  object  of  a  boiler-test  is  simply  to  determine  how  much  water  can  be 
evaporated  under  given  circumstances  by  that  boiler,  it  is  only  necessary  to  weigh  the  coal  and  feed- 
water,  and  ascertain  the  quality  of  the  steam,  in  order  to  know  whether  the  apparent  evaporation 
correctly  represents  the  performance.  The  trial  should  be  continued  for  24  hours  at  least,  in  order 
to  obtain  average  conditions.  It  is  a  good  plan,  before  commendng  the  trial,  to  raise  steam  in  the 
boiler,  then  haul  the  fire,  clean  out  the  ash-pit,  and  start  a  new  fire  with  wood,  beginning  the  test  aa 
soon  as  the  coal  thrown  in  is  kindled,  and  charging  all  the  coal  put  into  the  furnace  after  the  new 
fire  is  started.  At  the  time  of  starting,  the  height  of  the  water  in  the  boiler  should  be  noted,  and  it 
should  be  left  at  the  same  height  on  concluding.  The  fire  should  be  maintained  of  uniform  thick- 
ness throughout  the  trial,  and  not  allowed  to  bum  out  toward  the  end ;  and  at  the  time  of  closing  the 
test,  the  fire  should  be  hauled  as  rapidly  as  possible,  and  the  weight  of  the  contents  of  the  furnace, 
in  a  dry  state,  should  be  taken  at  once.  The  weight  of  the  contents  of  the  ash-pit  should  be  added 
to  the  above,  and  deducted  from  the  total  weight  of  coal,  giving  the  weight  of  combustible  consumed. 
In  weighing  out  the  coal,  during  the  trial,  it  should  be  done  at  regular  intervals,  and  a  constant 
weight  should  be  supplied  each  time,  to  avoid  errors.  The  feed-water  may  be  drawn  from  one  or 
more  tanks  placed  on  platform  scales,  filled  up  and  drawn  down  to  the  same  weights  each  time,  so 
that  the  total  feed-water  can  be  obtained  at  once  from  a  tally  of  the  number  of  tanks. 

Having  made  these  observations,  if  the  water  has  been  evaporated  into  saturated  steam,  the  quo- 
tient obtained  by  dividing  the  weight  of  feed-water  by  the  weight  of  combustible  will  give  the  result 
required.  In  the  majority  of  well-designed  boilers  the  result  so  obtained  will  be  practically  correct. 
This  cannot  be  known  in  advance  in  any  particular  case,  however,  and  it  is  important  to  determhie  the 
quality  of  steam  furnished  during  the  experiment.  A  simple  and  accurate  method  of  making  this  de- 
termination will  be  explained.  Provide  a  tank  vrith  an  orifice  at  the  bottom,  and  place  within  it  a 
coil  of  thin  pipe,  the  lower  end  of  which  is  brought  through  the  side  of  the  tank  near  the  bottom, 
and  furnished  with  a  cock.  The  upper  end  is  to  l^  connected,  when  in  use,  to  the  steam-space  of  the 
boiler.  During  the  trial,  steam  is  to  be  admitted  to  the  coil  through  a  well-felted  pipe,  and  water  to 
the  tank  to  condense  the  steam,  so  that,  knowing  the  pressure  of  steam,  the  weight  and  temperature 
of  the  condensed  water,  and  the  weight,  initial  and  final  temperature  of  the  condensing  water,  tbc 
quality  of  the  steam  can  be  calculated.  In  order  to  detennine  the  weight  of  condensing  water,  first 
ascertain,  by  experiment,  how  much  water  the  orifice  in  the  bottom  of  the  tank  will  deliver  for  dif 
ferent  heads  of  water  in  the  tank,  and,  this  once  determined,  it  will  only  be  necessary  to  observe  th< 
head  in  the  tank  during  the  experiment  Another  preliminary  experiment  must  be  made  with  tliL 
apparatus  to  determine  the  heat  lost  by  radiation  and  evaporation,  which  is  ascertained  by  heating 
the  water  in  the  tank  to  temperatures  similar  to  those  used  in  the  experiment,  and  noting  the  loss  o: 
temperature  and  weight  for  definite  intervals  of  time.  The  pipe  leading  to  the  coil  should  be  con 
nected  to  the  boiler  at  such  a  point  that  it  obtains  an  average  quality  of  steam.  If  it  draws  its  sup 
ply  from  the  centre  of  the  steam-pipe,  this  will  generally  be  accomplished.  (Those  who  are  spedall 
interested  in  this  question  will  find  a  very  good  discussion  by  Prof.  Hirn,  the  inventor  of  the  bes 
plans  in  use,  in  the  "  Bulletin  de  la  Soci6t6  Industrielle  de  Mulhouse,'*  1869.)  The  manner  of  mail 
ing  the  calculations  from  the  data  observed  in  connection  with  this  instrument  will  bo  illustrated  b 
an  example.  (Some  of  the  constants  required  for  the  solution  are  taken  from  tables  of  the  propei 
ties  of  steam  and  water,  in  the  article  Stsam.)  Suppose  that  in  a  certain  test  the  total  weigl 
of  coal  supplied  to  the  furnace  was  4,476  lbs.,  the  weight  of  feed-water  84,700  lbs.,  and  the  weigi 
of  coal  and  ashes  drawn  from  the  furnace  and  ash-pit  795  lbs.,  so  that  the  combustible  was  4,476  - 

84  700 
796  =  8,681  lbs.    Hence  the  apparent  evaporation  was  -r~^r-  =  9.4  lbs.  of  water  from  the  tempe 

3,681 

ature  of  the  feed  per  pound  of  combustible,  if  the  steam  was  dry. 

Suppose  that  an  instrument  was  used  for  testing  the  quality  of  the  steam,  such  as  has  been  d< 
scribed,  and  that  the  observations  were  as  follows :  Pressure  of  steam  by  gauge,  70  lbs. ;  weight  < 
steam  condensed  at  temperature  of  95**,  234  lbs. ;  initial  temperature  of  condensing  water,  64^ ;  fini 
temperature,  92"* ;  head  of  water  in  tank,  24.5  inches ;  time  of  trial,  80  hours ;  and  that  previoos  e: 
periments  with  the  apparatus  showed  that,  under  the  observed  head,  4  cubic  feet  of  water  weighio 
62.1  lbs.  per  cubic  foot  were  discharged  from  the  tank  per  hour,  and  that  the  loss  of  heat  bj  radi 
tion  and  evaporation  from  the  tank  was  1,422  thermal  units  per  hour.    Then  the  amount  of  heat  in 
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parted  to  the  condenfling  water  per  hour  was  4  X  62.1  X  (92  —  64)  + 1,422  =  8,877.2  thermal  units, 

234  8  ft*??  2 

and  since  —  =  7.8  lbs.  of  steam  were  condensed  per  hour,  each  pound  of  steam  unparted    *      *-  = 

1,074  thermal  units  to  the  condensing  water ;  and  as  the  condensed  steam  was  discharged  at  a  tem- 
perature of  95*",  the  total  heat  required  to  condense  a  pound,  and  cool  it  to  82**,  was  1,074  -f  95  — 
82  =:  1,187  thermal  units.  The  total  heat  of  a  pound  of  dry  steam  above  82^,  at  the  observed  press- 
ure, is  1,178.6  thermal  units,  so  that  the  steam  generated  in  the  above  experiment  contained  some 
moisture,  the  amount  of  which  can  easily  be  determined.  Calling  w  the  heat  of  the  water,  corre- 
sponding to  the  observed  pressure,  H  the  total  heat  of  a  pound  of  dry  steam,  h  the  heat  per 
pound,  determined  by  experiment— all  referred  to  82'' — the  per  cent  of  moisture  in  the  steam  is 

-r X  100  =  -'-T^TT-Ioa  o-  X  100  =  4.9.    The  proportion  of  dry  steam  in  a  pound  of  the  mixt- 

« — tP  l,lo7 — ^oo.z  X ^        J  137    ■286  2 

ure,  calling  L  the  latent  heat  of  the  steam,  is  — -=-~   =  -^— q„j  ^  --  =  0.9585  lb. 

If  the  temperature  of  the  feed-water  in  the  above  experiment  was  64",  each  pound  of  water  would 
require  1,178.5  —  82  =  1,146.5  thermal  units  for  its  conversion  into  diy  steam,  while  the  actual 
amount  of  heat  imparted  to  each  pound  of  water  was  1,187  —  82  =  1,105  thermal  units.    Hence  the 

actual  evaporation  was  -f-~-  =  0.9688  of  the  apparent,  and  the  actual  evaporation  from  the  tem- 
1,146.5 

perature  of  the  feed  per  pound  of  combustible  was  9.4  X  0.9638  =  9.06  lbs.,  or  9.06  X  1.18  =  10.69 

lbs.  from  and  at  212^ 

While  an  experiment  similar  to  the  above,  if  carefully  performed,  gives  the  exact  data  required  of 
the  performance  of  a  particular  boiler  under  special  circumstances,  it  is  not  sufficiently  in  detail  to 
be  of  much  general  value,  since  there  is  nothing  to  tell  the  circumstances  under  which  this  perform- 
ance was  realized,  or  to  enable  a  comparison  to  be  made  with  other  boilers.  Mr.  Isherwood  has  well 
said  that,  if  every  engineer  were  to  leave  on  record  the  particulars  of  a  single  eompUte  experiment 
made  by  him,  the  science  of  engineering  would  be  much  more  advanced  than  is  actually  the  case. 
The  reader  who  consults  engineering  literature  in  search  of  such  experiments  will  be  surprised  to 
see  how  few  complete  records  are  to  be  met  with.  From  the  thousands  of  boiler-experiments,  whose 
records  have  been  published,  there  are  very  few  that  furnish  much  useful  information,  since  it  gen- 
erally happens  that  the  very  data  required  for  some  important  comparison  are  missing.  The  only 
way  to  avoid  this,  in  making  an  experiment,  is  to  give  all  the  data,  which,  briefly  expressed,  comprise, 
in  the  case  of  a  boiler-experiment,  complete  dimensions  of  the  boiler,  heating  suif  ace  and  how  dis- 
tributed, calorimeter,  chimney  dimensionB,  drawings  of  the  boiler,  all  the  data  taken  on  the  trial,  all 
the  constants  and  formulas  used  in  the  calculations,  and  a  general  discussion  of  the  results.  The 
data  mentioned  refer  not  only  to  weights,  pressures,  and  temperatures,  but  also  to  any  incidents  that 
occur,  however  unimportant  they  may  seem.  In  regard  to  the  experiment,  it  should  be  made  to  in- 
dnde,  if  possible,  temperature  of  fuinace  and  chimney  as  well  as  of  steam,  air,  and  feed-water — the 
air-supply  should  be  measured,  and  the  products  of  combustion  analyzed  when  practicable — and  the 
effect  of  various  rates  of  combustion  and  of  var3ring  the  boiler  proportions  should  be  tried,  if  op- 
portunity occurs.  The  kind  of  coal  used  should  be  described,  its  action  noted,  and,  if  practicable,  its 
analysis  given.  It  is  by  experiments  such  as  these,  as  already  shown,  that  the  only  true  knowledge 
of  correct  boiler  proportions  can  be  obtained. 

The  importance  of  showing  clearly  the  distribution  of  the  heating  surface  will  be  evident  from  the 
oomiideration  that  the  efficiencies  of  different  parts  vary  so  greatly.  Thus,  in  the  tubular  boiler,  as 
ordinarily  designed,  the  heating  surface  in  the  furnace  and  back  connection  evaporates  about  60  per 
cent,  of  all  the  water ;  and  the  first  foot  of  the  tubes  exposed  to  the  heated  gases  is  sometimes  more 
effective  than  all  the  remaining  length.  By  giving  the  distribution  of  the  heating  surface,  one  of 
the  causes  of  the  efficiency  or  inferior  performance  of  a  particular  boiler  is  frequently  disclosed. 
The  effect  of  varying  the  rate  of  combustion  in  a  boiler  gives  results  that  are  very  useful  for  pur- 
poses of  comparison.  In  the  case  of  several  boilers,  whose  durability  and  safety  are  equal,  that  one 
rates  the  highest  which  evaporates  the  most  water  per  square  foot  of  heating  surface  per  hour,  for 
a  given  rate  of  combustion  per  hour,  referred-  to  the  same  unit,  for  the  reason  that  heating  suiiace 
costs  money.  As  results  of  tests  are  commonly  stated  and  comparisons  made,  the  evaporation  of 
one  boiler  is  compared  with  that  of  another,  without  any  reference  to  the  rate  of  combustion  in  each 
when  referred  to  the  heating  surface;  so  that  the  results,  when  properly  compared,  might  be  reversed. 
This  is  sufficiently  shown  from  the  experiments  recorded  in  another  part  of  this  article ;  and  as  it  is 
foroetimes  important  to  make  the  reduction,  a  table  calculated  from  Prof.  Bankine^s  formula  (see 
"Treatise  on  the  Steam-Engine  and  other  Prime  Movers  ")  is  appended,  by  which  the  reduction  can 
be  effected  approximately.  Of  course,  whenever  two  different  types  of  boilers  are  to  be  compared, 
they  should  be  tried  at  the  same  rate  of  combustion  per  square  foot  of  heating  surface,  if  possible. 

The  feed-water  heater  referred  to  in  this  table  is  one  located  in  the  chimney,  the  heat  being  im- 
parted to  the  water  by  the  products  of  combustion. 

Example, — In  a  certain  competitive  trial  of  two  boilers,  with  heaters,  and  natural  draught,  the  rate 

of  oombuBtion  in  the  first  was  0.5  lb.  per  square  foot  of  heating  surface  per  hour,  and  in  the  second 

1  lb.     The  first  evaporated  13.2  lbs.  of  water  from  and  at  212°  per  pound  of  combustible,  and  the 

second  11.1  lbs.,  so  that  the  first  evaporated  about  19  per  cent,  more  than  the  second,  under  these 

conditions-     If  they  had  both  been  tried  at  the  rate  of  combustion  of  the  first,  the  second  would  have 

.84 
evaporated  *-—  X  11*1  =  18.82  lbs.,  or  would  have  been  about  1  per  cent,  more  efficient  than  the  first 

Although  the  principles  just  stated  for  recording  boiler  experiments  have  not  been  followed  in 
the  records  contained  in  this  article,  for  the  obvious  reason  of  restricted  space,  an  endeavor  has  been 
14 
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made  to  gire  the  results  in  a  form  suffidentlj  complete  to  render  them  useful  in  practice ;  and  the 
reader  who  desires  more  detailed  accounts  will  consult  the  references. 

Relative  J^fcienct/ for  Different  Ratet  of  ComXnutum, 


RELATIVE  EFFICIRNCY. 

PMindt  of  Combos- 
tfblo  pw  Sqoai* 

HATUBAL  DBAUOBT. 

FOBOBD  DBAVGBT. 

Foot    of   Hat- 
ing Siirfho.  por 
Hour. 

BoOot  wKh  Fa«l- 

BoIbrwlUioatF««l. 

BoUer  with  F««l- 

BoIbrwHhoatFMd. 

watwHMtar. 

walarHcftter. 

waUrHMtar. 

water  UMtcr. 

.1 

1. 

1. 

1. 

1. 

.2 

.956 

.948 

.971 

.969 

.8 

.918 

.906 

.946 

.941 

.4 

.875 

.861 

.919 

.911 

.5 

.84 

.827 

.896 

.888 

.6 

.808 

.79 

.878 

.865 

.7 

.778 

.761 

.851 

.814 

.8 

.76 

.729 

.881 

.824 

.9 

.724 

.706 

.811 

.605 

1. 

.7 

.678 

.792 

.78 

2. 

.626 

.508 

.644 

.682 

8. 

.42 

.897 

.642 

.628 

4. 

.86 

.88 

.468 

.466 

6. 

.8 

.282 

.412 

.899 

«. 

.268 

.246 

.868 

.856 

T. 

.288 

.218 

.882 

.821 

8. 

.21 

.196 

.808 

.292 

9. 

.191 

.173 

.278 

.268 

10. 

.175 

.168 

.267 

.247 

Consirudion  of  Boilers. — ^The  following  rules,  giving  about  one-eighth  the  ultimate  strength  of  the 
material  for  the  working  strain,  and  following  the  proportions  recommended  by  the  best  authorities, 
will  be  found  useful  in  practice.  They  can  readily  be  adapted  to  any  other  factor  of  safety  greater 
or  less  than  8 ;  but,  taking  into  account  the  rapid  deterioration  of  steam-boilers,  and  the  violent 
strains  to  which  they  are  frequently  subjected,  it  is  very  questionable  whether  greater  pressures  or 
less  thickness  should  be  permitted,  on  principles  of  true  economy.  The  reader  will  find  interesting 
data  relating  to  this  subject  in  Fairbaim^s  *^  Useful  Information  for  Engineers,'*  Rankine*s  "  Treatise 
on  the  Steam-Engine,"  Van  Buren  on  the  "  Strength  of  Iron  Parts  of  Steam  Machinery,"  "  Reports 
of  the  English  Bk)iler  Insurance  Associations,"  "  Proceedings  of  the  Institution  of  Civil  Engineers," 
xlvi.,  "Proceedings  of  the  Institution  of  Mechanical  Engineers,"  1872,  Orashofs  " Festigkeitslehrc," 
and  "  Des  Ingenieur's  Taschenbuch,  von  dem  Verein  *  Hiitte.* " 

Notation, 

K  =  diameter  of  rivet,  in  inches. 
V   =  length  of  rivet  under  head,  in  inches. 
/    =  lap  to  be  given  to  joint,  in  inches. 
p  =  distance  between  centres  of  rivets,  in  inches. 
T  =  thickness  of  plate,  in  inches. 

P  =  working  pressure  of  steam,  in  pounds  per  square  inch. 
D  =  diameter  of  cylindrical  shell,  or  flue,  in  inches. 
L  =  length  of  cylindrical  flue,  in  inches. 
R  =  radius  of  circular  plate,  in  inches. 

m  =  length  of  rectangular  plate,  and  side  of  square  plate,  in  inches, 
n  =  breadth  of  rectangular  plate,  in  inches. 
(Note  that  m>H,) 

8  =  distance  between  centres  of  stays,  in  inches. 
d  =  diameter  of  round  stay,  in  inches. 
A=.  area  or  cross-section  of  stay,  in  square  inches. 


for  plates  up  to  |  inch  in  thickness, 
for  plates  from  }  to  |  inch  in  thickness, 
for  plates  from  |  to  |  inch  in  thickness, 
for  plates  from  |  to  1  inch  in  thiduiess. 


1.  Diameter  of  rivets, 

(  1.126, 

2.  Lenffth  of  rivets. 

t?  =  4.6  X  T. 

8.  Distance  between  rivets. 
(a.)  Single  riveted  joints. 

16,  for  plates  up  to  ^  inch  in  thickness 

5,  for  plates  from  i  to  ^  inch  in  thickness. 

4,  for  plates  from  |  to  $  inch  in  thickness. 

8,  for  plates  from  {  to  1  inch  in  thickness. 
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(6.)  Each  line  of  riyets,  double  riyeted  joints. 


;>=  Tx 


for  plates  up  to  i  inch  in  thickness, 
for  plates  from  i  to  -j^  inch  in  thidmess. 
for  plates  from  iftf  to  1%  inch  in  thickness, 
for  plates  from  1^  to  1  inch  in  thickness. 


JjapofjohU. 

Siogte-rlreted 
Joint. 

/=rx   ^  4.6, 


(0, 
\  4.6 
(4, 


DoQl>Ie-rIveted 
Juint 

10, 
7.6, 
6.7, 

tfor  cylindrical  ihdh, 

Btngle-riTeted  DoabIe-rfvet«d 

'   "  Bhelli. 

10,000,  12,000,  for  steel  shells. 

7,600,  9,000,  for  wrought-iron  shells. 

6,000,  6,400,  for  copper  shells. 

^  Thieknmt  of  cylindrical  thells. 
Single-riyeted 


for  plates  up  to  }  inch  in  thickness, 
for  plates  from  }  to  }  inch  in  thickness, 
for  plates  from  |  to  1  inch  in  thickness. 


'=f..{ 


(0.( 
r=Px  D  X  <0j 

{ o.< 


Double-riveted 
•hvllt. 


0.0001,  0.00008888,  for  steel  shells. 

0001816,         0  0001111,    for  wrought-iron  shells. 
0002,  0.0001663,    for  copper  shells. 

7.  Workififf  pramre  for  cylindrical  Jlua  of  wnrnght-iron^  exposed  to  external  prenure. 

T*  a 

P  =  l,960,000x    .       -,  X  J . 

*  L  X  D      b  X  c 

8.  Thieknmtfor  cylindrical  fttiet  of  wroughi-irony  exposed  to  external  pressure, 

b  X  c 


T=^0. 


,00000051282  x  P  x  L  x  I)  x 


0- 


Note. — ^In  the  two  foregoing  formulas,  the  values  of  the  constants,  a,  6,  and  c,  are  as  follows : 
0.4  for  flues  from  .061  to  .087  in.  thick.         f  0.76  for  flues  from  18  to  26  inches  long. 


0.45 
0.5 
0.66 
,0.6 
I  0.66 
0.7 
10.76 
I  0.8 
0.85 
0.9 
0.95 
1. 


.087 

.119 

.169 

.206 

.261 

.826 

.899 

.483 

.677 

.682 

.8 

.931 


.119 

.169 

.206 

.261 

.826 

.899 

.488 

.677 

.682 

.8 

.931 

.107 


».  WorHnff  pressure  for  fat  plates,  secured  at  the  edges. 
(a.)  Circular  phites. 

Cast-iron  plates. 

8,760 


P  = 


(h)  Rectangular  plates. 
-,_  T^  X  {m^  +  n^) 
~"         m*  X  m* 
(e,)  Square  plates. 

P=~x 


6,000 


10,000 


Wrooght-iron  plates. 
9,000 

12,000 

24,000 


10.  TUcknas  for  fat  plates,  secured  at  the  edges, 

(a.)  Grcular  plates. 

Cast-iron  plates. 

T=:R  X    VPx  0.018257 

(6.)  Rectangular  plates.  

T=m*  X  n  X   A/f ^\  x  0.014142  0.0091287 


Wroofrbt-iron  plates. 
0.011786 


(e.)  Square  plates. 
r=m   X  VPx 


0.01 


0.006466 


Steel  plates. 
16,000 

20,000 

40,000 


Steel  plates. 
0.0091287 


0.0070711 
0.005 
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1 1 .  Workinff  pressure  for  stayed  surfaces. 

Copper  plates. 

P=^x  17,000 

12.  Thickness  for  stayed  surf aees, 

T—  S  X  VF  X 

13.  Working  pressure  far  stays. 


F=±x 

14.  Area  of  stays, 

A=:  Px  S*  X 

16.  Diameter  of  stays. 


Copperplates. 
0.00767 

Wrooght-inm  stays. 
4,000 

0.00025 


Wronght-iron  plates.       Steel  plates. 
27,000  45,000 


Wronght-lroD  plates.       Bteel  plates. 
0.0060858  0.0047141 


Copper  stays. 
8,000. 

0.000833. 


d  =   V(1.2788  X  A). 

The  following  table  for  oonyerting  Tulgar  fractions  into  decimals  will  be  found  useful  in  connec- 
tion with  these  rules. 


HalTM. 

IVMrdu. 

Kt^Om, 

SfaclMatlM. 

Dtcmah. 

1    

1  

1  

0635 

2 

8 

4 

125 

1875 

2ft 

2 

6 

8125 

6  :;::.:.: 

^6 

7 

4875 

8 

5 

2    .  .. 

8 

9  

10 

...\ jms 

6^ 

11  

6675 

12 

75 

.,     ,.  i  

8 

18 

6125 

14 

875 

15 

9875 

16 

1. 

Examples. — 1.  For  a  single  rircted  joint  of  i-inch  plates,  the  diameter  of  riyets  =  0.125  x  2  = 
0.25  inch. 
'2.  For  the  same  joint,  the  length  of  riret  under  the  head  =0.126  x  4.6  =  0.6626  inch. 

8.  For  a  double  riveted  joint  of  ^-inch  plates,  the  distance  between  centres  of  rivets  in  eadi  row 
=  0.6  X  6  =  2.5  inches. 

4.  The  lap  to  be  allowed  for  a  single  riveted  joint  of  ^-inch  plates  =  0.26  x  6  =  1.6  inch. 

6.  The  working  pressure  for  a  cylindrical  boiler,  32  inches  in  diameter,  made  of  wrought4ron 

plates  i  inch  thick,  single  riveted,  =  -^  x  7600  =  69.376  lbs.  per  square  inch. 

32 

6.  The  thickness  for  the  plates  of  a  cylindrical  boiler,  double  riveted,  60  inches  in  diameter,  made 
of  copper  plates,  for  a  working  pressure  of  40  lbs.  per  square  inch,  =  60  x  40  x  0.0001563  = 
0.376  inch. 

Note. — In  the  double  riveting  to  which  these  rules  apply,  the  two  rows  of  rivets  are  staggered,  that 
is,  the  rivets  of  one  row  are  midway  between  those  of  the  other.  The  rules  arc  designed  for  shells 
that  are  truly  cylindrical,  a  condition  that  is  only  approximately  fulfilled  with  the  ordinary  lap  joint. 
In  some  instances  cylindrical  shells  are  constructed  with  butt  joints,  covering  strips  uniting  the  two 
plates.  These  rules  refer  to  the  resistance  of  a  boiler  to  longitudinal  rupture ;  and  as  the  resistance 
to  transverse  rupture  is  twice  as  great,  it  is  not  uncommon  to  make  the  joints  in  cylindrical  shells 
double  riveted  in  the  longitudinal  seams,  and  single  riveted  in  the  others. 

7.  The  working  pressure  for  a  cylindrical  flue  of  wrought-iron,  20  inches  in  diameter,  80  inches 

lon<?,  three-eiffhths  of  an  inch  thick,  exposed  to  external  pressure,  =  1,950,000  x  - ^  x  '- 

""  ^  *      *^  ^  >        I       »  80x20      0.65x1.6 

=  115.36  lbs.  per  square  inch.    If  the  flue  were  120  inches  long,  the  other  conditions  being  the 

same,  the  working  pressure  =  1,960,000  x  ~^ — ^  x  '  =  83.42  lbs.  per  square  incfau 

Since  the  strength  of  a  flue  decreases  as  its  length  is  increased,  it  is  customary,  in  the  constraction 
of  a  flue  having  a  large  diameter  and  considerable  length,  to  divide  it  into  a  series  of  short  flues,  by 
attaching  bands  or  stiffening  pieces  at  short  intervals,  usually  bands  of  angle-iron  secured  to  the  flue 
by  socket  bolts. 

8.  The  thickness  for  a  wrought-iron  flue,  30  inches  diameter,  40  inches  long,  exposed  to  an  exter- 

tial  pressure  of  60  lbs.  per  square  inch  =  y  (o.00000061282  x  60  x  40  x  30  x  ^'    ^    '^^  =r 
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0.26  inch.    In  this  example  it  will  be  seen  that  one  of  the  constants  has  to  be  determined  by  trial, 
anoe  it  depends  on  the  thickness  of  the  plate,  which  is  unknown. 

9.  The  working  pressure  for  the  flat  head  of  a  cylindrical  boiler,  unstayed,  20  inches  diameter, 

made  of  wrought-iron  half  an  inch  thick,  =  y-^   x  9,000  =  22.5  lbs.  per  square  inch. 

10.  The  thickness  for  a  steel  plate,  unstayed,  12  inches  square,  exposed  to  a  pressure  of  40  lbs. 
per  square  inch,  =  12  x  Vio  x  0.006  =  0.88  inch. 

11.  The  working  pressure  for  a  wrought-iron  plate,  stayed  at  intervals  of  1  inches,  and  three-eighths 

of  an  inch  thick,  =  ^  '      '   x  27,000  =  77.48  lbs.  per  square  inch. 

12.  The  thickness  for  a  steel  plate,  exposed  to  a  pressure  of  100  lbs.  per  square  inch,  with  stays  5 
inches  from  centre  to  centre,  =  5  x  1^  100  x  0.0047141  =  0.24  inch. 

13.  The  working  pressure  for  copper  stays,  having  an  area  of  0.5  square  inch,  and  placed  8 

incbes  between  centres,  =  r-^^  x  3000  =  28.4  lbs.  per  square  inch. 

14.  The  area  for  wrought-iron  stays,  6  inches  between  centres,  for  a  pressure  on  the  plate  of  100 
lbs.  per  square  inch,  =  100  x  (5)*  x  0.00025  =  0.626  square  inch. 

15.  The  diameter  of  a  round  stay,  whose  area  is  0.625  square  inch,  =  ^(1.2782  x  0.625) 
=  0.892  inch. 

As  before  remarked,  if  these  rules  are  to  be  changed  so  as  to  give  the  proportions  with  a  different 
hdOT  of  safety,  the  change  can  easily  be  made  by  altering  the  constants.  Thus,  if  d  boiler  is  to  be 
proportioned  with  only  five-eighths  as  much  strength  as  these  rules  give,  multiply  the  constants  in  the 
roles  for  working  pressure  by  {. 

Riveting  machines  are  generally  used  in  the  construction  of  modem  boilers  with  plates  more  than 
half  an  inch  thick.    The  riveted  joints,  whether  hand  or  machine  riveted,  are  then  made  tight  by 

chipping  and  calking  the  seams.    Sometimes  the  edge 
^^^^t^  *J^  of  the  &eet  that  is  to  be  calked  is  planed  before  the 

y^^^^^       y^^^^  ,^0^A     J^'^*  '8  made. 

^^^-T"^!  ^^m^^^  ^f^^^''^^'^\       ^^  important  improvement  in  the  mode  of  calking 

^    — "H^^     ^^^mC^  joints  has  recently  been  introduced.    It  is  illustrated 

J'i^^^S     j^^^^^M^  ii^  ^iS-  ^^^y  which  sufficiently  shows  the  nature  of  the 

^^^     X^-^Jm       ^^^^^^  Where  holes  are  cut  in  boilers  for  man  and  hand 

^^^  ^N^         |,q]q  plates,  and  for  connection  with  steam-drum,  the 

sheet  should  be  strengthened  by  a  band  around  the 
edges  of  the  opcninpr,  which  band  should  be  of  angle-iron  in  the  case  of  large  openings. 

Any  pipe  that  is  attached  to  a  boiler  should  be  secured  by  flanges  in  preference  to  being  screwed 
mto  threads  cut  in  the  sheet. 

The  tubes  of  boilers  are  secured  to  the  tube-sheets  by  expanding  them  slightly  at  the  inner  or  outer 
or  at  both  edges  of  the  sheets.  Formerly  this  was  done  with  a  hand-tool  and  light  hammer,  but 
tube-expanders  are  now  employed  almost  exclusively.    The  two  forms  in  common  use  are  Prosser^s, 


407. 


4es. 


466. 

t%gB,  466  and  467,  and  Dudgeon^s,  Fig.  468.  The  former,  it  will  be  seen,  consists  of  an  expanding 
bcilow  plu;:,  in  sections  held  together  by  a  spring.  In  using  this  tool,  it  is  inserted  into  the  end  of 
the  tabne,  and  expanded  by  the  action  of  a  tapering  mandrel  driven  into  it,  turning  the  expander 
slightly  after  each  blow.  A  collar,  Fig.  467,  is  sometimes  used  in  connection  with  this  tool,  which 
eats  off  the  end  of  the  tube  while  it  is  being  expanded.  From  the  form  of  the  sections,  this  tool  ex- 
pands the  tube  on  the  outside  of  the  sheet,  as  well  as  the  inner. 

The  Ihidgeon  expander  has  a  series  of  rollers  which  expand  the  tube  when  forced  outward  by  the 
action  of  a  tapering  mandrel,  which  needs  only  to  be  turned  a  few  times  to  do  the  work.  It  is  stated 
that  this  tool  has  been  used  to  stop  leaks  in  tubes,  with  steam  in  the  boiler. 

Incrustation  and  Corrosion. — ^The  action  of  the  filtering  feed  water  heater,  which  removes  the  solid 
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impurities  from  the  water  before  it  enters  the  boiler,  has  already  been  referred  to.  This  device 
proves  very  efficacious  in  many  instances,  but  there  are  some  qualities  of  feed-water  that  cannot  be 
purified  in  this  manner.  None  of  the  water  used  in  marine  boilers  can  be  rendered  pure  by  me- 
chanical means ;  and  where  surface-condensers  are  not  employed,  it  is  found  impossible  to  prevent  in- 
crustations forming  on  the  sheets  and  flues.  The  scale  or  incrustation  on  the  heating  surfaces  of  a 
boiler,  being  a  bad  conductor,  reduces  the  evaporative  efficiency ;  and  if  it  is  very  thick,  the  material 
of  the  boiler  frequently  becomes  overheated,  and  is  thus  rendered  worthless.  There  are  many  so- 
called  scale-preventives  in  the  market,  most  of  which,  however,  should  be  used  with  caution,  since 
it  is  difficult  to  find  anything  that  will  attack  incrustations,  that  is  not  also  liable  to  injure  the  iron. 
An  account  of  a  number  of  these  preparations,  with  their  analysis,  is  contained  in  a  **  Report  on 
Water  for  Locomotives  and  Boiler  Incrustations,''  by  C.  F.  Chandler.  Among  the  best  preventives, 
in  the  case  of  spring  waters,  are  crude  petroleum,  soda  ash,  and  tannate  of  soda.  In  using  any  of 
these  remedies,  the  boiler  should  be  blown  off  and  washed  out  frequently.  The  scale  can  frequently 
be  softened  by  allowing  the  water  to  remain  in  the  boiler  after  the  fire  is  hauled,  until  it  is  quite 
cool,  and  then  letting  it  run  out.  Preparations  which  act  mechanically  and  soften  the  scale  have 
been  used  with  some  success.  Tobacco-juice  was  tried  for  some  time  in  vessels  of  the  United  States 
navy,  and  it  was  found  that,  while  the  amount  of  deposit  was  not  diminished,  it  could  'be  more  easily 
removed.    (See  "  Experimental  Researches  in  Steam  Engineering.") 

At  the  present  time,  surface-condensers  are  used  with  nearly  all  marine  engines,  and,  in  general, 
the  amount  of  incrustation  is  not  great.  With  the  first  introduction  of  the  surface-condenser,  how- 
ever,  a  greater  evil  than  that  of  incrustation  was  developed,  which  at  one  time  threatened  to  prevent 
the  further  use  of  this  form  of  condenser.  It  was  found  that  the  interior  of  the  boiler,  where  a  sur- 
face-condenser* was  employed,  corroded  very  rapidly,  particularly  in  spots  over  the  fire,  so  that  in  a 
few  months  the  crown-sheet  was  nearly  eaten  through  in  places.  Although  the  cause  of  this  cor- 
rosion is  not  definitely  known,  it  is  believed  to  be  due  to  the  action  of  the  grease  which  is  carried 
from  the  cylinder  into  the  boiler,  and  possibly  in  a  slight  degree  to  galvanic  action  between  the  brass 
tubes  of  the  condenser  and  the  iron  of  the  boiler.  Whether  or  not  this  is  the  true  reason,  an  efTective 
remedy  has  been  discovered,  which  consists  in  tinning  the  condenser  tubes,  and  allowing  a  very  thin 
coating  of  scale  to  form  on  the  interior  surfaces  of  the  boiler.  As  this  scale,  when  deposited  from 
salt-water,  is  sometimes  dissolved,  Mr.  F.  J.  Rowan  recommends  that  an  artificial  coating  be  pro- 
duced, by  feeding  in  a  thin  whitewash  of  calcium  sulphate  and  magnesium  hydrate. 

In  this  brief  notice  of  corrosion  and  incrustation,  it  has  only  been  possible  to  touch  upon  the 
most  prominent  points.  For  useful  information  on  this  subject,  reference  is  made  to  the  "  Reports 
of  the  Hartford  Boiler  Insurance  Association,"  and  "  Boiler  Incrustation  and  Corrosion,"  by  F.  J. 
Rowan. 

JJoiler  Explogiora, — At  the  present  time  there  are  numerous  companies  that  are  willing,  for  a  small 
premium,  to  insure  a  steam-user  against  loss  from  boiler  explosions,  and  that  succeed,  by  a  rigid  system 
of  inspection,  in  preventing  nearly  all  accidents  to  boilers  under  their  charge.  The  boiler  insurance 
oompanies  of  England  have,  for  a  number  of  years,  made  a  careful  investigation  into  the  circumstancea 
attending  every  boiler  explosion  occurring  in  that  country,  so  that  the  ultimate  causes  of  such  acci- 
dents are  no  longer  in  doubt.  Explosions  occur  because  the  steam  pressure  is  allowed  to  exceed  the 
proper  limit,  or  because  the  boiler,  weakened  in  some  manner,  is  no  longer  able  to  sustain  the  ordi- 
nary working  pressure.  The  mysterious  theories  in  regard  to  boiler  explosions,  that  were  formerly 
prevalent,  are  accepted  by  few  intelligent  endneers  at  present.  Many  of  them  have  been  directly 
disproved  by  experiments  (see  Journal  of  ike  Franklin  Institute^  1836,  1837,  1872);  but  the  most 
convincing  proof  is  the  fact  that  these  explosions  do  not  occur  when  boilers  are  properly  managed. 
The  investigations  of  boiler-insurance  companies  show  that  the  proper  pressure  is  often  exceeded  in 
a  boiler,  on  account  of  the  use  of  a  defective  steam-gauge  or  a  so-called  safety-valve  that  is  too  small 
to  relieve  the  boiler,  is  overloaded,  or  stuck  to  the  seat.  One  of  the  most  noteworthy  explosions  that 
ever  occurred  from  a  defective  safety-valve  was  on  the  British  steamer  Thunderer,  July  17,  1876. 
(For  an  account  of  this  explosion,*and  the  thorough  investigation  that  followed,  see  Engineering^  xxii.) 

A  boiler  becomes  weakened,  so  that  it  will  not  sustain  the  ordinary  working  pressure,  by  cor- 
rosion, internal  or  external,  by  being  overheated,  which  is  frequently  caused  by  incrustation,  by  groov- 
ing of  the  plates,  caused  by  unequal  expansion,  or  on  account  of  lack  of  adjustment  of  the  braces. 
All  these  points  have  been  thoroughly  investigated  by  the  different  boiler-insurance  associations,  and 
much  valuable  information  is  contained  in  their  reports.  (For  an  account  of  government  regulations 
in  various  countries  in  regard  to  the  inspection  of  steam-boilers,  see  TTie  Engineer^  xxxix.)  The  gen- 
eral result  of  all  the  investigations  is  to  show  that  safety  from  accident  can  only  be  assured  by 
thorough  inspection  at  frequent  intervals,  and  that  the  hydrostatic  test  alone  is  not  sufficient,  eases 
being  on  record  in  which  a  boiler  has  exploded  at  less  than  the  pressure  attained  just  before  in  a 
hydrostatic  test.  Indeed,  the  hydrostatic  test,  with  cold  water,  often  injures  a  boiler;  and  it  is  pref- 
erable to  fill  the  boiler  with  water,  load  the  safety-valve  to  the  desired  pressure,  and  heat  the  water 
gradually  until  it  opens  the  valve  by  expansion.  There  are  many  defects,  however,  that  this  kind  of 
test  does  not  show,  and  that  can  only  be  discovered  by  careful  inspection,  external  and  internal.  In 
this  inspection,  the  eye  must  be  assisted  by  the  ear,  one  of  the  most  delicate  tests  being  the  sound  of 
the  material  when  tapped  with  a  light  hammer.  In  the  case  of  the  disastrous  explosion  on  the 
oteamer  Westfield,  July  30,  1871  (see  Journal  of  ike  Franklin  InstitxUey  1871),  the  sheet  was 
weakened  by  corrosions,  a  fact  that  was  not  disclosed  by  the  hydrostatic  test  made  a  short  time 
before,  aud  that  could  only  have  been  discovered  by  the  hammer-test,  according  to  the  testi- 
roony  of  an  experienced  inspector.  In  the  practice  of  private  boiler-insurance  associations,  the 
hydrostatic  test  now  occupies  a  secondary  position,  being  used  mainly  in  the  case  of  new  boilers, 
while  personal  inspection  with  the  hammer-test  is  the  rule  for  boilers  that  have  been  in  service  for 
some  time.  R,  H.  B. 
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BOILERS,  SUGAB.    See  SuoAR-MAKnra  Machinsrt. 

BOLSTERS  are  used  to  support  a  piece  of  work  at  a  proper  distance  above  an  anvil  while  being 
pancbed  or  drifted :  consequently,  the  greater  the  length  of  drift  that  protrudes  beyond  the  work, 
the  greater  is  the  height  or  thickness  of  the  bolster.  Some  sorts  of  bolsters  consist  of  thick  circular 
wings  having  holes  of  various  diameters ;  other  bolsters  are  slotted  or  may  have  a  long  narrow  gap. 
The  forging  of  one  of  this  class  consists  in  bending  one  end  of  a  long  bar  and  closing  the  work 
together  until  the  gap  is  of  the  proper  width.  After  the  bolster  is  finished,  it  is  cut  from  the  bar, 
which  serves  as  a  handle  during  the  forging. 

BOLT-MAKIXG  MACHINERY.    See  Nail-makino  Machinebt. 

BOLTS.    See  Mills,  Grain. 

BOND.    See  Masonbt. 

BONE-BLACK  APPARATUS.    See  Scoar-makino  Machinebt. 

BOOKBINDING  MACHINERY.  There  arc  two  kinds  of  bookbinding,  known  respectively  as 
*•  cloth-case  "  and  "  extra."  The  first  b  the  cheapest,  and  that  in  which  machinery  is  employed ;  the 
second  is  usually  done  by  hand.  After  printing,  the  sheets  go  to  the  binder  in  quires,  and  are 
folded  at  the  rate  of  from  10,000  to  12,000  per  day  in  folding  machines  (see  Book-foldino  Ma- 
CHLVE).  The  sheets  are  then  laid  in  piles,  collected  in  sets  to  form  the  book,  examined,  and  pressed 
in  a  smashing  machine  (see  Press).  The  volume  next  passes  to  the  sawing  machine  preparatory  to 
scwin^^.  Several  volumes  are  taken  together,  and  in  an  instant  five  revolving  saws  make  as  many 
cats  in  the  backs,  of  a  size  sufficient  to  admit  the  bands  of  twine  to  which  the  sheets  are  sewed.  A 
late  improvement  in  sawing  sheets  consists  in  gathering  the  sheets  of  a  set  in  two  heaps,  odd  signa- 
tares  in  one  pile,  even  in  the  other.  Slanting  cuts  are  then  made  in  the  backs.  The  result  is  that 
when  the  sheets  are  gathered  in  proper  sequence,  the  cuts  cross,  the  binding-thread  passing  through 
the  continuous  orifice  formed  by  their  intersection.  This  is  claimed  to  give  a  very  strong  binding. 
Book-sewing  is  now  mainly  done  on  book-sewing  machines  (see  Skwino  Machines^  This  done,  end 
papers  are  pasted  on  the  book,  and  its  free  edge  is  cut  in  a  cutting  machine  (see  Paper-cuttino 
Machinbrt).  a  backing  machine  then  spreads  the  back  and  forms  a  groove  for  the  boards.  The 
eover  is  prepared  of  millboard  and  cloth,  and  stamped  in  an  embossing  press  (see  Press),  finally, 
the  book  is  pasted  on  the  sides,  placed  in  the  cover  and  pressed  until  dry.  A  very  complete  descrip- 
tion of  the  hand-processes  for  both  cloth-case  and  extra  binding  will  be  found  in  the  article  *'  Book- 
binding," in  the  ^*  American  Cyclopedia." 

BOOK-FOLDING  MACHINE.  An  apparatus  for  folding  sheets  of  books  for  sewing  and  binding. 
In  Fig.  469  is  represented  a  simple  form  of  the  Chambers  machine.  The  operator  transfers  a  sheet 
to  the  table  A^  which  has  a  transverse  slit  across  its  middle.  The  revolution  of  the  pulleys  oper- 
ates a  rock-shaft  j9,  carrying  a  curved  arm  with  a  folder  C  at  its  extremity,  which  presses  the 
sheet  down  through  the  slit  in  the 

table,  where  it  passes  between  rollers  ^^* 

which  doable  it  and  deliver  it  into  a 
receptacle  A  at  the  end  of  the  ma- 
chine. To  fold  an  octavo,  the  once- 
fokled  sheet  is  again  presented  to  a 
folding  edge,  when  it  is  carried  to  a 
second  set  of  rollers  which  squeeze  it 
flat,  and  it  is  thence  led  to  a  trough, 
where  the  folded  sheets  are  collected. 

BOOT-MAKING  MACHINERY. 
See  Shok-makino  Machtnbbt. 

BORING  MACHINE.    See  Drill- 

I50  AND  BoBINO  MACHINES. 

BORT.     See  Diamond. 

BOSHES.    See  Furnaces,  Blast. 

BOTTLE-MAKING.  See  Glass- 
MAKING  Machinebt. 

BRACE,  DRILL.    See  Drills. 

BRAKE.  This  temr  is  applied-— 
(1)  to  a  machine  for  separating  the 
bark  and  pith  from  the  fibre  of  hemp 
and  flax;  (2)  to  a  kneading-machine 

(see  Bread  and  Biscuit  Machinery);  (3)  to  the  handles  of  a  fire-engine  pump;  (4)  to  an  iron  crotch 
with  a  sharp  reentering  angle,  used  in  basket-making,  to  peel  the  bark  from  the  osiers ;  (5)  to  a 
heavy  snaffle  used  for  subduing  unruly  horses ;  (6)  to  a  frame  for  confining  refractory  animals  while 
being  shod,  etc. ;  (7)  to  a  friction  strap,  band,  or  shoe,  applied  to  machinery  to  afford  resistance  (see 
Dtnamometers)  ;  (8)  to  a  vehicle  for  breaking  horses,  consisting  of  the  running-gears  and  a  driver^s 
seat,  without  any  carriage-body.  Brakes  for  wagons  consist  of  rubbers  or  shoes  so  arranged  as  to 
be  pressed  against  the  wheels  by  a  system  of  levers  operated  by  a  handle  near  the  driver's  seat. 
Sled  or  sleigh  brakes  are  usually  spurs  brought  into  action  by  scraping  on  the  ground. 

BRAKES,  CAR.  These  are  the  subject  of  numerous  inventions,  the  result  aimed  at  being  to  stop 
a  railway  train  within  the  shortest  possible  distance.  When  the  brakes  are  applied  to  a  railway  train 
to  stop  its  motion  entirely,  the  propelling  or  tractive  force  is  taken  off  at  the  same  moment ;  and 
their  object  is  then  to  convert  the  vU  viva  of  the  train  into  mechanical  work  by  means  of  f ric- 
tion,  the  result  being  heat. 

Railway  brakes  are  single  or  non-continuous  when  they  are  applied  to  a  car  singly,  and  continuous 
when  they  act  simultaneously  on  all  or  on  several  cars  of  the  train.    There  are  also  continuous  and 
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automatic  brakes ;  or,  more  properly  speaking,  some  of  the  continuous  brakes,  under  certain  cir- 
cumstances,  can  be  made  to  work  automatically.  In  all  cases  the  braking  force  is  applied  to  the 
wheels,  blocks  of  metal  being  pressed  against  their  rim,  creating  friction.  The  difference  between 
the  various  brakes  exists  only  in  the  manner  in  which  this  foi-ce  is  transmitted  to  the  blocks — com- 
monly called  shoes — from  the  motor,  whether  the  latter  be  steam  or  air  pressure,  the  force  of  gravi- 
tation, or  human  strength. 

Uand-Bbakes. — ^The  ordinary  hand-brake  is  operated  by  a  brakeman  from  the  platform  or  the  roof 
at  cither  end  of  the  car.  It  consists  of  a  vertical  rod  supported  and  kept  in  position  by  brackets. 
On  the  upper  end  of  the  rod  is  a  hand-wheel,  and  to  the  lower  end  a  chain  is  attached,  which,  when 
wound  up  on  the  rod,  acts  on  two  horizontal  wooden  bars,  suspended  from  the  frame  of  the  car- 
truck  or  the  car,  their  ends  being  fitted  with  metallic  friction-blocks,  which  press  against  the  wheels. 
The  vertical  rod  is  held  stationary  by  means  of  a  small  ratchet-wheel  and  detent  on  the  platform  or 
the  roof  when  the  brakes  are  put  on,  and  is  released  when  the  motion  of  the  train  is  stopped.  There 
are  various  other  forms  of  hand-brakes.  Screw-brakes  are  often  used  on  locomotives,  in  which  the 
bar  carrying  the  friction-blocks  is  pressed  against  the  wheels  by  means  of  a  rod,  the  other  end  of 
which  is  attached  to  one  arm  of  a  bell-crank ;  the  other  arm  of  the  crank  is  pulled  by  a  rod  provided 
with  a  screw-thread  working  in  a  fixed  nut.  Fre&suro  on  brake-blocks  is  sometimes  exerted  simply  by 
the  weight  of  the  brakeman,  who  stands  at  one  end  of  a  lever  acting  on  the  bars. 

As  the  speed  of  railway  trains  has  been  increased,  the  necessity  for  better  devices  to  effect  quick 
and  powerful  action  of  brakes  has  augmented ;  and  thus  steam  or  other  pressure  has  been  substitu- 
ted for  human  strength,  and  continuous  brakes  have  been  invented,  all  tending  to  increase  safety 
and  prevent  accidents.  Abundant  instances  may  be  cited  wherein  the  safety  or  destruction  of  a  fast 
train  has  depended  upon  whether  two  seconds  or  eighteen  elapsed  between  the  application  of  the 
brake  and  the  development  of  the  retarding  force  on  the  wheels. 

M.  Mari4  has  determined  that  a  theoretically  perfect  brake  should  stop  a  train  running  at  88  and 
50  mUes  an  hour  respectively  within  the  following  distances : 

In  bad  weather 767  feet  and  1,377  feet. 

In  medium  weather 887        "  716    " 

In  fine  weather. 269       "  800    " 

Under  best  conditions 197        "  844    " 
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In  order  to  determine  the  space  in  which  quick  stops  could  be  effected  by  means  of  the  tender- 
brake,  application  of  brake  to  rear  car,  use  of  sand  on  rails,  and  reversal  of  engine.  Captain  Tyler, 
in  1876,  caused  the  following  trials  to  be  made  on  the  Derby,  Castle  Donnington  &  Trent  line,  Eng- 
land. There  were  four  trials.  In  the  first  all  available  means  were  used  to  stop  the  train,  viz. : 
tender-brake  and  one  guard's  van-brake  at  rear  of  train  applied,  sand  used,  and  engine  reversed,  and 
steam  against  it  with  the  Lecbatelier  tap  open.  The  gradient  was  level ;  the  train,  the  total  weight 
of  which  was  102  tons  7  cwt.  2  qrs.,  was  running  at  the  rate  of  49.9  miles  per  hour  when  the  brt^e 
was  applied.  The  result  was  that  64  seconds  were  occupied  in  stopping  the  train,  which,  after  the 
application  of  the  brake,  ran  a  distance  of  807  yards.  In  the  second  experiment  all  available  means 
except  reversing  the  engine  were  used :  gradient,  1  in  880,  up,  and  level ;  speed,  49.9  miles ;  time,  60 
seconds ;  distance  run,  843  yards.  In  the  third  experiment  all  available  means  were  used,  and  when 
the  engine  was  reversed,  the  regulator  was  allowed  to  remain  wide  open  all  the  time :  gradient,  1  in 
220,  down ;  speed,  62.5  miles ;  time  occupied,  65  seconds ;  distance  run,  867  yards.  In  the  final  ex- 
periment all  available  means  were  used.  When  reversing  the  engine  the  steam  was  first  shut  off, 
then  the  lever  was  pulled  into  back  gear,  and  then  steam  was  turned  on  again  as  in  the  first  experi- 
ment :  gradient,  level ;  speed,  52.5  miles ;  time,  60  seconds ;  distance,  787  yards.  The  weather  was 
fair,  and  the  rails  slightly  greased.  This  will  suffice  to  show  the  efficacy  of  the  old  system  of  brakes 
when  aided  by  quick  reversal  of  the  engine. 

Steam-Brakes. — ^These  consist  either  of  apparatus  independently  attached  to  the  locomotive,  or  of 
mechanism  which,  besides  transferring  the  propelling  power,  is  also  employed  to  retard  the  motion. 
An  example  of  the  first  kind  is  a  steam-cylinder  placed  on  the  locomotive  between  the  driving-wheels, 
with  two  pistons  and  rods  projecting  in  opposite  directions,  and  acting  on  the  friction-blocks.  Steam 
admitted  between  the  two  pistons,  through  a  pipe  provided  with  a  cock  leading  from  the  boiler, 
presses  on  the  blocks,  and  is  exhausted  at  the  will  of  the  driver  through  a  separate  cock.  The  sec- 
ond kind  of  steam-brakes  is  not  used  in  this  country.  They  continue  to  be  employed  in  Europe, 
although  they  are  far  from  being  as  effective  as  continuous  brakes  are.  Of  these  there  are  several 
types :  1.  In  the  Lecbatelier  system  a  pipe  is  led  from  the  exhaust-pipe  of  the  engine  to  a  small 
closed  vessel  which  is  connected  with  the  boiler  by  two  other  pipes,  each  furnished  with'a  cock.  One 
of  these  communicates  with  the  boiler  above  and  the  other  below  the  water-line,  and  by  means  of  them 
a  mixture  of  steam  and  water  can  be  introduced  into  the  closed  vessel,  and  from  it  led  by  the  pipe 
first  mentioned  to  the  exhaust-pipe.  This  provides  for  the  admission  of  a  mixture  of  steam  and 
water  into  the  blast-pipe  when  the  engine  is  reversed,  and  the  pistons  then  pump  this  mixture  instead 
of  air  and  dust  (the  latter  of  which  would  damage  the  working  portions)  into  the  boiler.  2.  The 
method  proposed  by  Zeh  involves  the  compression  of  the  steam,  by  shutting  the  exhaust-pipe,  and 
placing  the  valve-^ear  on  a  high  grade  of  expansion ;  thus  the  steam  has  to  perform  but  little  work, 
and  the  escape  of  the  expanded  steam  is  also  prevented,  and  the  latter  is  thus  compressed  at  the 
backward  stroke  of  the  piston.  8.  The  compression  of  air  in  the  cylinders  has  been  proposed  by 
M.  de  Bergues  as  a  locomotive  brake.  The  r^ulator  and  the  blast-pipe  are  shut ;  the  admission-pipe 
is  connected  with  an  air-vessel,  which  has  a  safety-valve ;  the  exhaust-pipe  is  put  in  communication 
with  the  atmosphere ;  and  the  valve-motion  is  reversed.  The  counter-pressure  is  thus  increased  to  a 
certain  degree  independently  of  the  pressure  in  the  boiler;  but  the  disadvantages  are  many.    4.  M.  de 
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Lindsee^s  brake  acts  upon  the  principle  of  producing  the  retarding  power  by  using  steam  from  the 
boiler  as  a  back  pressure  upon  the  pistons  in  a  more  advantageous  manner  than  with  the  reversing 
of  the  valve-gear.  The  steam  in  front  of  the  piston  is  pressed  back  into  the  boiler,  and  acts  thus  by 
its  repression  upon  the  piston  in  comparison  with  the  compression  produced  in  the  cylinder.  5. 
Krauss  ft  Co/s  plan  consists  in  an  arrangement  by  means  of  which  the  steam  can  be  made  to  enter 
the  cylinders  through  the  exhaust-pipes,  instead  of  through  the  ordinary  steam-pipes,  the  blast  nozzle 
bdog  at  the  time  closed,  and  the  steam  admitted  through  the  exhaust-pipes  being  pumped  back  partly 
into  the  boiler,  and  partly  into  the  steam  chests,  from  which  it  escapes  through  an  adjustable  valve 
into  the  chimney.    Of  course  the  engine  is  not  reversed  as  in  the  Lechatelicr  device. 

CoimxcoiTS  Brakes. — ^The  main  requirements  to  bo  sought  for  in  selecting  a  railway-brake  which 
maybe  placed  with  confidence  upon  high-speed  trains  may  be  summaiized  as  follows:  1.  It  must 
be  capable  of  application  to  every  wheel  throughout  the  train,  if  so  desired.  2.  It  must  be  bo 
prompt  in  its  action  that  no  ap- 
preciable loss  of  time  occurs  be- 
tween the  time  of  its  application, 
and  the  moment  when  its  full 
power  can  be  exerted  throughout 
the  train.  3.  It  must  be  capable 
of  being  applied  by  the  engineer, 
and  at  any  desired  point  through- 
oat  the  train.  4.  It  must  be  ca- 
pable of  application  by  engineer 
and  train-guards  acting  in  con- 
cert, or  by  either  independently 
of  Uic  other.  6.  It  must  under 
all  circumstances  be  capable  of 
arresting  the  motion  of  a  train 
in  the  shortest  possible  distance 
6.  It  most  be  so  arranged  that 
b  the  event  of  the  failure  of  any 
one  of  its  vital  parts,  such  fail- 
ore  must  record  itself  by  the  ap- 
plication of  the  brakes  or  other- 
wise ;  so  that  the  train,  if  in  mo- 
tion, may  be  automatically  arrest- 
ed, and  the  existence  of  a  defect 
be  thereby  made  known.  7.  It 
ma<t,  in  the  event  of  a  train 
breaking  into  two  or  more  parts, 
be  capable  of  immediate  auto- 
matic application  to  every  ve- 
hicle, under  all  conditions.  8. 
It  most  be  simple  In  its  construc- 
tion and  in  its  mode  of  working, 
and  not  be  more  liable  to  de- 
rangement in  any  of  its  parts 
than  any  other  portion  of  the 
mwhanism  on  the  train.  9.  The 
duties  it  is  called  upon  to  per- 
form must  be  done  by  the  ap- 
paratus itself,  and  not  by  the 
addition  of  any  auxiliary  contriv- 
aooe  called  in  to  aid  an  appli- 
ance which  cannot  of  itself  fulfill 
the  necessary  conditions.  10.  It 
eboold  preferably  be  inexpensive 
for  first  establishment,  and  neces- 
•arily  cheap  in  maintenance ;  for  if  the  latter  condition  be  not  fulfiUed,  constant  watching  and  fre- 
qoeni  renewals  would  be  required,  and  the  eighth  requirement  nameid  above  would  not  be  com- 
plied with. 

Cootinaout  brakes  may  be  divided  into  four  varieties :  1.  Those  operating  throughout  the  train  by 
rods  and  chains  and  similar  mechanical  devices.  2.  Those  in  which  the  mechanism  is  operated  by 
eleetro-oiagnetism.  8.  Those  in  which  water  is  forced  through  pipes,  which  thus  serves  as  a  means 
of  transmitting  the  power,  or  hydraulic  pressure  is  otherwise  applied.  4.  Those  in  which  the 
brakin*;  devices  are  operated  either  by  compressed  air  or  by  air  at  normal  pressure  through  the 
production  of  a  vacuum.    Prominent  types  of  each  variety  will  be  considered : 

1.  Chaut  asd  Mkchanical  Brakes. — ^The  operation  of  the  Creamer  brakcy  Fig.  470,  may  be 
described  as  follows:  To  the  ordinary  hand-wheel  and  brake-shaft  (for  winding  up  the  brakes) 
is  attached  a  drum,  A^  or  loose  pulley  containing  a  strong  spiral  spring  This  spring  is  wound 
op  by  a  reverse  motion  of  the  brake-shaft,  to  wUch  is  attached  an  arm  and  pawl,  C/,  taking  into 
a  drde  of  ratdiet  teeth  on  the  top  of  the  drum  A.  When  the  spring  is  wound  ready  for  use,  it 
is  hekl  in  check  by  a  lever,  B,  from  the  extremity  of  which  passes  a  branch  line  to  the  top  of  the 
car  at  Z>y  and  connecting  about  3  feet  forward  to  the  bell-cord.    The  branch-line  is  attached  to  the 
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lever  5  by  a  ring  in  such  a  way  that,  when  the  lever  is  drawn  up  vertically,  the  ring  disconnects 
This  is  rendered  necessary  to  insure  the  working  of  the  brakes  by  the  bell-cord,  whether  the  train  ii 
extended  on  an  up  grade,  or  contracted  on  a  down  grade.  The  attachment  of  the  branch  line  o1 
each  car,  some  3  feet  forward,  enables  the  engineer  to  apply  the  brakes  of  all  the  cars  simultane 
ously,  by  pulling  the  bell-cord,  and  at  the  same  time  it  does  not  interfere  with  the  bell-cord  as  f 
means  of  enabling  the  conductor  to  signalize  the  engineer.  When  the  conductor  pulls  the  bell 
cord  it  rings  the  bell,  and  simply  makes  slack  on  the  several  branch-lines  connected  with  the  brake 
but  does  not  operate  the  brake.  The  conductor,  brakcman,  or  even  passengers,  however,  can,  if  ai 
emergency  arises  in  any  part  of  the  train,  instantly  close  all  the  brakes,  by  pulling  the  bell-cord,  oi 
any  accidental  separation  of  the  train  produces  the  same  effect,  namely,  bringing  the  retarding  f ora 
on  all  the  cars  into  instant  action. 

The  Heberlein  Brake  is  not  a  true  continuous  brake,  though  it  may  be  fitted  to  every  car  in  ih< 
train,  the  plan  being,  however,  to  divide  the  train  into  sections,  including  one  brake-car  in  each,  an< 
the  operator  in  this  car  can  apply  the  brake  to  his  own  car,  and  to  one  or  more  others  in  connectioi 
with  it.  The  brakes  are  applied  to  the  wheels  by  a  friction-pulley,  which  engages  with  a  friction 
wheel  on  one  of  the  axles  of  the  engine  or  of  the  brake-car.  The  revolution  of  this  wheel  windi 
up  a  flat  link  chain,  and  this  pulling  on  a  set  of  rods  under  the  cars  applies  the  blocks  to  the  wheels 
By  pulling  a  cord,  which  extends  through  the  cars,  a  detent  is  thrown  out  of  gear,  and  the  friction 
pulley,  which  is  hung  on  a  weighted  bell-crank  lever,  is  suffered  to  fall  into  contact  with  the  friction 
wheel  on  the  axle,  and  the  brake  is  applied  as  soon  as  the  train  has  run  far  enough  to  wind  up  th< 
slack  of  the  chain.  The  cord  is  kept  taut,  so  that  in  case  a  car  runs  from  the  track,  or  become 
detached,  a  strain  is  brought  upon  the  line,  and  the  brakes  are  immediately  applied. 

The  Clark  and  W^  Chain-Brake  is  about  the  same  as  the  preceding,  the  brake  being  applie< 
by  the  tightening  of  a  chain  which  is  attached  to  a  drum  beneath  the  van,  this  drum  being  6< 
mounted  that  it  can,  when  desired,  be  driven  by  bringing  it  into  contact  with  a  friction-wheel  fixc< 
on  the  van  axle. 

Fajfs  Caniinuout  Brake. — Each  carriage  has  a  shaft  passing  along  it  from  end  to  end,  a  screw  oi 
this  shaft  actuating  the  brake-levers.  The  shafts  are  coupled  up  between  each  pair  of  carriages  Ir 
a  square  bar,  of  which  one  end  carries  a  coupling-wheel ;  the  other  end  slides  in  a  soclset  forminj 
part  of  the  shaft  beneath  one  of  the  carriages.  The  square  coupling-bars  thus  transmit  the  rotar 
motion  from  one  shaft  to  the  other,  while  the  sliding  movement  of  the  bar  just  mentioned  allowi 
for  the  play  of  the  buffers. 

Becker's  Continuous  Friction  BrcJce  is  an  ingenious  invention,  in  which  the  momentum  of  the  trai 
is  employed  for  the  creation  of  the  retarding  power.  Its  principal  part,  the  friction-gearing,  consist 
of  a  horizontal  axle,  suspended  by  movable  arms,  Z>,  Fig.  472,  from  the  car  frame.  This  axle  carric 
a  fixed  sheave,  A^  Fig.  471,  at  each  end,  and  on  each  sheave  is  a  friction-ring  B^  fitted  so  loosely  a 
to  enable  it  to  turn  easily  on  the  sheave.  These  rings  are  placed  opposite  the  tires,  and,  acoordin 
as  they  are  intended  to  press  against  the  tires  or  to  grip  the  flanges  of  the  wheels,  are  made  cylii 

471.  473. 


drical  or  with  grooves.  They  may  be  brought  into  contact  with  the  tires  or  lifted  from  them  as  d 
sired.  When  in  contact,  the  rings  receive  motion  from  the  wheels  with  the  same  peripheral  spee 
and  the  friction  between  the  rings  and  the  sheaves  winds  up  a  chain  fastened  to  their  axle,  C,  Fig.  47 
The  latter,  being  connected  in  the  usual  way  to  the  friction-blocks,  presses  them  against  the  wheel 
Since  the  winding  up  of  the  brake-chain  is  not  effected  directly  by  the  revolving  friction-ring,  bi 
by  means  of  the  axle  and  fixed  sheave  working  within  it,  the  axle  can  only  be  turned  until  the  cha 
has  been  fully  wound  up,  when  it  will  remain  still  and  be  in  no  way  affected  by  any  further  moti( 
of  the  friction-ring,  however  long  it  may  continue  to  revolve.  The  friction-ring  docs  not  come  to 
stand.still  until  the  wheel  with  which  it  is  in  contact  ceases  to  move.  By  means  of  this  peculiar  eoi 
bination  of  the  ring  between  the  driving-wheel  and  the  mechanism  which  sets  the  brake  in  actio 
not  only  is  the  desired  effect  obtained  in  every  case  and  for  each  special  demand,  but  the  usual  co 
cussions  on  the  first  application  of  the  brake  are,  it  is  claimed,  avoided,  and  the  skidding  of  tl 
wheels  rendered  impossible.  The  brake  is  instantly  thrown  out  of  gear  when  the  friction-ring 
withdrawn  from  the  periphery  of  the  wheel.  The  control  or  intermediate  gear  which  serves  to  d 
tcrmine  the  position  of  the  friction-ring  with  regard  to  the  tire  of  the  wheel,  either  by  bringing 
into  contact  with  or  removing  it  from  the  latter,  consists  of  an  axle  fitted  to  the  framework  of  tl 
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ctmage,  with  a  winch-handle  at  each  end,  and  carrying  a  fixed  double-grooTed  sheave,  round  which 
in  opposite  directions  are  wound  chains,  two  of  which  connect  with  the  friction-axle.  If  the  trans- 
mission-chain be  tightened,  a  partial  rcTolution  of  the  sheave  is  effected ;  and  by  the  other  chains 
the  friction-gear  is  either  brought  into  contact  with  or  withdrawn  from  the  wheel.  In  whatever 
direction  the  chain  may  be  pulled,  the  action  is  always  the  same.  It  being  important  to  have 
til  the  brakes  in  the  train  begin  to  act  simultaneously,  it  was  necessary  to  provide  a  compensa- 
tion for  changes  in  the  length  of  the  train ;  and  this  was  accomplished  by  carrying  the  chain  from 
car  to  car,  through  three  pulleys,  E,  F^  G,  two  stationary  and  attached  to  each  end  of  the  coupled 
cars,  and  the  third  held  at  its  centre  by  two  rods,  the  other  end  of  the  rods  being  pivoted  in  the  cen- 
tres of  the  other  pulleys.  The  three  pulleys  represent  thus  the  comers  of  a  triangle  with  a  flexible 
base  (which  would  represent  here  the  play  between  the  cars)  and  height,  and  with  two  sides  of  a 
constant  length.  Around  these  sides  the  chain  is  carried  from  car  to  car,  and  its  length  is  thus  con- 
stant, and  unaffected  by  any  slack  in  the  train.  An  apparatus  on  the  tender,  which  can  be  also 
placed  at  any  point  of  the  train,  or  in  several  places,  pulls  on  the  chain  by  means  of  a  crank  or  a 
hand-wheel,  and  puts  the  brakes  on.  To  this  end,  after  the  train  has  been  made  up  and  the  ordinary 
coupling  fastened,  the  whole  of  the  friction-sheaves,  as  well  as  the  side  winches,  are  let  down  until 
the  friction-rings  are  brought  into  contact  with  the  tires ;  the  transmission-couplings  are  then  fast- 
ened between  the  carriages  by  being  brought  together  and  bolted,  and  the  transmission  completed 
by  passing  the  end  of  one  chain  over  the  centre  pulley  and  fastening  it  in  the  ring  on  the  chain  of 
the  next  wagon.  The  surplus  pieoe  is  then  hung  up  and  fastened  as  a  reserve  chain,  as  shown  in 
JFIg.  471.  The  junction  of  the  chains  is  chosen  at  such  a  point,  that  with  the  maximum  motion  of 
the  chain,  either  by  tightening  up  or  slacking  out,  it  cannot  pass  over  either  of  the  pulleys.  The 
tension  thus  kept  on  the  transmission-chain  while  running  is  so  uniform,  and  so  entirely  independent 
of  the  position  of  the  carriages,  that  an  application  or  taking  off  of  the  brakes  is  siud  to  be  instan- 
taneous throughout  the  length  of  the  train.  If,  for  instance,  the  disk-handle  of  the  brake-spindle  on 
the  tender  be  suitably  operated,  the  whole  transmission-chain  will  be  raised  or  tightened  up,  and  each 
particular  friction-sheave  removed  from  the  tires.  In  the  event  of  the  train  breaking  in  two  or  more 
parts,  the  separated  parts  would  immediately  be  automatically  acted  on  by  the  brake.  Another  advan- 
tage which  this  brake  possesses  over  many  other  continuous  brakes  is,  that  its  action  begins  without 
any  shock,  but  gradually,  although  its  maximum  power  is  developed  in  a  very  short  time.  The  inventor 
diums  that  by  this  brake  any  train  at  the  highest  speed  can  be  brought  to  a  standstill  hi  all  weathers 
in  1,476  feet    For  results  of  trials,  see  Enffineer^  xlv.,  76. 

%  Blectro-Magmetic  6rake& — Achard's  Brake  {IVeneh), — ^Each  carriage  of  the  train  Is  supplied 
with  a  galvanic  battery  of  six  Daniell  cells.  These  batteries  are  connected  with  each  other,  and  with 
the  engine  foot-plate,  by  means  of  four  insulated  wires  passing  through  the  whole  length  of  the  train. 
By  means  of  these  wires  two  distinct  currents  may  be  created,  either  of  which  may  be  closed  or 
broken  by  altering  the  position  of  a  handle  placed  before  the  engine-driver.  In  the  frame  of  each 
ear  is  a  transverse  arbor  above  the  forward  axle,  upon  one  end  of  which  is  fixed  a  strong  ratchet- 
wheel  A  lever,  pivoted  at  a  point  behind  the  axle  and  lying  thereon  (when  the  apparatus  is  work- 
ing) carries  at  its  extremity  a  click,  which  falls  into  the  teeth  of  the  ratchet.  The  axle  has  a  cam 
at  the  point  where  the  lever  crosses  it,  and  this  cam,  at  every  revolution  of  the  wheel,  lifts  the  lever 
sofBciently  to  advance  the  ratchet  one  tooth.  On  the  ratchet  arbor  is  a  powerful  electro-magnet, 
and  also  on  the  arbor  are  two  loose  barrels  carrying  armatures ;  when  the  magnet  is  excited  these 
armatures  are  fixed  by  its  attraction,  so  that  the  barrels  then  turn  with  the  magnet.  To  each  bar- 
rel is  attached  a  chain,  which  is  thus  wound  upon  the  barrel,  and  through  which  the  levers  are  oper- 
ated to  apply  the  brakes  to  the  wheels. 

S.  Htokauuc  Brakes. — Barker's  Hydrcndie  Brake  {EnglUK)  comprises  a  pump,  a  cistern,  and  an 
accumulator  for  collecting  and  storing  the  power,  a  regulator  and  an  apparatus  for  applying  that 
power  in  retarding  the  speed  of  the  train.  The  pump,  which  is  double-acting,  is  worked  by  mech- 
animi  in  connection  with  a  friction-wheel,  which  is  brought  in  contact  with  one  of  the  car-wheels. 
From  the  cistern,  which  holds  about  25  gallons,  the  water  is  pumped  into  an  accumulator,  the  piston 
of  which  is  forced  up  against  the  resistance  of  spiral  springs.  In  order  to  render  the  action  of  the 
accumnlator  as  nearly  constant  as  possible  under  the  constantly  varying  conditions  of  train-length, 
there  is  an  ingenious  automatic  arrangement  whereby  the  pressure  is  always  maintained  in  the 
aocumohtor  sufficiently  high  for  any  emergency. 

The  arrangement  for  distributing  and  utilizing  the  hydraulic  power  for  the  purpose  of  retarding 
the  train  consists,  first,  of  a  pipe  1^-  inch  in  diameter  fixed  under  each  carriage.  The  main  pipe 
is  made  continuous  from  a  regulating  apparatus  (which  controls  the  passage  of  water  from  the  accu- 
mulator) throughout  the  whole  length  of  the  train,  by  means  of  flexible  tubing  connected  to  the 
pipes  by  ordinary  union-joints.  From  the  main  pipe  are  lateral  branches  leading  to  hydroulic  cyl- 
inders. These  arc  each  4  inches  in  diameter,  and  one  is  provided  for  every  wheel  to  which  it  is 
denred  to  apply  brake-power.  Each  wheel  has  two  brake  blocks,  and  the  ram  of  the  cylinder  is 
fixed  to  the  blodc  nearest  to  it,  the  cylinder  itself  being  connected  by  a  pair  of  rods  to  the  block, 
on  the  opposite  side  of  the  wheel.  On  the  water  being  admitted  to  the  cylinder,  or  rather  pressure 
betng  pQt  upon  the  water  already  contained  in  the  cylinder,  both  blocks  are  forced  on  the  wheel.  In 
order  to  withdraw  the  blocks  upon  the  removal  of  the  water-pressure  from  the  ram,  a  spiral  spring 
is  placed  inside  each  cylinder.  Upon  the  ram  being  relieved  from  pressure,  the  tension  of  the  spring 
forces  a  portion  of  the  water  back  into  the  cistern  for  further  use,  and  at  the  same  time  clears  the 
hwUce-blocks  from  the  wheels.  An  ingenious  automatic  contrivance  preserves  a  given  amount  of 
deannce,  and  causes  the  wear  of  the  blocks  to  be  followed  up.  The  apparatus  may  be  worked 
from  the  locomotive  as  well  as  from  any  car. 

The  McBride  Hydraulic  Brake  (Jmeriean). — In  this  apparatus  the  power  is  derived  directly 
from  the  steam-pressure  against  the  water  in  the  boiler,  this  pressure  being  communicated  to  a  pipe 
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filled  with  water  and  running  from  the  tender  underneath  all  the  cars  of  the  train.  The  water  is 
first  conveyed  from  the  tender-tank  to  a  3-way  cock,  which  is  placed  on  the  locomotive,  where  it  is 
always  under  the  control  of  the  engineer.  Another  pipe  leads  from  the  cock  to  the  boiler  below 
the  water-line ;  a  third  pipe  leads  from  the  same  cock  and  runs  under  the  cars,  the  connections 
between  the  cars  being  provided  for  by  means  of  hose  couplings  with  self-closing  valves.  Under 
each  car  is  a  cast-iron  cylinder  with  a  piston,  the  rod  of  which  is  connected  to  the  brake-levers. 
The  pipe  at  each  end  of  the  train  has  an  air-cock,  to  allow  the  air  to  escape  while  the  pipe  is  being 
filled  with  water.  As  long  as  the  train  is  running,  the  communication  from  the  tender  to  the  pipe 
runiung  under  the  cars  is  kept  open,  thus  keeping  the  pipes  and  brake-cylinders  constantly  full  of 
water.  The  train  can  be  stopped  by  a  turn  of  the  lever,  which  operates  the  3-way  cock  and  closes 
the  communication  between  the  tender  and  pipe  under  the  cars.  This  cock  is  so  constructed  that 
the  communication  between  the  water-tank  and  boiler  can  be  shut  off  so  as  to  prevent  the  press- 
ure from  acting  on  the  water  in  the  tank.  To  relieve  the  pressure  and  to  take  off  the  brake,  the 
engineer  simply  tuins  the  lever  back  to  its  original  position,  and  the  brakes  are  instantly  off,  the 
surplus  water  bein^  forced  back  into  the  water-tank  by  the  recoil  spring  on  the  brake-levers. 

The  ffcmkraon  Hydravlie  Brake  (American),  Fig.  478. — Between  the  wheels  of  each  truck  is  placed 
a  cylindrical  vessel  of  cast-iron,  the  ends  of  wliich  are  formed  of  two  dish-shaped  flexible  dia^ 
phragms  of  India-rubber,  secured  to  the  drum  and  making  an  air-tight  joint  at  the  periphery  by 
flanges  bolting  thereto.  Two  rams,  working  in  opposite  directions,  are  fitted  against  and  into  the 
hollow  part  of  the  diaphragms.     Their  outer  ends  arc  attached  by  rectangular  flanges  and  bolts 
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to  the  brake-beams,  carrying  the  brake-shoes.  When  pressure  comes  between  the  diaphragms  it 
simply  forces  them  apart,  projecting  the  rams,  which  act  immediately  on  the  brakes ;  and,  when 
the  pre:<(sure  is  relieved,  the  atmosphere  reacts  on  the  area  of  the  rams  and  forces  them  back, 
assisted  by  the  tendency  of  the  diaphrs^ms  themselves  to  recover  their  normal  position.  The  power 
is  transmitted  from  an  hydraulic  press  operated  by  a  double-acting  steam-cylinder,  the  valve  of 
which  is  worked  by  the  engineer. 

In  the  annexed  engraving.  Fig.  478,  the  brake-shoes  are  arranged  outside  the  wheels,  and  hence 
one  of  the  diaphragms  and  rams  is  dispensed  with.  A  is  the  double-acting  pressure-engine,  C  the 
valve  thereof,  B  B  the  pressure-boxes,  and  i&  is  an  especial  water-tank  for  use  where  the  water 
from  the  boiler  is  not  employed. 

Clark's  Hydraulic  Brake  {English), — ^The  brakes  are  actuated  by  one  cylinder  under  each  car- 
riage. The  water  under  pressure  is  supplied  as  follows :  Under  the  foot-plate  of  the  engine  is  a 
vertical  cylinder,  having  an  horizontal  cylinder  connected  to  it  near  its  upper  end.  To  the  verti- 
cal cylinder  is  fitted  a  deep  piston,  and  to  the  horizontal  cylinder  a  plunger,  which  actuates  the 
brakes  on  the  engine-wheels.  The  cylinders  between  the  piston  and  plunger  are  filled  with  water, 
a  pipe  leading  from  the  tender-tank,  and  fitted  with  a  valve  opening  inward,  making  up  losses  by 
leakage.  To  apply  the  brakes  steam  is  admitted  under  the  piston  in  the  vertical  cylinder ;  and  this 
piston,  rising,  forces  outward  the  plunger  already  mentioned,  and  also  furnishes  a  supply  of  water 
under  pressure  to  the  pipes,  and  thus  applies  the  brakes. 

4.  Air-Brakes. — These  may  be  subdivided  into  those  operated  through  a  vacuum  and  those  oper- 
ated by  compressed  air. 

Vacuum, — The  Sandal  Vacuum' Brake  (English)  differs  materially  from  others  of  its  class,  inas- 
much as,  instead  of  a  vacuum  being  employed  to  apply  the  brake,  it  is  made  use  of  to  retain  the 
brake-blocks  out  of  contact  with  the  wheels.  In  other  words,  the  brakes  in  their  normal  condition 
are  "  on,"  and  the  blocks  are  withdrawn  f i*om  the  wheels  by  the  action  of  the  atmospheric  pressure 
exerted  upon  diaphragms,  from  the  other  side  of  which  the  air  has  been  partially  exhausted.  The 
means  by  which  this  system  is  carried  out  consists  of  an  exhausted  pipe  extending  the  entire  length 
of  the  train,  connected  between  the  carriages  by  flexible  pipes  and  couplings,  and  an  exhausted  drum 
under  each  carriage,  by  which  the  brakes  are  released  when  the  train  is  in  motion.  The  pipe  and 
apparatus  are  exhausted  while  the  train  is  standing  by  means  of  a  steam  ejector,  through  which  the 
steam,  which  is  now  used  as  a  "  blower,"  passes  before  entering  the  chinmey  of  the  locomotive. 
When  the  vacuum  is  once  created,  very  little  power  is  required  to  maintain  it ;  and  when  the  train  is 
in  motion  the  requisite  exhaustive  action  is  effected  by  a  small  pump  worked  from  one  of  the  piston 
cross-heads  of  the  engine. 

Smit/i's  Vacuum-Brake. — ^In  this  device  the  blocks  arc  applied  to  one  side  of  each  wheel  by  the  col- 
lapsing of  India-rubber  cylindrical  bags,  which  are  supported  by  internal  rings,  so  that  when  the  air  is 
exhausted  from  them  they  collapse  endwise,  and  thus  act  on  the  brake-levers.  Throughout  the  train 
there  extend  two  lines  of  pipe,  the  various  bags  being  connected  to  one  line  while  the  other  extends 
right  through  to  the  rear,  where  it  is  connected  to  the  first-mentioned  line  by  the  coupling-up  of  the 
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rear  hose-pipes  on  the  last  vehicle.  The  exhaustion  of  the  air  from  the  pipes  is  effected  partly  by  a 
coople  of  steam  ejectors  on  the  engine,  and  partly  by  exhausters  fixed  one  in  each  brake-van,  and 
dritcn  by  a  wire  rope,  which  passes  over  a  grooved  pulley,  cast  in  one  piece  with  a  friction-pulley, 
which  can  be  brought  into  contact  with  another  friction-pulley  fixed  on  the  van-axle.  The  movable 
frictioB-puUey  is  forced  against  the  axle^ulley  by  means  of  a  spring,  but,  when  the  train  is  running, 
the  two  pulleys  are  held  apart  by  a  kind  of  trigger  arrangement,  which  is  connected  by  a  cord  with 
the  collapsing  bag  with  which  each  car  is  fitted.  The  effect  of  this  aiTangcment  is  that,  hnmediately 
the  bag  begins  to  collapse  from  the  ejector  of  the  engine  being  set  at  work,  it  releases  the  trigger, 
tnd  thus  brings  the  friction-wheels  into  contact,  and  causes  the  exhauster  to  be  driven. 

7^  W<ttinff/umie  Vaemtm-Brake, — In  this  system  the  vacuum  is  produced  by  an  ejector  which  is 
nprese&ted  in  fig.  474.    Steam  is  admitted  into  this  through  the  pipe  A^  and  escapes  through  the 
annular  opening  b  b  and  the  central  jet  FF  Gy  which  creates  an  in- 
.  duced  current  up  the  pipe  C  C.    This  communicate  with  the  two 

I       I     B  pipes  i>  D,  which  are  connected  with  the  brake-pipes.    Under  each 

^       ;     P  car  are  two  India-rubber  collapsible  cylinders,  similar  to  the  bellows 

'  of  an  accordion.    When  a  vacuum  is  produced  inside  of  these  cylin- 

ders, the  atmospheric  pressure  is  exerted  on  the  outside  to  compress 
them.  Ircn  rings  are  inserted  in  the  inside  so  as  to  prevent  the  cyl- 
inders from  collapsing  sideways,  so  that  the  atmospheric  pressure  is 
exerted  on  the  heads.  One  of  the  heads  is  bolted  fast  to  the  car,  and 
the  other  is  attached  to  the  brake-levers,  so  that  whatever  pressure  is 
exerted  on  the  movable  head  is  communicated  to  the  brake-levers, 
thus  applying  the  brakes.  Where  the  collapsing  bag  as  above  de- 
scribed is  not  used,  a  cylinder  is  placed  vertically,  and  at  each  Bide 
of  it  there  is  hung  a  lever,  having  jointed  to  it,  at  an  intermediate 
point,  a  toggle-lever.  The  two  toggle-levers  have  curved  abutting  sur- 
faces, and  each  is  traversed  by  a  pin,  which  rests  upon  a  cross-head 
attached  to  the  piston-rod.  The  effect  is  that,  as  the  piston  rises  on 
the  air  being  exhausted  from  the  cylinder,  the  toggle-levers  are  drawn 
upward  and  the  hanging  levers  are  forced  outwai-d.  To  the  lower 
ends  of  the  hanging  levers  are  coupled  the  thrust-rods  leading  to  the 
brake  blocks,  and  thus  the  latter  are  applied  to  the  wheels  by  the 
upward  movement  of  the  piston. 

Compressed-Air  Brakes, —  The  WesHnffhouse  Automatic  Brake. — 
The  Westinghouse  atmospheric  brake,  in  its  original  form,  consisted 
of  an  air-pump  operated  by  a  steam  cylinder  on  the  engine.  This 
pump  forced  air  of  any  required  density  into  a  reservoir  usually  placed 
underneath  the  foot-board  of  the  engine.  Each  car  was  provided  with 
a  cylinder  and  piston  underneath  the  body.  The  piston-rod  was  con- 
nected with  the  brake-levers,  and  the  air-reservoir  communicated  with 
the  cylinders  by  pipes,  which  were  connected  together  by  flexible  hose 
between  the  cars.  When  it  was  desired  to  apply  the  brakes,  the  com- 
munication between  the  reservoir  and  the  brake-cylinders  was  opened 
by  turning  a  cock  so  that  the  supply  of  compressed  air  stored  up  in 
the  former  could  flow  into  the  cylinder,  and  would  then  force  out  the 
pistons  and  thus  apply  the  brakes.  With  this  apparatus  it  was  found, 
however,  that  some  appreciable  time  was  required  to  allow  a  sufficient  quantity  of  air  to  flow 
through  the  pipes  to  fill  the  brake-cylinders  under  each  of  the  cars.  The  time  consumed,  of  course, 
increased  with  the  number  of  cars,  because  not  only  was  the  length  of  the  pipes  through  ^rhich  the 
coDpreased  air  had  to  flow  increased,  but  the  number  of  cylinders  and,  of  course,  the  guantity  of  air 
▼ere  increased  in  like  proportion. 

There  was  also  another  difficulty  encountered.  In  case  of  the  breakage  of  a  car-coupling  in  a  train, 
vhicfa  occasionally  happens,  the  locomotive  runner  would  sometimes  apply  the  brakes  to  the  portion 
of  the  tram  connected  to  the  engine,  and  thus  arrest  its  speed.  As  the  connections  of  the  air-pipes 
▼ere  separated  by  the  breaking  of  the  coupling,  it  was,  of  course,  impossible  for  him  to  control  the 
•P<ed  of  the  cars  which  had  broken  loose  by  means  of  the  atmospheric  brake.  Accidents  sometimes 
waited  in  this  way  by  the  rear  cars  running  into  the  front  part  of  the  train. 

la  the  automatic  brake  the  construction  is  simplified,  and  but  one  line  of  pipe  is  used.  The  com- 
P^'^tting  apparatus,  consisting  of  a  steam-cylinder  A  and  pump  B^  Fig.  470,  is  bolted  to  the  boiler  or 
^i^ine,  tnd  steam  for  its  operation  is  taken  directly  from  the  boiler  Uirough  the  pipe  a,  the  amount 
Wag  regulated  by  the  throttle,  while  the  exhaust  is  led  by  the  pipe  a'  to  the  smoke-stack.  The  air 
^ters  the  pump  B  by  the  pipe  6,  and  is  forced  throusrh  the  pipe  into  the  reservoir  C,  Fig.  476.  The 
pipe  e  lea4s  to  one  opening  of  the  three-way  cock  2>,  and,  from  a  second  opening,  is  extended  be- 
i>^  the  foot-plate,  and,  by  a  flexible  hose,  connected  to  the  pipe  on  the  tender.  A  differential  pis- 
ton-vilve  movement  is  used,  in  which  the  difference  in  area  between  the  two  ends  is  such  that,  when 
•team  is  admitted  between  them,  the  tendency  of  the  valve  is  to  move  upward,  which  gives  a  down- 
ward stroke  to  the  main  piston.  When  the  main  piston  reaches  the  bottom  of  its  stroke  it  operates 
*T»n  the  reversing  valve-rod,  causing  the  valve  E  to  imcover  a  port  by  which  steam  is  admitted 
>bore  the  piston  F^  which,  by  excess  of  pressure,  causes  the  main  valve  to  descend,  exhausting  from 
the  upper  part  of  the  steam-cylinder,  and  admitting  steam  below  the  main  piston.  As  the  main 
piston  completes  its  upward  stroke,  the  valve  E  is  again  moved  so  as  to  exhaust  the  steam  from  the 
rcTening  cylinder,  whereby  the  reversing  piston  is  moved  upward,  together  with  the  main  valve,  by 


the  difference  of  pressure  between  the  two  valve-pistons. 
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Figs.  477  and  478  show  the  application  of  the  automatic  brake  to  an  ordinary  8-wheeled  car. 
Fig.  477  is  an  inverted  plan,  and  Fig.  478  an  end-view. 

The  brake-cylinder  A,  Fi^.  477,  is  bolted  to  a  plank,  and  securely  fastened  to  the  longitudinal  tim- 
bers underneath  the  car.  The  piston  of  this  cylinder  has  a  cross-head,  a,  having  an  arm,  6,  to  which 
the  spring  releasing  lever  e  is  connected.  To  this  cross-head  a  is  attached  one  end  of  the  lever  d, 
the  opposite  end  of  which  is  connected  to  the  brake-rod  e.  On  the  end  or  head  of  the  cylinder  A, 
opposite  the  cross-head  a,  is  a  bracket,  .v,  which  acts  as  a  fulcrum  for  one  end  of  the  lever  /,  the 
other  end  of  which  is  also  pivoted  to  another  brake-rod ;  the  levers  d  and  /  are  connected  by  a  Ue- 
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rod,  ff.  These  levers  are  so  arranged  that  if  the  piston  be  thrust  forwaixi,  carrying  the  cross-hea^ 
a,  the  two  rods  e  ^  will  approach  each  other,  and  thus  apply  the  brakes.  The  levers  d  and/  are  helc 
in  an  horizontal  position  by  the  bracket  h  (a  portion  of  which  is  represented  as  broken  away  in  Fig 
477),  made  of  light  wrought-iron,  and  attached  to  the  frame  of  the  car.  The  brake-pipe  B  is  ar 
ranged  as  near  the  centre  of  the  car  transversely  as  is  convenient,  and  the  stopcocks  arc  neai 
each  end  of  the  car.  The  auxiliary  reservoir  R  is  also  attached  by  iron  straps  to  the  botton 
of  the  car,  and  into  one  end  is  screwed  a  pipe,  connected  to  which  is  the  triple  valve  D.  As  thi 
action  of  the  brake  is  to  a  very  great  extent  dependent  upon  the  working  of  the  triple  and  leakagi 
valves,  in  order  to  understand  how  the  pressure  of  the  air  is  controlled,  it  is  necessary  first  to  undei 
stand  clearly  the  action  of  this  ingenious  and  beautiful  contrivance.  Fig.  479  represents  a  secUai 
of  the  triple  valve,  and  Fig.  480  a  section  of  the  leakage  valve. 
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The  triple  valve  has  a  case,  or  body,  with  three  c<Hmections  for  half-inch  gas-pipe,  the  connection 
from  the  main  pipe  being  through  the  port  E ;  9k  second  pipe-connection  from  the  port  F  leads  to 
the  brake-cylinder,  while  the  remaining  port,  shown  in  dotted  lines  back  of  the  valve  12,  is  connected 
to  the  auxiliary  reservoir. 
This  case  contains  the  body 
of  the  four-way  cock,  17, 
and  valve-chamber,  B^  and 
has  also  a  piston-chamber, 
2,  fitted  with  a  piston  and 
stem,  4,  which  is  kept  cen- 
tral vtth  the  bore  of  the  two 
chambers  by  the  end  of  the 
stem  sliding  in  the  hollow 
cap  5,  screwed  into  the  up- 
per end  of  the  case.  A  slide- 
Talre,  12,  is  fitted  loosely  be- 
tween a  shoulder  and  collar 
of  the  stem  of  the  piston,  and  moves  with  it  In  the  chamber  B  under  this  slide-valve  are  two  ports 
or  passages,  h  and  d;  the  first,  passing  through  the  plug  of  the  four^way  cock,  17,  connects  with  the 
port  /*,  and  thence  to  the  brake-cylinder.    The  port  d  communicates  directly  with  the  atmosphere, 

and  with  a  cavity,  tf,  formed  in  the  valve 
12 ;  and  the  port  b  constitutes  a  discharge- 
passage  for  the  release  of  the  compressed 
air  for  the  brake-cylinder  after  the  applica- 
tion of  the  brakes.  The  piston  4,  packed 
with  a  ring,  11,  has  a  central  port,  ^,  lead- 
ing into  the  opening  A  through  its  stem, 
which  is  the  only  passage  for  air  between 
the  chambers  A  and  S.  Into  the  lower 
end  of  the  case  is  screwed  the  cap  6,  with 
"■^  a  rubber  packing-ring,  10,  interposed  be- 
tween it  and  the  chamber  A,  This  cap  has 
a  chamber  containing  a  stem,  7,  with  a  col- 
lar, between  which  and  the  second  cap,  9, 
is  the  spring  8,  pressing  the  stem  and  col- 
lar with  considerable  force  against  the  up- 
per end  of  the  chamber  containing  them. 
This  stem,  7,  passes  a  short  distance  into 
the  chamber  -4,  where  it  is  turned  down  at 
^,  so  that  the  port  g  in  the  piston  may  slide 
over  it  and  against  the  shoulder  thus  formed. 
A  small  needle,  long  enough  to  pass  into 
the  passage  A,  is  fitted  in  the  end  of  the 
stem  which  enters  the  port  g^  and  serves  to 
keep  the  passage  free  from  dirt 

From  the  main  brake-pipe,  the  air  enters 
by  the  port  E^  and  then,  by  the  passage  a 
through  a  suitable  opening  in  the  plug  of 
the  four-way  cock  17,  passes  on  through 
holes  drilled  in  the  cap  6  into  the  bot- 
tom of  the  chamber  Ay  where,  acting  on 
the  piston  4,  it  forces  it  with  the  slide- 
valve  1 2  into  the  position  shown,  opening 
the  port  g  at  g\  whereby  the  chamber  S 
and    auxiliary  reservoir   connected   there- 
with are  charged  to  the  same  pressure,  this 
pressure  being  maintained  throughout  the 
tnin  in  all  of  the  reservoirs  and  main  brake-pipe.    To  fully  apply  the  brakes,  air  is  discharged  from 
the  main  pipe,  and  consequently  from  the  chamber  A^  when,  by  excess  of  pressure  in  the  chamber 
•fi,  the  piston  4  is  forced  down,  closing  the  port  ^,  and  forcing  the  stem  7  with  its  spring  so  as  to 
pcnnit  the  piston  to  seat  itself  on  the  rubber  packing-ring  10;  at  the  same  time  the  valve  12  is  moved, 
BO  as  to  uncover  the  port  6,  establishing  communication  from  the  chamber  i?,  and  consequently  with 
the  auxiliary  reservoir  to  the  brake-cylinder.    To  release  the  brake,  air  is  again  admitted  to  the  main 
pipe  and  chamber  A^  causing  by  excess  of  pressure  the  piston  4  with  valve  12  to  assume  the  posi- 
tion shown  in  the  drawing,  whereby  the  ports  h  and  d  are  brought  in  communication  through  the 
c»rity  e;  at  the  same  time  the  port^  is  oponed  for  recharging  the  reservoir.    To  apply  the  brake 
fightly,  a  slight  reduction  of  pressure  is  made  in  the  brake-pin  and  chamber  A^  which  causes  the 
piston  to  move  so  as  to  uncover  the  port  6,  applyine  the  brakes  and  reducing  the  pressure  in  the 
chamber  B.    As  soon  as  the  pressure  is  reduced  so  that  it  about  equals  that  in  the  chamber  A^  the 
■pring  8,  acting  against  the  collar  of  the  stem  7  and  piston  4,  moves  the  valve  far  enough  to  dose 
the  port  h  without  releasing  the  brakes.    The  force  admitted  to  the  brake-cylinder  will  depend 
altogether  upon  the  reduction  of  pressure  in  the  main  pipe  and  chamber  A^  such  reduction  being 
entirely  under  control. 
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To  prevent  the  application  of  the  brakes  after  the  engine  is  disconnected  from  the  train  by  such 
reduction  of  pressure  in  the  brake-pipes  as  may  result  from  leakage,  a  small  valve,  the  construction 
of  which  is  clearly  shown  in  Fig.  480,  is  inserted  in  the  pipe  between  the  port  F  and  the  brake-cyl- 
inder. This  valve  consists  of  a  case,  15,  with  a  cap,  13,  having  a  rubber  face,  16,  and  within  the 
chamber  of  this  case  a  valve,  14,  which  is  acted  upon  by  air-pressure  entering  the  lower  port.  When 
the  air  enters  this  port  slowly,  as  resulting  from  a  leakage  in  the  brake-pipe,  or  other  slight  reduction 
of  pressure,  the  valve  14  remains  in  its  position,  such  air  passing  around  and  to  the  atmosphere, 
without  setting  the  brakes.  When  the  brakes  are  being  operated  the  valve  is  seated  upward  against 
the  rubber  face  16,  preventing  the  escape  of  air.  A  drip-cup,  J7,  is  screwed  on  the  cap  9  of  the 
triple  valve,  and  is  provided  with  a  cock.  The  plug  17  of  the  four-way  cock,  by  a  quarter  turn, 
brings  the  ports  E  and  F  in  connection,  whereby  the  air  passes  directly  from  the  brake-pipe 
to  the  brake-cylinder  for  the  direct  application  of  the  brake,  without  charging  any  of  the  other 
parts.  Both  triple  and  leakage  valves  are  arranged  perpendicular  in  the  pipes,  as  shown  in  the 
drawings. 

In  the  operation  of  the  brakes,  the  couplings  between  the  cars  arc  connected  in  the  usual  man- 
ner, and  the  handles  of  all  the  cocks  in  the  main  brake-pipes  are  turned  down  so  as  to  open  them, 
excepting  the  one  at  the  rear  end  of  the  train,  which  is  turned  so  as  to  close  the  end  of  the  pipe. 
When  it  is  necessary  to  detach  any  portion  of  the  train,  the  cocks  must  first  be  closed  to  prevent 
the  escape  of  air  and  the  application  of  the  brakes. 

Each  reservoir,  72,  is  provided  with  a  small  cock,  which  may  be  opened  to  release  the  brakes  if 
they  should  be  applied  accidentally  when  the  pipe  is  disconnected  from  the  main  reservoir.    A 
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branch  leads  to  a  valve  located  in  the  water-closet  in  the  car,  and  the  handle  of  this  valve  has  a 
cord-attachment  which  passes  through  the  interior  of  the  car.  If  this  valve  be  opened  by  an  em- 
ploy 6  or  passenger  in  the  train,  the  air  will  escape  from  the  brake-pipe,  and  the  brakes  thus  be 
applied  to  the  whole  train.    The  escape  from  this  valve  is  led  through  the  bottom  of  the  car. 

Figs.  481  and  482  represent  the  application  of  an  atmospheric  brake  to  the  driving-wheels  of  a 
locomotive. 

The  brake  is  applied  to  the  driving-wheels  by  means  of  a  cylinder,  B,  The  piston-rod  K  of 
the  cylinder  is  connected  by  the  cross-head  6  and  two  links  with  the  cams  16,  15,  which  are 
attached  to  the  brake-blocks  L  X.  When  compressed  air  is  admitted  underneath  the  piston  in 
the  cylinder  /T,  it  is  obvious  that  its  action  on  the  cams  15,  15  will  force  the  brake-blocks  agaiiLN 
the  wheels. 

The  Slcel  and  Mclnnes  Brake. — This  is  applied  under  two  different  arrangements :  that  in  which 
the  cylinders  arc  placed  at  the  end  of  each  carriage,  in  which  case  two  brake  cylinders  are  employed 
for  each  vehicle,  and  that  in  which  the  cylinder  is  placed  at  the  centre  of  the  carriage,  in  whict 
case  one  cylinder  is  employed  for  each  vehicle.  The  air  compressing  engine,  mounted  on  the  loco 
motive,  consists  of  steam-engine  and  air-pumps.  When  the  air  is  let  out  through  the  pipes  froo 
the  reservoir,  it  enters  the  upper  end  of  each  cylinder,  and  escapes  through  a  valve  in  each  to  tin 
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receiver.  Instantly,  then,  the  pressure  per  square  inch  of  area  on  both  sides  of  the  pistons  is  in 
equilibrio ;  but  by  virtue  of  the  area  of  the  upper  side  of  the  piston  being  greater  than  that  of  the 
Tmaer  side,  by  a  quantity  represented  by  the  area  of  a  cross-section  of  the  piston-rod,  the  pressure  on 
the  upper  ude  preponderates  by  that  amount,  and  this,  together  with  the  weight  of  the  brake-gear, 
imm^liately  causes  the  pistons  to  descend  to  the  bottom  of  the  cylinders,  in  which  position  the 
brakes  are  oif.  The  air  is  kept  constantly  on,  and  to  apply  the  brakes  it  is  only  necessary  to  open 
any  one  of  the  valves  in  the  air-pipes,  which  can  be  done  either  by  engineer,  train-hand,  or  passen- 
ger, in  either  of  which  cases  the  air  escapes  from  the  upper  sides  of  the  pistons,  and  that  on  the 
uider  side  not  being  able  to  escape — its  pressure  closing  the  valve  by  which  it  entered — immediately 
expanding,  lifts  the  pistons  and  applies  ihe  brakes. 

In  the  aiekeU  Air-Brake  a  spring  is  used  to  apply  the  brake  and  air-pressure  to  take  it  ofF.  The 
apparatus  is  thus  in  principle  similar  to  the  Westii^house,  with  the  exception  of  the  spring.  The 
normal  condition  of  the  train  is  with  all  the  brakes  applied  by  the  action  of  the  springs.  If  the 
engineer  wishes  to  start  the  train,  he  lets  on  the  air-pressure,  which  detaches  the  spring  and  leaves 
the  wheels  free  to  move ;  the  pressure  is  kept  upon  the  pipes,  and  so  long  as  this  is  done  the  brakes 
are  kept  released.  To  apply  the  brakes  a  portion  of  the  whole  of  the  condensed  air  is  let  off,  and 
the  action  of  the  springs  applies  the  brakes.  If  there  be  any  defect  in  the  connecting-pipe,  the 
resolt  cannot  be  serious,  the  only  effect  being  that  the  engineer  must  stop  and  repair  the  pipe,  and 
reestablish  the  air-pressure  before  the  wheels  can  run.    By  means  of  a  cock  in  each  car,  leading  to 
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the  air-pipe,  the  conductor  can  apply  the  brake  from  any  car  to  the  entire  train ;  and  this  he  can  do 
as  gradually  or  as  suddenly  as  he  pleases  by  r^ulating  the  discharge  of  air  from  the  pipe. 

The  Lmtghridffe  Air-Br<Uce^  fig.  488. — In  this  brake  the  air  is  compressed  by  a  pump,  which  is 
worked  by  an  eccentric  on  the  front  driving-axle.  The  air  is  pumped  into  a  reservoir  under  the 
tender.  It  is  necessary  to  run  about  half  a  mile  to  produce  a  pressure  of  80  or  90  lbs.  per  square 
inch  in  the  reservoir.  When  that  pressure  is  reached  the  pump  is  stopped,  but  is  always  started 
agam  after  a  stop  is  made.  The  air  is  applied  to  the  brakes  by  small  cylinders  under  each  of  the 
cars,  which  are  connected  to  the  air-reservoir  by  half-inch  pipes.  These  are  coupled  together 
between  the  cars  by  flexible  hose.  The  annexed  engraving  represents  the  form  of  this  brake  cm- 
ployed  in  the  trials  referred  to  further  on.  The  inventor,  however,  at  the  time  of  the  preparation  of 
this  work,  is  engaged  upon  important  improvements,  calculated  to  add  materially  to  the  efficiency  of 
the  apparatus.  He  has  devoted  many  years  to  the  study  of  brakes,  and  he  considers  that  **  the 
indispensable  requirements  of  a  power-brake  are  an  automatic  governing  power  of  the  force,  be  the 
force  what  it  may,  capable  of  being  graduated  by  the  engineer  or  trainmen  to  deliver  in  pounds  the 
pressure  required ;  to  utilize  the  maximum  adhesion  of  the  train  in  emergencies,  and  never  slide 
wheels,  the  lighter  degrees  of  force  for  other  purposes  to  be  regulated  by  the  throttle  or  cock ;  to 
cany  always  a  stored  force  in  the  reservoirs  much  greater  than  the  pressure  required  in  the  pipes 
And  cjrlmders ;  to  insure  several  brakings  before  the  air  is  reduced  to  a  minimum  pressure ;  to  be 
able  to  bndce  the  lighter  cars  in  proportion  to  their  relative  weight  with  their  fellow-cars  in  the 
tram,  and  to  be  capable  of  graduating  the  force  to  the  load." 

Mr.  Loughridge  has  devisel  an  ingenious  arrangement  of  cut-ofFs,  on  the  diaphragms  of  which  the 
air  acts  when  forced  from  the  reservoir  to  the  pipes  and  cylinders.  When  the  pressure  in  these 
&phragms  is  equal  to  the  required  braking  force,  however  uneven  in  the  different  cylinders,  by  rea- 
son of  flieir  respective  cut-offs  having  been  set  by  suitable  gauges  to  suit  differently  weighted  cars, 
the  diaphragms  give  way  and  valves  close,  cutting  off  the  air  and  preventing  any  increased  pressure 
cai  the  brake. 

Tbts  op  Brakes. — The  following,  explaining  a  simple  rule  for  determining  theoretically  the 
retarding  power  of  a  good  continuous  brake  as  a  means  of  comparison  with  actual  reported  results, 
it  taken  fnmi  the  **  Annual  Report  of  the  Railway  Master-Mechanics*  Association  "  for  1876 : 

**  Let  us  suppose  that  a  train  consisting  of  an  engine  weighing  80  tons,  with  a  tender  weighing 
SO  tons  and  six  cars  weighing  20  tons  eact^  in  all  170  tons  of  2,000  lbs.,  is  running  at  a  speed  of 
4^  miles  per  hour  on  a  straight  and  level  track.  It  is  required  to  know  the  distance  in  which  said 
tram  can  be  brou^t  to  a  state  of  rest,  and  the  time  consumed  after  shutting  off  steam  and  apply- 
ing the  brakes,  which  are  assumed  to  be  fitted  to  the  tender  and  six  cars.  A  speed  of  40  miles  per 
boor  is  equivalent  to  58.7  feet  per  second,  and  by  the  law  of  gravitation  a  body  projected  vertically 
into  the  air,  with  an  initial  velocity  of  that  amount,  will  ascend  68.6  feet  before  it  is  arrested  by 
the  force  of  gravity.  Similarly  a  railway-train,  moving  on  an  horizontal  track  at  the  same  speed,  will 
be  brought  to  a  state  of  rest  after  shutting  off  steam,  if  a  retarding  force  can  be  applied  equal  to 
iti  own  wca^t.  The  resistance  of  the  atmosphere  is  not  taken  into  account  in  either  case  at  pres- 
15 
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ent  Now,  the  retarding  forces  available  for  stopping  a  train  are  the  friction  of  the  brake-shoes 
upon  the  wheels,  the  axle-friction,  the  rolling  friction  of  the  wheels  upon  the  track,  and  the  resist- 
ance of  the  atmosphere.  The  brake-friction  bears  a  certain  proportion  to  the  pressure  applied,  and 
fanes  somewhat  with  the  condition  of  the  weather,  but  one-sixth  of  the  pressure  applied  may  be 
ooDsidered  as  a  fair  average  allowance.  The  pressure  upon  the  brakes  is  limited  by  the  weight  on 
the  wheels  fitted  with  brakes,  and  the  weight  on  the  wheels  must  always  exceed  the  sum  of  the 
brake-pressure  and  axle  and  rolling  friction  to  prevent  sliding  of  the  wheels.  If  we  allow  one  ton 
for  axle  and  wheel  friction,  to  be  on  the  safe  side  (it  is  actually  less  than  half  that  amount),  it  will 
leave  1S9  tons  available  for  brake-pressure,  and  one-sixth  of  this,  2d{r  tons,  or  46,338  lbs.,  will  be 
the  brake  resistance.  To  this  we  must  add  the  axle  and  rolling  friction,  and  the  resistance  of  the 
atmosphere^  which,  at  the  speed  indicated,  may  be  set  down  in  the  aggregate  at  14  lbs.  per  ton 
of  train,  or  2,380  lbs.,  and  the  total  resistance  will  then  be  48,718  lbs.,  or  one-seventh  of  the 
weight  of  the  train.  If,  as  before  shown,  a  train  will  run  53^  feet  in  1.82  second,  if  the  retard- 
nig  force  is  equal  to  its  own  weight,  it  will  run  seven  times  that  distance,  or  874  feet  if  the 
retarding  force  is  one-seventh  of  that  amount,  and  will  consume  about  18  seconds  of  time. 
Bat  this  calculation  is  based  on  the  assumption  that  the  full  brake-pressure  is  applied  at  the  instant 
of  shatting  oif,  which  is  never  the  case  in  practice.  With  the  original  Westinghouse  brake,  three 
or  four  secondiiB  are  usually  consumed  in  getting  full  brake-pressure  upon  a  train  of  six  cars,  and* 
it  wni  be  safe  to  assume  that  a  distance  of  160  feet  will  be  passed  over  before  the  full  effect  of  the 
brake  can  be  exerted  ?  and  if  this  distance  is  added  to  that  previously  given,  the  total  distance 
nm  after  shutting  off  and  applying  the  brake  will  be  584  feet,  and  the  time  required  may  be  roughly 
stated  as  16  seconds." 

The  table  on  page  226  shows  the  results  of  experiments  on  continuous  brakes  made  on  the  Midland 
Railway,  England,  June,  1875.  The  tests  marked  A  were  on  stopping  trains  by  tender  and  van  brakes 
only  woriced  by  hand.  The  trains  were  each  started  from  a  regular  starting-point,  and  were  given  more 
than  three  miies  to  get  up  speed.  The  stops  represent  the  best  attainable,  with  ordinary  tender  and 
van  brakes  worked  by  hand,  as  the  point  at  which  the  signal  to  apply  brakes  was  known,  and  every- 
thing was  in  readiness.  The  data  will  serve  as  a  certain  basis  of  comparison  from  which  the  pow-  ■ 
era  of  the  continuous  brakes  may  be  judged.  Experiments  B  were  on  stopping  trains  by  tender- 
brake,  van-brakes,  and  continuous  brakes  applied  by  guard  on  flag  or  cord  signal.  Experiments  C 
were  on  stopping  trains  by  the  application  of  engine,  tender,  and  continuous  brakes,  no  sand  being 
Died ;  the  supposition  being  that  the  driver  saw  danger.  Experiments  J)  represent  cases  in  whi<£ 
the  driver  does  everything  in  his  power  to  stop  on  receiving  the  signal  Engine,  tender,  and  contin- 
noQS  brakes  are  applied,  sand  used,  and  the  engine  is  reversed  in  cases  where  no  engine-brake  is 
fitted.  Experiments  E  were  on  stopping  trains  on  a  signal  given  to  the  rear-j?uard,  or  at  some  inter- 
mediate point  on  the  train,  the  driver  being  then  signaled  to  apply  brakes.  The  supposition  is  that 
danger  is  discovered  by  a  rear-guard  or  passenger.  Experiments  F  resemble  the  last  in  the  fact 
that  the  signal  to  stop  was  given  at  the  rear  of  the  train,  but  differ  in  the  driver  taking  no  active 
part  in  the  stopping,  but  merely  shutting  off  steam  on  feeling  that  the  brakes  had  been  applied. 
Experiments  6  were  on  stopping  trains  by  the  use  of  the  engine  and  tender  brakes  only,  the  engine 
behig  reversed  when  not  fitted  with  a  brake.  Experiments  H  show  the  effect  of  parting-trains  when 
nmning  by  a  slip  coupling,  the  continuous  brake  then  being  required  to  effectively  control  the  two 
portiona  of  the  parted  train. 

In  the  table  on  page  226,  which  is  condensed  from  that  prepared  by  Engineering^  voL  xix.,  experi- 
Dents  which  failed  wholly  or  partially  are  omitted.  Descriptions  of  the  brakes  will  be  found  else- 
wlierc  in  this  article. 

A  competitive  trial  occurred  in  January,  1877,  between  the  Westinghouse  vacuum  and  the  Smith 
vaciram  brakes  on  the  North  British  Railway,  with,  among  others,  the  following  results :  speed  55 
miles  per  hour;  number  of  seconds  occupied  in  making  stop :  Smith,  28  ;  Westinghouse,  21.  Num- 
ber of  feet  occupied  in  making  stop :  Smith,  1,875  ;  Westinghouse,  910.  At  a  speed  of  80  miles 
per  hoar,  the  Westinghouse  effe^ed  stop  in  18  seconds  and  828  feet  At  29.5  miles  per  hour,  the 
Smith  effected  stop  in  17.26  seconds  and  480  feet.  Total  weight  of  train  and  load  fitted  with  Smith 
brake,  173  tons;  portion  braked,  86.55  per  cent,  of  total  wei^t  of  train;  total  weight  of  train  and 
kMul  fitted  with  Westinghouse  brake,  166  tons  10  cwt ;  portion  braked,  86.02  per  cent  of  total 
w^fat  of  train.    For  ffil  table,  sec  Engineering^  vol  xxiil,  No.  575. 

The  Lofughridge  Air-Brake. — This  brake,  constructed  as  shown  in  the  engraving  on  a  preceding 
page,  was  tested  in  February,  1876,  on  the  Baltimore  &  Ohio  Railroad,  with  the  following  result : 
toUl  weight  of  train  (10  coaches),  1,150.2240  tons;  brakes  applied  to  92  out  of  96  wheels ;  speed 
Off  train  when  brakes  were  applied,  42.61  miles  per  hour ;  time  occupied  in  making  stop,  16  sec- 
onds ;  distance  run  after  application  of  brakes,  589  feet  8  inches.  This  was  a  test  conducted  under 
terms  of  contract  with  railroad  named. 

The  Henderwn  ffgdrcndie  Brake. — The  following  tests,  reported  in  the  Cmr-Builder^  vol.  vi..  No. 
t,  were  made  in  March,  1876,  on  the  West  Chester  &  Philadelphia  Railroad.  Train  consisted  of  looo- 
motire,  one  baggage  and  three  passenger  cars,  weight  not  stated. 

(1.)  Train  stopped  while  traveling  at  rate  of  36  miles  per  hour,  on  down-grade  15  feet  to  mile, 
in  720  feet  and  22  seconds.  Steam-gauge  pressure  at  dead  stop,  104  lbs.  Brake-gauge  pressure, 
90  lbs. 

(2.)  Train  stopped  on  same  grade,  80  miles  per  hour,  in  22  seconds  and  870  feet  Steam-gauge 
proBsare,  105  lbs.    Brake-gauge  pressure,  90  lbs. 

(3.)  Train  stopped  on  down-grade  of  over  80  feet,  80  miles  per  liour,  in  81  seconds  and  780  feet 
Steam-ganffe  pressure,  92^  lbs.    Brake-cauge  pressure,  90  lbs. 

The  following  table  shows  the  results  of  trials  of  the  brakes  named  conducted  in  Germany  in 
Angnst,  1877: 
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BRAKES. 


Table  of  Remits^  corrected  for  Speed,  Friction  of  7Voin*»  Oravity^  and  Undue  Brake-Block  PreU' 
urCf  TraiTis  congisting  of  Engine  braked  on  the  Driving- Wheds^  Tender  braked  on  all  Wheelt, 
Four  Carriages  braked  and  2\do  unbraked. 


SpMd. 
MIlMpvHoar. 

PrMnn  od  Bnkt-Blodn  lo 
Pweentageof  Wdgfatof 

DirtMoe  from  Point  of 
•pplyiag  Brak*  to  Polot  at 

ndiMcdf  M  ■oowii. 

PERCENTAGE  REDUCTION  OF  MOBIENTOM. 

Hatwrldn. 

StMl. 

Smith. 

46.6 
65.9 
46.6 

46.6 
46.6 

60 
60 

87 

118 
60 

Fort. 

656 

656               1 

487 

984 

17.83 
20.68 
25.74 
60.48 
60.82 
75.98 
60.24 
54.70 

18.65 
17.65 
19.96 
89  57 
54.04 

Not  tried. 

Not  tried. 
89.18 

12.76 
15.58 
21.98 
40.85 
4S.50 
51.85 
44.87 
85.18 

11.0 

14.99 

20.14 

No  results 

No  results. 

Not  tried. 

Not  tried. 
41.89 

Some  very  remarkable  trials  were  made  on  the  London,  Brighton,  and  South  Coast  Railway,  in  Eng- 
land, conducted  by  Captain  Douglas  Gallon  and  Mr.  Westinghouse,  in  May  and  October,  1878.  (S^ 
Engineering^  xxv.,  469 ;  xxvi.,  386  and  899.)  Their  object  was  to  determine  the  coefficient  of  fric- 
tion between  the  brake-blocks  and  the  wheels,  and  between  the  wheels  and  the  rails,  at  different 
Telocities,  both  when  the  wheels  are  reToMng  and  when  skidded.  For  this  purpose  a  special  brake- 
van,  fitted  with  the  Westinghouse  automatic  brake,  was  built,  and  four  ingenious  self-recording 
dynamometers,  designed  and  applied  by  Mr.  Westinghouse,  were  used.  Two  of  them  recorded  the 
retarding  force  which  the  friction  to  &e  brake-blocks  exerts  on  the  wheels ;  the  third,  the  force 
with  which  the  brake-blocks  press  against  the  wheels ;  and  the  fourth,  the  force  required  to  drag 
the  van.  A  self-recording  speed-indicator,  designed  by  the  same  gentleman,  was  used.  Numerous 
diagrams  were  taken,  showing  the  average  tangential  strain,  the  brake-block  pressure,  the  speed 
of  the  pair  of  wheels  to  which  brakes  were  applied,  the  speed  of  the  train,  and  the  traction  on 
the  draw-bar.  The  conclusions  are  as  follows :  1.  The  pressure  with  which  the  brake-blocks  are 
applied  to  the  wheels  should  be  as  high  as  possible,  short  of  the  point  which  would  cause  the 
wheels  to  be  skidded  and  slide  on  the  rails.  2.  The  rotation  of  the  wheel  is  arrested  as  soon  as 
the  friction  between  the  brake-block  and  the  wheel  exceeds  the  adhesion  between  the  wheel  and  the 
rail,  and  therefore  the  amount  of  pressure  which  should  be  applied  to  the  wheel  is  a  function  of  the 
weight  which  the  wheels  bring  upon  the  rail.  The  value  of  this  function  varies  with  the  adhesion ; 
henoe.with  a  high  adhesion  a  greater  pressure  can  be  applied,  and  a  greater  measure  of  retardation 
obtained,  than  with  a  low  one.  8.  In  practice  and  as  a  question  of  safety  it  is  of  the  greatest  im- 
portance that,  in  the  case  of  a  train  traveling  at  a  high  rate  of  speed,  that  speed  should  be  reduced 
as  rapidly  as  possible  on  the  first  application  of  the  brakes.  For  instance,  a  brake  which  reduces  the 
speed  from  60  miles  an  hour  to  20  miles  an  hour  in  say  6  seconds,  has  a  great  advantage  as  regards 
safety  over  a  brake  which  would  only  reduce  the  speed  from  60  miles  to  40  miles  an  hour  in  the  same 
time.  4.  The  friction  produced  by  the  pressure  of  the  brake-block  on  the  wheel  is  less  as  the  speed 
of  the  train  is  greater ;  to  produce  the  maximum  retardation  so  far  as  speed  is  concerned,  the  pres- 
sure should  thus  be  greatest  on  first  application,  and  should  be  diminished  as  the  speed  decreases,  in 
order  to  prevent  the  wheels  from  being  skidded  (or  sliding  on  the  rails)  in  making  a  stop.  5.  The 
coefficient  of  friction  decreases  as  the  time  increases  during  which  the  brakes  are  kept  on ;  but  this 
decrease  is  slower  than  the  increase  of  the  same  coefficient  due  to  the  decrease  of  speed ;  it  has,  there- 
fore,  little  influence  in  the  case  of  quick  stops.  6.  The  maximum  pressure  should  be  applied  to  the 
wheels  as  rapidly  as  possible,  and  uniformly  in  all  parts  of  the  train.  7.  To  prevent  retardation  from 
the  dragging  of  the  brake-blocks  against  the  wheels  when  the  brakes  are  not  in  use,  care  should  be  taken 
that  the  brake-blocks  are  kept  well  clear  of  the  wheels  (say  half  an  inch)  when  in  a  state  of  inaction. 


Automatic  Application  of  Brak^  by  Electrieity. — An  ingenious  device  has  been  adopted  on  tin 
Northern  Railway  of  France,  by  means  of  which  brakes  are  applied  automatically  when  the  signal 
are  against  a  train.    The  general  principle  involved  is,  that  when  the  train  passes  a  signal  againa 
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H,  a  brush  of  wire  on  the  engme  comes  in  contact  with  a  raised  wedge  at  the  side  of  the  rail,  and 
doses  a  battery  circuit  The  moment  this  occurs  the  engine-whistle  is  sounded,  and  steam  is  turned 
on  to  the  ejector  and  the  brakes  applied,  without  any  action  on  the  part  of  the  driver  or  guard. 
This  apparatus  is  illustrated  in  Fig.  483  a,  which  shows  an  engine  and  portion  of  a  train  fitted  up.  A 
is  the  double  ejector  produdng  the  vacuum ;  B^  balanced  steam-valve ;  C,  electro-automatic  whistle ; 
D,  vacuum-gauge ;  ^,  counterweights  under  whose  action  the  valve  B  opens,  when  the  movement 
which  opens  the  electro-automatic  whistle  C  sets  at  liberty  simultaneously  the  lever  which  carries 
the  counterweights ;  F^  vacuum-cylinders  acted  on  by  the  ejectors  and  working  the  brake-levers ; 
/,  wires  establishing  the  electric  communication  from  one  end  of  the  train  to  the  other,  and  conduct- 
ing the  current  to  the  Hughes  electro-magnet  of  the  electro-automatic  whistle ;  T,  iron  tubes  form- 
ing air-conductors.  By  putting  the  commutators  in  the  cars  in  contact  with  the  earth,  the  electric 
current  acts  on  the  bells  at  the  head  and  tail  of  the  train,  on  the  whistle  C,  and  at  the  same  moment 
on  the  lever  with  counterweight  of  the  steam-valve  -ff,  which  opens  itself,  and  applies  the  vacuum- 
brake.  The  contact  required  to  put  the  brake  on  can  be  made  by  causing  the  wire  brush  under  the 
engine-stop  to  come  in  contact  with  the  wedge-piece  shown  between  the  rails.  The  dotted  line  shows 
the  wire  connected  with  the  signal  and  battery. 

BREAD  AND  BISCUIT  MACHINERY.  Good  fermented  bread  is  best  made  from  the  flour  of 
wheat.  The  essential  constituents  of  wheat  flour  are  starch,  lUso  called  farina  or  fecula,  gluten, 
and  a  little  albumen.  According  to  Vogel,  100  parts  of  wheat  flour  contain  of  starch  68  parts, 
gluten  24,  gummy  sugar  6,  and  albumen  .2 ;  but  these  proportions  vary  with  the  goodness  of  the 
wheat. 

The  starch  of  wheat  flour  is  very  nutritive.  Gluten  is  a  mixture  of  vegetable  fibrine,  and  a  small 
quantity  of  a  peculiar  matter  containing  nitrogen,  called  aliadine,  to  which  its  adhesive  properties  are 
due.  The  small  proportion  of  sugar  in  wheat  flour  enables  it  to  ferment  on  being  mixed  with  water, 
without  the  addition  of  yeast  Thus  the  dough  of  wheat  flour,  by  spontaneous  fermentation,  becomes 
converted  into  leaven. 

During  the  rising  of  the  dough,  carbonic  acid  is  formed  at  every  part,  and  is  prevented  from 
escaping  by  the  gluten,  which  forms  a  kind  of  adhesive  web.  The  formation  of  this  gas  causes  the 
dough  to  swell  in  every  direction,  and  the  particles  of  starch  to  separate,  in  which  condition  the  pro- 
cess is  arrested  by  the  heat  of  the  oven,  so  that  when  the  bread  is  cut  open,  it  contains  many  cavities, 
each  of  which  in  the  dough  contained  a  globule  of  carbonic  acid. 

In  the  preparation  of  wheat  for  the  manufacture  of  bread,  the  ground  grain  is  usually  separated 
into  three  parts,  the^(mr,  the  pollard^  and  the  bran  ;  the  flour  forms,  on  an  average,  about  three- 
fourths  of  the  wheat  ground.  The  white  flour  is  pleasing  both  to  the  eye  and  taste,  and  there  is  a 
strong  prejudice  in  favor  of  white  bread ;  hence  various  methods  of  bleaching  are  resorted  to;  but  it 
b  doubtful  if  the  whitest  bread,  even  supposing  it  to  be  pure,  is  conducive  to  health  and  economy. 
By  rejecting  the  bran^  as  we  do  when  using  only  the  finest  flour  for  bread,  we  actually  lose  a  large 
amount  of  nourishment  of  the  most  important  kind.  According  to  Liebig,  the  separation  of  bran 
from  the  flour  is  rather  injurioiu  than  useful  to  nutrition.  By  using  unbolted  flour  for  bread  the 
product  is  increased  at  least  one-fifth.  From  the  several  varieties  of  flour  obtained  by  boUing^  three 
kinds  or  classes  of  bread  are  manufactured :  1.  Wheaten  bread,  or  firsts^  which  is  made  of  the  finest 
flour.  2.  Household  bread,  or  seconcU^  which  is  somewhat  coarser.  8.  Brown  bread,  thirdt,  which  is 
made  of  flour  of  various  degrees  of  coarseness.  For  making  firsts,  the  flour  is  entirely  separated 
from  the  bran  or  husks ;  in  the  other  descriptions  the  bran  is  not  entirely  removed,  but  the  coarse 
broad  bran  is  separated  from  the  coarsest  flour. 

The  baker  generally  takes  a  portion  only  of  the  water  which  he  intends  to  employ  in  making  the 
required  quantity  of  dough,  at  a  temperature  of  from  70^  to  100**,  and  containing  a  portion  of  salt 
necessary  to  give  the  bread  its  proper  flavor.    Teast  is  next  mixed  with  the  water,  and  then  a  portion 
of  flour  is  added,  always  less  than  the  quantity  intended  for  the  flnished  dough.    The  mixture  is 
covered  up  and  left  in  a  warm  situation.    In  about  an  hour  this  mixture,  termed  the  sponge,  thus  set 
apart,  begins  to  ferment.    It  swells  out  and  heaves  up,  evidently  in  consequence  of  the  generation  of 
§ome  internal  elastic  fluid,  which,  in  this  instance,  is  carbonic  acid  gas.    When  no  longer  capable  of 
retaining  the  pent-up  air,  it  bursts  and  subsides.    After  the  second  or  third  rising  and  dropping  of 
the  sponge,  the  baker  interferes,  otherwise  the  bread  formed  from  this  dough  would  be  sour.    At 
this  period  he  therefore  adds  to  the  sponge  the  remaining  portions  of  flour  and  water  and  salt,  neces- 
sary to  form  the  dough  into  the  required  consistence  and  size,  and  next  incorporates  all  these  ma- 
terials with  the  sponge,  by  long  and  laborious  kneading.    The  dough  is  left  to  itself  for  a  few  hours, 
daring  which  time  it  continues  in  an  active  state  pf  fermentation  throughout  its  whole  extent.    After 
a  second  kneading,  to  distribute  the  gas  within  it  as  equally  as  possible  throughout  the  whole  mass, 
the  doQ^h  is  weighed  out  into  portions  requisite  to  form  the  kinds  of  bread  desired.    These  loaves 
are  once  more  set  aside  for  an  hour  or  two  in  a  warm  place,  and  the  continued  fermentation  soon  ex- 
pands each  mass  to  about  double  its  former  volume.    They  are  now  considered  flt  for  the  flre,  and 
are  finally  baked  into  loaves,  which,  when  they  quit  the  oven,  are  nearly  twice  as  large  as  when  they 
entered  it.    The  gas  contained  in  the  bread  is  expanded  by  the  heat  throughout  every  part  of  the 
loaf,  and  swells  out  its  whole  volume,  giving  it  the  piled  vesicular  structure.    Thus  a  well-made  and 
well-baked  loaf  is  composed  of  an  infinite  number  of  cellules,  each  of  which  is  filled  with  carbonic 
acid  gaa,  and  lined  wi^  or  composed  of,  a  glutinous  membrane ;  and  it  is  this  that  communicates  the 
I^t,  elastic,  porous  texture  to  bread. 

Various  arrangements  are  in  use  for  making  bread  by  machinery.  The  usually  laborious  occupa- 
tkyn  of  kneading  and  mixing  the  dough  is  now  perfectly  well  performed  by  mechanical  means,  and 
automatic  ovens  receive  the  dough  and  return  it  baked  to  the  basket.  Thus  large  quantities  of  per- 
fect bread  are  made  expeditiously  and  at  a  low  price. 

AJerated  Bread. — ^The  apparatus  devised  by  Dr.  Dauglish  for  the  manufacture  of  aerated  bread  is 
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represented  in  Fig.  484.  The  water-chamber  A  and  mixer  B  are  cast  in  one  piece,  and  commimicat 
by  an  equilibrium-pipe  and  valved  aperture ;  the  water-cliamber  also  communicates  with  a  water-tanl 
and  with  the  gas-generating  chamber  E^  through  pipes  whose  discharge  is  controlled  by  cocks.  Th 
flour  and  salt  are  admitted  to  the  water-chamber  from  the  tank.  When  the  gas  attains  a  pressur 
of  100  lbs.  per  square  inch,  it  is  allowed  to  pass  through  the  water,  which,  when  thoraughlj  chargec 
is  admitted  to  the  mixing-chamber,  where  it  is  mingled  with  the  flour  and  salt  by  rcTolving  beaten 
The  receiver  is  secured  to  the  mixing-chamber  B^  and  communicates  with  it  by  a  slide-valve  so  ai 
ranged  that  it  cannot  be  choked  by  dough.    The  two  vessels  are  also  connected  by  an  cquilibriuD 

pipe,  so  that  the  pressure  of  gas  may  be  equal  i 
each,  allowing  the  dough  to  fall  into  the  mixmj 
chamber  by  its  own  gravity.  From  the  receiver  tl 
dough  is  passed  to  the  baking-pan,  by  means  whic 
allow  of  its  being  surrounded  by  air  or  gas  und( 
pressure,  thus  lessening  the  escape  of  the  gas  inclose 
in  the  dough.  The  bakins  requires  to  be  condactf 
in  a  peculiar  manner.  Cold  water  being  used  in  mi 
ing,  the  expansion  of  the  dough  on  rising  causes 
great  reduction  of  temperature,  as  much  as  40*  b 
low  that  of  fermented  bread  when  placed  in  tl 
oven ;  this,  with  its  slow  springing  until  it  reach* 
the  temperature  of  the  boiling-point,  renders  it  e 
eential  that  the  top  crust  should  not  be  formed  unl 
the  very  close  of  the  process.  The  furnaces,  acoor 
_  ingly,  are  so  arranged  that  the  heat  is  applied  throuj 

"1^  I ;  ^]Kj6^  °t5lll)  *^®  bottom,  and  at  the  last  moment,  when  the  bra 

\\  x^yL-*i2J^  is  nearly  baked  through,  the  upper  heat  is  applie 

and  the  top  crust  formed. 

An  improved  method  of  making  aerated  bread 
known  as  the  "  wine  process,"  and  consists  in  fon 
ing  a  wine  from  malt  by  mashing,  and  afterward  sc 
ting  up  the  vinous  fermentation  in  closed  vessel 
Four  gallons  of  the  so-called  wine  are  mixed  wii 
the  necessary  water  for  a  sack  of  flour,  drawn  in 
a  closed  vessel,  and  aerated — ^that  is,  charged  wii 
carbonic  acid  gas,  like  soda  water.  This  soda  « 
ter  is  then  mixed  with  the  flour  (in  strong,  closi 
vessels),  and  kneaded  by  arms  driven  by  machinei 
The  dough  formed  is  drawn  off  by  machinery  (thi 
dispensing  with  any  intervention  of  the  human  ban 
into  the  required  loaf-sizes,  and  at  the  same  moment  as  the  carbonic  acid  gas  passes  out  of  it,  tl 
dough  is  raised  and  vesiculated,  and  ready  for  the  oven,  the  whole  time  required  for  formii 
a  sack  of  flour  into  loaves  not  being  more  than  half  an  hour.  The  effect  of  the  new  wine  pi 
cess  on  the  flour  is  that  the  gluten  cells  of  the  starch  are  softened  and  broken  up,  and  the  dou| 
is  thus  entirely  altered  in  its  character.  Instead  of  being  tough  and  harsh  as  formerly,  the  douj 
now  becomes  soft  and  elastic ;  it  is  easily  kneaded,  requiring  only  half  the  power  to  work  the  knea 
ing  arms,  and  the  atmospheric  pressure  required  in  the  vessels  is  only  about  20  lbs.  to  the  inch,  i 
stead  of  90  lbs.,  as  hitherto.    The  use  of  such  low  pressures,  besides  being  a  great  pecuniary  gain, 


of  considerable  importance  in  giving  to  the  bread  a  soft  and  beautiful  pile-like  texture.  The  douj 
when  prepared  by  the  wine  process,  also  soaks  and  bakes  with  the  greatest  ease,  and  at  an  oven-h4 
of  100*"  less  than  the  oven-heat  hitherto  required  for  aerated  bread.  The  starch  of  the  flour  is  rt 
changed  into  dextrine,  while  the  gluten  is  uninjured,  and  the  bread  has  a  sweet  and  agreeable  flav 
free  from  that  acidity  and  bitterness  always  more  or  less  present  in  fermented  breftd. 

Bread-making  Machinery. — ^With  Watson's  bread-making  apparatus,  Figs.  486  to  488,  the  ent 
operation,  from  the  mixing  of  the  flour  and  the  other  ingredients  to  the  final  (jleposit  of  the  dough 
the  oven,  is  done  by  mactdneiy.    Fig.  485  is  a  side  elevation.    Fig.  486  is  an  end  view.    Fig.  48? 
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a  section  of  the  mixing  and  expressing  Teasel,  with  the  agitator ;  and  Hg.  488  is  the  same,  with  the 
expressing-piston  in  place.  A  is  the  mixing-cylinder,  having  a  hinged  coyer  a,  and  at  one  end  a 
sluioe^oor  Ly  which  can  be  raised  for  the  exit  of  the  dough.  The  agitator,  which  is  first  placed  in 
the  cylinder,  consists  of  a  series  of  twisted  pieces  of  iron  i>,  Fig.  487,  which,  when  rotated  by  the  gear- 
ing shown,  tend  to  force  the  dough  out  at  the  sluice-door.  The  flour,  water,  etc.,  being  inserted,  are 
thus  mixed  and  left  for  a  time  to  rise.  The  agitating  apparatus  is  then  removed,  and  replaced  by 
the  piston  C,  Fig.  488,  which,  by  means  of  the  rack  and  gearing  shown,  moves  so  as  to  force  the 
dough  through  the  opened  sluice-door  at  a  regulated  thickness  and  upon  an  endless  web,  M^  Fig.  486. 
While  traveling  upon  this  web  the  dough  is  submitted  to  dusting  with  flour  from  the  vibrating  dust- 
box  R,    The  dough  then  passes  under  the  dividers  T,  Fig.  486,  which  separate  it  into  blocks  of  suit- 
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able  size.    It  is  then  transferred  to  a  truck  27,  which  is  caused  to  travel  with  its  load  to  the  oven, 
where  the  dough  is  transferred  to  another  truck  which  is  pushed  forward  into  the  oven  by  hand. 

Berdan's  automatic  oven  has  two  stories.  Underneath  the  oven  is  a  furnace,  from  which  the  heat 
b  conducted  to  and  through  the  oven,  by  means  of  fire-brick  tubes ;  and  the  furnace  is  so  constructed 
and  arranged  that,  by  means  of  a  self-acting  damper  attached  to  a  piece  of  metal,  which  opens  and 
shuts  as  the  metal  contracts  and  expands,  the  heat  in  the  oven  can  be  regulated  and  kept  constantly 
at  the  same  temperature.  The  mercury  stands  at  about  292**.  There  are  four  doors  or  entrances  to 
this  oven — two  in  the  lower  and  two  in  the  upper  story.  Within  the  oven  is  an  endless  chain,  to 
which  arms  are  attached,  and  upon  which  thirty-two  forms  are  laid,  about  two  feet  apart.  This 
chain  can  be  moved  either  by  hand  or  by  steam  power  (the  latter  being  used  for  convenience  and 
economy  in  the  present  case,  there  being  a  steam-engine  on  the  premises),  and  revolves  perpendicu* 
larly  through  the  oven  at  just  such  ^gg 

rate  of  speed  as  is  required  to  bake  , o ^7     <\ 

the  bread  with  a  single  revolution. 

The  pSfrisseur,  or  mechanical 
bread-maker,  invented  by  Gavillier 
k  Co.,  of  Paris,  consists  in  a  strong 
wooden  trough,  nearly  square,  with 
its  two  longest  sides  inclined,  so 
IS  to  reduce  the  area  of  the  trough 
in  the  direction  of  its  width,  and 
adapt  it  to  the  dimensions  of  a 
easi-iron  roller,  the  axis  of  which 
pasMs  through  the  ends  of  the 
troogfa ;  the  bottom  of  the  trough 
is  icmi-cylindrical,  leaving  a  small 
space  between  it  and  the  roller, 
which  space  is  adjustable  by  le- 
vers. All  along  the  top  of  the 
outside  of  the  roller  is  fixed  a  knife-edge,  which,  with  the  roller,  divides  the  trough  into  two  com- 
partments. Upon  the  axis  of  the  roller  is  a  toothed  wheel,  which  takes  into  a  pinion ;  this  pinion  is 
tum^  by  a  winch,  and  communicates  thereby  a  slower  motion  to  the  roller ;  and  the  roller,  by  its 
rotation,  forces  the  materials  or  dough  through  the  narrow  space  before  mentioned  left  between  it 
and  the  bottom  of  the  trough — the  knife-edge  on  the  top  of  the  roller  preventing  the  dough  from 
passing  it.  Being  thus  all  forced  into  one  of  the  compartments,  the  motion  of  the  roller  is  reversed 
by  taming  the  winch  the  contrary  way,  which  then  forces  the  dough  back  again  through  the  narrow 
space  under  the  roller  into  the  first  compartment ;  in  this  manner  the  working  of  the  dough,  alter- 
nately from  one  compartment  to  the  other,  is  continued  until  completed. 

Another  plan  is  to  make  the  trough  containing  the  dough  revolve  with  a  number  of  heavy 
balls  within  it.  The  trough  in  this  case  is  made  in  the  form  of  a  parallelopipedon — ^the  ends  being 
square  and  each  of  the  sides  a  parallelogram,  whose  length  and  breadth  are  to  each  other  as  five  to 
one.  One  side  of  the  trough  constitutes  a  lid,  which  la  removed  to  introduce  the  flour  and  water,  and 
the  trough  is  divided  into  as  many  cells  as  there  are  balls  introduced.    The  patentee  states  that  by 
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the  rotation  of  the  trough  the  balls  and  dough 
are  elevated  together,  and  by  their  falllDg 
down  the  dough  will  be  subjected  to  beat- 
ing, similar  to  the  operations  of  the  baker's 
hands. 

Instead  of  employing  a  revolving  cylinder, 
it  is  fixed ;  an  agitator  is  made  to  revolve, 
having  a  series  of  rings  angularly  attached  to 
an  axis,  extending  the  whole  length  of  the 
trough. 

BiscuU  or  cracker  making^  as  practised  in 
large  baking  establishments  in  this  country, 
includes  three  distinct  operations  exclusive 
of  baking:  1,  mixing;  2,  braking  or  knead- 
ing ;  3,  cutting  or  panning.  In  the  first  op- 
eration, the  cylinder-mixer  is  generally  used. 
It  is  raised  some  distance  from  the  floor,  and 
is  provided  with  shoots  for  flour,  milk,  but- 
ter, sugar,  etc.  It  consists  of  a  nearly  cylin- 
drical pan  of  iron  suspended  loosely  on  a 
shaft  which  runs  through  its  centre,  and  is 
supported  by  bushes  in  a  cast-iron  frame  on 
each  ude.  This  shaft  carries  four  stirrers 
set  6  inches  apart,  and  shaped  like  an  in- 
verted U.  They  approach  within  1^  inch  of 
the  circumference  of  the  pan.  The  driving 
power  is  from  one  end  by  a  toothed  wheel 
gearing  into  a  pinion  on  another  shaft.  The 
outside  of  the  pan  is  provided  with  a  wheel 
and  toothed  segment  for  lifting  the  cover  and 
tipping  over  the  can.  The  capacity  is  gen- 
erally 1  barrel  of  flour,  and  the  time  required 
for  mixing  is  80  minutes.  ]*>om  the  mixer 
the  dough  is  carried  to  the  brake  or  roller, 
of  which  two  kinds  are  used,  viz.,  the  simple 
and  return  brake.  Table  brakes  are  also  em- 
ployed, but  only  for  very  tender  dough.  In 
the  simple  brake,  as  the  dough  passes  under 
the  iron  rollers  it  is  folded,  and  this  process  is 
continued  until  the  dough  is  perfectly  smooth 
and  even  in  texture.  The  machine  runs  at 
about  180  revolutions  per  minute.  Fig.  489 
represents  a  return-brake  with  fluted  roller, 
the  object  of  fluting  being  to  accomplish  the 
work  more  quickly. 

From  the  brake  the  dough  is  carried  to 
the  cutting-machines,  which  are  of  Tarious 
kinds ;  those  commonly  used  are  the  cylinder 
and  the  stamper.  The  latter  is  in  more  gen- 
eral employment  in  this  country,  as  the  cylin- 
drical machine  is  much  more  expensive  with- 
out being  correspondingly  beneficial.  The 
stamper  is  made  in  two  forms:  that  which 
requires  the  scrap,  or  the  portion  between 
the  crackers,  to  be  removed  by  hand;  and 
the  English  machine  manufactured  by  Vicars 
of  Liverpool,  in  which,  by  an  ingenious  ar- 
rangement  of  wooden  fingers,  the  crackers 
are  forced  downward  into  a  pan,  while  an 
ascending  apron  carries  the  scrap  into  a  box. 
A  machine  of  the  first  class  consists  of  an  iron 
framework,  having  at  one  end  a  pair  of  rollers 
which  reduce  the  dough  to  about  an  eighth  of 
an  inch  in  thickness.  The  upper  roller  is  ad- 
justable; the  cutter  is  in  the  centre  of  the 
machine.  An  endless  web  of  felt  passes  un- 
der the  cutter  and  over  a  bed-piece  of  hard 
wood,  covered  with  rubber  three-tenths  of 
an  inch  thick  to  resist  the  force  of  the  cutter. 
The  web  is  stretched  over  rollers  on  each  end 
of  the  machine,  one  of  which  carries  a  ratchet- 
wheel  moved  by  an  eccentric  on  the  cutter- 
shaft.    The  motion  is  such  that  when  the 
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stamper  is  down  the  web  is  stationary ;  and  as  it  rises  it  moves  forward  just  sufficiently  to  bring 
fresh  dough  into  place.  The  cutters  are  made  of  gun-metal  and  fitted  with  bristle  ejectors  for  both 
biscuit  and  scrap.  This  machine  is  used  principally  for  raised  crackers.  It  makes  about  IGO  revo- 
lutions  a  minute,  and  has  a  capacity  of  30  barrels  of  flour  a  day. 

Fig.  490  represents  an  improved  form  of  stamper  manufactured  by  John  McCullum  of  New  York. 
The  frame  is  the  same  as  Uiat  of  the  English  machines ;  the  gauging-rollers  are  heavier,  and  are 
prorided  with  a  gauge-wheel  The  movement  of  the  aprons— of  which  there  are  three,  viz.,  that 
which  carries  the  dough  direct  to  the  cutter  and  the  pan,  the  scrap  elevator,  as  also  that  ol  the  brush 
and  gauge  rollers — is  by  means  of  eccentrics  on  main  and  cutter  shafts  working  ratchets.  This 
motion  is  easily  adjustable  to  alter  the  movement  of  the  aprons  and  rollers.  An  improvement  on 
this  machine  is  used  in  the  extensive  establishment  of  Messrs.  £.  J.  Larrabee  &  Co.  of  Albany  (to 
who6e  courtesy  we  are  indebted  for  the  facts  presented  in  this  article),  which  affords  a  continuous 
feed,  and  in  which  the  biscuits  and  scraps  are  separated  by  a  finger  device,  the  biscuits  going  into  pans 
aod  the  scrap  to  the  brake  to  be  worked 

over.  The  machine  makes  60  revolutions  ^^ 

on  soft  dough  and  80  on  hard.  Its  ca- 
pacity is  20  barrels  of  flour  a  day.  The 
cutters  make  from  18  to  40  biscuits  at 
each  motion. 

In  the  so-called  **snap"  machine  the 
box  which  contains  the  dough  has  its 
bottom  perforated  with  round  holes  bev- 
eJed  inwardly.  The  dou^  being  placed  in 
the  box,  screws  driven  by  suitable  gear- 
iDg  force  down  a  piston,  which  causes  a 
certain  amount  of  the  dough  to  be  driven 
oat  of  the  holes  in  the  box.  Knives 
placed  opposite  each  hole  then  cross  over 
and  sever  the  exuded  portions,  which 
fall  upon  pans  placed  to  receive  them. 
This  machine  has  a  capacity  of  20  bar- 
rels of  flour  in  10  hours.  The  **Kout 
press  ^'  is  similar  in  construction,  the 
dough  being  pressed  through  dies  and 
carried  to  pims,  when  it  is  cut  into  suit- 
able len^hs. 

In  the  mechanical  manufacture  of  bread 
and  crackers,  the  process  of  baking  has 
been  greatly  improved  in  this  country. 
Two  forms  of  oven  are  chiefly  used,  viz., 
the  revolving  wheel  and  the  endless  chain. 
Fig.  491  shows  a  section  of  the  Raney 
oven.    It  is  built  of  brick,  the  walls  bc- 

mg  8  inches  thick.  Passing  through  the  chamber  is  a  shaft,  on  which  is  fixed  a  wheel,  to  which 
are  hang  the  pans.  The  diameter  of  the  wheel  is  such  that  during  the  revolution  each  pan  is 
brought  within  18  inches  of  the  fire.  The  fire  is  built  upon  an  open  grate  flush  with  the  floor  of  the 
funiice,  the  ash-pit  being  immediately  under  it  The  flue  is  situated  on  a  level  with  the  grate  and 
at  the  back  of  the  oven.  The  top  or  crown  is  built  in  the  form  of  a  double  arch,  which  forms  con- 
cavities to  receive  the  superheated  air  and  steam.  In  this  way  the  darkening  of  the  tops  of  the 
crackers  by  excessive  heat  is  prevented.  The  wheel  carries  twelve  shelves,  which,  being  hung 
loosely,  always  remain  level.  Motion  is  imparted  to  it  by  means  of  a  worm  working  on  a  cog-wheel 
attached  to  the  shaft  The  speed  is  regulated  by  a  brake-wheel  on  the  face  of  the  oven.  The  door 
of  each  oven,  18  inches  high  and  extending  across  the  oven,  is  provided  with  an  adjustable  closer. 
The  shelves  carry  4  pans,  which  are  made  of  either  sheet-iron  or  coarse  wire-netting,  according  to 
the  kind  of  dough  to  be  baked.  In  the  operation  of  baking,  the  pans  being  inserted,  the  baker 
starts  the  wheel,  which  revolves  toward  him  from  above  downward ;  this  brings  the  shelf  half-way 
to  the  fire,  and  the  operation  is  repeated  until  the  first  shelf  and  baked  crackers  appear  at  the  open- 
ing. The  temperature  ranges  from  250°  to  450°.  The  time  required  varies  according  to  the  size  of 
the  biscuits  or  other  material  Bread  usually  requires  35  minutes ;  raised  crackers  3  minutes ;  fancy 
crackers  from  8  to  6  minutes.  The  capacity  of  the  oven  is  50  barrels  of  flour  a  day.  In  the  endless- 
chain  oven  the  shelves  are  attached  by  pulley-blocks  to  an  endless  chain  which  passes  over  the  fire. 

For  principles  of  bread-making,  see  "  Report  on  Vienna  Bread,"  by  Professor  Hosford,  in  "  Re- 
porU  of  U.  S.  Commissioners  to  Vienna  Exposition,  1878."  G.  H.  B. 

BREAKER,  or  CRUSHER.  A  machine  for  breaking  and  crushing  minerals  wl^ch  reach  the 
surface  in  large  solid  blocks  or  masses  into  fragments  that  can  be  easily  handled,  preparatory  to 
placing  them  in  machines  for  reducing  them  to  still  smaller  fragments  or  to  powder.  The  sledge  is 
the  simplest  and  most  common  tool  for  this  purpose ;  and  it  is  followed  by  spalling  hammers,  until 
none  of  the  fragments  are  much  larger  than  the  fist  Until  within  a  few  years  this  was  the  common 
and  only  way  of  breaking  up  ore  into  sizes  suitable  to  be  fed  into  mortars  of  stamp-batteries ;  and 
it  is  still  used  where  only  small  quantities  are  to  be  broken,  and  the  extent  of  the  operations  does 
not  justify  the  expense  of  obtaining  suitable  machines  for  the  purpose. 

The  first  attempts  upon  the  Pacific  coast  to  substitute  machine  for  hand  labor  in  spalling  ore  were 
In  the  direction  of  stamps  of  unusual  weight,  raised  by  cams  to  a  height  of  4  feet,  and  allowed  to 
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drop  upon  the  mass  of  rock  to  be  broken.  Stamps  of  this  kind,  either  single  or  two  in  a  battery, 
were  placed  at  the  superb  mills  erected  near  Aurora,  at  the  Real  del  Monte,  and  at  the  Antelope. 
They  weighed  2,000  lbs.  each.  There  were  no  mortars,  but  a  solid  bed  or  anvil  was  surrounded  with 
massiye  grates,  made  of  bar  iron,  through  which  the  fragments  could  drop.  Masses  of  ore,  from  1  to 
2  feet  in  diameter,  could  be  rolled  in  and  subjected  to  a  succession  of  blows.  The  two  heads  could 
break  up  about  2  tons  an  hour,  but  with  an  enormous  expenditure  of  power,  as  is  evident  when  we 
consider  that  for  each  blow  a  ton  weight  of  stamp  was  to  be  raised  4  feet,  and  also  that  the  smaller 
the  mass  to  be  broken  the  greater  was  the  force  of  the  blow.  Thus,  when  a  mass  of  quartz,  say  6 
inches  in  height,  lay  upon  the  anvil,  the  stamp  fell  upon  it  from  a  height  of  8  feet  6  inches ;  but 
when  a  block  2  feet  high,  which  needed  a  much  harder  blow,  was  upon  the  anvil,  the  stamp  fell  only 

2  feet.    Similar  stamps  were  in 
*^^  use  at  Washoe  and  at  Virginia, 

but  were  soon  abandoned  because 
of  their  manifest  defects  and  cost 
At  the  Quincy  mine,  on  Lake 
Superior,  heavy  hammers  have 
been  used  for  breaking  up  coarse 
gangue  containing  ore,  which  are 
managed  after  the  manner  of  the 
machines  in  use  for  breaking  up 
large  ore-masses.  They  are  espe- 
cially serviceable  for  coarse  pieces 
of  native  copper,  which  cannot  be 
broken  In  the  crushers,  in  separat- 
ing the  copper  from  the  gangue 
united  with  it,  and  in  hammering 
clean  the  lumps  of  copper. 

J7ie  Blake  Breaker  and  Cnuh- 

er,  invented  by  Mr.  Eli  Whitney 

Blake  of  New  Haven,  Conn.,  is 

one  of  the  most  effective  machinee 

of  its  class.    Fig.  492  shows  a 

side-view  or  elevation  of  this  ma- 

'  chine.  The  circle  2>  is  a  section  oi 

^  the  fly-wheel  shaft,  which  should 

"  make  from  226  to  250  revolution 

per  minute.    The  larger  circle  X,  inclosing  JD,  is  a  section  of  the  eccentric,    i^  is  a  pitman  or  connect 

ing-rod,  which  connects  the  eccentric  with  the  toggles  G  G,  which  have  their  bearings  forming  ai 

elbow  or  toggle  joint.    JI  is  the  fixed  jaw ;  this  is  bedded  in  zinc,  a  quarter  of  an  inch  thick,  against 

the  end  of  the  frame.    P  P  are  chilled  plates  against  which  the  stone  is  crushed  ;  when  worn  at  th< 

lower  end  they  can  be  inverted,  and  thus  present  a  new  wearing  surface.    The  cheeks  /  /  fit  in  re 

cesses  on  each  side,  and  hold  the  plates  in  place ;  by  changing  the  position  of  the  cheeks  from  rigfal 

to  left,  when  worn,  both  will  have  a  new  surface.    J  is  the  movable  jaw ;  this  is  supported  rounc 

the  bar  of  iron  K,  which  passes  freely  through  it,  and  forms  the  pivot  upon  which  it  vibrates.     L  l 

a  spring  of  India-rubber,  which  is  compressed  by  the  forward  movement  of  the  jaw,  and  aids  its  re 

turn.    Af  AfsLve  bolt-holes.    B  is  the  fly-wheel;  C,  the  driving-pulley;  Q  Q  Q  Qj  oili  ng- tubes  ;  i 

R  R  Rf  steel  bearings ;  T^  bush  and  key.    Every  revolution  of  the  crank  causes  the  lower  end  o 

the  movable  jaw  to  advance  toward  the  fixed  jaw  about  one-fourth  of  an  inch  and  return.     Hence,  i 

a  stone  be  dropped  in  between  the  convergent  faces  of  the  jaws,  it  will  be  broken  by  the  next  sue 

oeeding  bite ;  the  resulting  fragments  will  then  fall  lower  down  and  be  broken  again,  and  so  on  unti 

they  are  made  small  enough  to  pass  out  at  the  bottom. 

The  following  table  shows  the  principal  facts  that  relate  to  the  sizes  of  machines  that  are  usei 
generally  for  the  making  of  road-metal : 


Table  of  Sizes  and  CapacUy,  Blake's  Stone  Breaker, 

NUMBER. 

Slse,  or  reotirlag  OkpacUy. 

Product  per 
Hoar  lo  Co- 
Wc  Yard..* 

ToUl  W«lgbt. 

Prop.rSp.*L 

HorM-pow«r 
Nqair^ 

Incfaw. 

A 

10  X  4 

8 

4.000 

2.')0 

*       4 

1 

10x5 

8 

6.700 

180 

6 

2 

10  K  7 

6 

8.000 

250 

6 

8 

16  X  5 

6 

9,100 

180 

9 

4 

15  X  7 

6 

10.4P0 

180 

9 

6 

16  X  9 

7 

18,860 

250 

9 

6 

15  X  11 

7 

11.6O0 

180 

9 

8 

20  X  16 

82.600 

150 

12 

I 

15  X  18  J  . 

24x  Isp 

11,760 

180 

9 

9 

87,500 

125 

12 

10 

16  X  12t 

6 

7,000 

280 

9 

*  The  amonnt  of  product  depends  on  the  distance  the  jaws  are  set  apart  and  the  speed.  The  prodnct  irlven  In  t] 
table  is  dae  when  the  Jaws  are  set  If  inch  open  at  the  bottom,  and  the  machine  is  mn  at  its  proper  speed  and  dt 
gently  fed ;  bat  it  will  also  vary  somewhat  with  the  character  of  the  stone.  Hard  stone  or  ore  toat  breaiks  with 
snap  will  ffo  thron^h  faster  than  sandstone.    A  cubic  yard  of  stone  is  aboat  one  and  one-third  tons. 

t  Coarse  or  preliminary  breakers.  X  Plaster  crasher. 
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To  make  good  road-metal  from  hard  compact  stone,  the  jaws  should  be  set  from  1^  to  IJ  inch 
ipart  at  the  bottom.    For  softer  and  for  granular  stones  they  maj  be  set  wider. 

HaWi  Breaker  is  similar  in  principle  and  mode  of  action  to  the  Blake  machine,  but  differs  in  yari- 
008  modifications  and  details.  The  movable  jaw  is  made  in  two  pieces,  each  half  the  width  of  the 
fixed  jaw ;  and  the  parts  are  driven  by  separate  toggle-levers  and  eccentrics,  so  that  they  make  al- 
ternate strokes.  This  alternate  movement  is  turned  to  account  to  draw  back  the  jaws,  the  forward 
morement  of  one  jaw  drawing  back  the  other,  and  vice  versa.  The  faces  of  the  movable  jaw  are 
detachable,  and  are  held  in  place  by  wedge-shaped  bolts  which  may  be  easily  tightened.  The  fixed 
jiw  also  has  two  sets  of  faces,  the  upper  set  being  of  wider  pitch  than  the  lower,  and  being  so 
arranged  with  respect  to  the  movable  jaw  that  the  teeth  of  the  latter  work  opposite  a  space  in  the 
fixed  jaw.  In  the  lower  parts  of  the  fixed  jaw,  on  the  other  hand,  the  pitch  is  finer,  and  the  teeth 
are  directly  opposed  to  the  teeth  of  the  movable  jaw.  The  arrangement  is  claimed  to  give  the  jaws 
in  improved  cubing  action. 

Brown's  Breeder  consists  of  an  upright  circular  shell,  in  which  is  a  vertical  shaft,  the  upper  ex- 
tremity of  which  is  pivoted  in  a  ball-and-socket  bearing  in  the  cover  surmounting  the  shell  or  case. 
The  lower  end  of  the  shaft  is  pivoted  in  the  hub  of  a  bevel-gear.  This  gearing  is  placed  in  an  eccen- 
tric position  with  reference  to  the  centre  of  the  hub.  The  breaking  head,  which  is  placed  near  the 
opper  portion  of  the  shaft,  receives  an  eccentric  gyratory  motion  from  the  eccentrically  placed  bear- 
ing in  the  hub  of  the  gear  below,  and  advances  successively  toward  every  portion  of  the  outer  wall, 
cnifihing  the  ore  between  chilled  faces  on  both  the  wall  and  the  head.  It  is  claimed  that  a  breaker 
of  this  type  weighing  7,500  lbs.  will  crush  10  tons  of  ore  per  hour,  and  that  one  of  20,000  lbs.  has  a 
capacity  of  20  tons  per  hour. 

The  Alden  Breaker  is  designed  to  work  upon  material  on  the  principle  of  abrasion,  instead  of  on 
the  generally  adopted  principle  of  direct  compression  or  impact.  It  breaks,  crushes,  and  pulverizes 
by  rasping  and  rubbing  fragment  upon  fragment  between  the  dies,  and  upon  the  horixontally  corru- 
gated steel  faces  thereof ;  the  motion  of  the  rubbing  surfaces  being  obtained  by  the  oscillation  of  the 
dies.  They  both  swing  at  the  same  time,  in  one  and  the  same  direction,  and  to  an  equal  extent  At 
their  delivering  extremities  they  are  held  together  (closely  or  otherwise,  according  to  the  character  of 
production  wanted)  in  such  a  manner  that  the  distance  apart  from  face  to  face  is  the  same  at  all 
points  of  the  stroke.  The  dies  arc  hung  upon  shafts,  the  ends  of  which  project  through  the  sides  of 
the  frame,  and  take  connecting-rods  which  at  their  other  extremities  receive  the  studs  that  jut  out 
from  the  sideu  of  a  rectangular  yoke.  This  yoke  surrounds  the  free  hanging  ends  of  the  dies  and 
moves  on  a  nearly  horizontal  plane,  alternately  pushing  and  pulling  the  dies  within  it  the  full  dis- 
tance of  the  stroke,  and  imparting  the  rubbing  effect.  The  regulation  of  the  set  of  the  dies  to  dif- 
ferent grades  of  production  is  effected  by  means  of  adjustable  steel  keys.  The  connection  between 
the  yoke  and  crank  is  direct  by  way  of  a  pitman.  The  crank-shaft,  fly-wheels,  and  pulley  do  not  re- 
quire special  mention. 


Table  eJunoing  Capacities^  «te.,  of  Alden  Breaker, 

VUMBER. 

DIllMDtlOIIS  ofRMMlvOT. 

GroMWc^t. 

CspMity  to  cmah  and 
polTMbe  to  40  moth  fine. 

H.  P.  nqoklto. 

4 
6 
7 
8 
9 
10 

U   X   8 
12   X   8 
10    X    8 
10    X    H 
5   X    H 

18,000 

10,000 

4,.V)0 

800 

600 

80 

LU.  pCT  Hoar. 
1,600 
1,000 

'-ioo 

150 

16  to  20 
12  to  16 
10 

6 

2 
hand-power. 

CsrsHixo  Rolls. — 1.  Ore-Rolls. — By  means  of  crushing  rolls,  gongue  of  about  the  size  of  the 
fist  can  be  reduced  sufficiently  to  separate  the  dead  rock  from  the  ore  mixed  with  it.  Fig.  493  will 
■enre  to  give  an  idea  of  the  general  form  of  the  crusher  which  has  for  many  years  been  used  in  Corn- 
wall for  ore-dressing.  The  rolls  are  supported  by  very  strong  bearings,  in  a  frame  strengthened  by 
wrought-iroQ  bolts.  In  the  construction  here  shown,  the  rollers  are  kept  in  contact  by  India-rubber 
brings  or  buffers  of  great  elastic  force,  one  on  each  side  of  the  frame.    Each  buffer  is  composed  of 


6  rubber  disks  an  inch  thick,  separated  by  a  disk  of  iron  a  quarter  of  an  inch  thick.  The  necessary 
hiHial  pressure  is  obtained  by  means  of  two  strongly-made  screws  in  the  axes  of  the  buffers  ;  and  by 
Hiewiug  up  or  unscrewing  tiie  nuts  on  these  screws  the  pressure  may  be  increased  or  diminished, 
•eoonfing  to  the  necessities  of  the  case.  It  is  evident  that  it  would  not  answer  to  ripridly  fasten  the 
foQa  in  contact.    The  accidental  droppmg  of  a  steel  tool,  such  as  a  drill  or  a  hammer-head,  between 
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them,  would  break  the  machine ;  and  moreover,  they  would  not  crush  as  fast  and  well  without  a 
certain  amoimt  of  yielding  to  the  materials  carried  through  between  them.  The  use  of  rubber 
springs  offers  a  medbod  of  giving  the  necessary  resistance,  which  increases  with  the  degree  of  separa- 
tion of  the  rolls,  whereas  with  weighted  levers  the  pressure  is  constant.  In  practice  it  is  found  that 
the  product  of  rolls  geared  together  is  greater  than  when  one  is  carried  around  merely  by  the  friction 
of  the  stuff  crushed.  It  is  alsQ  usual  to  have  three  or  more  rolls  where  the  crushing  is  wholly  done 
by  rolling.  The  upper  pair  are  set  so  as  to  take  in  large  masses ;  and  to  increase  the  hold  of  the 
surface  of  the  rollers  upon  the  masses,  they  are  made  fluted.  The  fragments  falling  from  this  first 
pair  of  rolls  are  divided  between  two  pairs  set  below  and  pressed  closely  together.  The  diameter  of 
crushing  rolls  varies  from  14  to  84  inches  (27  inches  is  a  common  diameter),  and  the  length  or 
breadth  of  face  from  12  to  22  inches.  The  rolls  at  the  mine  of  Devon  Great  Consols  in  Cornwall  are 
very  large,  having  84  inches  diameter  and  22  inches  face,  and  a  pressing  force  on  the  rolls  of  468 
cwt.,  revolving  1  times  per  minute^  and  crushing  65  tons  in  10  hours,  at  a  cost  of  2^  pence  per  ton. 

At  present  smooth  rolls  are  in  common  use  for  dressing  ores.  The  middle  products  from  the  jig- 
ging process — ^in  which,  for  instance,  galena  is  intermixed  with  blende  or  gangue,  and  which,  as  a 
rule,  are  not  more  than  .78  inch  in  diameter — are  ground  in  rolling  mills  with  less  diameter  of  rolls. 
In  the  coarse  rolls,  which  work  with  the  very  heavy  pressure  of  from  20  to  26  tons  counterweights, 
it  is  advisable  not  to  exceed  a  velodty  of  the  circumference  of  over  65  to  72  feet,  because  otherwise 
fractures  easily  occur,  on  account  of  the  resistance  of  the  counterweight.  In  the  Rhenish  ore-dress- 
ing establishments,  where  rubber  or  steel  springs  are  used  for  pressing  the  rolls  together,  196  and 
even  294  feet  velocity  of  circumference  is  allowed,  without,  however,  increasing  the  working  capa- 
city, with  the  consequently  reduced  pressure  of  rolls,  as  compared  with  slower  work  and  a  heavier 
pressure.  The  more  or  less  soft  nature  of  the  ore  must  in  each  case  decide  which  treatment  it  is 
advisable  to  use.  The  use  of  springs  has  lately  been  preferred,  in  order  that  the  softer  ores  may  not 
be  crushed  too  fine  and  loss  be  thereby  created.  The  danger  of  fracture  is  essentially  lessened  bj 
transmitting  the  driving  power  by  means  of  belts  or  friction-rolls.  In  such  contrivances  for  fine 
crushing  the  position  of  the  rolls  is  fixed  by  set-screws.  The  two  axles  on  which  the  annular  rolls 
are  fastened  are  provided  with  a  pair  of  toothed  wheels  working  into  each  other,  and  such  a  length 
must  be  given  to  the  teeth  that  they  will  not  be  thrown  out  of  gear  when  the  rolls  separate.  Coarse 
rolling-mills  have,  therefore,  involute  gearing  with  very  deeply  cut  teeth.  The  annular  roll  is  worn 
away  rapidly  by  hard  material,  and  is  therefore  gcnersJly  made  of  either  chilled  iron  or  cast  steeL 
It  is  essential  to  be  able  to  turn  down  the  rolls  from  time  to  time,  because  they  wear  unevenly. 

From  50  to  60  tons  of  rolling  stuff,  varying  as  the  gangue  mixed  with  the  ore  is  silidous  or  cal- 
careous, can  be  worked  up  in  10  hours  in  a  coarse  rolling-mill  constructed  on  the  English  model,  and 
requiring  10  horse-power  to  run  it.  From  5  to  20  tons  can  be  worked  up  in  the  same  time  in  a  flat 
rolling-mill,  with  from  2  to  4  horse-power.  In  Schwarzmann^s  friction  rolling-mill  for  fine  reduction 
at  Ammebcrg,  Sweden,  a  rotating  fiat  disk,  driven  by  the  engiae,  is  inserted  between  each  pair  of 
rolls,  and  carries  them  with  it,  working  in  a  similar  manner  to  a  collar-mill. 

Among  the  various  other  forms  of  ore-crushers,  akin  to  rolls,  are  the  following :  1.  Two  conical 
disks  are  keyed  to  inclined  shafts  having  powerful  set-screws  to  adjust  the  width  of  the  space  be- 
tween the  disks.  The  ore  or  stone  is  fed  into  a  shoot,  and,  falling  between  the  inclined  disks,  is 
subjected  to  a  pressure  as  it  passes  into  the  gradually  contracting  space,  and  is  thus  crushed.  2.  A 
concentric  roller,  with  teeth  of  varying  sizes  as  the  throat  narrows,  bites  upon  the  ore,  whic^  is 
gradually  comminuted  between  the  jaws  as  the  ore  is  rocked.  Mills  for  finely  pulverizing  ores  will 
be  found  treated  under  Mills,  Orb. 

2.  Coal- Crushers. — ^The  comminution  of  coal  takes  place  cither  for  the  purpose  of  breaking  up 
the  coal  obtained  into  pieces  of  a  suitable  size  for  the  market,  or  to  separate  the  coal  from  the  ac- 
companying foreign  ash-producing  portions — slate,  iron  pyrites,  and  earthy  coal — and  then  to  wash 
it  clean.  In  both  cases  the  endeavor  is  so  to  arrange  the  rolls  that  they  act  on  the  pieces  of  coal  as 
little  as  possible  in  a  crushing  or  grinding  way,  but  more  in  a  splitting  manner,  in  order  to  obtun  the 
smallest  possible  amount  of  worthless  coal-dust  in  the  first  case,  and  in  the  second  to  avoid  grinding 
into  fine  dust  the  soft  pieces  of  fuller's  clay  and  clay-slate,  which  cannot  be  separated  from  the  fine 
coal-dust  in  the  further  dressing.  Rolls  for  breaking  up  anthracite  were  first  employed  in  Pennsyl- 
vania in  the  year  1843,  according  to  G&tzschmann.  Afterward  diamond-shaped,  blunt,  tooth-like 
projections  working  toward  one  another  were  added  to  the  rolls  in  that  locality,  while  the  body  of  the 
rolls  themselves,  made  of  cast-iron,  was  provided  with  indentations  arranged  in  right  and  left  spirals 
crossing  each  other.  The  toothed  rolls,  on  the  one  hand,  produced  much  useless  coal-dust,  and,  on 
the  other,  it  was  found  necessary  to  throw  away  a  roll  when  a  few  teeth  were  broken  out.  Cylindri- 
cal rolls  have  been  advantageously  used  with  cast-steel  teeth  inserted,  whose  peculiar  construction  is 
shown  in  Fig.  494,  Ay  B^  C,  Smooth  cylindrical  holes  of  exactly  equal  diameter  are  bored  radially, 
in  lozenge-shaped  places  opposite  each  other,  in  the  casing  of  the  rolls,  and  into  these  holes  the  steel 
projections,  provided  with  cylindrical  shanks  so  as  to  fit  accurately,  are  driven  firmly.  The  lancet- 
like projections  are  slightly  bent  in  the  direction  of  the  motion,  in  order  to  seize  and  split  the  pieces 
of  coal  with  more  certainty.  If  a  tooth  breaks  off,  the  shank  still  remaining  in  the  cylinder  is  driven 
through  the  hole  and  a  new  tooth  is  inserted.  For  this  reason  the  toothed  roll,  though  at  first  cost 
somewhat  dearer  than  the  old  cast-iron  one,  is  much  cheaper  in  the  end.  Besides,  the  work  is  in- 
creased with  the  same  power,  and  the  loss  in  worthless  dust  is  diminished.  The  machine  represented 
likewise  shows  various  important  improvements  for  the  safety  of  its  working  in  regard  to  the  motion 
and  bearings  of  the  shifting  roll,  which  can  be  recommended  for  ore-crushing  mills  also.  The  bronze 
bearings,  for  instance,  are  provided  above  and  below  with  parallel  planed  surfaces,  so  that  they  can 
be  shoved  into  a  box-like  cavity  in  the  roll  frame.  The  middle  portion  of  the  bearings  forms  an 
upright  cylinder,  from  which  the  ends  of  the  bearings  project  sidewise  like  annular  shoulders.  £llip. 
tiisal  cast-iron  rings  lie,  as  brake-pieces,  between  the  bearings  and  the  set-screws;  the  latter  are  ad- 
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Justed  eqnaDy  by  means  of  a  motion  common  to  both.  If  each  a  brake-ring  gives  way,  the  roll,  with 
its  bearings  set  free,  can  recoil  without  obstmction,  while  the  other  bearing  turns  on  its  cylindrical 
part.    Bj  means  of  this  arrangement,  which  works  in  a  similar  manner  to  the  ball-joint  journals,  as 
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mooth  a  rerolution  as  possible  of  the  axle  is  produced  with  diminished  friction  and  wear,  notwith- 
standing the  heavy  vibrations  to  which  the  movable  roll  is  exposed.  The  box-like  frame-pieces  are 
eacb  provided  with  an  accurately-fitting  cover,  which  prevents  the  lifting  and  sliding  of  the  movable 
bearing. 

In  Cremiany,  rqjls  which  are  provided  with  sharp,  projecting  ribs  are  used  in  the  crushing  mills 
of  coal-washing  establishments.  To  prevent  the  interfering  of  these  ribs,  they  are  wound  round  the 
^lindrical  roll  in  steep  helices  laid  crosswise,  so  that  lozenge-shaped  depressions  remain  between  the 
ribe ;  but  even  for  such  ooal-washing  establishments  the  improved  American  toothed  rolls  with  nar- 
rower roll-space  may  be  adapted.  See  "The  Mechanical  Dressing  of  Ores  and  Coal,"  by  E.  F. 
Althan,  in  **  Reports  of  Judges  of  Group  I.,  Centennial  Exposition." 

BREAKWATER.  A  kind  of  artificial  embankment,  dike,  or  rampart,  formed  of  large  stones,  and 
erected  for  the  purpose  of  protecting  the  entrances  of  harbors  or  roadsteads  from  the  effects  of  vio- 
lent winds,  by  breaking  the  force  of  the  waves  of  the  sea ;  the  shipping,  moored  behind  it,  lying 
perfectly  secure.  The  most  celebrated  works  of  this  description  are  those  of  Cherbourg  in  France, 
Plyroouth,  Portland,  and  Holyhead  in  England,  and  Delaware  Bay  in  this  country.  The  experience 
obtained  by  the  construction  of  breakwaters,  and  by  the  action  of  waves  upon  coasts  exposed  to 
their  greatest  violence,  establishes  the  principle  that  blocks  of  stone  of  large  dimensions  only  can 
be  depended  upon  to  retain  their  places.    Mr.  James  Walker,  President  of  the  British  Institution  of 
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Civil  Engineers,  advanced  the  opinion  in  1841  that  a  partial  vacuum  is  created  by  the  action  of  the 
waves,  and  the  atmospheric  pressure  being  taken  off  for  an  instant,  the  mass  of  stone  is  the  more 
readily  influenced  by  the  forces  acting  upon  it.  ( Civil  Engitieer  and  Arehitecfa  Joumaly  September, 
1841.)  If  the  whole  atmospheric  pressure  were  taken  off  the  surface,  it  would  be  equivalent  to  the 
removal  of  a  weight  represented  by  a  column  of  rock  11^  feet  deep,  weighing  1.76  lb.  to  the 
cubic  foot.  Under  such  circumstances,  and  exposed  to  the  action  of  a  wave  20  feet  high,  which  is 
capable  of  moving  masses  of  rock  7^  feet  deep,  stability  would  be  insured  only,  by  the  addition  of 
this  amount  to  the  Hi  feet.  But  as  it  is  not  probable  that  a  large  proportion  of  the  atmospheric 
pressure  is  ever  thus  removed,  and  as  22  feet  is  regarded  as  the  maximum  height  of  waves,  a  dep^ 
of  solid  stone  of  16  feet,  used  as  a  coping,  would  probably  resist  all  action  of  the  waves. 

Best  Form  of  Breakwater. — From  the  fact  that  any  settlement  of  the  foundation  is  far  more  peril- 
ous to  a  vertical  than  to  a  sloping  wall,  there  seems  good  ground  for  believing  that  ihc  ordinary 
method  of  forming  the  low-water  parts  of  deep  harbors  with  large  masses  of  rubble-stone  or  of 
concrete  blocks,  is  in  most  circumstances  the  best  and  cheapest  kind  of  construction  when  a  vertical 
wall  is  to  be  adopted.  Loose  rubble  or  blocks  of  concrete,  after  being  acted  upon  by  the  waves,  are 
less  liable  to  sink  or  to  be  underwashed,  than  when  a  vertical  wall  is  founded  upon  a  soft  bottom. 
Loose  concrete  blocks  above  low  water  form  an  excellent  protection  to  the  upright  wall.  Two  pre- 
cautions should,  however,  be  kept  in  view :  first,  the  wall  should  be  founded  at  a  sufficiently  low  level 
to  prevent  underwashing  12  to  18  feet  below  low  water;  and  second,  in  all  cases  where  the  stmcture 
is  to  act  simply  as  a  breakwater  and  not  as  a  pier,  there  should  be  no  parapet,  the  absence  of  which 
relieves  the  foundation.  When  pitched  slopes  arc  adopted,  great  benefit  will  be  found  to  accrue 
from  leaving  a  wide  foreshore  at  the  bottom  or  toe  of  the  slope.  Much,  however,  depends  on  local 
peculiarities  in  selecting  the  best  design  for  any  work,  and  the  nature  of  the  bottom  is  in  all  cases 
important.    Where  the  bottom  is  soft,  a  high  vertical  wall  should  not  be  attempted. 

71ie  Cherbourg  Breakwater  was  begun  in  1783.  The  building  of  the  wall  was  commenced  upon 
upright  cones  of  timber,  and  each  cone  was  intended  to  be  about  160  feet  in  diameter  at  the  base,  60 
feet  at  the  top,  and  about  60  or  70  feet  high,  the  depth  of  water  at  spring-tides,  in  the  line  in  which 
they  were  sunk,  varying  from  66  to  70  feet.  They  were  also  intended  to  be  filled  with  stones  to  the 
top,  and,  after  allowing  some  time  for  settling,  the  masonry  was  intended  to  be  commenced  upon 
them.  But  a  few  of  these  cones  only  were  constructed,  when,  in  consequence  of  the  difficulty  of  the 
undertaking,  the  whole  was  covered  with  large  stones  thrown  in  at  random.  As  this  breakwater  is 
intended  also  as  a  military  construction,  for  the  protection  of  the  roadstead  against  an  enemy's  fleet, 
the  cross-section  shown  in  Fig.  496  was  adopted  for  it.    Profiting  by  the  experience  of  many  years' 


observation,  it  was  decided  to  construct  the  work  that  forms  the  cannon-battery  of  solid  masonry, 
laid  on  a  thick  and  broad  bed  of  b^ton.  The  top  surface  of  the  breakwater  is  covered  with  heavy, 
loose  blocks  of  stone,  and  the  foot  of  the  wall,  on  the  face,  is  protected  by  large  blocks  of  artifidal 
stone  formed  of  b^ton.  The  experience  acquired  at  this  work  has  conclusively  shown  that  break- 
waters formed  of  the  heaviest  blocks  of  stone  are  always  liable  to  damage  in  heavy  gales  when  thi 
sea  breaks  over  them,  and  that  the  only  means  of  securing  them  is  by  covering  the  exposed  surface 
with  a  facing  of  heavy  blocks  of  hammered  stone  carefully  set  in  hydraulic  cement. 

The  wall  B  is  of  rubble  masonry  faced  with  granite,  and  rises  to  a  height  of  6  feet  above  hi^esl 
water.  This  is  protected  by  a  foreshore  of  great  blocks  of  stone,  -4,  on  the  outer  side,  which  extend 
in  a  slope  of  120  feet  to  the  depth  of  21  feet  below  low-water  mark.  This  nearly  vertical  wall  (the 
slope  of  its  sides  being  ^  to  1 )  is  86  feet  3  inches  wide  at  base  and  29  feet  8  inches  wide  at  top, 
The  altitude  of  the  breakwater  is  72.3  feet,  and  the  base  of  its  sea-slope  measures  228.6  feet  It! 
length  is  nearly  2  miles.  It  is  composed  of  two  unequal  arms,  joined  at  an  angle  of  170°,  with  the 
opening  toward  the  land.  The  work  was  completed  in  1864,  and  its  total  cost  is  stated  to  have  beei 
$16,460,000. 

The  PlymoiUh  Breakwater^  Figs.  496  and  497,  was  commenced  in  1812.  It  is  composed  of  blocki 
of  stone  from  Ijr  to  2  and  8  tons  in  weight,  and  consists  of  a  centml  part  1,000  yards  long,  and  twc 


Plan  of  Plymouth  Breakwater. 


wings  each  860  yards  long,  directed  toward  the  sea,  and  forming  angles  of  168°  with  the  centre  por 
tion.    A  transverse  secUon  taken  through  the  breakwater  shows  an  average  base  of  290  feet,  am 
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the  breadth  at  the  top  is  48  feet,  with  an  average  depth  of  water  at  low  spring-tides  of  36  feet.  The 
iBide  next  the  sea  is  sloped  in  the  proportion  of  1  perpendicular  to  5  horizontal,  and  the  side  next  the 
land  is  1  to  2 ;  these  sides  were  not  originally  intended  to  have  so  great  a  slope,  but,  in  cocsequenoe 

of  the  violence  of  the  waves 
•  during  its  construction,  it  was 

thougbt    proper    to  increase 
^    them,  as  executed.  The  stone 
\    was  raised   in   large  blocks, 
;    some  of  which  contained  10 
tons,  and  were  thrown  into 
;    the  sea  in  the  direction  set 
out  for  the  breakwater,  care 
being  taken  that  the  greater 
number  were  deposited  upon 
the  outer  slope.    After  a  num- 
ber of  these  large  masses  had  been  lowered,  a  smaller  class  of  stones,  quarry  rubbish,  rubble,  and 
lime  screenings,  were  thrown  in  to  fill  up  the  interstices,  and  close  all  the  cavities ;  these  found 
their  position,  by  the  action  of  the  sea,  and  the  great  mass  became,  as  it  advanced,  perfectly  wedged 
together.    The  object  of  this  breakwater  is  to  protect  the  harbor,  which  is  only  open  to  the  south. 
It  is  situated  upon  the  inner  of  three  reefs  of  rock  which  lie  outside  the  port,  and  closes  what  was 
once  a  central  passage,  leaving  open  passages  to  the  east  and  west    Its  cost  was  $8,500,000,  or 
$1,666  per  running  foot. 

The  HolyhMd  Breakwater^  Fig.  498,  was  designed  by  Hr.  J.  M.  Kendel.  The  coast  about  Holy- 
head, Wales,  is  low,  with  the  exception  of  Mount  Carmel  and  the  North  and  South  Stacks.  The  bay, 
lying  to  the  north  of  the  island,  is  7  miles  wide  at  its  entrance  and  about  6  miles  in  depth,  lying 

open  to  the  north  and  the 
498. 


Section  of  Plymoath  Breakwater.— .i  A^  high-water  spriDg  tidea;  BB^  low-water 
spring  tidea ;  i>,  the  foreshore. 
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west.  The  accepted  plan 
of  Mr.  Rendel  consistc^l  of 
a  north  breakwater  6,860 
feet  long  from  the  coast 
line,  and  an  east  breakwa- 
ter about  2,000  feet  long 
(these  two  breakwaters  in- 
closing between  them  an 
area  of  267  acres  of  avail- 
able water-space),  and  of  a  packet-pier  1,600  feet  long  situated  within  the  inclosed  area.  The  east 
breakwater  was  subsequently  abandoned,  and  the  northern  one  aione  retained.  This  was  lengthened 
first  by  2,000  and  then  by  500  feet,  making  its  total  length  7,860  feet  from  the  shoi'e,  and  enabling 
it  to  shelter  a  roadstead  of  400  acres  of  deep  water,  in  addition  to  the  267  acres  of  water-space 
already  mentioned. 

The  north  breakwater  consists  of  a  substructure  or  rubble  mound  of  stone  or  pierre  perdue^  upon 
which  is  erected  a  substantial  stone  superstructure.  The  stone  is  a  quartz  rock,  and  was  deposited 
in  the  sea  from  wagons  running  on  a  temporary  wooden  staging,  constructed  with  five  lines  of  rail- 
way in  communication  with  lines  to  the  quarries  in  Ilolyhead  mountain.  The  rubble  mound  is  of 
great  size,  the  average  depth  of  water  at  low-water  spring  tides  being  40  feet,  and  the  greatest  depUi 
65  feet;  the  rise  of  the  tide  is  18  feet.  The  inclination  that  is  given  to  the  foreshore,  or  the  slope 
from  low  water  to  the  superstructure,  is  nowhere  steeper  than  7  to  1 ;  and  this  inclination  continues 
up  to  about  10  feet  below  low-water  mark,  where  the  mound  assumes  a  slope  of  2  to  1  to  about  26 
feet  below  low-water  mark,  and  somewhat  flatter  than  1  to  1  from  that  point  to  the  bottom.  On  the 
harbor  side  the  slope  of  the  mound  is  about  1  to  I.  At  the  level  of  low  water  the  mound  is  nowhere 
less  in  width  than  260  feet,  and  in  60  feet  of  water  it  is  400  feet  wide  at  the  base.  It  contains 
about  7,000,000  tons  of  stone. 

The  rubble  mound  having  been  formed  and  consolidated  by  the  continual  action  of  the  sea,  the 
superstructure  was  erected.  This  consists  of  a  large  solid  central  wall  of  massive  masonry.  Many 
of  the  stones  are  of  large  size,  some  weighing  upward  of  16  tons,  and  the  work  is  set  in  lias-lime 
mortar.  The  foundations  for  this  wall  are  laid  at  the  level  of  low  water,  for  which  purpose  the 
loose' stone  of  the  mound  had  to  be  excavated.  The  wall  was  built  as  near  as  circumstances  would 
admit  to  the  inner  edge  of  the  stone  deposit,  in  order  to  allow  as  long  a  foreshore  on  the  sea  side  as 
could  be  obtained.  This  solid  wall  is  carried  up  to  a  height  of  38  feet  9  inches  above  low  water,  and 
upon  it  is  a  promenade,  surmounted  on  the  sea  side  by  a  massive  parapet.  At  27  feet  above  low 
water,  on  the  harbor  side  of  the  central  wall,  there  is  a  lower  quay  40  feet  wide,  formed  by  an  inner 
wall,  built  at  a  distance  from  the  central  wall,  the  intermediate  space  being  filled  in.  The  main 
object  of  the  superstructure  is  to  shelter  the  interior  harbor  more  effectually,  and  to  prevent  the 
loose  stone  deposit  from  washing  into  the  port.  The  head  at  the  end  of  the  breakwater  is  160  feet 
long  by  50  feet  wide.  It  is  founded  on  the  rubble  mound  at  a  level  varying  from  20  to  28  feet 
below  low  water,  and  is  built  of  ashlar  masonry.  The  extreme  height  from  the  bottom  of  the  sea 
to  the  top  of  the  breakwater  is  93  feet.  The  total  cost  of  the  work  was  $6,219,400,  whence  it  fol- 
low?  that  the  cost  par  foot  run  was  about  $791.  It  was  completed  in  187S.  See  Enginecriiig^  xiv.,  268. 
The  Portland  Brcaktcaicr  commences  with  a  pier,  which  starts  from  the  island  of  Portland,  on  the 
southern  coast  of  England,  near  the  point  where  it  is  connected  with  the  mainland,  and,  after  pro 
ceeding  for  a  short  distance  in  the  same  direction  as  the  pier,  turns  and  extends  in  a  northeast  direc 
tion  for  a  distance  of  6,000  feet.  The  breakwater  proper  is  a  rubble  bank,  with  a  width  at  the  bas4 
of  300  feet,  at  low-water  level  of  fix>m  90  to  100  feet,  and  at  the  top  of  60  feet    The  slopes  on  tb< 
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sea  face,  from  the  bottom  to  a  height  of  12  feet,  are  6  to  1 ;  on  the  harbor  face,  1}  to  1.  The  sheU 
tered  area  is  about  2,100  acres  up  to  low-water  line.  This  work  was  begun  in  1849  and  completed  in 
1872.     Its  cost  was  $5,065,000,  or  about  |844  per  running  foot    See  Jinffineerinff,  xiv.,  118. 

TKe  Delaware  BreakwaUr^  Fig.  499,  is  situated  just  inside  of  Cape  Uenlopen,  the  southwestern 
point  of  land  at  the  entrance  of  Delaware  Bay,  and  was  intended  to  form  a  harbor  of  refuge  during 
storms  for  vessels  passing  along  the  coast  The  work  was  begun  in  1829.  It  consists  of  two  parts, 
the  breakwater  proper  and  the  ice-breaker.  The  former  is  1,203  yards  long,  extending  in  an  £.  S.  £. 
and  W.  N.  W  direction.  The  ice-breaker,  designed  to  protect  the  harbor  from  floating  ice  brought 
down  by  the  Delaware  River,  is  500  yards  long,  and  lies  in  an  £.  by  N.  and  W.  by  S.  direction. 
There  is  a  passage  of  350  yards  between  it  and  the  breakwater,  the  prolongation  of  which  would 
pass  near  the  centre  of  the  ice-breaker.    The 

work  protects  from  the  more  dangerous  winds  ^^'^ 

an  area  of  about  420  acres,  having  a  depth  of 
8  to  6  fathoms,  leaving  a  passage  of  about  1,000 
yards  in  length  between  the  shore  and  its  land- 
ward extremity.  The  width  of  the  structure  is 
175  feet  at  base  and  30  feet  at  top,  and  it  is 
composed  of  rough  blocks  of  stone.  The  inner  slope  has  an  angle  of  45°.  The  outer  slope  has  an 
fakcUnation  of  3  base  to  1  height  to  a  depth  of  about  19  feet  ^low  the  highest  spring  tides,  and 
thence  to  the  bottom  of  45°. 

The  Sottih  Breahoaiery  Aberdeen,  Scotland. — ^This  breakwater  is  1,060  feet  long,  and  was  com- 
pleted in  1873.  It  is  chiefly  remarkable  for  the  manner  of  its  construction  with  liquid  concrete. 
The  foundation  was  laid  with  large  bags  of  this  material.  The  work  was  then  carried  up  with  con- 
Crete  blocks  of  from  10  to  24  tons  each  to  1  foot  above  low  water  of  ordinary  neap-tides,  from  which 
level  to  the  roadway,  a  height  of  18  feet,  it  was  formed  entirely  of  liquid  concrete  deposited  in  titu. 
The  composition  of  the  liquid  concrete  was  1  part  of  cement  to  2^  of  sand  and  3|  of  gravel.  The 
concrete  blocks  contained  1  part  of  cement  to  3  of  sand  and  4  of  gravel.  The  outer  end  of  the 
breakwatar  was  secured  against  the  sea  by  dovetailing  the  concrete  blocks  into  one  another,  and  by 
erectmg  a  tower  of  concrete  20  feet  high  on  the  end  to  add  weight  to  it.  Mr.  W.  Dyce  Cay,  in  a 
paper  on  this  breakwater  (see  Engineeringy  xviii.,  491),  expresses  the  opinion  that  concrete  blocks, 
of  the  ordinary  size  of  from  10  to  20  tons  each,  are  not  suitable  for  building  a  solid  breakwater  on 
sand  or  other  soft  material,  and  recommends  that  the  parts  of  such  a  work  below  low  water  should 
be  in  blocks  of  from  100  to  200  tons  weight  each.  He  further  considers  that  some  of  these  blocks 
may  with  economy  and  advantage  be  deposited  in  a  liquid  state  in  bags.  The  cost  of  this  break- 
water was  $370,000,  or  about  $352  per  running  foot. 

The  Mcawra  Breakwater. — ^This  breakwater  is  located  in  the  harbor  of  Kurrachee,  India,  and  pro- 
jects from  Manora  Point  for  a  length  of  1,503  feet  into  a  depth  of  5  fathoms  of  water  in  order  to 

600. 


The  Alexandria  Breakwater. 


shelter  the  entrance  from  the  southwest  monsoon  seas,  and  to  prevent  their  tearing  up  sand  from 
the  bottom  and  depositing  it  as  a  bar.    The  structure  consists  of  a  base  of  rubble-stone,  leveled  off 
geoenlly  to  15  feet  under  low  water ;  and  on  this  base  concrete  blocks,  eadi  weighing  27  tons,  were 
16 
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set  on  edge,  leaning  back  at  a  slope  of  8  inches  to  1  foot,  and  withoat  bond,  two  blocks  forming  the 
width  and  three  the  height,  and  together  making  a  square  of  24  feet  in  cross-section,  the  top  being 
about  the  level  of  high  water.  The  rubble  base  was  deposited  from  native  boats,  and  leveled  for 
the  superstructure  by  helmet  divers.  The  materials  composing  the  blocks  were  cement,  river-sand, 
shingle,  and  quarry  lumps,  with  salt  water.  The  ratio  of  the  bulk  of  the  cement  to  that  of  the 
finished  block  was  nearly  one-eleventh.  The  blocks  were  sometimes  used  one  month  after  being 
made,  and  once  as  an  experiment  a  27-ton  block  was  safely  lifted  in  seven  days  after  compounding. 
This  work  was  finished  in  February,  1878,  and  was  about  one  year  in  buUding.  Its  total  cost  was 
$852,854,  or  about  $234  per  running  foot    See  Engineering^  xz.,  380 ;  xi.,  225 ;  and  xiii.,  292. 

Numerous  other  applications  of  concrete  to  the  construction  of  breakwaters  have  been  made.  At 
Port  Said,  at  the  entrance  of  the  Suez  Canal,  the  two  breakwaters,  3,890  and  1,968  yards  long  respec- 
tively, forming  the  harbor,  were  entirely  built  of  Teil  concrete  blocks,  25,000  of  these  being  required. 
At  Alexandria,  Egypt,  the  great  breakwater,  Fig.  500,  1^  mile  long,  is  built  with  85,000  TeU  con- 
crete blocks  of  the  size  above  mentioned. 

The  Azores  Breakwaler^  in  process  of  construction,  is  intended  to  afford  an  artificial  harbor  of 
refuge  opposite  Ponta  Delgada,  St.  Michael's.  The  principal  work  will  consist  of  a  mole  attached  to 
the  land  by  natural  rocks,  crowned  by  a  breakwater  like  that  at  Holyhead.  This  will  be  2,821  feet 
in  length  at  low  water,  and  will  shelter  ships  from  the  winds  that  blow  from  the  S.  E.  and  W.  by  S. 
The  work  has  been  in  progress  since  1864.  The  stone  has  had  to  be  placed  literally  in  the  bed  of 
the  Atlantic.  The  material  is  a  lava-stone  quarried  near  by,  and  after  being  placed  in  position  it  is 
further  strengthened  by  massive  balks  of  timber  bolted  toother  by  huge  bars  of  iron.  The  esti- 
mated cost  of  the  whole  work  is  $2,676,000. 

The  new  breakwater  at  Dover,  England,  Fig.  601,  in  process  of  construction,  is  formed  by  an 
outer  and  inner  wall  of  ashlar  masonry,  with  a  course  of  granite  on  the  face,  and  blocks  of  concrete 

made  with  Portland  cement  and  shingle  in  the  core 
of  the  work  to  the  level  of  high  water,  above  which 
it  is  filled  with  liquid  concrete.  The  masonry  com- 
mences from  the  chalk  bottom  of  the  bay,  the 
blocks  being  placed  by  means  of  diving  apparatus. 
Both  the  inner  and  outer  walls  deviate  from  a  per- 
pendicular about  three  inches  to  the  foot,  in  steps. 
A  parapet  15  feet  above  the  level  of  high  water 
surmounts  the  work  on  the  sea  side.  All  the  op- 
erations are  carried  on  from  timber  staging.  The  water  at  Dover  is  very  deep,  42  feet  at  low  tide, 
and  the  construction  of  the  breakwater  is  upon  the  principle  that  the  motion  imparted  by  waves 
to  water  much  below  the  surface  is  vertical,  and  that  a  vertical  wall  is  best  calculated  to  resbt  thdr 
action. 

Various  Forms  of  Breakwaters. — Floating  breakwaters  have  been  proposed.  One  device  consists 
of  a  wall  of  iron  or  other  suitable  material,  which  is  to  be  placed  vertically  in  the  water,  and  to  be 
of  such  a  height  that  its  lower  edge  will  reach  below  the  waves  to  comparatively  calm  water,  while 
its  upper  edge  will  project  above  the  surface  sufficiently  to  form  a  breakwater.  It  is  to  be  sup- 
ported by  water-tight  compartments  strengthened  by  girders  and  anchored  to  the  bottom.  When 
waves  strike  the  top,  it  is  claimed  that  the  structure  will  yield  only  to  a  slight  dop;ree,  owing  to  the 
great  surface  exposed  to  the  still  water  on  the  opposite  side,  and  the  force  of  the  waves  will  thus 

be  checked.  It  is  proposed  to  make  the 
breakwater  in  sections  800  feet  long  by 
60  feet  deep,  44  feet  of  which  will  be  un- 
der water,  and  each  section  to  weigh  500 
tons.  See  ScienUfic  American^  xxiii.,  70. 
Another  arrangement,  proposed  by  Mr. 
Thomas  Morris  of  London,  is  represented 
in  Fig.  502.  Here  the  heavy  framework 
which  breaks  the  force  of  the  sea  is  sup- 
ported on  air-tight  cylinders  A^  submerged 
in  still  water  below  the  deepest  wave,  and 
anchored.  The  sloping  screen  B  is  pre- 
sented to  the  waves. 

Floating  breakwaters  have  not  been  fa- 
vorably regarded  by  engineers.     Mr.  Scott 
Russell  says  concerning  them :  "  No  known 
force  could  effectively  secure  a  large  float- 
ing breakwater  broadside  on  to  a  heavy 
ground  swell.    It  would  move  horizontally 
with  the  wave  of  translation,  which  would 
propagate  itself  along  the  bottom  just  the 
same  as  if  the  breakwater  were  not  there.'* 
Isolated  piles  of  timber  or  iron  placed 
at  certain  distances  apart  have  been  pro- 
posed as  breakwaters  by  Captains  Calver, 
R.  N.,  and  Vetch,  R.  E.   For  a  full  descrip- 
Wave  Screen"  (London,  1858),  which  contains 
Mr.  Brunlces  recommends  a  breakwater 


502. 


>v\\^ 


tion  of  structures  of  this  kind  see  Captain  Calver's 

much  interesting  information  on  the  subject  of  harbors, 

and  pier  of  cast  and  wrought  iron,  the  piles  being  placed  zigzag  at  an  angle  of  90^*,  with  the  view  of 
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iDcreafling  Uie  strangth  of  reeistanoe.    Mr.  M.  Soott  has  suggested  a  combination  of  horizontal  wave- 
tereeaas  with  a  rubble  base.    See  "  Minutes  of  Institute  of  Civil  Engineers  "  (British),  1860,  p.  649. 

Lake  Breakwaten, — ^Breakwaters  have  been  built  on  our  northern  lakes,  which  are  made  of  a 
cribwork  of  strong  thnbers  filled  with  stone.  It  has  been  found  by  experience  that  the  cribs 
will  keep  in  position  better  if  the  bottom  is  formed  of  latticework,  sufficiently  open  to  allow 
the  stones  to  sift  through  when  the  crib  is  stirred  by  the  waves.  The  cribs  are  usually  made 
from  80  to  40  feet  in  width,  from  60  to  80  feet  in  length,  and  of  a  depth  suited  to  the  depth  of 
water.  They  are  successively  sunk  and  placed  end  to  end  and  filled  with  stone  until  the  work  has 
attained  the  desired  length.  There  being  no  tide  in  these  lakes,  the  top  of  the  crib  need  not  be  more 
than  8  or  10  feet  above  the  mean  water-level.  Such  breakwaters  have  been  constructed  at  Buffalo 
on  Lake  Erie,  at  Oswego  on  Lake  Ontario,  at  Plattsburgh  and  Burlington  on  Lake  Champlain,  and  at 
other  places.  Aside  from  not  possessing  sufficient  strength,  these  structures  would  not  be  practica- . 
Ue  on  the  sea-coast  on  account  of  the  destruction  to  which  the  timber  would  be  exposed  from 
attacks  of  marine  worms ;  but  in  our  fresh-water  lakes  this  objection  does  not  exist.  If  from  any 
cause,  however,  the  framework  of  the  cribs  should  become  weakened,  new  cribs  can  be  placed  on  the 
inner  or  outer  Hue  of  the  first  row,  or  on  both  sides,  and  thus  a  permanent  stone  foundation  of  rub- 
ble for  a  stone  breakwater  of  the  ordinary  description  may  be  gradually  constructed. 

The  covering  pier  or  breakwater  of  Bi^alo  Harbor  is  built  of  stone,  and  measures  1,462  feet  in 
length.  The  top  of  the  pier  is  18  feet  broad,  and  is  5  feet  above  the  water-level.  On  the  side  of  the 
roadway  which  is  exposed  to  the  lake,  a  parapet  wall  5  feet  high  extends  along  the  whole  length  of 
the  pier,  from  the  top  of  which  a  talus  wall,  battering  at  the  rate  of  1  perpendicular  to  8  horizon- 
tal, slopes  toward  the  lake.  This  sloping  wall  is  formed  of  coursed  pitching.  Its  foundations  are 
se<»red  by  a  double  row  of  strong  sheeting-piles  driven  into  the  bed  of  the  lake,  and  a  mass  of  rub- 
ble resting  on  the  toe  of  the  slope.  The  quay  or  inner  side  of  the  pier  is  perpendicular,  and  is 
sheathed  with  a  row  of  sheeting-piles  driven  at  hitervals  of  about  6  feet  apart  from  centre  to  centre, 
to  prevent  the  wall  from  being  damaged  by  vessels.    The  cost  of  the  work  was  about  $200,000. 

Works  for  Reference. — The  construction  and  history  of  many  of  the  principal  breakwaters  are 
folly  treated  in  the  great  work  of  Sir  John  Rennie,  President  of  the  Institution  of  Civil  Engineers, 
upon  British  and  foreign  harbors,  2  vols.,  1854.  The  most  modem  systems  of  breakwater  construo- 
tkm  and  harbor  improvements  are  discussed  in  Stevenson's  **  Design  and  Construction  of  Large  Har- 
bors," London,  1875.  Details  of  construction  of  lake  breakwaters  and  improvements  of  harbors 
in  the  United  States  appear  in  the  reports  of  the  Chief  of  Engineers  U.  S.  A.  for  1875,  1876, 
and  1877. 

BRICK-MAKIXG  MACHINERY.  Bricks  are  masses  of  clay  moulded  commonly  in  rectangular 
blocks,  baked,  and  employed  for  building  purposes.  American  bricks  vary  in  size  in  the  different 
Stat^  running  from  7f  to  8^  inches  in  length,  4  to  4|-  in  width,  and  from  2^  to  2^  in  thickness. 
The  wei^t  is  commonly  reckoned  at  4  lbs.  to  the  brick,  but  this  varies  with  the  size,  the  amount  of 
pressure  to  which  the  clay  is  subjected,  and  the  heat  applied  in  baking.  English  oricks  are  oom- 
mooly  9  indies  long,  A\  wide,  and  2^  thick. 

MaUriaL — ^The  best  brick-clays  are  composed  of  silica  three-fifths,  alumina  one-fifth,  and  the  re- 
maining fifth  of  iron,  lime,  magnesia,  soda,  potash,  and  water.  Where  there  is  an  excess  of  alumina 
over  the  silica,  the  bricks  are  apt  to  crack  in  burning ;  the  presence  of  silica  remedies  this  by  ren- 
dering the  bricks  more  porous.  Where  sand  is  added  to  the  clay  it  should  be  clean,  sharp,  fusible, 
and  not  too  fine ;  proper  selection  and  proportion  insure  a  hard,  strong,  ringing  brick  of  good  color. 
For  the  finer  grades  of  bricks,  a  finer  sand  may  be  used.  Foimdery  sand  ("  fire-sand  '*)  is  not  at  all 
suitable ;  good  building-sand  should  be  a  proper  material. 

The  quantity  of  sand  or  other  substances  required  for  any  clay  can  only  be  determined  by  actual 
experiment.  Sandy  clay,  or  loam,  and  calcareous  clay,  or  marl,  are  also  used  for  brick-making ;  but 
if  much  lime  be  present  the  compound  may  be  too  fusible.  Oxide  of  iron  is  rarely  absent.  In  the 
process  of  burning  it  is  converted  into  peroxide,  and  imparts  to  the  whole  brick  its  red  color,  more 
or  less  deep  according  to  the  degree  of  oxidation. 

American  clays,  of  course,  vary  somewhat.  Those  in  Maine  are  light ;  in  Massachusetts  and  Rhode 
Island  they  are  more  fatty.  The  Croton,  Haverstraw,  and  other  clays,  on  the  Hudson  River,  are  not 
of  the  best  quality-— containing  an  undesirable  **  quicksand,"  and  being  long  in  burning ;  besides 
whidi  the  bricks  are  likely  to  "whitewash  "  under  the  influence  of  weather.  The  Connecticut  and 
Korthem  New  Jersey  clays  resemble  those  of  the  Hudson.  The  belt  extending  along  the  eastern 
portion  of  Pennsylvania,  down  through  parts  of  Delaware,  Maryland,  and  the  District  of  Columbia,  is 
of  the  finest  grade  of  loamy  clay,  producing  bricks  of  the  greatest  hardness  and  cherry-red  color ; 
those  of  Baltimore  being  slightly  the  best  in  respect  to  the  color  of  the  finer  grades.  The  brick-clay 
of  Ohio  and  Indiana  resembles  that  of  Pennsylvania.  The  clay  used  in  the  vicinity  of  Chicago,  be- 
ing that  obtained  in  excavating  the  "  slips  "  in  the  rivers,  is  not  only  limy,  but  contains  lime-pebbles, 
which  renders  it  extremely  difficult  to  work.  In  St.  Louis  the  material  is  of  loamy  nature,  with  veins 
of  what  is  called  "joint^lay,"  which  makes  the  bricks  crack  and  check  in  drying  and  split  in  burning. 
The  Milwaukee  clay  is  of  a  plastic  nature ;  it  bums  white,  owing  to  the  absence  of  iron.  The  Italian 
dajTB  are  plastic,  and  need  no  sanding.  In  France,  the  clays  in  the  northern  part  are  loamy  and 
quite  good,  and  about  2  metres  deep ;  they  gradually  improve  toward  the  southern  portion.  Cuban 
ioA  South  American  clays  are  poor  both  in  strength  and  color. 

Burning  Brick, — The  annular  furnace  for  burning  brick,  invented  by  Hoffman,  Figs.  603  and  604, 
is  extensively  employed.  A  large  annular  chamber,  with  openings  at  the  sides  for  the  reception  of 
the  brickfl,  is  constructed  with  a  central  chimney  and  with  removable  divisions  for  separating  the 
ammlns  into  different  parta.  When  the  furnace  is  filled  with  unbumed  bricks,  heat  is  applied  to 
one  cBrfsion,  the  smoke  and  hot  air  escaping  into  the  adjoining  one,  which  is  the  next  to  be  burned, 
the  air  for  muntaining  combustion  being  received  through  the  compartment  last  burned,  whereby  the 
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bricks  in  it  are  cooled.  Each  compartment  of  bricks  or  other  articles  is  thus  burned  in  turn,  the 
waste  heat  of  the  burning  compartment  continually  drying  the  compartment  before  it,  and  taking  the 
heat  of  the  one  behind.  The  letters  a  a,  Pig.  608,  mark  the  circular  arched  furnace,  having  doors, 
b  b.  Flues,  c  e,  lead  to  the  circular  chamber,  e  e,  surroimding  the  chimney,  d.  Valves  of  cast-iron 
are  made  to  close  at  pleasure  the  orifices  of  the 

flues.     Movable  sluices  in  the  dividing  walls  0^^ 

allow  of  communication  to  be  made  or  closed  ^jV 

between  the  chambers ;  A  A  are  plugs  through  IH 

which  the  coal,  in  powder,  is  introduced,  under- 
going calcination.  The  advantages  of  this  fur- 
nace lie  in  its  great  economy  of  fuel. 

Fire-Brick. — The  following  is  condensed  from 
a  paper  on  "  Refractory  Materials,"  by  Dr.  T. 
Egleston,  read  before  the  American  Institute 
of  Mining  Engineers,  1876.  The  materials  of 
which  fire-bricks  are  composed  are  generally  fire- 
clays, which  are  hydrated  silicates  of  alumina, 
containing  from  50  to  66  per  cent,  of  silica,  30 
to  76  per  c^nt.  of  alumina,  and  11  to  15  per 

cent  of  water.    The  clay  contains  (besides  pot-  *^* 

ash)  soda,  lime,  magnesia,  and  iron,  and  is  gen- 
erally less  refractory  in  proportion  to  the  extent 
of  these  elements  found  in  it.  When  it  con- 
tains from  6  to  10  per  cent,  it  will  generally 
melt;  when  the  clay  is  silicious,  8  or  4  per  cent, 
of  other  substances  make  it  fusible;  when  it 
is  aluminous,  6  or  7  per  cent,  of  oxide  of  iron 
does  not  make  it  lose  its  refractory  qualities. 
The  clay  which,  according  to  Brognaud,  is  most 
refractory  when  deprived  of  its  hygrometric  wa- 
ter, has  the  composition :  Silica,  57.42 ;  alumi- 
na, 42.58.  Silica  alone  cannot  be  used  without 
being  ground,  and,  as  it  has  no  binding  prop- 
erty like  alumina,  a  small  portion  of  binding 
material  is  added  to  it.  For  the  Winas  brick, 
which  is  the  best  substance  to  resist  heat  alone, 
this  material  is  lime.  The  brick  is  made  of 
quartzose  sandstone,  which  is  first  heated  in  a 
furnace  and  then  thrown  into  water  to  break  it 
up,  and  is  then  ground.  The  amount  of  lime 
required  to  bind  it  together  is  1|-  per  cent.,  and 
the  joints  between  the  bricks  are  filled  with  the 

same  material.  At  a  temperature  of  2,200°  C. — about  4,280*-  Fahr. — these  bricks  will  last  four 
weeks  in  the  roof  of  an  ordinary  furnace,  and  in  that  time  will  be  reduced — ^by  abrasion  of  the 
flame,  and  dust,  and  slightly  from  chipping — ^from  9  to  2  inches.  The  bricks  conduct  the  beat  bo 
badly  that,  at  this  temperature,  which  is  a  bright  white  heat  on  the  inside  of  the  furnace,  it  is  only 
just  warm  on  the  outside.  Ordinarily,  the  bricks  seem  to  be  fluxed  away  by  the  dust,  which  drcu- 
lates  with  the  gases.    In  the  Siemens  furnace,  where  there  is  no  dust,  they  give  out  from  weakness. 

Very  few  clays  can  be  used  as  found.  They  must  be,  as  it  were,  suspended  in  some  infusible  ma- 
terial, which  will  prevent,  as  far  as  possible,  the  mechanical  effects  of  the  heat,  and  allow,  at  the 
same  time,  of  a  certain  amount  of  expansion  and  contraction,  while  preventing  both  in  too  great  a 
degree.  These  materials  are  usually  quartz-sand  or  pulverized  quartz,  burnt  clay,  old  bricks,  serpen- 
tines, talc,  graphite  in  powder,  and  not  infrequently  small  coke,  when  the  ash  is  not  to  be  feared, 
and  when  graphite  either  cannot  be  had,  or  cannot  be  used  on  account  of  its  high  price.  When  the 
mixture  is  made  in  the  place  where  it  is  to  be  used,  without  previous  burning,  it  is  generally  made  of 
one-fifth  plastic  clay  and  four-fifths  burned  clay  or  quartz,  or  one-fourth  lean  clay  and  three-fourths 
burnt  clay  or  quartz.  This  is  done  to  avoid  contraction.  It  is  a  most  economical  construction,  even 
in  blast-furnaces,  and  is  coming  more  and  more  into  use. 

The  clay,  when  mined,  is  left  exposed  to  the  air  under  sheds,  and  is  cleaned  and  carefully  dried, 
and  is  afterward  mixed  with  the  substances  with  which  it  is  to  be  incorporated,  which  are  classified 
by  numbers,  varying  according  to  the  size  of  the  sieve-holes  through  which  they  will  pass.  The  quan- 
tity and  quality  of  the  mixture  will  determine  the  refractory  nature  of  the  material  to  be  produced. 
A  friable  paste  with  large  grains  and  quite  porous  resists  a  great  heat.  One  with  fine  grains,  dose 
and  compact,  splits  at  a  high  heat,  especially  if  it  is  not  homogeneous.  The  manner  in  which  the 
mixture  is  made  also  influences  the  quality  of  the  brick  quite  as  much  as  the  material.  In  some 
works  in  Belgium,  after  taking  all  the  ordinary  precautions  to  make  the  mixture  perfect,  it  is  sub 
mitted  to  a  succession  of  shocks  continued  for  some  time,  until  it  is  found  by  experiment  that  the 
materials  are  perfectly  mixed.  It  has  been  found  by  long  experience  that  the  bricks  so  made  kepi 
their  form  perfectly,  while  others,  made  of  exactly  the  same  mixture  in  the  ordinary  way,  contract. 

The  paste  made  and  the  article  completed,  it  must  be  dried  or  "  tempered."  This  is  commenced  ii 
the  open  air,  and,  if  possible,  out  of  the  draught.  If  the  draught  cannot  be  excluded,  the  place  when 
the  drying  takes  place  is  slightly  heated,  commencing  at  a  temperature  from  60"  to  70  Fahr.,  anc 
keeping  it  up  from  25  to  30  days,  then  inci*easing  it  from  80°  to  100**,  leaving  the  article  as  long  m 
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possible,  and  so  on,  an  active  yentilation,  but  the  same  temperature,  being  kept  up.  The  article 
ahoold  remain  in  a  temperature  of  from  160''  to  180°  for  at  least  6  weeks.  Bricks  do  not  generally 
require  so  much  care ;  but  crucibles  and  retorts  do.  Long  experience  has  proved  that  there  is  a  great 
economy  in  conducting  this  process  of  tempering  as  slowly  as  possible,  and  that  it  influences  materi- 
ally the  refractory  nature  of  the  article.  It  is  found,  by  actual  experiment  in  crucible  works,  that 
those  crucibles  made  from  the  same  mixture,  tempered  during  6  to  8  months,  last  more  than  three 
times  as  long  ae  those  which  had  been  tempered  only  2 ;  so  that,  in  general,  the  older  the  article  be- 
fore being  burned  the  better. 
The  essential  qualities  of  a  good  brick  may  be  stated  as  follows : 

1.  Uniformity. 

2.  Regularity  of  shape,  and  the  power  to  retain  it  under  all  circumstances,  which  involves  perfect 
unity  of  composition. 

8.  Strength  to  resist  the  different  pressures  required  under  different  circumstances. 

4.  Its  cheap  price. 

Ko  material  yet  manufactured  entirely  fulfills  all  these  conditions.  A  good  brick  should  not 
only  resist  high  temperatures,  but  sudden  changes  of  temperature,  without  alteration  of  any  kind, 
sodi  as  crushing,  splitting,  etc,  and,  at  a  high  temperature,  should  undei^  the  least  possible  change 
of  form.  In  general,  it  may  be  said  that  bricks  which  have  undei^gone  a  very  high  temperature  in 
the  manufacture  are  less  likely  to  contract  afterward.  Shrinkage  is  generally  due  to  insufficient  burn- 
ing, or  to  a  too  small  proportion  of  old  material  in  the  mixture,  and  generally  occurs  in  aluminous 
bricks.  Its  chief  evil  is  in  allowing  the  flame  to  penetrate  the  open  joints,  and  give  the  dust  an  op- 
portunity to  cut  between  the  bricks ;  for  any  cause  which  produces  eddies  in  the  flames,  such  as  hol- 
lows or  projecting  surfaces,  is  certain  to  effect  the  destruction  of  that  part  of  the  furnace.  Sillcious 
bricks  have,  on  the  contrary,  a  tendency  to  expand  imder  the  influence  of  intense  heat  This  is  true 
to  sudi  an  extent  that,  in  the  steel  furnace  where  they  are  used,  provision  must  be  made  for  slacken- 
ingthe  tie-rods  when  the  fire  is  being  raised,  and  tightening  them  when  it  is  being  cooled. 

The  crushing  weight  of  an  ordinary  fire-brick,  cold.  Is  from  600  to  1,000  lbs.,  but  some  of  the  best 
have  been  known  to  resist  as  high  as  8,000  lbs.  to  the  square  inch.  To  insure  the  safety  of  the 
structure  and  the  success  of  the  process,  it  should  not  only  retain  its  power  of  resistance,  but  should 
not  undergo  any  change  of  form  nor  soften  materially  under  long-continued  heat,  and,  at  the  highest 
poeaUe  temperature,  should  support  more  than  double  the  strain  required  without  attention.  In  the 
walls  of  the  fireplace  those  bricks  will  be  best  which  are  dense,  and  contain  an  excess  of  silica.  In 
the  hearth  they  should  contain  an  excess  of  alumina.  In  the  arch  they  should  be  nearly  pure  silica, 
alumina,  or  magnesia.  Bricks  in  a  roof  give  out  from  shrinkage,  cracking,  or  splintering.  Splinter- 
iDg  takes  place  when  silicate  bricks  are  made  of  impure  mixtures,  usually  from  too  much  fine  mate- 
rial and  from  imperfect  burning.  Bricks  which  are  liable  to  splinter  are  generally  cross-grained  and 
dense,  with  a  smooth  conchoidal  fracture  when  made  from  improper  mixtures,  and  when  from  bad  bnm- 
ii^  ibey  generally  ring  like  a  cracked  vessel.    All  good  bricks  wear  off  evenly. 

Decat  of  Bricks. — Dr.  John  C.  Draper  has  investigated  the  causes  of  decay  in  brick  and  stone, 
and  determines  the  same  to  be : 

1.  Boughness  of  surface  favoring  the  deposition  of  dust 

2.  Y^etable  growths  favored  by  dust  and  moisture. 

8.  Percolation  of  water  through  interstices  and  fissures. 

4.  Action  of  frost 

5.  Action  of  acid  vapors  in  the  air. 

The  disintegration  due  to  frost  he  finds  to  equal  a  loss  of  substance  of  74  parts  in  10,000  for  red 
and  24  parts  for  white  brick,  or  in  the  ratio  of  1  for  the  latter  to  8  for  the  former.  The  friability 
due  to  heating  and  sudden  chill  causes  a  loss  of  substance  of  82  parts  in  10,000  for  red  and  48  parts 
for  white  bride,  which  gives  a  ratio  of  1  for  the  white  brick  to  2  for  the  red.  The  chemical  ingredi- 
ents of  air  that  act  on  building-materials  are  carbonic,  nitric,  sulphuric,  and  sulphurous  acids.  On 
subjecting  bricks  to  the  action  of  tiiese  adds  a  loss  of  88  parts  of  substance  per  10,000  for  red 
and  7  parts  for  white  brick  was  noted.  Ratio  of  disintegration,  for  white  1,  for  red  6.  Evidence 
is  thuB  afforded  of  the  resisting  power  of  hard,  compact  brick. 

The  absorbent  capadty  of  bricks,  according  to  the  report  of  an  English  committee,  is  indicated  by 
the  following  table: 


Averagt  Taking  up  of  Water  by  Bricks  Mi  in  a  Depth  of  Water 

of  Three-fourthB  of  an  Itu^h, 

EPKCIMINS  OF  BRICK.                                              OM^JL 

PSBCSiraAQS  OF  SATUBATIOK. 

Hoar. 

Hov. 

Bom. 

In  14 
Hovn. 

So.  1.— Bert  made  by  hand,  which  abeorbed  16  Inches  of  water 
in  an 1    IOC  6" 

44 
80 
41 

88 

47 
40.75 

M 
55 
76 

86.4 

50 

64.4 

70.6 
65 

»3 

60 

68.75 

96 

100 
100 
100 

76.7 
90.6 
98.4 

Ko  9. — Manoikctnred  brick,  abaorblng  80  In  all 1    186' 4'' 

fr^'  ft fUme  abim'Mnff  21 .' T '    HT' 

Ko.  4.— Same,  picUed  88  boors,  and  abaorblng  in  aU  14.8  cubic 
iDcbesofwateriVTr. TT. Ill' 41" 

•jTo.  ft. — HfMrf  IwDd-Tn-d^  Mflk,  ^Hforblng  14. .  ,  r  t , r       95'  S" 

Hol  «. Same,  absorbinff  2ft.6 . .' ." 100'  4" 

The  capadty  of  several  of  the  spedmens  to  give  off  the  moisture  absorbed,  at  a  given  tempera- 
tvre,  is  represented  in  the  followmg  table,  in  which  the  drying  of  the  six  bridu  adduced  in  the  f ore- 
going  tal>le  was  annotated  jn  all  Ha  features: 
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TahU 

Water  la 
Cable  locfaM. 

TKMFBXATUKX,  85.S*   FAHR.— PBaCENTAGB  OF  WATEB  GIYEX  OFT. 

Hoan, 
4^- 

D.y.1. 

l>«y«,t. 

D.y^8. 

D«y.,4. 

D.y.,5. 

D«yi,6. 

nayMl. 

1 

16 

85 

21 

448 

26.6 

8.67 

8.6 
4 

8;4* 

42 

82.1 

84.7 

60 
80.6 

6S.6 
50.6 
61.2 
68.6 
54.2 

78 

69.1 

75.6 

72.7 

74.6 

81 

81.4 
81.6 
76.4 
81.8 

82.9 
86.4 
86.6 

78 
86.4 

96!  i 

89.8 

82 

89.8 

94.8 
96.8 
96 

82 
91.6 

2 

8 

4 

6 

Brick  Machines,  for  the  mechanical  moulding  of  plastic  clay,  are  so  exceedingly  numerous  that  it 
is  impossible  in  the  limits  at  present  disposal  to  convey  to  the  reader  other  than  a  general  idea  of  the 
more  prominent  t3rpes.  Many  not  here  represented  will  be  foimd  described  in  Reports  of  Judges  of 
Group  II.,  Centennial  Exposition.  The  following  examples  are  classified  in  the  manner  proposed  by 
Mr.  E.  H.  Knight 

Glass  I.  Those  machines  in  which  a  slab  of  clay  exudes  from  the  pug-mill,  and  is  cut  up  into 
lengths  which  form  briclcs.  The  cutter  is  a  wire  or  knife,  and  either  travels  with  the  slab  while 
cutting,  or  makes  a  square  transverse  cut  across  the  moving  slab. 


Examples.  Clayton  and  Hewlett's  machine  (English),  Fig.  606.  The  rough  clay  A  is  taken  from 
the  heap  in  barrows  and.  wheeled  up  an  incline,  or  it  is  drawn  up  the  incline  by  suitable  mechanism. 
It  is  shoveled  into  the  feedmg-hopper  B^  in  which  revolves  a  shaft  carrying  several  small  knives, 
which  cut  up  the  clay  and  press  it  down  upon  the  rollers  incased  in  B,  The  crushing-rollers  then 
force  the  material  to  the  pug-cytinder  C,  in  which  revolves  a  strong  shaft,  having  knives  spirally 
arranged  upon  it,  which  thoroughly  pug  or  mix  the  day  and  at  the  same  time  force  the  homogeneous 

mass  toward  the  end  D  of  the  cylinder,  where 
606.  it  passes  through  the  moulding  orifice  to  the 

cutting-off  table,  shown  separately  in  Rg.  606. 
When  a  stream  of  clay  sufficient  to  cut  the 
desired  number  of  bricks  has  been  expressed 
upon  the  receiving-rollers  a,  a  single  cutting- 
wire  h  divides  the  mass. 

The  portion  thus  removed  is  drawn  forward 
by  hand  to  the  table  c  in  front  of  the  ynrea 
I    d,  and  the  stream  from  the  machine  is  again 
allowed  to  escape  and  again  cut  off,  the  opera- 
tion thus  being  rendered  continuous.    In  order 

to  cut  the  separated  section  into  bricks,  the 

wires  are  caused  to  pass  through  it  by  oper- 
ating the  handle  f,  which  simultaneously  transmits  motion  to  the  pinions  /,  the  racks  ^,  and  the 
whole  rack-frame  /f,  carrying  with  them  the  scries  of  wires  cf,  and  also  the  plate-table  c  and  platen 
t,  causing  the  plate-table  c.  to  pass  from  under  the  clay  through  which  the  wires  are  passing,  and  to 
be  replaced  by  the  portable  platen  i.  Another  movement  of  the  handle  returns  the  parts  to  their 
original  position  and  the  platen  with  the  now  formed  bricks  upon  it  is  removed. 
In  the  Tiffany  wet-clay  machine  (Canadian)  the  impelling  screw-shaft  revolves  in  an  opposite 
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direction  from  the  tcmpering^crew ;  its  shaft  passing  through  that  of  the  latter,  which  is  hollow. 

The  bar  of  clay  issues  upon  a  bed  of  rollers,  and  is  cut  into  bricks  by  four  wires  fixed  in  an  oscilla- 
tory frame.  Fig.  607  represents 
607.  a  machine  in  which  the  tempering- 

device  is  separate,  the  impelling- 
worm  being  replaced  by  a  piston 
fitting  tightly  in  the  reservoir  By 
and  driven  by  a  screw  and  bevel 

faring.  The  clay  issues  in  a  slab 
of  the  width  of  a  brick,  which 
is  cut  by  disks  I  into  ribbons  as 
wide  as  the  length  of  a  brick. 
These  last  are  cut  into  blocks  by  disks  cT"  (spaced  apart  the  width  of  a  brick)  borne  on  a  mandrel 
whose  bearings  are  in  a  carriage  moving  transversely  in  ways.  The  bed  is  made  in  sections  E^ 
which  are  passed  along  in  succession  by  rack  and 
pinion.  '^• 

Cljlbs  IL  Those  in  which  the  clay  passes  from 
the  pug-mill  into  moulds  in  which  it  is  pressed, 
and  from  which  the  moulded  brick  is  discharged. 

Variety  1.  Machines  in  which  the  moulds  are  on 
the  upper  or  adjacent  surface  of  a  mould-wheel  re- 
volving in  an  horizontal  or  vertical  plane,  the  moulds 
bemg  brought  successively  below  or  in  face  of  the 
pug-mill  by  which  they  are  charged.  In  one  case 
the  pug-mill  is  vertical,  in  the  other  horizontal. 

The  machine  shown  in  Fig.  608  has  a  vertical 
pog-mill  in  which  the  clay  is  tempered  and  mixed, 
and  is  forced  therefrom  into  moulds  wherein  it  is 
pressed  by  an  S-shaped  spiral  wiper.  The  pistons 
with  their  wheels  and  the  inclined  track  below  them 

are  represented.  A  triple  pressure-maclilne  is  manufactured,  in  which  the  charge  of  each  mould- 
table  is  first  leveled  off  with  a  straight  edge,  then  successively  compacted  by  a  roller,  compressed 
with  a  toggled  piston  and  follower  from  below,  and  by  cams  and  toggles  above.    Any  variation  in 


tfakdcneBs  is  prevented  by  sinking  a  panel  in  one  face,  any  deficit  of  clay  simply  permitting  the  sink- 
ing of  a  deeper  panel,  and  not  affecting  the  thickness  of  the  brick.  This  is  a  crude  day-machine. 
A  «>-called  impact  machine  has  moulds  in  groups  of  four  each.    These  have  plunger  bottoms,  and 
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is  raised);  it  is  then  cut  up  and  tempered  by  the  knives  and  bars  in  the  pu^mill ;  and  gradually  de- 
ecendlng,  it  falls,  or  rather  is  forced  by  the  superincombent  pressure,  upon  the  circular  inclined  plane 
df  which  ccHisists  of  a  single  thread  or  spiral  turn  of  a  yery  large  screw,  occupying  the  whole  internal 
Bp&ce  of  the  lower  cylindrical  end  of  the  mill,  where  it  is  exhibited  in  section.  This  screw  or  circular 
inclined  plane  is  fixed  to  the  central  shaft  passing  longitudinally  through  the  hollow  shaft,  and  a  slow 
reversed  motion  is  given  to  it  by  means  of  an  intermediate  wheel  acting  upon  pinions  in  the  upper 
part  of  the  frame.  The  blades  on  the  hollow  shaft  revolve  in  the  pug-mill  at  the  rate  of  15  turns 
in  a  minute,  grinding  and  dividing  the  materials,  which  are  forced  upon  the  circular  inclined  plane 
of  the  screw ;  and  as  this  slowly  revolves  in  a  contrary  direction  at  the  rate  of  five  turns  in  a  minute, 

512. 


it  forces  the  clay  out  of  the  mill.  In  a  very  compact  state,  into  a  receptacle  below :  of  this,  one  side 
is  always  in  immediate  contact  with  the  moulds,  and  those  two  sides  which  are  at  right  angles  to  the 
former  side  are  closed  by  iron  cheeks,  between  which  the  lever  or  forcing  fiap  n  acts  by  pressure, 
and,  fitting  closely,  prevents  the  escape  of  the  clay,  so  that  it  can  only  pass  into  the  moulds.  These 
moulds  are  placed  round  the  periphery  of  a  circular  frame  e,  made  of  flat  iron  rings,  fixed  upon  bars 
or  spokes,  and  turning  upon  a  Jixea  shaft.  There  are  25  of  these  moulding-boxes  in  one  drcle. 
Eadi  moulding-box  is  furnished  with  a  false  or  movable  bottom,  to  which  rods  are  attached,  for 
the  purpose  of  pushing  out  the  brick  when  moulded,  and  drawing  back  the  bottom  to  its  place  to 
receive  a  fresh  portion  of  the  clay. 

In  Joseph  Grant's  rotary  and  locomotive  machine,  represented  in  Figs.  512  to  616,  there  are  two 
eylinders  set  horizontally  In  a  framing  and  revolving  in  opposite  directions,  being  driven  by  gearing, 
whidi  also  propels  the  machine  forwa^  as  the  brick  is  being  made. 

One  of  these  cylinders  Is  fitted  with  moulds,  working  in  which  are  followers,  forming  the  bottom 
of  the  moulds,  and  operated  by  rollers  moving  in  fixed  grooved  channels,  and  by  cams  producing  the 

drop-motion.    The  second  or  pressing  cylinder  is  provided  with 
^^'  plates  working  and  fitting  into  the  moulds  of  the  other  cylinder, 

pressing  the  clay,  which  &  fed  from  a  hopper  above  and  between 
the  two  cylinders,  the  clay  being  drawn  into  the  several  moulds 
by  its  own  weight  and  the  revolving  motion  of  the  cylinders,  and 
the  bricks  deposited  on  the  ground  or  surface  prepared  for  them, 
in  regular  layers  or  line,  as  &e  machine  moves  forward ;  a  roller 
in  front  clears  or  prepares  the  ground  or  surface  on  which  the 
bricks  are  to  lie.  The  followers  in  the  moulds  are  covered  with 
cloth  or  similar  material  to  prevent  the  clay  or  soft  bricks  from 
adhering  to  them — the  machine  being  worked  by  hand  or  other 
power. 

To  enable  others  skilled  in  the  art  to  make  and  use  this  inven- 
tion,  the  inventor  describes  its  construction  and  operation  as  fol- 
lows: 

A  A  is  the  frame  of  the  machine ;  £,  the  hopper  through  which 
the  clay  is  fed ;  C,  a  levellng-roller,  serving  to  carry  the  machine 
and  to  dear  or  prepare  the  yard  for  deposit  of  the  bricks ;  it  works  in  a  strap  a,  havlDg  a  swivel- 
Bfiodle  6,  to  admit  of  the  machine  being  moved  about  in  any  direction. 

2>  i>  are  traveling  or  propelling  wheels  fitted  on  the  mould-cylinder  shaft  e  and  turning  with  it. 
-f  is  the  mould-cylhider  keyed  fast  to  the  shaft  c;  it  is  made  of  iron  or  other  suitable  material, 
and  has  on  its  circumference  or  surface  spaces  dd  d  forming  the  moulds.  The  number  of  moulds 
Is  noi  limited  to  twp  rows,  as  shown  in  the  drawing,  but  will  be  dependent  upon  the  length  of  the 
cylinders  as  well  as  the  diameter ;  eadi  mould  or  space  ddd  being  only  of  the  length  of  the  brick, 
•o  that  the  machine  may,  if  required,  be  constructed  to  form  three  or  more  layers. 

£*£*£*  tre  followers,  or  plungers,  working  in  and  forming  the  bottom  of  the  mould ;  they  are 
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covered  on  their  top  with  fine  cloth  e  e  e^  and  are  of  length  and  breadth  so  as  to  fit  loose  in  the 
moulds  ddd  \tl  which  they  move,  motion  being  given  to  them  by  rollers  // /*,  which  turn  on  spin- 
dles ggg  running  through  the  cylinder  E'  lengthwise,  passing  through  slots  » i  i  at  both  ends ;  the 


614. 


615. 


H_1_ILJ 


spindles  ggg  are  connected  to  the  followers  E^ E^ E*  hj  pieces  AAA  attached  to  them,  through 
which  the  spindles  ggg  pass,  the  rollers  //"/,  as  the  cylinder  E'  is  caused  to  revolve,  moving  in 
fijLcd  grooved  channels  FF  secured  to  the  framing  A  Ay  the  interior  of  one  of  which  is  seen  in 


61Qu 


617. 


Fig.  516,  being  positioned  with  rela- 
tion to  the  cylinder  E'  in  the  man- 
ner of  an  eccentric,  one  at  either 
end,  but  differing  from  an  eccentric 
in  their  being  made  of  a  scroll  or 
irregular  curve  formation.  The  roll- 
ers ///i  traveling  in  the  grooved 
channels  FF,  cause  the  followers 
E*  E^  E*  to  move  in  the  moulds 
dddy  the  followers  at  their  bottom 
stroke  leaving  a  space  in  the  mould 
equal  to  or  rather  exceeding  the 
thickness  of  a  brick,  and,  when 
forced  out,  working  nearly  to  the 
outer  edge  of  the  moulds  k  k. 

In  Fig.  516  are  represented  cams 
attached  to  shafts  //,  and  so  posi- 
tioned and  set  as  to  perform  as  many 
revolutions  for  one  revolution  of 
the  cylinder  E'  as  there  are  moulds 
in  a  single  row,  causing  the  cams 
k  k,  one  at  either  end,  to  strike  the 
rollers  ///,  two  together,  that  is,  one  at  either  end,  and  so  on  for  all  the  rollers  f^uocessiTelj  as  they 
assume  the  position  of  /',  Fig.  516,  causing  the  formed  bricks  to  be  shaken  from  their  moulds  when 
arriving  at  a  perpendicular  position.  The  bottom  of  the  mould-cylinder  E'  is  situated  rather  mora 
than  the  thiclmess  of  a  brick  from  the  ground  or  yard  surface. 
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0  18  the  presfiing  cylinder  revolving  in  the  opposite  direction  to  the  cylinder  E' ;  it  is  keyed  on 
the  shaft  m,  n  n  n  are  pressing  plates  fitted  on  the  circumference  or  surface  of  the  cylinder  Q^ 
oorresponding  to  the  spaces  or  moulds  ddd'xn  the  cylinder  E'y  into  which  they  fit  or  press  the  clay ; 
tbey  are  made  thicker  at  the  edge  first  entering  the  mould  than  the  finishing  or  after  edge,  as  shown 
more  particularly  in  Fig.  516. 

U  is  a  handle  for  giving  motion  to  the  machine  (but  the  arrangement  may  be  such  that  steam  or 
other  power  may  be  applied),    /is  a  pinion  turned  by  handle  H ;  it  operates  a  wheel  /,  on  the  shaft 

52a 


of  which  is  a  pinion  if  working  into  a  wheel  L  fitted  fast  to  the  side  of  the  cylinder  Q  ;  the  wheel 
X  is  in  gear  with  a  corresponding  wheel  M  attached  to  the  cylinder  E' ;  the  wheel  L  also  drives  a 
pinion  Jv,  on  the  shaft  of  which  are  wheels  0  0,  one  at  either  end,  working  into  similar  wheels  P  J 
that  drive  pinions  Q  Q  fitted  on  the  cam-shafts  I  /,  which  they  operate.  The  relative  proportions  of  these 
aereral  wheels  and  pinions  are  such  as  not  only  to  obtain  additional  power,  but  to  operate  the  drop- 
motion  formed  by  the  cams  k  k  at  a  proper  time — ^that  is,  to  strike  the  rollers  when  they  assume  the 
positioiii  of/*.  Fig.  616,  so  as  to  release  the  brick,  and  likewise  to  operate  the  propelling  or  traveling 
wheels,  which  are  of  a  suitable  relative  diameter,  so  that  the  machine  will  move  at  a  speed  proportioned 
to  the  discharge  of  brick,  causing  the  bricks  made  to  be  deposited  regularly,  side  by  side,  in  layers. 
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The  operation  is  as  follows :  Claj  being  put  into  the  hopper  B,  the  handle  ff  is  made  to  turn,  and 
by  wheels  and  pinions  /,  J,  K^  Z,  and  Jf,  Sie  cylinders  JS'  Gsive  made  to  revolve  in  opposite  directions, 
as  shown  by  arrows  in  Fig.  515,  drawing  the  clay,  partly  forced  by  its  own  weight,  into  the  moulds 
ddd;  the  pressing  plates  nnrij  entering  the  moulds  at  their  thick  edge  first,  press  and,  together 
with  the  moulds,  form  the  brick ;  the  plates  nnn  leaving  the  moulds  at  their  thin  edge  obviates  the 
tendency  which  the  soft  brick  has  of  being  pressed  thinner  at  the  side  or  edge  receiving  the  last 
or  latest  impression.  While  the  cylinders  A '  G'  are  performing  this  operation,  the  machine,  through 
means  of  the  propelling  wheels  2>  2>,  is 

moving  forward,  and  the  several  fol-  ^^ 

lowers  or  plungers  E*  E*  E^  are  being 
worked  by  means  of  the  rollers  fff 
traveling  in  the  fixed  grooved  channels 
FF^  which  causes  the  followers  or  plung- 
ers E^  E*  E*  to  draw  in  for  receiving 
the  clay,  and  when  the  brick  is  made 
to  be  forced  out,  and  so  drive  out  the 
brick,  which  is  further  released  from 
the  mould  by  the  action  of  the  cams  k  k, 
driven  by  the  gearing  N  0  0  P  P  Q  Q, 
the  cams  k  k  striking  the  rollers  fff 
when  arriving  in  the  position  of  fy  Fig. 
616,  and  dropping  or  shaking  the  brick 
from  the  followers,  which,  being  covered 
with  fine  cloth  or  other  similar  material, 
are  not  so  liable  to  retain  or  cause  the 
soft  brick  to  adhere.  The  bricks  are 
laid  in  the  yard  side  by  side  and  in  per- 
fect layers,  in  the  manner  shown  in  Fig. 
615,  the  number  of  layers  being  de 
pendent  upon  the  size  of  the  machine, 
or  length  of  the  cylinders  E'  O^  which 
may  have  one,  two,  three,  or  more  rows 
of  moulds  or  pressing  plates. 

Capouillet's  machine,  also  on  this  prin- 
ciple, is  represented  in  Figs.  517  to  619. 

This  machine  consists  of  two  cast-iron 
cylinders,  performing  the  office  of  roll- 
ers. One  is  perfectly  smooth,  the  other 
is  pierced  over  all  its  surface  with  cav- 
ities, the  size  of  which  depends  on 
the  size  of  the  bricks  to  be  made.  Pis- 
tons are  made  to  fit  into  these  cavities. 
These  pistons  receive  an  alternate  move- 
ment equal  to  the  thickness  of  a  brick. 

Variety  3.  Those  in  which  two  wheels 
are  provided  with  peripheral  moulds, 
which  are  charged  with  clay  from  a  hop- 
per above,  and  in  which  the  pressure  is 
derived  in  whole  or  in  part  from  the 
contact  of  the  peripheries  of  the  wheels 
with  each  other. 

Nashua  machine.  Figs.  520  and  621, 
consists  in  the  application  of  separate  or 
detached  moulds  of  a  particular  construc- 
tion to  a  series  of  mould-boxes,  which 
are  consecutively  brought  into  action; 
in  the  employment  of  heaters,  placed  in 
contact  with,  or  contiguous  to,  the  fresh 
bricks,  during  the  process  of  their  being 
moulded ;  and  in  lieu  of  sand,  which  is 
generally  used  to  prevent  the  adhesion 
of  the  bricks  to  the  moulds,  employing 
elastic    absorbent  substances,  such  as 
cloth  saturated  with  water.    In  the  ac 
companying  engravings.  Fig.  620  repre- 
sents a  front  elevation,  and  Fig.  621  an  end  elevation,  of  the  principal  parts  of  the  machine.     A 
vertical  shaft  a  is  made  to  revolve  in  the  cylinder  or  pug-mill  6,  by  any  adequate  force  acting  upoD 
the  beveled  wheel  c.    A  number  of  broad  steel  or  iron  blades  d  d  d  wre  attached  to  the  shaft  a, 
their  surfaces  being  set  at  such  an  angle  as  will  cause  Uiem,  during  their  revolution,  to  pass 
nearly  in  contact  with  the  edges  of  two  other  sets  of  knives  e  e  e^  fixed  on  opposite  sides  of 
the  cylinder,  by  which  means  the  clay  and  other  materials  with  whidi  the  mill  is  charged  are 
tempered  and  amalgamated,  and  then  forced  into  the  hopper  /,  fixed  to  the  lower  extremity  of 
the  pug-miU.    This  hopper  is  divided  into  two  equal  chambers  by  a  vertical  blade  or  knife,  whidi 
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Bcparatefl  the  materials  into  equal  portions,  which  are  supplied  to  the  moulds  in  a  compact  state. 
The  moulds  are  lodged  in  rectangular  cavities  at  equal  distances  in  the  periphery  of  two  polygonal 
dnims  ffk;  these  cavities  are  marked  1  to  12.  To  one  face  or  side  of  the  drums  are  attached  two 
toothed  wheels,  gearing  into  each  other  so  as  to  revolve  in  opposite  directions  when  motion  is  com- 
municated to  one  of  them.  These  wheels,  lying  at  the  hack  of  Fig.  620,  cannot  be  seen,  but  one  of 
them  is  shown  at  t  in  fig.  521.  The  moulds,  after  being  filled  with  the  plastic  material,  are  pushed 
out  from  their  recesses  by  means  of  pistons  nt  mniy  easily  fitting  the  recesses,  and  sliding  upon 
parallel  rods  fixed  to  the  rims  of  each  drum.  To  each  piston  is  attached,  by  a  short  rod,  a  cross- 
head,  sliding  upon  the  parallel  rods,  and  having  at  each  end  small  anti-friction  wheels  pp^  which, 
bj  the  motion  given  to  the  machinery,  come  in  contact  with  a  larger  wheel  ^,  placed  eccentrically, 
which  thus  raises  the  pistons,  and  the  moulds  which  lie  upon  them  are  then  removed  by  hand  and 
emptied.  During  this  latter  process  the  emptied  mould-receiver  will  have  passed  over  the  centre 
of  the  eccentric  wheel  ^,  and  the  piston  will  be  descending  when  the  attendant  places  the  emptied 
mould  in  its  former  situation,  to  be  filled  again  from  the  hopper  as  it  passes  under  it.  Between 
each  of  the  rectangular  mould-boxes  are  formed  a  series  of  wedge-shaped  boxes,  termed  by  the 
patentees  "  hollow  sectors,"  into  each  of  which  is  placed  a  red-hot  iron,  the  object  of  which  is  to 
expel  the  superfluous  moisture  from  the  newly-formed  brick,  etc.,  in  order  that  the  manufacture  may 
be  conducted  in  the  winter  as  well  as  the  summer.  These  irons  are  heated  in  the  kiln-fires.  The  axes 
of  the  polygonal  drums  revolve  in  plumber-blocks,  supported  upon  a  strong  frame  «  ;  but  as  the 
polygonal  drums  revolve  in  close  contact,  the  plumber-blocks  are  free  to  slide  in  grooves  in  the 
frame,  and  the  wheels  are  kept  in  contact  by  the  action  of  strong  helical  springs  ty  which  press 
against  the  plumber-blocks,  the  other  end  of  the  springs  abutting  against  a  regulating  screw.  In 
the  middle  of  and  underneath  the  horizontal  frame  «  is  fixed  a  knife  u  (supported  in  its  place  by  a 
spiral  spring),  which  separates  the  whole  or  a  portion  of  the  superfluous  materials  from  each  mould, 
as  the  latter  passes  over  the  edge  of  the  former.  As  some  redundancy  of  material  may  still  be  left 
after' the  operation  of  the  knife  if,  the  exposed  surface  of  the  moulds  in  motion  undergoes  a  similar 
treatment  from  two  other  knives  v  v,  fixed  to  the  foundation  plate  w  of  the  machine.    A  trough  or 
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c^stcni  k  k,  containing  water,  is  placed  under  each  of  the  drums,  the  lowest  sides  of  which  come  in 
®*"rt«ct  with  a  cylinder  y,  covered  with  strong  coarse  cloth  or  other  suitable  absorbent  substance, 
which  as  it  revolves  takes  up  the  water  and  delivers  it  to  the  moulds  as  before  mentioned.    These 
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igs,  and  derive  their  motion  from  pinions  on  their  axes,  actua- 
ls. In  the  centre  of  the  foundation  plate  there  is  a  cavity,  or 
B  clay  or  other  materials,  which  are  removed  at  pleasure.  The 
»nience  of  cleaning  it  out  when  requisite ;  and  the  whole  of  the 

627. 


B  cast-iron  socket  A  (see  Fig.  622,  which  is  a  vertical  sec- 
;hine),  rests  against  two  pillows,  one  adapted  to  a  beam  6, 
e  machine,  and  the  other  upon  an  inferior  cross-beam.  This 
m  branches  c?,  which  being  fixed  perpendicularly  to  the  axis. 
On  these  there  arc  sharp-edged  knives,  to  divide  and  knead 
he  earth  is  well  divided  before  reaching  the  inferior  part  of 
than  the  former,  but  without  knives,  are  attached  at  the  very 
•om  it  a  rotary  motion,  during  which  they  press  against  the 
ce  a.  The  size  of  this  orifice  depends  on  the  quantity  needed 
»r  h  regulates  this  orifice. 

}  of  moulds  in  cast-iron,  forming  an  endless  chain  D,  con- 
stantly moving ;  these  moulds  successively  pass  beneath  the  aperture  through  which  the  moistened 
earth  is  pressed,  in  order  to  receive  it.  Each  link  forms  a  rectangular  frame,  composed  of  four 
moulds,  which  have  the  precise  dimensions  of  the  bricks.  Figs.  623,  624  and  625  show  a  plan  and 
transverse  section  of  this  chain.  Two  wheels,  with  each  four  arms  E^  arc  situated  on  either  side  at 
the  extremity  of  the  apparatus.  The  iron  bars  t  support  the  limbs  and  impart  to  them  the  move- 
ment of  rotation  communicated  by  the  spur-wheel  F;  the  arrows  indicate  the  direction  in  which  they 
are  to  move,  Fig.  522,  so  that  the  moulds  are  carried  under  the  roller  O  after  they  are  filled  with 
earth.  This  roller  is  of  cast-iron,  turning  round  a  horizontal  iron  axis,  set  in  motion  by  the  beam 
C  Its  office  is  to  compress  the  earth  in  the  moulds  as  it  is  received  from  the  barrel.  The  clay, 
being  thus  moulded  and  pressed,  soon  meets  the  blades  /,  made  of  steel  or  cast-iron,  which  shave  the 
two  horizontal  and  parallel  faces  of  the  moulds,  leveling  and  polishing  the  bricks.  The  latter  are 
then  taken  out  of  the  moulds  by  lumps  K^  which  are  pushed  by  ingenious  mechanism  into  two  cor- 
responding moulds,  thrusting  the  bricks  on  a  movable  floor  ,;',  which  is  composed  of  small  plates 
forming  an  endless  chain  which  advances  a  distance  equal  to  the  breadth  of  two  bricks.  The  bricks, 
being  taken  off  without  ilby  handling,  are  put  up  to  dry. 

The  construction  of  Blake's  machine  will  be  readily  understood  from  Fig.  527.  The  crude  clay  is 
first  mixed  in  the  pug-mill,  and  then  is  forced  through  a  revolving  screen,  which  removes  stones.  It 
is  subsequently  compressed  in  the  moulds  by  a  plunger,  when  the  table  on  which  the  moulds  rest  iB 
moved  outward,  and  the  moulds  are  removed. 
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In  Hall's  macbine,  Fig.  628,  the  place  for  putting  the  moulds  into  the  machine  when  sanded  is  on 
the  opposite  side  from  the  pit ;  the  press  is  on  the  side  lateral  with  it ;  the  central  track  is  parallel 

529. 


with  the  pit ;  the  carriage,  or  support  of  the  moulds,  when  in  the  press,  rests  and  is  firmly  held  by 
the  eccentrics.    In  connection  with  the  carriage  is  an  adjustable  table  containing  friction-rollers. 

The  outside  arrangement  of 
the  throw-out  is  composed 
of  several  parts:  a  grooved 
roller;  a  slotted  arm ;  a  mov- 
able or  adjustable  catch ; 
and  a  catch  in  connection 
with  the  balance-arm,  to 
which  is  attached  a  small 
weight.  If  there  is  any  ob- 
struction in  the  machine  by 
a  stone,  or  a  mould  being 
caught,  or  in  any  way,  then 
the  throw-out  remains  at  rest, 
thereby  insuring  perfect  safe- 
ty against  any  obstruction  in 
using  these  machines.  The 
weight  shown  balances  the 
throw-out,  and  causes  it  to 
work  perfectly  free  and  easy. 
The  cross-bars  are  placed  in 
the  centre  of  the  mud- box  and 
around  the  shaft ;  the  knives 
are  bent  a  little  back,  in  such 
a  manner  that  they  can  run 
close  to  the  bars,  operating 
like  a  pair  of  shears.  With 
this  improvement,  these  ma- 
chines grind  the  clay  in  the 
most  thorough  manner. 

The  trucks  are  put  in  un- 
der on  the  track  far  enough 
to  receive  the  first  mould  of 
brick;  this  mould,  as  it  is 
thrown  from  the  press,  is  car- 
ried by  its  own  weight  on  the 
friction-rollers  to  the  truck; 
the  next  follows  on  and  moves  the  tniok  along  the  width  of  it ;  and  so  on  until  loaded,  when  it  is 
taken  out  in  the  yard  and  dumped  in  the  usual  manner.    The  next  truck  is  put  in  position,  and  the 
loading  goes  on  as  before. 
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Martinis  machine,  Fig.  629,  is  similar  in  general  appearance  to  that  just  described.  The  moulds 
are  delivered  by  the  power  of  the  machine  while  the  press  is  on,  so  that  the  bricks  are  not  drawn  up 
while  dcUvering;  wherefore  it  delivers  the  bricks  very  stifiP,  with  well-defined  edges  and  good  square 
comers. 

The  lever  connected  with  the  haul-out  is  arranged  with  a  movable  centre,  held  by  a  friction-pulley, 
80  that,  should  a  stone  or  any  hard  substance  get  into  the  mould,  or  if  by  any  means  the  mould  should 
be  obstructed,  the  lever  simply  moves  forward,  thus  giving  time  to  remove  it  without  stopping  the 
machine,  and  preventing  any  part  of  the  machine  being  broken.  Then,  by  raising  the  snudl  lever 
connected  with  the  friction- 
pulley,  the  centre  moves  back, 
and  the  machine  operates  as 
before. 

Variety  IS,  Those  in  which 
the  clay  is  moulded  by  force 
of  a  reciprocating  piston  or 
pistons. 

To  this  variety  belong  a 
large  number  of  small  hand- 
machines  similar  in  general 
appearance  to  CamelPs,  Fig. 
530.  This  is  worked  by 
throwing  the  movable  top- 
plate  over  the  brick,  by 
means  of  the  handle.  Then 
the  lever-bar  on  the  left  is 
depressed,  which  turns  the 
axle  on  the  right  side,  and 
so  moves  the  timible-joint 
producing  the  pressure.  The 
latter  is  previously  set  to 
any  desired  degree  by  means 
of  the  proper  screws  and 
nuts.  When  the  pressure  is 
relieved  and  the  top-plate 
shifted  sideways,  the  pressed 
bnck  is  pushed  out  of  the 
mould  by  the  elevation  of 
its  bottom. 

In  Large*s  (English)  ma- 
chine. Fig.  631,  a  plunger  a 
is  employed,  to  which  a  ver- 
tical reciprocating  motion  is 
imparted  by  the  shaft  6. 
The  mould  is  filled,  iron 
plates  being  inserted  both 
above  and  below  the  bricks.  The  charged  mould  is  brought  under  the  plunger  and  its  contents  pow- 
erfully compressed.  It  is  then  pushed  on  over  an  opening  in  the  table,  where  a  second  plunger  forces 
the  brick  out  upon  a  palm  held  up  to  it  by  a  counter-weighted  rod  A.  As  each  brick  is  removed  the 
palm  ascends  to  receive  another,  and  the  empty  mould  is  removed. 

Varidy  6.  Those  in  which  the  moulds  are  reciprocated  beneath  a  pug-mill. 

Brick-machines  may  also  be  classified  without  regard  to  difiference  in  manner  of  moulding,  as  those 
which  use  dry  or  untempered  clay  directly  from  the  bank ;  those  which  use  wet  clay  or  mud,  necessi- 
tating subsequent  drying  of  the  bricks ;  and  those  which  themselves  temper  the  clay.  For  machines 
operated  by  steam  or  horse  power,  a  production  of  80,000  bricks  per  day  is  in  most  cases  claimed ; 
for  hand-machines  the  production  varies  from  2,000  to  4,000  bricks  for  the  same  period. 

Forms^  etc.y  of  Brick. — Fig.  682  represents  dovetail  bricks.  In  the  extremities  of  each  brick  arc 
pressed  or  cut  dovetail  mortises,  which,  when  the  former  are  placed  end  to  end,  come  together.  Into 
these  portions  a  oonnecting  piece  of  suitable  form  is  slipped,  which  holds  the  bricks  tightly  together 
mortar  at  such  points  being  merely  auxiliary.  Universal-angle  bricks  are  represented  in  Fig.  533. 
By  combining  these  bricks  angles  of  various  shapes  can  be  made  with  the  walls,  the  apex  of  the 
angle  having  an  ornamental  finish.  Hollow  bricks  are  made  for  purposes  of  wanning,  ventilating, 
and  removing  moisture  from  walls.  It  is  stated  that  there  is  an  advantage  of  29  per  cent,  in  favoi 
of  the  hollow  bricks  over  the  ordinary  bricks,  in  addition  to  a  considerable  diminution  in  the  cost  ol 
carriage  or  transport,  and  25  per  cent  on  the  mortar  and  the  labor. 

The  following  are  some  other  forms  of  brick :  "  Air-brick  "  is  a  grating  the  size  of  a  brick  let 
into  a  wall  to  admit  air.  "  Arch-brick  "  usually  means  the  hard-burned,  partially-vitrified  brick  iron 
the  arches  of  the  brick-clamp  in  which  the  fire  is  made  and  maintained.  A  brick  made  vouasoir 
shaped  is  known  as  a  '*  compass  *'  brick.  A  "  capping  '*  brick  is  one  made  for  the  upper  course  ol 
a  wall.  The  name  "  clinker  '*  is  given  to  a  brick  from  an  arch  of  the  clamp,  owing  to  the  hard 
glassy  sound  emitted  when  struck.  "Stocks"  is  a  name  given  locally  to  peculiar  varieties  of  brick 
such  as  gray  stocks,  red  stocks,  etc.  "  Pecking,"  "  place,"  "  sandal,"  and  "  semel "  brick  are  looa 
terms  applied  to  imperfectly  burned  or  refuse  brick,  Burr  brick,  or  those  vitrified  by  excessive  heat. 

Bricks  are  glazed  or  rendered  waterproof  by  a  composition  which  gives  them  a  vitreoua  sucfaoe 
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This  18  performed  by  treating  the  surface  with  a  flux  which  jneets  the  silex  of  the  brick ;  or  it  may 
be  tpplied  to  the  surface  in  solution,  the  liquid  being  afterward  expelled  by  heat.  Resinous  com- 
pounds have  also  been  used  to  render  the  surface  non-absorbent.  Bricks  hare  also  been  treated 
with  soluble  silicate  of  soda,  which  has  been  decomposed,  leaving  the  insoluble  silex  in  the  porea 
of  the  brick.    Pigments  added  to  the  glazing  compounds  give  an  ornamental  appearance. 


The  average  spedfic  gravity  of  brick  is  1.841 ;  the  weight  of  a  cubic  foot,  116  lbs. ;  the  coheslye 
foroe  of  a  square  inch,  275  lbs.  (Tredgold).  Brick  is  crushed  by  a  force  of  C62  lbs.  per  square  inch 
(Bennie). 

Other  Maehinet  related  to  Brick-making. — Special  machines  are  constructed  for  crushing  and  pul- 
▼erizing  clay  only.  The  essential  feature  of  the  device  illustrated  in  Figs.  584  to  588  consists  in 
the  use  of  a  revolving  screen  working  on  a  stationary  axis  set  at  a  slight  inclination  from  a  hori- 
amtal  position,  and  having  attadied  to  or  suspended  from  it  lugs  or  crushers,  which,  by  their  weight, 
serve  to  pulverize  the  clay ;  the  stock  or  clay  being  fed  in  at  one  end  of  the  screen,  which  by  its 
revolving  motion  carries  or  drags  the  stock  under  the  lugs  or  crushers,  thereby  breaking  and  pound- 
ing it ;  the  pulverized  clay  falling  through  the  apertures  of  the  screen,  and  the  waste  or  hard  lumps 
tad  stones  mixed  up  with  the  stock  being  expelled  at  the  back  or  lower  end  of  the  screen. 

Fig.  589  is  a  machine  for  making  flat  tiles,  flooring  tiles,  etc.,  of  any  desired  breadth  or  thickness. 
It  may  also  be  adapted  to  the  manufacture  of  tubes  for  dram-pipes  or  other  purposes.  To  the  bot- 
tom of  the  pug-miU  is  fixed  a  funnel-shaped  hopper  28,  the  materials  in  which,  after  being  forced 

—  68«. 


throogh  a  mouth  24,  formed  of  the  required  shape,  are  received  upon  boards  26,  and,  when  cut  to  the 
proper  length,  are  remcfved  to  sheds  for  drying.  In  order  to  equalize  the  surface  of  the  clay  after  it 
has  oome  out  of  the  hopper,  a  roller  26,  turning  in  bearings  on  a  curved  arm,  which  is  fixed  to  a  hinge- 
jofflt,  gives  to  the  material  any  pressure  that  may  be  required,  by  loading  it  accordingly.  The  dotted 
lines  27, 27,  in  the  same  figure,  exhibit  another  funnel-shaped  hopper,  for  the  purpose  of  making 
17 
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pipes  or  tubes,  by  means  of  a  centre  core  28,  between  which  and  the  cylindrical  continuation  of  th< 
hopper  the  material  is  forced  by  the  action  of  the  pug-mill,  and  produces  a  tube,  n^hich,  after  th< 
miuJiine  has  made  a  certain  length  of  it,  is  cut  off,  the  tube  being  turned  round  to  render  the  insidi 
smooth  preyiously  to  its  being  removed. 

Figs.  640  to  642  represent  one  of  the  direct-action  steam  machines  constructed  by  John  White 
head  &  Co.,  of  the  Albert  Works,  Preston,  England,  fitted  up  with  the  patent  metallic  compressed 
air  die  for  the  manufacture  of  sodceted  sanitary  or  drain  pipes. 

Fig.  640  gives  an  elevation  of  the  vertical-apting  machine ;  fig.  641  shows  in  plan  the  patentee 


metallic  die  for  making  three  6-tnch  pipes  simultaneously,  similar  in  form  to  the  sanitary  pipe  repre- 
sented in  Fig.  642.  The  upper  cylinder  of  this  machine  is  the  steam  cylinder,  and  is  constructed  in 
the  same  manner  as  those  in  ordinary  use  in  steam  engines.  It  is,  of  course,  made  of  various  dimen- 
sibns  in  accordance  with  the  size  of 

the  clay  cylinder  below  it,  and  of  the  689. 

pipes  intended  to  be  made  In  these 
machines.  The  piston-rods  have  a 
ram  attached  to  them,  which,  upon 
steam  being  admitted  to  the  cylinder, 
descends  and  forces  the  clay  in  the 
shape  of  pipes  out  of  the  clay  cylin- 
der, which  is  immediately  below  it. 
It  will  be  seen  from  Fig.  640  that  the 
admission  of  steam  through  the  steam- 
chest  is  under  easy  control  of  the  at- 
tendant by  means  of  a  handle  close 
to  him.  The  clay  cylinder  is  fitted 
with  an  expanding  mouthpiece  at  the 
bottom,  by  means  of  which  pipes  of 
large  diameters  are  obtained.  The 
dies  for  both  small  and  large  pipes 
are  attached  to  the  before-mentioned 
mouthpiece ;  and  on  referring  to  fig. 
640  a  balanced  receiving-table  will  be 
seen  immediately  under  the  die.  As 
the  pipe  comes  from  the  machine  this 
table  continues  to  fall ;  and,  as  soon 
as  the  pipe  is  removed,  it  rises  with 
its  face  against  the  die  in  readiness 
for  the  ram  to  descend  and  push  out 
another  pipe.  During  the  time  the 
socket  of  the  pipe  is  being  formed, 
the  table  is  held  fast  by  a  wedge  actu- 
ated by  a  lever,  the  handle  of  which 
is  shown  in  Fig.  640,  in  the  hand  of 

the  man  in  charge.  On  the  attendant  releasing  the  table,  and  on  steam  being  admitted  above  th< 
piston,  the  ram  continues  its  downward  course,  and  the  pipe  or  pipes,  as  the  case  may  be,  iasae 
through  the  die. 

A  simple  machine  for  making  drain-pipe  is  represented  in  Fig.  643.  The  material  is  mixed  in  th< 
upper  cylinder,  and  pressed  mto  the  mould  below,  the  latter  being  held  up  to  its  place  by  the  w^ght 
shown,  and  hence  easily  removable  for  the  extraction  of  the  moulded  pipe,  which  is  of  the  ten 
shown  on  the  right. 
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Slag  Bricks, — Pigs.  544  and  546  represent  an  improved  press  for  the  manufacture  of  bricks 
from  blast-furnace  slag.  The  pressure  is  given  by  two  cast-steel  cams,  which  are  fixed  upon  a 
forged  steel  shaft  7i  inches  in  diameter.  This  shaft,  restit^  on  bearings  between  two  strong  A-frames, 
is  put  in  motion  by  very  powerful  double-geared  spur-wheels,  the  first  motion  shaft  having  a  heavy  fly- 
wheel upon  it  to  steady  and  equalize  the  pull  upon  the  strap.  The  pressure-cams,  marked  B  on  the 
diigram,  act  against  rollers  fixed  upon  two  steel  cylinders  or  rams  X,  These  rams  transmit  the  pres- 
sure to  the  moulds  in  the  table  marked  C.  The  table  is  drcular,  and  contains  6  pairs  of  moulds,  so 
that  4  bricks  are  pressed  at  one  time,  the  table  remaining  stationary  during  the  operation.  At  the 
same  time  the  bricks  are  being  pressed,  2  other  pairs  of  moulds  are  being  filled  up  with  material — 


4M0. 
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while  the  other  2  pairs  are  delivering  up  the  4  bricks 
pressed  at  the  previous  revolution  of  the  cam  shaft 
The  bricks  are  pushed  out  of  the  mould  by  smaller  pis- 
tons marked  2),  acted  upon  by  the  separate  cams  marked 
E,  The  moulds  are  lined  with  changeable  steel  plates 
three-sixteenths  of  an  inch  thick,  and  the  sand  and  lime 
is  fed  into  them  by  two  pug-mills  JV.  These  pug-mills  are  fitted  with  6  knives  each,  so  as  the 
more  thoroughly  to  mix  and  chop  the  spongy  slag  along  with  the  lime.  The  table  is  shifted 
round  by  a  kind  of  ratchet  motion,  also  worked  by  a  cam  on  the  outside  of  the  frame-work  marked 
/*,  and  acting  upon  the  weigh-bar  and  levers  F^,  Immediately  above  the  pressure-cylinders  are 
two  pressure-stops  O^  whidi  are  held  down  by  the  heavy-weighted  levere  H,  These  levers  Hy 
therefore,  receive  the  whole  pressure  put  upon  the  bricks ;  and  in  case  there  should  be  too  much 
sand  getting  into  the  moulds,  they  simply  lift  up  and  relieve  the  strain.  The  weights  I  can  be 
weighed  at  optk>n,  and  thus  form  an  exact  gauge  of  the  pressure  upon  the  bridks.  The  moulds  are 
generally  filled  so  as  just  to  lift  the  levers  m  ordinary  work.  The  filling  is  easily  regulated  by  the 
set  of  the  knives  on  the  pug-shafts,  which  press  the  material  into  the  moulds  (7,  and  one  side  of  the 
pug-min  cylinder  is  made  to  open  so  that  the  knives  are  accessible  at  any  moment.  The  pug-mills 
are  filled  by  means  of  the  measuring  and  mixing  apparatus  placed  on  the  floor  immediately  above  the 
brick  press.  The  mixing  and  measuring  apparatus  is  very  simple  and  efficient,  and  works  without 
any  trouble.  The  slag-sand  is  tipped  into  a  hopper  by  large  barrows,  which  are  lifted  up  by  a  hoist 
At  the  bottom  of  this  hopper  there  is  a  revolving  cylinder  with  ribs  cast  upon  it,  which,  revolving 
UKider  the  bopper,  carries  a  certain  thickness  of  sand,  the  thickness  having  been  previously  regulated 
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to  the  requirements  of  the  press.  The  slag  then  falls  upon  a  sieye,  which  separates  any  large  pieces 
of  slag  in  a  solid  state,  and  at  the  same  time  allows  the  falling  sand  through  the  sieve  to  tSil  like  a 
shower.  The  lime  is  fed  into  a  separate  hopper,  and  is  regulated  very  much  like  the  feed  of  com 
into  millstones.  The  lime  then  passes  down  a  shoot,  which  forms  part  of  the  slag-sand  sieve,  where 
it  meets  the  shower  of*  sand — falling  together  with  it — ^thus  getting  thoroughly  mixed.  As  before 
stated,  this  lime  is  selenitic  lime,  and  is  prepared  upon  the  works.  The  bricks,  when  taken  from 
the  brick-press,  are  placed  upon  spring  ban*ows,  holding  60  each.  They  ai'e  then  taken  and  stacked 
in  sheds,  where  they  are  allowed  to  remain  about  6  or  6  days,  after  which  they  are  simply  stacked 
outside  in  the  weather  to  harden.  The  percentage  of  loss  is  very  little,  not  amounting  to  2  or  3 
per  cent.    In  fact,  wbep  once  the  bricks  are  upon  the  barrows  there  is  little  or  no  waste. 

Each  machine  is  capable  of  turning  out  about  10,000  bricks  per  day.  The  following  are  a  few  of 
the  advantages  claimed  for  these  concrete  slags  and  bricks,  viz. :  Being  pressed,  they  are  perfectly 
uniform  in  size  and  thickness ;  they  are  much  cheaper  than  ordinary  red  bricks,  compared  in  weight 
with  which  they  will  weigh  one  ton  per  thousand  less ;  and  there  is  this  further  advantage,  that  there 
are  no  wasters  or  halves.  For  inside  work  there  is  a  great  saving  both  in  bricklajring  and  mortar, 
more  especially  when  plastering,  the  walls  being  of  uniform  thickness;  and  the  bricklayers  Uke 

544.  645. 


them,  because  they  can  do  more  work  with  less  labor,  the  bricklayer's  laborer  finding  he  has  a  ton 
per  thousand  less  to  carry,  as  well  as  considerably  less  mortar.  Another  remarkable  property  of  the 
slag  brick  is  that  the  joiners  can  drive  nails  directly  into  them  without  splitting,  and  thus,  for  skirt- 
ing and  door-work,  they  are  saved  much  trouble  in  plugging  the  walls.  And  finally,  the  longer  the 
bricks  are  kept  the  harder  they  get. 

BRIDGES.  Bridges  are  constructed  of  various  materials  ;  usually  of  wood,  stone,  brick,  iron,  op 
steel.  These  are  arranged  in  a  variety  of  forms,  as  in  arch,  girder,  truss,  and  suspension  bridges.  In 
their  various  positions,  the  members  of  a  bridge  are  liable  to  strains  of  compression,  extension,  and 
detrusion.  Most  of  these  strains  may  be  determined  theoretically  by  the  composition  and  resolution 
of  forces.  The  ability  of  the  material  to  sustain  such  strains  has  been  ascertained  by  numerous 
experiments.    See  Strength  of  Materials. 

Arched  Bridges  of  SUme  or  Brick. — ^The  forms  of  arches  are  varied;  the  semicircular,  segmental, 
elliptical,  parabolic,  pointed,  and  three  or  more  centered  arches,  are  all  used,  but  the  most  common  in 
this  country  is  the  segmental.    See  Arches. 

The  following  technical  terms  arc  explained  by  reference  to  Fig.  546.  Each  individual  arcb-stone 
Is  termed  a  "  voussoir ; "  the  one  occupying  the  highest  point  of  the  arch  is  called  the  "  keystone.** 
The  exterior  and  interior  lines  of  the  arch  are  termed  respectively  "  extrados  "  and  **  intrados ; "  the 
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highest  portion  of  the  intrados  is  called  the  "crown  of  the  arch/*  as  lines  b  b  and  a  a.  The  surface 
upon  which  the  first  voussoir  rests  is  called  the  "  skew-backf"  of  which  a  6  is  a  line.  The  horizontal 
line  at  a  is  termed  the  "  springing-line  *'  of  the  arch.  The  strains  upon  an  arch  arise  from  the 
gniTitj  of  the  structure  and  the  load  imposed  upon  it.  Although  they  act  vertically,  yet  the  result- 
ing forces  act  in  different  directions,  and  with  diverse  intensities.  These  have  been  the  subject  of 
much  careful  study  and  numerous  experiments  connected  with  the  construction  of  such  bridges. 
Considerable  light  may  be  thrown  upon  the  strains  and  resulting  forces  in  the  arch  by  the  following 
graphic  representation :  Let  ab  a^b,  (Rg.  546)  represent  one-half  of  an  arch  loaded.  Through  the 
centre  of  gravity  of  the  loaded  half  urdx  draw  the  perpendicular  C  P.  Then  from  -4,  one-third  of 
the  depth  of  the  crown  from  the  top,  draw 

the  horizontal  line  A  C*    From  C  draw        ^ ? / 

the  line  C  B^  intersecting  the  spring  or 
skew-back  of  the  arch  a,  b^  at  B^  one-third 
of  its  depth  from  the  face.  Measure  from 
C  by  scale  a  distance  C  P,  representing  the 
weight  of  the  half  arch  loaded ;  then  from 
P  draw  a  line  parallel  with  A  (7,  meeting 

the  line  C^  in  l>;  then  will  PD  represent  the  amount  of  the  hori- 
zontal force  actmg  at  the  crown  of  the  arch,  and  C  D  will  represent 
the  line  of  thrust  and  the  force  acting  at  the  skew-back. 

That  the  centre  of  pressure  between  the  voussoir  may  be  within 
safe  lunits,  any  joint  may  be  selected,  and  the  portion  of  the  loaded  arch 
lying  between  sudi  joint  and  the  crown  may  be  treated  in  the  maimer  above 
described  by  drawing  a  perpendicular  through  its  centre  of  gravity,  and  using 
the  pressure  PD  as  a  constant.  Then,  if  the  resultant  of  these  two  forces 
falls  within  the  middle  third  of  the  voussoir  joint,  a  suflScient  degree  of  sta- 
bility will  be  assured,  provided  the  voussoirs  are  of  sufficient  depth.  The 
objection  to  this  method  of  solution  is  the  difficulty  in  obtaining  the  perpen- 
dicolar  line  through  the  centre  of  gravity.  Dr.  Scheffler  has  presented  a  very 
simple  method  for  obtaining  this  line,  as  follows :  Divide  the  half  arch,  with 
its  k)ad,  into  sections  by  vertical  lines  from  the  joints  of  the  voussoirs  at  the 
extrados.  Draw  a  line  vertically  through  the  middle  of  each  section.  Multi- 
ply the  area  of  each  section  by  the  horizontal  distance  of  its  centre  line  from 
the  vertical  line  passing  through  the  crown  of  the  arch.  Take  the  sum  of 
the  products  of  all  the  sections  lying  between  any  joint  and  the  crown  of  the 
arch,  and  divide  this  sum  by  the  sum  of  the  areas  of  said  sections ;  this  will 
give  the  horizontal  distance  of  the  centre  of  gravity  of  that  portion  of  the  arch  between  its  crown 
and  the  joint  taken,  within  a  suffident  degree  of  accuracy  for  general  practice. 

The  depth  of  voussoirs  caimot  be  computed  by  simply  providing  against  crushing,  but  must  be 
made  deep  enough  to  permit  of  considerable  latitude  in  the  line  of  pressures.  To  meet  these 
requirements,  Prof.  Bankine  gives  the  following  formula :  Depth  of  keystone  in  single  arch  in  feet 
=  ^'.12  X  radius  at  crown,  and  for  a  series  of  arches  ^.17  x  radius  at  crown. 

The  abotment,  to  be  capable  of  supporting  the  arch,  must  have  the  resultant  line  of  pressure  de- 
rived from  the  arch-thrust  and  its  own  gravity  fall  within  its  base  a  safe  distance.  This  is  deter- 
mined as  follows :  Having  found  the  line  of  thrust  of  the  loaded  half  arch  at  the  skew-back,  as  here- 
tofore described,  pixxluce  the  line  C  D  thus  found,  intersecting  the  vertical  drawn  through  the 
centre  of  gravity  of  the  abutment  at  C,  Lay  off  from  the  point  of  intersection  C,  D,  equal  to  the 
force  C  D  acting  on  the  skew-back.  Also  lay  off  on  the  vertical  the  distance  C,  H  equal  to  the 
vei^  of  the  abutment.  Completing  the  parallelogram,  then  will  C^  I  represent  the  line  and 
■mount  of  pressure  intersecting  the  base  of  the  abutment  about  one-third  of  its  width  from  the 
exterior,  a  limit  of  stability  safe  in  practice. 

The  point  of  intersection  at  any  bed  between  courses  of  masonry  may  be  ascertained  by  regard- 
ing such  bed  as  the  base  of  the  abutment,  and  proceeding  as  above.  In  the  abutments  of  flat 
arebes,  although  the  line  of  pressure  may  fall  amply  within  the  base,  yet  the  thrust  may  be  suffi- 
cient to  cause  rupture  by  sliding  upon  some  one  of  its  courses  of  masonry.  Stability  is  assured 
when  the  angle  with  the  horizontal,  which  the  resultant  of  the  thrust  of  the  arch  and  the  weight  of 
that  portion  of  the  abutment  above  the  joint  in  question  makes,  exceeds  the  angle  of  friction  of  the 
material  used.  Should  there  be  danger  apprehended,  the  bed-jomts  of  the  courses  may  be  inclined 
from  the  horizontal,  as  a  further  security. 

In.  the  construction  of  arch  bridges,  it  is  necessary  to  erect  a  framework  which  shall  sustain  the 
bwer  vonssoirs  until  the  keystone  is  set  and  the  areh  becomes  self-sustaining.  See  engraving  of 
Waterloo  Bridge. 

Ardied  bridges  are  also  built  of  wood,  cast  and  wrought  iron,  and  steel.  As  most  of  these  arches 
are  baUt  in  conjunction  with  trusses,  they  will  be  further  referred  to  under  the  head  of  **  Trussed 
Aich  Bridges.*'  Perhaps  there  is  no  branch  of  bridge-building  where  theory  has  been  so  inadequate 
to  fumlfih  practical  rules  as  in  the  proportions  of  an  areh.  The  proper  depth  of  the  crown  or  key- 
stone ^E  0till  left  to  empirical  rules.  For  smaller  culverts  of  15  to  30  feet  span,  the  usual  construc- 
tion is  to  make  the  arehfrom  1  foot  6  inches  to  2  feet  deep.  Arches  in  stone  are  seldom  turned  less 
than  1  foot  deep,  whatever  may  be  the  span ;  brick  arches  for  less  than  10  feet  span  are  generally  8 
Inches,  and  this  depth  is  required  by  building  acts. 

•  The  theorettoal  potnt  where  the  centre  of  pressure  wonM  occur  In  a  perfectly  ripid  and  evenly  balanced  arch  is  at 
coe-half  the  depth  of  the  crown  ;  one-third  is  here  taken  as  the  proper  practical  variation. 
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Perronet  has  given  as  a  rule  for  the  depth  at  the  crown  the  formula  <f  =  .07  r  +  1  foot,  in  which 
formula  r  is  the  greatest  radius  of  curvature  of  the  Intrados.  This  formula  is  applicable  to  arches  of 
less  than  50  feet  radius ;  but  beyond  this  it  gives  greater  dimensions  than  in  ordinary  practice.  In 
order  to  facilitate  investip^ations  on  the  stability  of  arches  of  the  more  usual  formSf  M.  Petit  calcu- 
lated  a  series  of  tables,  of  which  we  give  the  abstract  for  circular  arches,  as  the  class  occurring  most 
frequently  in  practice. 

To  And  the  thickness  of  abutment  necessary  to  support  the  thrust  of  the  arch,  multiply  the  coeffi- 
cient found  in  the  table  for  the  particular  case  by  8.8,  and  the  square  root  of  the  product  multiplied 
by  the  radius,  r,  of  the  intrados,  will  give  the  extreme  thickness  of  the  abutment. 
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Fig.  648.                                                                          1 

•  =  4h 

!  =  .«. 

•  =  6h 
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■  =  6h 
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1.60 
1.45 
1.40 
1.85 
1.80 
1.25 
1.20 
1.15 
1.10 
1.05 

0.191 
0.168 
0.162 
0.158 
0.148 
0.128 
0.111 
0.092 
0.063 
0.08S 

0.217 
0.192 
0.169 
0.147 
0.148 
0.189 
0.181 
0.119 
0.103 
0.082 

6!i54 

0.148 

0.187 

0.126 

0.110 

0.091 

0.067    ■ 

0.088 

0!i47 
0.180 
0.128 
0.114 
0.102 
0.086 
0.065 
0.088 

6!i47 

0.126 
0.106 
0.100 
0.091 
0.079 
0.062 
0.087 

6!i47 

0.126 
0.106 
0.086 
0.070 
0.068 
0.052 
0.084 

6!i45 

0.124 
0.104 
0.0S4 
0.066 
0.049 
0.042 
0.029 

oioTO 
0.056 
0.041 
0.027 
0.O19 

Example. — ^What  is  the  horizontal  thrust,  and  what  the  thickness  of  abutment,  necessary  to  sup- 
port an  arch  of  10  feet  span  and  2  feet  rise  ? 

i  =  ~,  therefor©  «  =  6A.     v  =  -  =  8.626.     r  =  8.626  x  2  =  7.25  feet 
A       2'  A      2 

By  Perronet's  formula,  d  =  0.07  x  7.25  +  1  =  1.60.    R  =  7.26  +  1.60  =  8.75.     -  =  —  =  1.20. 

r       7.26 

By  the  table  against  1.20,  under  the  column  «  =  6A,  we  find  0.102  as  the  coefficient  of  thrust;  160 
lbs.  being  taken  as  the  average  weight  of  a  cubic  foot  of  masonry,  the  absolute  thrust  per  square  foot 
of  surface  is  0.102  x  160  x  7726*  =  804  lbs.  V  0.102  x  8.8  x  7.26  =  4.60  feet,  thickness  of  abutment 
The  formula  gives  the  thickness  of  abutment,  supposing  the  height  infinite ;  for  low  abutments,  the 
thickness  may  be  reduced,  for  common  spans,  about  10  per  cent. 

In  the  loading  of  a  semicircular  arch,  especially,  the  tendency  of  a  weight  applied  at  the  crown  ia 
to  raise  the  haunches.  This  is  to  be  counteracted  by  a  backing  of  masonry  at  these  points,  called 
the  spandrel  backing.  When  the  arch  is  to  be  covered  with  earth,  care  should  be  taken  in  loading 
the  arch  evenly  at  both  sides.  The  same  remark  applies  to  the  setting  of  the  arch-stones  on  the 
wooden  centres  while  in  process  of  construction. 

The  dimensions  of  some  of  the  most  noted  arch  bridges  in  the  United  States  and  Europe  are : 
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Waterioo  bridge,  London,  by  Rennie,  is  considered  a  masterpiece.  It  was  conunenced  in  1810 ;  it 
is  a  lefel  bridge,  having  9  arches,  each  120  feet  span  and  86  feet  rise,  and  it  is  42  feet  4  inches 
wide  between  the  parapetfl. 

650. 


Details  of  one  of  the  Arches  and  Centreing  of  Waterioo  Bridge. 

The  bridge  across  the  Seine,  at  Neuilly,  built  between  the  years  1768  and  1780,  by  Perronet,  is  a 
feiy  celebrated  structure ;  it  is  also  a  level  bridge,  consisting  of  6  elliptic  arches,  each  of  128  feet 
■pan  and  82  feet  rise. 

661. 


Elevation  of  one  of  the  Arches  of  Nenllly  Bridge. 
069. 


Transverse  Section  of  Nenllly  Bridge. 

Ohrder  Bridget, — ^The  simplest  form  of  bridge  is  one  composed  of  beams  supported  at  their  ends, 
spanning  an  open  space,  with  a  floor  or  roadway  built  upon  them.  The  load  such  a  structure  will 
bear  is  simply  that  which  each  beam  will  bear  multiplied  by  the  number  used.  The  weight  a  single 
rectangular  beam  will  safely  bear,  when  loaded  at  the  middle  and  supported  at  each  end,  may  be 

found  by  the  followmg  formula:  W=  } — - — ;  in  which  IT  =  the  weight,  h  the  breadth,  d  the 

depth,  and  /  the  length,  of  the  beam  in  inches.  R  is  a  variable  quantity,  depending  upon  the  mate- 
rial used,  and  represents  the  safe  limit  of  pressure  per  square  inch.  For  wood  1,000  lbs.  is  usu- 
ally  taken,  and  for  iron  10,000  lbs.— about  one-sixth  of  their  ultimate  strength.    See  Strkmoth  or 

H&TEKIALS. 

Wooden  beams  or  "girders'*  are  generally  rectangular.  Beams  of  iron  or  steel  are  mostly  built 
of  the  X  or  T  form,  and  frequently  with  riveted  flanges.  The  capability  for  sustaining  loads  de- 
pends materially  upon  the  method  of  support  and  the  application  of  the  load.  The  relative  weights 
the  same  beam  will  sustain  under  the  various  conditions  are  given  below : 

Beam  supported  at  one  end,  loaded  at  the  other  end 1 

"           "               "           load  uniformly  distributed 2 

"           '*         at  both  ends,  loaded  at  middle. 4 

**           **                  "           load  uniformly  distributed. 8 

Beam  firmly  fixed  at  both  ends,  load  uniformly  distributed 16 

The  tubular  bridge  is  properly  classed  as  a  girder  bridge,  and  is  the  crowning  point  in  the  use  of 
the  girder.    Each  span,  in  effect,  is  simply  an  immense  girder. 

The  Conway  Tubular  Bridge  was  bmlt  by  Robert  Stephenson,  and  has  one  span  of  400  feet,  consisting 
of  two  tubes  placed  side  by  side.  A  peculiar  feature  of  its  construction  was  the  fact  that  each  tube 
waa  built  entire,  then  floated  to  and  raised  into  position  by  hydraulic  power.    The  Britannia  Bridge, 
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Fig.  653,  across  Menai  Straits,  is  of  similar  character.  It  was  also  built  by  Stephenson,  has  two 
spans  of  230  feet  each,  two  of  469  feet  each,  and  is  103  feet  above  the  water.  The  Victoria  Bridge, 
by  the  same,  across  the  St.  Lawrence  at  Mon- 
treal, is  also  a  tubular  bridge,  and  is  the  largest 
in  existence,  being  6,688  feet  long.  It  has  24 
spans  of  242  feet  each,  and  a  central  span  of 
830  feet  Each  tube  spans  two  openings,  be- 
ing fixed  at  the  centre,  and  free  to  expand  or 
contract  at  either  end. 

File  Bridges  consist  of  timber  "stringers," 
or  beams,  supported  at  short  intervals  on  piles 
driven  in  the  ground  in  rows  at  right  angles 
with  the  stringers.  Upon  these  rows  of  piles 
caps  are  laid,  which  support  the  stringers  on 
which  the  floor  or  roadway  is  laid. 

Truss  Bridges. — Simple  beams  or  girders  are 
only  applicable  to  small  spans,  16  to  20  feet 
being  the  usual  limit.    For  greater  spans  framed 

structures  are  necessary,  forming  what  are  called  "  truss  bridges."    The  general  prindples  of  the 
"  truss"  may  be  shown  briefly  as  follows : 

The  problem  in  all  trusses  is  to  transmit  vertical  forces,  acting  at  unsupported  points,  to  the  points 
of  support,  or  piers.    We  will  first  consider  the  case  where  the  loads  are  equal  and  placed  at  equal 

distances  from  the  piers.  Let  A  B  Cy  Fig.  664, 
be  a  simple  truss  loaded  at  Ay  and  let  the  line 
A  h  represent  this  load.  Then,  by  the  resolu- 
tion  of  forces,  the  strains  upon  the  members 
A  B  and  ^  C  are  represented  by  the  lines  A  a 
and  A  e.  These  are  again  resolved  at  B  and 
C  into  Bg  and  Bf  at  ^,  and  C  t  and  C 1;  at 
C  The  two  vertical  forces  Bf  and  C  i  are 
neutralized  by  the  piers ;  the  two  opposite  hori- 
zontal forces,  B  g  and  C  k,  neutralize  each 
other,  producing  tension  on  the  tie  B  C.  We  see  in  this  that  the  vertical  forces  acting  at  the  piers 
are  equal  to  the  whole  load ;  and  that,  although  horizontal  forces  are  developed,  yet  they  do  not 
bear  any  part  of  the  load,  but  are  simply 
evolved  in  transmitting  the  weight  to  the 
piers,  which  eventually  bear  it  all. 

This  form  of  bridge-building  is  applica- 
ble to  spans  of  from  16  to  80  feet. 

For  greater  spans,  the  additional  mem- 
ber A  i>.  Fig.  665,  is  introduced,  the  tie 
rods  at  A  and  D  dividing  the  span  into 
three  parts.  A  d  and  D  m,  representing 
the  weight  acting  at  A  and  x>,  are  re- 
solved into  the  equal  vertical  forces  Bh 
and  Co  acting  at  the  piers,  the  opposing  horizontal  strains  A  e  and  D I  compressing  the  beam  A  D, 
and  the  opposing  forces  B  i  and  C  r  producing  tension  on  the  tie  B  C,    If  the  truss  be  lengthened, 

as  in  Fi^.  656,  and  loaded  at  the  additional 


666. 


points  L  and  P,  though  these  weights  would 
be  transmitted  as  before  to  the  piers  through 
A  B  and  D  C,  yet  they  may  be  sufficient  to  de- 
flect the  beams  A  D  and  BF,  aa  shown  in  Fig. 
656.    To  obviate  this,  the  additional  braces  L  JE 
and  PFy  Fig.  567,  are  introduced,  resting  upon 
the  supported  points  E  and  F,    Through  these 
the  weights  acting  at  L  and  P  are  transmitted 
to  E  and  F,  thence  by  the  rods  A  E  and  D  F 
to  A  and  i),  and  thence  by  the  braces  A  B  and 
J)  C  io  the  abutments.    The  truss  may  be  fur- 
ther lengthened,  as  in  Fig.  568,  but  the  action 
of  all  the  parts  may  be  shown  to  be  precisely 
the  same  as  in  the  more  simple  cases. 
The  vertical  strains  are  transmitted  to  the 
abutments,  while  the  horizontal  strains' 
neutralize  each  other  by  compression  of 
the  upper  and  tension  upon  the   lower 
chord.    The  same  result  may  be  obtained 
by  using  vertical  posts  and  inclined  lies, 
or  by  the  inversion  of  the  truss,  as  shown 
in  Fig.  669.    The  various  parts  should 
be  in  proportion  as  the  strains  they  are 
to  bear,  as  follows :  Let  w  represent  the 
weight  upon  one  panel,  n  the  number  of 
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puielfl,  p  the  length  of  a  panel,  A  the  height,  and  h  =  t^+  A',  the  length  of  a  brace.  The  cen- 
to 6 

tre  braces  should  each  be  sufficient  to  transmit  the  weight  upon  one  panel,  the  strain  being  — -, 

2  A 

The  end  braces  should  each  be  sufficient  to  bear  one-half  the  whole  weight,  their  strain  being  — —• 

2  A 
The  intermediate  braces  should  be  in  due  proportion  from  the  centre  to  the  ends.    The  vertical  rods 

sboold  each  be  as  its  adjacent  brace  toward  the  centre  multiplied  by  the  factor  — .    The  strains  upon  the 

xe^^  and  lower  chords  are  equal,  the  former  being  a  strain  of  compression  and  the  latter  of  tension. 

At  the  ends  this  equals  the  strain  upon  the  end  braces  multiplied  by  the  factor  ^-  =  —r-^.    At  the 
nwl  ^        2A 


centre  the  strain  is 


8A' 


These  formuIsB  are  applicable  only  to  a  truss  uniformly  loaded.    If  the 
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truss  be  unequally  loaded,  the  conditions  are  somewhat  mod- 
ified, as  seen  by  Fig.  660.  The  horizontal  strains  Bff  and 
C  At  are  equal  and  opposite  as  before ;  but  the  vertical  strains 
Bf  and  Ct  arc  found  to  be  in  inverse  proportion  to  the 
horizontal  distance  of  the  load  from  each  pier.  If  the  truss,. 
Fig.  550,  be  loaded  only  at  i),  the  horizontal  force  J)  i  not 
being  neutralized  by  the  equal  and  opposite  force  ^  e,  a 
distortion  takes  place,  as  shown  in  ^g.  561 — the  weight 
depressing  the  point  J)  and  raising  the  points  A  and  E,  If 
a  brace  be  introduced  from  E  to  .D,  Fig.  662,  it  prevents 
this  distortion ;  such  a  brace  is  called  a  counter-brace.  A 
shnilar  brace  from  AtoF  prevents  flexure  when  the  load  is  at  A, 
As  may  be  seen  by  Fig.  661,  the  load  at  D  develops  a  force  at  A  acting  upward. 
The  consideration  of  this  force  is  of  the  greatest  practical  importance,  and  the  existence  of  a  force 
acting  upward  appears  to  have  been  overlooked  by 
many  practical  builders,  as  in  some  very  important 
ttmctnrefl  no  means  have  been  used  to  guard  against 
its  effects. 

The  consequence  is  that,  in  a  straight  as  well  as 
m  an  arched  truss,  a  weight  at  one  side  produces  a 
tendency  to  rise  at  the  other  side. 

The  effect  of  this  upward  force  is  to  compress  the 
diagonals  in  the  direction  of  the  dotted  lines.  Fig.  068, 
and  extend  them  in  the  direction  of  the  braces ;  but 
as  the  braces,  from  the  manner  in  which  they  are 
usually  connected  with  the  frame,  are  not  capable 
of  opposing  any  force  of  extension,  it  follows  that 
the  only  resistance  is  that  which  is  due  to  the 
weight  and  inertia  of  a  part  of  the  structure.  When 
the  load  is  uniform  this  is  sufficient,  because  the 
weight  on  one  side  is  balanced  by  an  equal  weight 

upon  the  other,  and  every  part  is  in  equilibrium.  But  when  the  bridge  is  subjected  to  the  action  of 
a  heavy  weight,  as  a  locomotive  engine  or  a  loaded  car  rapidly  passing  over  it,  and  acting  with 
impulsive  energy  upon  every  part  at  different  instants,  it  is  obvious  that  no  adequate  resistance  is 

offered  by  a  truss  composed  of  only  the  three  series  of  timbers 
already  described.  Yet  we  find  that  such  a  truss  has  been  used 
for  a  large  proportion  of  the  bridges  that  have  been  erected, 
sometimes  with  and  sometimes  without  the  addition  of  an  arch, 
an  appendage  which,  although  it  adds  to  the  vertical  strength, 
diminishes  but  little  the  effect  of  the  force  under  consideration. 
No  one  who  has  had  an  opportunity  of  observing  it  can  have 
ftiled  to  notice  ^e  great  vibration  produced  in  such  bridges  by  the  passage  of  a  loaded  vehicle.  In 
long  bridges,  the  undulations  produced  by  the  passage  of  a  car  can  be  felt  at  a  distance  of  several 

^  The  remedy  for  this  defect  is  obvious :  it  is  only  necessary  to  prevent  the  diagonals  in  the  direc- 
tion of  the  dotted  lines  from  shortening,  or  in  the  direction  of  the  braces  from  lengthening,  and  the 
upward  force  will  be  effectually  resisted. 

This  requires  either  that  counter-braces  should  be  introduced  in  the  direction  of  the  dotted  diagonals 
of  the  last  figure,  or  that  the  braces  themselves  should  be  capable  of  acting  as  ties,  or  additional  ties 
plftced  in  the  direction  of  the  braces. 

It  follows,  from  the  preceding  exhibition  of  the  effect  of  a  variable  load,  that  no  bridge,  either 
straiicht  or  arched,  which  is  designed  for  the  passage  of  vehicles,  and  particularly  of  railroad  trains, 
■hoold  be  constructed  without  counter-bracing  or  diagonal  ties.  It  is  only  in  aqueducts,  when  the 
load  is  alwa3rs  uniform,  that  they  can  with  any  propriety  be  omitted. 

Efftdi  of  CowUer-braeinff, — The  consideration  of  the  action  of  counter-braces  leads  to  some  very 
8ii^;iilar  but  important  results. 

Let  the  truss  be  loaded  with  a  weight  so  as  to  produce  some  deflection ;  it  has  been  shown  that  the 
diagonals  in  the  diccction  of  the  braces  will  be  compressed,  and  in  the  direction  of  the  counter-braces 
extended.    Suppose  that  the  extension  of  the  last-named  diagonals  is  sufficient  to  leave  an  appreciable 
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intenral  between  the  end  of  the  counter-brace  and  the  joint  against  which  it  abuts,  and  that  into  this 
interval  a  key  or  wedge  of  hard  wood  or  iron  is  tightly  introduced :  it  is  evident  that,  upon  the  re- 
moval of  the  weight,  the  truss,  by  virtue  of  its  elasticity,  would  tend  to  r^ain  its  original  position ; 
but  this  it  cannot  do,  in  consequence  of  the  wedges  at  the  ends  of  the  counter-braces,  which  prevent 
the  dotted  diagonals  from  recovering  their  original  length,  and  the  truss  is  therefore  forcibly  held  in 
the  position  in  which  the  weight  left  it ;  the  reaction  of  the  counter-braces  producing  the  same  effect 
that  was  produced  by  the  weight,  and  continuing  the  same  strain  upon  the  ties  and  braces. 

The  singular  consequence  necessarily  results  from  this,  that  the  passage  of  a  load  produces  no  ad- 
ditional strain  upon  any  of  the  timbers,  but  actually  leaves  some  of  them  without  any  strain  at  all. 

To  render  the  truth  of  this  assertion  more  clear,  we  will  confine  ourselves  to  the  consideration  of  a 
single  rectangle,  and  suppose  that  the  effect  of  the  flexure  caused  by  an  applied  weight  has  been  to 
extend  the  diagonal  ^  C7  by  a  length  equal  A  py  and  to  compress  the 
brace  ^  i)  by  an  equal  amount  ^^ 

The  point  p  will  evidently  be  drawn  away  from  A^  leaving  the  inter- 
val Ap,  If  a  wedge  be  tightly  fitted  into  this  interval  without  being 
forcibly  driven,  it  evidently  can  have  no  action  upon  the  frame  so  long 
as  the  weight  continues ;  but,  upon  the  removal  of  the  weight,  it  becomes 
forcibly  compressed,  in  consequence  of  the  effort  of  the  truss,  by  virtue 
of  its  elasticity,  to  return  to  its  former  position.  This  effort  is  resisted 
by  the  reaction  of  the  wedge,  which  causes  a  strain  upon  the  counter- 
brace  A  C  suflScient  to  counteract  the  elasticity  of  the  truss ;  and  as  no 
change  of  figure  can  take  place,  it  follows  that  the  brace  BD  cannot 
recover  its  original  length,  and  therefore  continues  as  mucdi  compressed  as  it  was  by  the  action  of 
the  weight. 

The  effect  of  a  weight  equal  to  that  first  applied  will  be  to  relieve  the  counter-brace  A  C,  without 
adding  in  the  slightest  degree  to  the  strain  upon  B  D, 

As  regards  the  effect  upon  the  chords,  it  is  evident  that  the  strains  are  only  partial,  and  tend  to 
counteract  each  other.  The  maximum  strain  in  the  centre  is  estimated  by  the  force  which  would  be 
required  to  hold  the  half  truss  in  equilibrium  if  the  other  half  be  removed ;  and  this  is  dependent  only 
on  the  weight  and  dimensions  of  the  truss.  In  fact,  if  we  examine  the  parallelogram  A  B  CD,  we 
find  that  the  effect  of  wedging  the  diagonals  will  be  to  produce  strains  acting  in  opposite  directions  at 
A  and  B,  and  destroying  each  other's  effects ;  the  strains  produced  by  wedging  any  rectangle  cannot 
therefore  be  continued  to  the  next,  and  of  course  can  have  no  influence  upon  the  maximum  forces  at 
the  centre. 

As  the  vibration  of  a  bridge  is  caused  principally  by  the  effort  to  recover  its  original  figure  after 
the  compression  produced  by  a  passing  load,  it  follows  that,  if  this  effort  is  resisted,  the  vibration 
must  be  greatly  diminished,  or  almost  entirely  destroyed. 

This  accounts  for  the  surprising  stiffness  which  is  found  to  result  from  a  well-arranged  system  of 
counter-braces. 

In  proportioning  the  parts  of  a  truss  liable  to  a  moving  or  unequal  load,  the  case  of  greatest  pos- 
sible strain  should  be  assumed,  viz.,  that  of  the  truss  wi3i  its  maximum  uniform  load  with  an  addi- 
tional load  placed  at  the  centre. 

Let  W  represent  the  weight  of  the  truss  and  its  uniform  load,  w  the  greatest  load  ever  applied  at  a 
single  point,  p  the  length  and  h  the  height  of  a  panel,  and  b  the  length  of  a  brace. 

The  braces  at  the  centre  should  be  sufficient  to  bear  the  greatest  strain  ever  to  come  upon  a  shi^e 

point,  and  equals  —;. 
The  strain  upon  the  end  braces  each  equals  (  ~S"  "•"  ^ )  T* 

The  intermediate  braces  are  proportioned  as  before  in  accordance  with  their  position. 

The  tension  on  the  rods  is  equal  each  to  that  of  the  adjacent  brace  toward  the  centre  multiplied 

by  the  factor  -r.  • 
6 

The  strains  upon  the  upper  and  lower  chords  are  equal,  being  greatest  at  the  centre,  where  they  • 

each  equal  (  -—  +  -j- )  t«    -^.t  the  ends  they  each  equal  (  —  +  *°  )  T    ^^>  ^o^^ve*"*  ^^  number  of 

panels  should  be  even,  then  the  strain  upon  the  lower  chord  will  be  in  excess  of  that  upon  the  upper 

throughout  its  whole  length  by  the  quantity  -^.    The  strains  upon  the  counter-braces  are  small  aa 
^  2'n 

compared  with  the  other  parts,  being  greatest  at  the  centre,  where  it  is  advisable  to  make  them  equal 
to  the  middle  braces.  These  should  be  permanently  strained  by  adjustment  wlule  the  truss  is  dis- 
torted by  its  maximum  moving  load  applied  at  various  points.  By  this  means  a  perfect  rigidity  is 
secured,  as  previously  referred  to. 

Inclination  of  Braces, — 1.  The  braces  must  not  be  so  long  as  to  yield  by  lateral  flexure. 

2.  The  chords  being  unsupported  in  the  intervals  between  the  ties,  these  intervals  must  be  limited 
by  the  condition  that  no  injurious  flexure  shall  be  produced  by  the  passage  of  a  load.  On  the  other 
hand,  as  the  ties  approach  each  other,  the  angle  of  the  brace  increases ;  and  when  the  intervals  be- 
come small,  the  number  of  ties  and  braces  is  greatly  increased,  and  with  them  the  weight  of  the 
structure. 

The  true  limit  of  the  intervals  can  be  readily  determined  when  the  size  of  the  chords  and  the  max- 
imum load  are  known ;  for  it  should  evidently  be  such  that,  when  the  load  is  at  the  ndddle,  the  flexure 
should  not  exceed  a  given  amoutit 
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The  floor-beains,  or  roadwaj  supports,  should  be  sufficient  to  bear  the  greatest  load  ever  applied  at 
a  single  point. 
Lieral  Bracinff.^-To  prevent  the  lateral  swaying  of  the  bridge,  principally  caused  by  high  winds, 

647. 


and  to  preserre  the  trusses  In  their  proper  relative  positions  under  all  circumstances,  a  light  system 
of  latend  bracing  is  introduced  both  at  the  top  and  bottom. 
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(Fig.  669)  at  Havre  de  Grace,  over  the  Susquehanna  River.  It  is  8,271  feet  long,  divided  into  12 
spans,  resting  upon  granite  piers.  It  is  constructed  on  Howe^s  plan,  and  combines  great  lightness 
and  strength. 

A  good  example  of  a  bridge  on  Fink*8  system  is  found  in  the  railroad  bridge  (Fig.  670)  over  the 
Ohio  River,  at  Louisville.     Its 

length  is  6,218i  feet,  divided  ''''' 

into  23  spans,  supported  by  24 
stone  piers.  Its  height  is  about 
96^  feet  above  low  water,  and 
width  about  27  feet. 

Trtused  •  Ai'ch  Bridges  are 
those  so  framed  that  the  en- 
tire weight  is  supported  by  the 
arch ;  the  load,  before  acting 
upon  it,  being  first  distributed, 
and  the  direction  of  its  press- 
ure changed,  by  the  intervention  of  a  truss,  Fig.  671.  The  truss  should  be  so  constructed  as  best  to 
resist  the  tendency  to  rise  when  the  arch  is  unequally  loaded,  and  need  be  only  suflScientlj  strong  tc 
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bear  the  moving  load,  and  to  finnly  counter-brace  the  arch,  the  weight  of  the  entire  bridge  itself 
being  borne  by  the  ardi  alone.    For  wooden  bridges  of  long  spans  this  is  the  best  known  form,  and 

several  remarkable  structures  of  this 
type  have  been  built.  Figs.  572  and 
573  show  the  construction  of  the  two 
most  noted  American  trussed  arches 
of  wood.  The  first  consists  of  three 
arches,  the  centre  one  being  of  195 
feet  span,  and  the  other  two  of  150 
feet  each.  The  second  has  a  single 
arch  of  840  feet  span,  with  only  20 
feet  rise — the  largest  wooden  arch 
ever  built. 

The  recent  completion  of  the  St. 

Louis  bridge,  by  Captain  James  B. 

Eads,  is  the  crowning  effort  in  bridge 

construction  of  this  type.   It  consists 

of  three  arches,  the  centre  one  of 

which  has  a  span  of  520  feet,  and 

the  other  two  of  515  feet,  and  each 

with  a  rise  of  60  feet.     There  are 

two  main  piers  and  two  abutments, 

the  foundation  of  one  being  120  feet 

under  water.    The  arches  are  formed 

g     with  top  and  bottom  chords  in  sec- 

S    tions  of  steel  tubes  16  inchies  in  di- 

J    ameter,  composed  of  staves  12  feet 

1     long,  banded  together  by  steel  thim- 

;|     bles  or  couplings.     These  top  and 

B     bottom  chords,  12  feet  apart,  are 

?    connected  by  a  triangular  system  of 

»3     bracing,  constituting  an  arched  truss 

of  great  strength  combined  with  ex- 

^    treme  lightness. 

^        Lattice  Btidffes. — One  of  the  most 
^  S3     simply-constructed  types  of  bridges 

S  io  a    is  the  lattice  bridge.    If  of  wood,  it 

^    may  be  built  entirely  of  plank  of 
^     uniform  size;  the  braces  crossing 
u     each  other,  generally  at  right  angles, 
g    are  fastened  by  a  pin  or  "  treenail " 
^    of  hard  wood,  and  the  chords  are  so 
J     constructed  as  to  break  joint.    The 
^     objections  to  this  type  of  bridge  are 
e     its  liability  to  warp  and  the  entire 
^     lack  of  proportion  in  its  parts.    The 
>     first  objection  is  obviated  by  placing 
H     a  double  truss  on  each  side  of  the 
bridge,  so  riveted  together  as  to  act 
as  one.    Its  advantages  are  in  the 
simplicity  of  its  construction.    They 
may  also  be  built  of  indefinite  length, 
and  sawed  ofF  to  suit  the  span  re- 
quired. 

Lattice  bridges  have  been  success- 
fully used  in  spans  of  as  great  lengths 
as  160  feet;  and  in  Europe  iron  lat- 
tice bridges,  with  their  parts  in  prop- 
I        er  proportion,  have  been  built  of 
I        800  feet  span  and  upward.  ^   The 
most  common  form  in  this  country 
'       is  the  "Towne;"  but,  as  iron  is 
now  taking  the  place  of  wood,  those 
types  of  bridge  requiring  less  ma- 
terial are  more  generally  preferred. 
As  the  proportions'  of  the  various 
parts  depend  upon  the  amount  and 
character  of  the  load  a  bridge  is  to 
sustain,  this  point  should  be  care- 
fully considered  in  designing  each 
psriioal&r  structure.    The  liability  in  practice  is  to  underestimate  this  load  for  short  spans.    The 
following  table  gives  the  proportion  of  load  to  span,  as  recommended  by  a  committee  of  the  Ameri- 
om  Society  of  Civil  Engineers,  for  highway  bridges : 
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SPAN. 

POinmS  PKK  BQUAKB  VOOT. 

For  City  and  othar 

BridgM,  whra  TnT«l 

hhmryad 

For  TowM  and  Vfl- 
lagM,  md  Dictifcte 

RomU. 

OnlfawyOoootry 
Bridge!— Tr»Tel  In- 
frequent nod  LoMb 
UghU 

60  feet  and  under. 

60  to  100  feet. 
100  "  150    " 
150  "  200    " 
200  "800    " 
800  •*  40U    " 

100  IbB. 
90    " 
80    « 
70    " 
66    •* 
60    •* 

100  lbs. 
76    " 
66    " 
60    •* 
60    »♦ 
60    « 

76  IbB. 
66    '* 
60    " 
60    »♦ 
40    « 
86    " 

And  for  railroads  as  follows : 


SPAN  OB  PANEL. 

PMDub  pw  Linenl 
FootofTmck. 

1 

1          SPAN  OR  PANEL. 

Pound!  per  Uncal 
FootofTnwk. 

Under  12  feet. 
"      15    " 
"      20    " 
"      25    " 
»*      80    " 
»t      50    u 

6.000  lbs. 
6,500    " 
6,000    " 
4,500    " 
4,000    " 
8,260    " 

1          Under    76  feet 

1              "       100    ** 

«       150    " 

150  to  175    " 

176   "  200    *» 

200   "  800    *» 

8,000  IbB. 
2,750    " 
2,600    " 
2,500    •* 
2,400    •* 
2,250    " 

Suspension  Bridges  are  best  adapted  for  long  spans,  and  have  been  successfully  constructed  with 
spans  more  than  twice  as  long  aa  any  other  form  of  bridge.  These  bridges  are  usually  constructed 
with  chains  or  cables  passing  over  towers,  with  the  roadway  suspended  beneath.  Each  end  of  the 
chains  or  cables  is  securely  anchored.  On  the  towers  the  cables  rest  in  saddles,  which  are  moyablc, 
80  that  the  strains  do  not  tend  to  overturn  the  towers. 

The  deflection  of  the  cable  usually  employed  is  between  one-tenth  and  one-fifteenth  of  the  span. 

The  unloaded  cable  assumes  the  form  of  the  catenary ;  but  loaded  with  the  suspenders  and  the 
road-bed,  it  approaches  the  parabola.  

The  tension  upon  a  cable  is  approximately  obtained  by  the  formula  T=~  a/  ^z^  +  y  * ;  i^  which 

w  represents  the  weight  equally  distributed,  x  the  deflection  of  the  cable,  and  y  the  length  of  the 
one-half  span. 


The  length  of  the  cable  equals  2  /u  y « -j-  -  j; «, 


A  bridge  constructed  with  the  road-bed  supported  only  by  vertical  susp^iders  would  lack  stiff- 
ness, as  it  would  be  deficient  in  that  which  corresponds  to  counter-bracing  in  truss  bridges ;  and 
thus  some  discredit  has  attached  to  the  earlier  bridges  of  this  type,  which  were  lacking  in  this  re- 
spect 

By  trussing  the  road-bed  and  using  inclined  stays  extending  from  the  top  of  the  towers,  and  par- 
tially supporting  the  roadway  for  some  distance  out  from  the  tower,  a  sufficient  degree  of  stiffness 
is  obtained. 

Iron  suspension  bridges  of  large  span  are  of  comparatively  modem  date.  The  first  one  built  in 
England  was  by  Sir  Samuel  Brown,  across  the  Tweed  at  Berwick,  in  1819;  its  span  was  449  feet. 
The  longest  span  in  Europe  is  at  Fribourg,  in  Switzerland,  built  by  M.  Chaley  in  1831-'4.  It  has 
a  span  of  870  feet,  and  is  174  feet  above  the  river.    Its  cables  are  made  of  iron  wire. 

One  of  the  most  important  bridges  of  this  class  in  the  United  States  is  the  Niagara  Falls  Suspension 
Bridge,  constructed  by  John  A.  Roebling,  0.  E.  This  bridge  has  a  span  of  821  feet  4  inches,  from 
centre  to  centre  of  towers.  Its  form  is  a  slightly-curved  hollow  beam  or  box,  of  a  depth  of  18  feet ; 
width  of  bottom  24  feet,  and  of  top  25  feet.  The  lower  floor  is  used  for  common  travel,  while  the 
upper  is  appropriated  to  railway  business  and  sidewalks.  The  two  floors  are  connected  by  two  trufses 
of  a  simple  construction,  so  arranged  that  its  resisting  action  operates  both  ways,  up  as  well  as  down. 
The  suspenders  are  6  feet  apart.  The  beams  of  the  upper  and  lower  floors  are  connected  by  posts 
arranged  in  pairs,  leaving  a  space  between  for  the  admission  of  the  truss-rods,  which  extend  eadi 
way  to  the  fourth  pair  of  posts  at  an  angle  of  46°.  These  rods  therefore  cross  each  other  and  form 
a  diamond  work.    They  are  1  inch  diameter,  their  screw  ends  1^^  inch. 

There  are  4  cables  of  10  inches  diameter,  each  composed  of  8,640  wires  of  small  No.  9  gauge,  60 
wires  forming  one  square  inch  of  solid  section,  making  the  solid  section  of  each  cable  60.40  square 
inches,  wrapping  not  included.  Each  of  the  four  large  cables  is  composed  of  seven  smaller  ones, 
which  are  called  strands.  Each  strand  contains  620  wires ;  one  of  these  forms  the  centre,  the  six 
others  being  placed  around  it ;  the  ends  of  the  strands  are  passed  around  and  confined  in  cast-iron 
shoes,  whi(£  also  receive  the  wrought-iron  pin  that  forms  a  connection  with  the  anchor  chains.  Dur- 
ing the  wrapping  process  the  whole  mass  of  wire  was  saturated  with  oil  and  paint,  which,  together 
with  the  wrapper,  will  protect  the  cables  effectually  against  all  oxidation.  There  are  64  diagonal 
stays,  of  l|-inch  diameter  rope,  above  the  floors,  equally  distributed  among  the  four  cables.  They 
are  fasten^  to  the  suspenders  by  small  wrappings,  so  as  to  form  straight  lines ;  they  are  not  con- 
tinued over  the  towers  to  the  anchorage,  but  are  secured  to  the  saddles,  and  allowed  to  move  with 
them.    To  the  under  side  of  the  lower  floor  66  stays  are  attached,  which  are  anchored  in  the  rocks 
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below,  and  occupy  positions  calcolated  to  insure  against  horizontal  as  well  as  yertical  motions.  The 
anchorage  of  the  back  chains  was  formed  by  sinking  8  shafts  into  the  solid  limestone  rock  that  here 
composes  the  uppermost  stratum  of  the  cliffs.  Three  of  the  pits  on  the  New  York  side  are  simk 
to  a  depth  of  25  feet.  The  fourth  one,  southeast,  was  sunk  only  18  feet,  on  account  of  the  great 
influx  of  water  and  diflSculty  of  baling.  The  surface  of  the  rock  on  the  Canada  side  being  10 
feet  higher  than  on  the  New  York  side,  the  depth  of  the  shafts  was  increased  that  much,  and 
the  height  of  the  towers  above  reduced  in  proportion.  Each  shaft  has  a  cross-section  of  8  x  7  feet, 
enlarged  at  the  bottom  to  a  chamber  of  8  feet  square.  The  anchor  chains  are  composed  of  9 
links,  all  of  which  are  7  feet  long,  except  the  uppermost  or  last  one,  which  is  10  feet.  The  first 
or  lowest  link  is  composed  of  7  bars,  7x14  inches,  and  is  secured  to  a  cast-iron  anchor  plate  by  a 
pin  of  3^  inches  diameter  ground  upon  its  seat  The  next  link  is  composed  of  6  bars  of  the  same 
size,  and  2  half  bars  on  the  outside.  The  aggregate  section  of  each  is  69  superficial  inches ;  from 
the  fourth  link  up,  the  link  on  the  chain  curves,  and  the  section  is  gradually  increased  to  98  super- 
ficial mches. 

On  the  top  of  each  column  a  cast-iron  plate  was  laid  down,  well  bedded  in  cement,  8  feet 
square  and  2^  inches  thick,  and  strengthened  by  three  parallel  flanges  for  the  reception  of  two 
independent  saddles.  Each  saddle  rests  on  ten  cast-iron  rollers,  6  inches  in  diameter  and  26^ 
uches  long,  placed  close  together.  The  ordinary  pressure  upon  each  tower,  being  about  600  tons, 
makes  each  roller  bear  25  tons.  These  rollers  admit  of  a  slight  movement  of  the  saddles,  when- 
ever the  equilibrium  between  the  land  and  the  suspension  cables  is  disturbed,  either  by  changes 
of  temperature  or  by  passing  trains. 

The  table  on  page  272  gives  the  leading  characteristics  of  the  most  celebrated  long-span  bridges 
of  the  various  types,  showing  more  particularly  the  comparative  lengths  of  their  maximum  spans. 

The  use  of  steel  wire  for  the  cables  has  made  still  longer  spans  possible. 

The  "  East  River  Suspension  Bridge,"  Fig.  574,  between  the  cities  of  New  York  and  Brooklyn, 

674. 


derigned  by  John  A.  Boebling,  and  built  by  his  son  Colonel  W.  A.  KoebUng,  has  its  cables  composed 
of  steel  wire,  having  a  strength  of  160,000  lbs.  per  square  inch ;  whereas  iron  wire  would  sustain 
but  little  more  than  one-half  that  amount,  and  iron  bars  less  than  one-third.  This  bridge  is  sup- 
ported bj  four  cables,  each  15^  inches  in  diameter.  The  main  span  is  1,595^  feet,  and  the  side 
spans  930  feet  each,  making  the  suspended  portion  8,455jt  feet  in  length.  This,  with  the  approaches 
— 2,533i  feet— make  a  total  length  of  5,989  feet.  The  height  of  the  roadway  above  high  tide  is 
135  feet,  the  height  of  the  towers  272  feet,  and  the  width  of  the  bridge  85  feet. 
The  mode  of  constructing  the  wire  superstructure  of  this  bridge  was  as  follows : 
The  wire  came  from  the  factory  in  large  coils,  some  5  feet  in  diameter.  These  were  dipped  in  oil, 
dried  in  the  air,  and  dipped  again  and  again  until  a  moderately  thick  coat  of  hardened  grease  had 
dianged  their  bright  zinc-lustre  into  a  dirty  yellow ;  then  they  were  carried  up  on  the  top  of  the 
anchorage,  reeled  off  on  large  wooden  drums,  and  from  these  last  they  were  paid  off  as  requu^. 
The  oirrier-rope  was  simply  an  endless  wire  cable,  which  started  from  the  Brooklyn  anchorage, 
passed  orer  the  two  piers  in  turn,  then  to  the  New  York  anchorage,  on  top  of  which  are  two 
horizontal  pulleys,  around  which  it  led,  then  back  to  Brooklyn,  and  finally,  after  passing  around 
ED  immense  horizontal  engine-driven  drum,  the  ends  were  joined.  One  part  of  this  carrier-rope 
carried  wire  for  one  inner  main  cable,  the  other  part  for  the  corresponding  outer  main  cable.  On 
eadi  part  was  attached  a' traveler-wheel,  which  is  represented  in  Fig.  575.  This  was  a  light 
wheel  of  wood  and  tin,  turning  in  bearings  suspended  from  the  rope;  braces  were  arranged  in 
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onmcction  with  it  to  prevent  oscillation.    Over  this  wheel  the  bight  of  the  wire  to  be  laid  was 

passed.    One  end  of  the  wire  was  fastened^  the  other  went  to  the  reel ;  then  the  drum  of  the  car- 

„  rier-rope  turned,  and  the  wheel, 

attached  to  the  latter,  started 
"   on  its  journey.    The  wire  grad- 
ually unwinding  from  the  reel, 
the  wheel  traveled  on  over  the 
piers,  and  finally  came  to  rest 
on  the  New  York  anchorage. 
There  the  bijrht  of  wire  was 
slipped  out  of  its  groove  and 
put  around  a  massive  iron  shoe 
(Fig.  676),  and  then  the  motion 
of  the  carrier-rope  was  reversed, 
and  the  empty  wheel  returned. 
At  the  same  time  another  wheel, 
carrying  another  bight  of  wire 
for   the  second  cable,  started 
across.    And  thus  the  work  con- 
tinued, a  filled  wheel  constantly 
going  out  and  an  empty  one  re- 
turning— two  strands  of  two  dif- 
ferent cables  being  thus  simul- 
taneously made. 
rire  was  exhausted,  the  end  from 
on  by  means  of  the  device  shown 
upling  is  a  hollow  cylinder,  with 
in  inverse  directions  meeting  at 
itting  the  ends  of  the  wires,  in 
eads  are  cut,  naturally  in  opposite 
i  same  turn  of  the  coupling  screws 
the  sharp  edges  of  the  cylinder 
n.    Thus  the  wire  of  each  strand 
ice  fastened  at  the  Brookljm  end, 
was  reeled  on  or  off  till  the  whole  strand  was  laid. 
After  each  wire  was  laid  it  was  brought  to  the  same  curvature  as  the  wire  preceding  it.    To  do 
this,  after  the  carrier  had  passed  the  wire  from  the  anchorage  over  the  saddle  at  the  top  of  the 
pier,  it  was  stopped,  and  a  tackle  was  attached.     To  ascertain  the  requisite  amount  of  distance 
to  be  raised  or  lowered  from  the 

tq)  of  the  pier  to  the  anchorage,  5*^^ 

iUigmen  were  stationed  on  the 
cradles,  of  which  there  were  three 
between  the  piers,  who  reported, 
by  means  of  prearranged  moves 
of  their  flags,  to  the  flagman  on 
the  top  of  the  pier,  the  amount 
of  deflection  there  was  in  the 
wire,  and  it  was  accordingly  raised 
or  lowered,  as  demanded. 

When  the  requisite  number  of 
wires  was  laid  to  form  a  strand, 
an  apparatus  called  a  **  buggy " 
was  attached  to  this  strand,  and 
made  to  travel  upon  it  The 
workmen  in  the  buggy  gathered 
the  wires  into  a  bundle,  and  re- 
tained them  with  a  pair  of  pecul- 
l^riy-shaped  tongs,  and  tempora- 
rily bound  the  strand  with  wire 
at  intervals  of  about  28  inches. 
When  ly  strands  of  the  cable 
were  finished  and  placed  side  by 
Bide,  the  wrappings  about  the 
strands  were  removed,  and  the 
entire  6,700  wires  were  bound  to- 
gether by  encircling  wires,  so  as 
to  fonn  a  solid  cable.  After  each 
•trand  was  bound,  the  yoke,  seen 
Mspended  above  the  massive  sad- 
dle, Fig.  578,  upon  which  the 
■trand  rests,  was  lowered;  the 
cleriaes,  of  which  there  are  four, 
were  removed,  and,  clasping  the 
18 
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strand,  were  bolted  in  their 
former  places.  The  capstan 
nut,  seen  at  the  top  of  the 
framework  over  the  yoke, 
was  rotated;  and  as  it  re- 
Tolved  on  the  screw  to  which 
the  yoke  was  suspended,  it 
rais^  both  yoke  and  strand 
until  the  latter  was  clear  of 
the  pulleys  on  the  saddle. 
The  pulleys  were  then  re- 
moved, and  the  strand  low- 
ered away  into  its  bed  in  the 
saddle  underneath  the  pul- 
leys.  The  clevises  on  the 
yoke  were  then  uncoupled, 
the  yoke  raised  out  of  the 
way,  the  pulleys  put  in  place, 
and  another  strand  was  laid 
similar  to  the  previous  one. 

The  saddles,  to  which  ref- 
erence has  been  made,  are 
four  massive  castings  rest- 
ing on  the  top  of  each  pier, 
and  each  one  holding  in  its 
embrace  one  of  the  cables. 
The  pulleys  over  which  the 
strand  passed  were  used  for 
convenience  in  laying  the 
strand,  and  were  removed 
entirely  when  the  cable  was 
completed  and  placed  in  its 
saddle.  To  allow  for  the 
difference  in  unequal  con- 
traction and  expansion  of 
the  cable  from  anchorage 
and  pier,  and  between  the 
piers,  the  saddle  rests  upon  a 
series  of  iron  rolls,  which  al- 
low of  a  change  of  its  place, 
as  the  force  of  contraction 
or  expansion  is  brought  to 
bear  upon  it. 

Fig.  579  represents  the 
bridge  while  in  process  of 
building,  and  shows  the  loca- 
tion of  the  cradles  above  re- 
ferred to. 

Figs.  680  and  581  repre- 
sent a  section  of  one  an- 
chorage, and  a  perspective 
yiew  of  one  of  the  massive 
anchor-plates  of  the  East 
River  Bridge.  In  each  an- 
chorage there  are  four  of 
these  anchors,  each  being  a 
plate  is  embedded  in  concrete 
>mewhat  thinner  immediately 


Worka  for  Rtference. — "  Les  Gonstmcteurs  des 
Poats  du  Moyen  Age  *'  (descriptions  of  remarka- 
ble bridges  of  the  12tb  and  13th  centuries),  Brou- 
qnier-Booie,  Paris,  no  date;  **(£avre8,"Perro- 
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1873  ;  "  Proportions  of  Pins  used  in  Bridges,"  Bender,  New  York,  1873 ;  "  Manuel  de  ring6nieur 
des  Fonts  et  Chauss6es,"  De  Bauve,  Paris,  1873;  "Bridge  and  Tunnel  Centres,"  McMastcr,  New 
York,  1875;  "Continuous  Revolving  Bridges,"  Herschel,  Boston,  1875;  "Iron  Truss  Bridges  for 
Railroads,"  Merrill,  New  York,  1876  ;  "  Graphical  Method  for  Analysis  of  Bridge  Trusses,"  Greene, 
New  York,  1876;  "Theory  and  Calculation  of  Continuous  Bridges,"  Merriman,  New  York,  1876; 
"Properties  of  Continuous  Bridges,"  Bender,  New  York,  1876;  "Iron  Highway  Bridges,"  Boiler, 
New  York,  1876 ;  "  A  Treatise  on  the  Construction  of  Bridges  and  Roofs,"  Wood,  New  York,  1876 ; 
"  Les  Fonts  de  TAm^rique  du  Nord,"  Conrolle,  Paris,  1878 ;  "  Bridges :  an  Elementary  Treatise  on 
Construction,"  Jenken,  Edinburgh,  1878.  See  also  numerous  papers  in  the  "Transactions"  of  the 
American  Society  of  Civil  Engineers,  Institute  of  Civil  Engineers  (British),  Society  of  Engineers 
(British),  and  Institute  of  Mechanical  Engineers  (British),  and  in  the  AnnaUs  des  PorUa  et  Cheatsheet ; 
also  articles  on  bridges  in  the  "Encyclopaedia  Britannica,"  9th  edition,  Spon*s  "Dictionary  of  Engi- 
neering," Appletons*  "American  Cyclopaedia,^  and  Van  Nostrcmd'^B  Edectie  Engineering  Magcinne ; 
also  the  works  on  civil  engineering  of  Moseley,  Mahan,  Rankine,  and  others.  W.  H.  P. 

BROACH.  A  tool  formed  as  shown  in  Fig.  682,  and  employed  to  cut  out  mortises  or  slots  with 
great  accuracy  and  expedition.  The  work  is  chuckcKl  to  the  table  of  a  press,  and  a  succession  of  the 
broaches  of  increasing  width  and  thickness  are  forced  through  the  work.  In  the  oentre  of  the  head 
of  each  broach  is  a  conical  recess,  and  similarly  located  in  the  bottom  of  each  is  a  conical  projection, 
so  that  each  successive  broach  may  be  guided  centrally  by  the  projection  of  the  one  following  fitting 


into  its  recess.  The  head  of 
each  broach  is  formed  of  rec- 
tangular shape  and  tapered  to 
fit  into  a  rectangular  recess  pro- 
vided in  the  end  of  the  ram  of 
the  press  to  receive  it.  If  the 
mortises  are  of  large  dimen- 
sions, the  broaches  are  made 
first  to  operate  on  the  sides 
only.  Other  broaches  are  sub- 
sequently forced  through  to  cut 
out  the  ends  and  the  comers  of 
the  mortises.  J.  R. 

BROOMS  are  usually  made 
from  broom-corn,  which  is  a 

species  of  doura  or  sorghum.    Fie.  688  is  a  machine  for  pressing  a  bunch  of  broom-corn  into  shape 
for  a  broom,  and  sewh^  it  m  its  flattened  form.    The  broom  is  placed  between  jaws  a  a,  dosed  bj 
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an  eocestric  e  operated  by  leyer  b.  The  machine  being  set  in  motion  by  the  rotation  of  the  cam-wheel 
Af  the  cam-groove  of  the  latter,  actuating  the  lever  /,  forces  forward  the  needle-bar  e,  thus  driving 
the  needle  with  its  thread  through  the  broom,  above  the  twine  wound  around  the  latter.  The  shuttle 
C>  operated  by  lever  B,  acting  on  the  opposite  side  of  the  broom  in  conjunction  with  the  needle, 
forms  the  stitch.  This  being  done,  the  reverse  movement  of  the  needle-bar  withdraws  the  needle ; 
the  eccentric  A  lifts  the  jaws  a  a,  so  that  the  next  stroke  of  the  needle  carries  the  stitch  below  the 
binding  twine,  the  jaws  being  meanwhile  moved  alon^  the  guides  x  z  by  means  of  a  pawl,  operated  by 
a  cam  n  on  a  supplemental  shaft  moved  by  gears  hj,  the  pawl  gearing  with  a  ratchet  formed  at  the 
under  side  of  the  outermost  of  the  jaws  a  a.  The  next  outward  movement  of  the  needle,  the  jaws 
bong  of  coarse  again  lowered,  carries  the  stitch  above  the  binding  twine.  In  this  manner  the  stitches 
are  formed  alternately  above  and  below  the  binding  twine,  the  distance  apart  of  the  stitches  oorre- 
Bponding  to  the  intermittent  feed  given,  as  just  described,  to  the  jaws  a  a  upon  their  supporting 
guides  X  z.    The  needle  is  supplied  from  the  spool  B^  which  has  a  tension-spring  g, 

BRUSH-MAKING.    Bristles,  as  they  come  off  the  hog's  back,  are  covered  with  dirt  and  a  sort  of 
gammy  substance,  that  make  them  very  unpleasant  to  handle.    To  rid  them  of  these,  and  also  of 


J- 


flffeMfre  odors,  they  are  first  thoroughly  washed,  and,  after  becoming  dry,  are  sorted.    Each  color  is 

■  "        nrhite,  and  lilies ; 

J  sorting  process 


placed  hj  itself,  and  these  grades  are  known  to  the  operative  as  black,  gray,  yellow,  white,  and  lilies ; 
tbe  last  are  a  kind  almost  transparently  white,  and  of  exceedingly  fine  texture.    The  f 
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also  includes  the  distribution  of  the  bristles  in  such  a  way  that  the  collection  shall  be  of  equal 
length.  Besides,  the  root-ends  of  the  bristles  must  be  kept  together.  The  next  process  is  to  comb 
them.  By  this  means  they  are  rendered  elastic,  and  receive  a  beautiful  polish.  After  being  agam 
washed,  they  are  ready  for  the  use  of  the  brush-maker. 

Brushes  are  divided  into  two  general  classes,  known  as  single  brushes  and  compound  brushes. 
The  former  are  distinguished  by  one  tuft  or  bundle  of  bristles.  But  a  hair-brush  belongs  to  the 
second  order,  because  of  its  collection  of  bristle  bundles. 

Brushes  are  also  made  of  the  soft  hair  of  animals,  sudi  as  the  sable,  badger,  and  squirreL  Of 
such  are  the  small  paint-brushes  used  for  water-colors.  Other  kinds  of  brushes  are  made  of  the  roots 
and  fibres  of  certain  tropical  plants,  of  horse  and  goat  hair,  old  rope,  cocoanut  fibre,  broom-conif  the 
fibre  of  whalebone,  and  even  of  spun  glass. 

Small  paint-brushes  are  manufactured  as  follows :  The  hairs  are  first  cleaned  in  alum-water,  and 
subsequently  soaked  in  warm  water,  dried,  combed,  and  assorted.  The  brush-maker  takes  sufficient 
of  the  prepared  hair  to  fill  a  small  groove  which  holds  them  tight ;  while  thus  placed  the  root-ends 
are  wound  tightly  with  thread.  The  soft  hidrs  are  then  arranged  so  as  to  form  a  point,  without  leav- 
ing  a  blunt  or  scraggy  end  when  the  brush  is  wet  This  part  of  the  business  is  generally  performed 
by  women  or  boys,  as  it  requires  a  very  delicate  touch  to  arrange  them  properly.  The  handles  are 
made  from  quills,  which  are  soaked  in  hot  water  to  expand  them  sufficiently.  When  the  brush  is 
ready  the  hairs  are  inserted,  point  first,  in  the  large  end  of  the  quilL  Then,  by  a  contrivance  peculiar 
to  the  trade,  the  brush  is  drawn  through  until  the  tied  part  is  brought  down  to  the  small  end  of  the 
quill.  This  completes  the  process,  and  when  the  quill  gets  cold  it  contracts  to  its  original  dimensions, 
and  thus  secures  the  brush  part  very  tightly.  The  quills  used  for  handles  are  of  various  sizes,  and 
are  obtained  from  geese,  turkeys,  ducks,  pigeons,  and  even  smaller  birds,  such  as  quails,  larks,  etc 
The  size  of  the  handle  is  always  proportioned  to  the  size  of  the  brush,  and  the  purposes  for  whidi  it 
is  made.  When  the  quantity  of  hair  or  bristles  is  larger  than  can  be  used  to  advantage  with  quills, 
the  bunch  of  material  is  put  into  tin  tubes  with  wooden  handles.  Even  these,  when  too  large,  are 
placed  in  other  handles  made  of  wood,  with  perforated  holes.  Bundles  of  bristles  designed  for  this 
purpose  are  secured  with  strong  cord,  which  has  been  dipped  in  glue.  A  scrubbing-brush  is  a  com- 
pound brush,  and  has  holes  bored  in  rows  along  its  entire  length.  Into  these  holes  bristles  are  in- 
serted, after  first  having  been  dipped  at  one  end  into  melted  pitch.  When  properly  secured,  they 
remain  there  in  spite  of  hard  usage  and  hot  water.  Some  brushes  are  very  costly,  while  others  are 
sold  at  a  mere  trifie.  Of  the  former  are  elaborately  carved  hat-brushes,  hair-brushes,  velvet-brushes, 
clothes-brushes,  tooth-brushes,  nail-brushes,  etc.  Besides  these  we  have  the  more  common  kinds  of 
shoe-brushes,  scrubbing-brushes,  shaving-brushes,  and  other  varieties,  by  far  too  numerous  to  mention. 

Hair-brushes  are  of  the  most  complicated  manufacture.  Holes  large  enough  to  admit  the  bunches 
of  bristles  are  bored  all  over  the  back  of  the  brush  part  way  through,  while  much  smaller  ones  are 
bored  clear  through.  A  tuft  of  bristles  is  doubled  over  a  piece  of  fine  wire.  After  being  thus  prop- 
erly secured,  the  workman  puts  the  wire  through  the  small  hole,  and  draws  the  bristles  up  as  &r  as 
possible  in  the  big  hole.  The  wire  is  then  carried  on  to  the  next  hole,  until  the  whole  surface  is  cov- 
ered  over  with  connecting  lines  of  wire  and  tufts  of  bristles.  When  thus  far  completed,  the  bristles 
are  cut  ofF  evenly,  and  a  fancy  back  is  glued  on  to  hide  the  wire,  and  give  the  brush  a  more  finished 
appearance.    Tooth  and  nail  brushes  are  made  in  a  sunilar  way,  but  the  holes  where  the  wire  is 

secured  are  made  on  the 
680. 
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side,  and  corked  up  with 
small  plugs  of  ivory  or 
bone.  Some  brushes 
have  handles  of  per- 
fumed  wood,  and  are 
ornamented  considera- 
bly, at  heavy  expense. 
Brushes  made  of  spun 
glass  are  used  in  adds, 
which  will  destroy  ordi- 
nary brushes. 

Brushes    are    some- 
times   backed   with    a 
hard    rubber   composi- 
tion, which  is  made  in 
a  die  composed  of  two 
parts,  the  cover  and  the 
base.  In  the  cover  there 
is  cut  whatever  device  or  ornament  the  back  of  the  brush  is  intended  to  receive.    In  the  base  there 
are  holes  of  a  depth  to  correspond  with  the  length  of  the  tufts  which  are  exposed  after  the  brush 
is  finished.    The  process  begins  by  filling  the  holes  with  bristles,  which  have  been  cut  by  a  gauge 
as  much  longer  than  the  depth  of  the  holes  as  it  is  desired  to  have  them  penetrate  the  back  of  the 
brush.    The  upper  part  of  the  die  is  then  covered  with  a  sufficient  quantity  of  plastic  rubber  compo- 
sition ;  then  it  is  adjusted  to  its  fellow,  and  the  die  is  placed  in  a  screw-press  and  subjected  to  great 
pressure.    After  hardening,  which  takes  place  in  a  few  minutes,  the  brush  is  removed. 

In  Figfl.  684,  585,  586,  and  587  is  represented  Woodbury's  machine  for  inserting  bristles  in  brush, 
backs.  The  first  operation  is  the  filling  of  the  comb  A  with  bristles.  The  comb  is  inserted  in  guide- 
ways,  and  is  actuated  by  an  intermittent  traverse  motion,  whidi,  whenever  the  bristles  are  all  removed 
from  one  of  the  spaces,  moves  the  comb  along  the  distance  of  one  tooth  and  one  space  to  bring 
another  filled  space  into  position.    Whenever  one  comb  is  emptied  another  is  made  to  follow  it  in 
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the  same  goideways,  the  empty  one  being  taken  out  at  the  opposite  end  of  the  guidewajs  from  that 
in  whidi  it  was  inserted.    As  the  comb  is  actuated  in  the  manner  described,  each  space  is  brought 
Bucocsdvety  to  correspond  with  and  form  a  part  of  a  twisted  way  or  channel  By  Fig.  584.    An  ingeni- 
ous combination  of  devices  then  forces  the  bristles,  as  they  are  wanted,  down  through  this  twisted 
duumel,  holding  them  all  the  time  at  the  middle,  and  bringing  them  at  last  into  a  horizontal  position 
as  shown  in  fig.  584.    At  the  end  of  the  channel  the  plate  which  forms  the  upper  wall  is  bifurcated, 
the  ends  of  the  bifurcations  being  turned  up  as  shown.    Between  these  bifurcations  reciprocates 
Tertically  a  device  consisting  of  a  body  C,  which  tapers  off  in  front  to  a  point  i>,  and  is  slotted 
obliquely  and  vertically,  the  oblique  portion  of  the  slot  terminating  at  By  and  the  vertical  por- 
tion at  P,    The  lower  portion  of  this  piece  is  a  hollow  cylinder,  the  end  of  which,  descending,  comes 
jost  flash,  but  does  not  enter  the  hole  in  the  brush-back  where  the  bunch  of  bristles  is  to  be  inserted, 
one  bunch  being  put  in  at  every  descent  of  this  part  of  the  machine,  which,  from  its  resemblance  to 
a  hook,  we  shall  call  by  that  name  as  we  proceed.    As  the  hook  rises,  it  forces  its  point  between 
the  proper  quantity  of  bristles  for  a  bunch,  and  these,  being  obliged  to  move  along  the  inclmed  por- 
tion £  of  the  slot  in  the  hook,  arrive  at  the  bottom  of  the  vertical  portion  F.    Here  they  are  acted 
npon  by  the  plunger  O,  Fig.  585,  the  end  of  which  has  two  slots  crossmg  each  other  at  right 
angles  when  viewed  endwise.    One  of  these  slots  receives  the  bunch  of  bristles  as  shown  in  Fig.  585. 
The  other  slot,  J7,  is  of  a  width  only  to  allow  the  passage  of  a  wire  which  is  destined  to  bind  the 
bonch  together  and  secure  it  in  the  block.    The  plunger  is  caused  by  ingenious  mechanism  to  de- 
scend till  it  doubles  the  bristles  into  a  loop  in  the  middle.    Other  medbanism  then  unwinds  the 
tmidlng  wire  /  from  a  reel,  straightens  it,  and  passes  the  proper  length  through  the  slot  ff.    The 
wire  is  then  cut.    The  plunger  descends,  receiving  a  rotary  motion  on  its  vertical  axis,  which  winds 
the  wire  spirally  by  forcing  it  into  the  thread  of  a  nut  contained  in  the  lower  end  of  the  hollow 
cylinder,  fastening  it  around  the  doubled  end  of  the  bunch  of  bristles.    This  spirally  wound  wire  is 
desthied  to  be  a  screw-thread  for  the  bunch  of  bristles  as  the  latter  is  screwed  into  the  hole  J.    The 
lover  end  of  the  wire  acts  as  a  tap  cutting  a  female  screw  in  the  block,  and  the  upper  end  serves 
as  a  pawl  to  prevent  the  removal  of  the  bunch  by  unscrewing.    The  bunch  is  thus  held  with  great 
strength.    The  machine  inserts  bristle,  hair,  tampico,  or  other  material  used  for  brushes,  in  wood, 
leather,  rubber,  bone,  ivory,  and  even  glass.    Its  capacity  is  about  600  brushes  of  60  knots  each  per 
day.    The  Woodbury  Brothers,  inventors  of  the  apparatus,  have  also  devised  a  machine  which  fills 
the  combs  with  bristles ;  another  which,  by  the  rotation  of  a  cylinder  having  curved  knife-blades, 
forces  the  ends  of  the  bunches  in  the  finished  brush  against  a  stationary  blade,  and  so  trims  all  to 
an  even  length ;  and  a  boring  machine  which  uses  a  two-spurred  bit,  and  makes  the  holes  for  the 
bimches  with  great  rapiditv.    (See  J^kieniific  Amerieany  xxxviii.,  851.) 
BUCKET.    See  Mink  Appliances. 
BUDDLE.    See  Concxntratino  Machinery. 

BUHL-WOBK,  or  BOOL-WORK.  These  terms  appear  to  be  corrupted  from  Boule,  the  name  of 
the  original  inventor,  and  now  refer  to  any  two  materials  of  contrasted  colors  inlaid  with  the  saw.  In 
France  this  kind  of  inlaid  work  is  called  marqueterie.  It  consists  in  representing  fiowers,  animals, 
landscapes,  and  other  objects,  in  their  proper  tints,  by  mlaying.  It  also  includes  geometrical  pat- 
terns composed  of  angular  pieces  laid  down  in  succession,  as  in  ordinary  veneering,  and  is  chiefly 
used  in  ornamenting  cabinet  work.  In  buhl-work  the  patterns  generally  consist  of  continuous  lines, 
as  in  the  honeysuckle  ornament.  Two  pieces  of  veneer  of  equal  size,  such  as  ebony  and  holly,  are 
scraped  evenly  on  both  sides,  and  glued  together,  with  a  piece  of  paper  between.  Another  piece  of 
paper  is  also  glued  outside  one  of  the  veneers,  and  on  this  the  pattern  is  drawn.  •  A  small  hole  is 
then  made  for  the  introduction  of  the  saw,  a  spot  being  chosen  where  the  puncture  will  not  be 
notioed. 

The  saws  used  in  buhl-work  are  of  peculiar  construction,  and  of  different  sizes.  The  frames  are 
of  wood  or  metal ;  three  pieces  of  wood  halved  and  glued  together  constitute  the  three  sides  of  a 
rectangle ;  two  pieces  are  then  glued  upon  each  side,  each  at  an  angle  of  45**  across  the  comers ;  the 
whole  when  thoroughly  dry  is  then  cut  round  to  the  desired  curve.  Screws  for  giving  tension  to  the 
blade  are  conomonly  added,  but  seldom  used,  as  the  frame  is  only  sprung  together  at  the  moment  of 
fixing  the  saw,  and  by  its  reaction  stiffens  the  blade.  A  handle  is  attached  to  the  saw-frame  at  the 
bottom.  In  the  piercing  saw  of  metal  the  height  from  the  blade  to  the  frame  is  usually  eight  inches, 
and  in  the  ordinary  buhl-saw  of  wood  from  twelve  to  twenty  inches,  to  avoid  the  angles  of  large 
work. 

The  buhl-cutter  sits  astride  a  horse  or  long  narrow  stool ;  the  work,  held  in  the  left  hand,  is  placed 
in  a  viae  at  one  extremity  of  the  horse,  having  a  flexible  jaw  under  the  control  of  the  foot ;  the  saw, 
wtudi  has  been  previously  inserted  into  the  hole  in  the  veneers,  and  fixed  in  its  frame,  is  grasped  in 
the  right  hand,  with  the  forefinger  extended,  to  support  and  guide  the  frame.  *^  The  several  lines  of 
the  work  are  now  followed  by  short,  quick  strokes  of  the  saw,  the  blade  of  which  is  always  horizon- 
tal;  bat  the  frame  and  work  are  rapidly  twisted  about  at  all  angles,  to  place  the  saw  in  the  direction 
of  the  several  lines.  Considerable  art  is  required  in  designing  and  sawing  these  ornaments,  so  that 
the  saw  may  con^ue  to  ramble  uninterruptedly  through  the  pattern,  while  the  position  of  the  work 
is  as  constantly  shifted  about  in  the  vise,  with  tiiat  which  appears  to  be  a  strange  and  perplexing 
'«sUe«8ness.  When  the  sawing  is  completed,  the  several  parts  are  laid  flat  on  a  table,  and  any  re- 
moved pieces  are  replaced.  The  entire  work  is  then  pressed  down  with  the  hand,  the  holly  Is  stripped 
off  in  one  layer  with  a  painter's  palette-knife,  whidi  splits  the  paper,  and  the  layer  of  holly  is  laid 
on  the  table  with  the  paper  downward,  or  without  being  inverted.  The  honeysuckle  is  now  pushed 
ovt  of  the  ^>ony  with  the  end  of  the  scriber,  and  any  minute  pieces  are  picked  out  with  the  moist- 
ened finger;  these  are  all  laid  aside ;  the  cavity  thus  produced  in  the  ebony  is  now  entirely  filled  up 
with  the  honeysudrie  of  holly,  and  a  piece  of  paper  smeared  with  thick  glue  is  then  rubbed  on  the 
two  to  retain  them  in  contact.    They  are  immediately  turned  over,  and  the  toothings  or  fine  dust  of 
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the  ebony  are  rubbed  in  to  fill  up  the  interstices ;  a  little  thick  glue  is  then  applied,  and  rubbed  in, 
first  with  the  finger,  and  then  with  the  pane  of  the  hammer,  after  which  the  work  is  laid  aside  to 
dry."  When  dry  it  is  scraped  at  the  bottom,  and  is  then  ready  to  be  glued  on  the  box  or  furniture 
to  be  ornamented,  as  in  ordinary  veneering ;  it  is  afterward  scraped  and  polished.  An  ebony  honey- 
suckle may  be  inserted  in  a  ground  of  holly  in  the  same  manner ;  and  these  form  the  counter  or 
counterpart  buhl^  in  which  the  pattern  is  the  same,  but  the  color  reversed. 

Three  thicknesses  of  wood  may  be  glued  together,  as  rosewood,  mahogany,  and  satinwood,  which 
when  cut  through  split  asunder,  and  recombined  would  produce  three  pieces  of  buhl-work,  the 
grounds  of  which  would  be  of  either  kind,  with  the  honeysuckle  and  centre  of  the  two  other  colors 
respectively.  .  These  are  called  "  works  in  three  woods,"  and  constitute  the  general  limit  of  the  thick- 
nes-ses.    Buhl-works  of  brass  and  wood  are  also  sometimes  made  by  stamping  instead  of  sawing. 

BULLET-MAKING.    See  Cabtridqe-making  Machinert. 

BUOY.  A  floating  beacon  serving  to  indicate  a  navigable  channel,  or  to  mark  the  position  of 
sunken  rocks,  wrecks,  sand-banks,  or  other  obstructions  to  navigation.  Buoys  are  also  used  as  life- 
preservers,  and  it  has  been  proposed  to  employ  them  as  foundations  for  breakwaters  and  piers. 

The  essential  requirements  which  a  well-constructed  buoy  should  fulfill  are :  1,  that  it  should  be 
conspicuous  in  all  states  of  the  weather ;  2,  that  it  should  be  stable ;  3,  that  it  should  be  so  made 
and  moored  that  the  most  violent  storms  may  not  cause  it  to  break  adrift. 

Of  the  ordinary  forms  of  buoys,  those  most  commonly  used  are  the  "  nun,"  "  can  reversed,"  "  can," 
"  egg-bottom,"  "  convex  bottom,"  "  flat  bottom,"  *'  hollow  bottom,"  "  spherical,"  and  "  conical."  The 
<*  nun  "  buoy,  in  its  original  form  of  two  paraboldids  joined  at  their  bases,  is  represented  in  Fig.  588. 
This  shape  is  sometimes  modified  to  that  of  two  cones  similarljr  joined ;  or  one  cone  is  suppressed  in 
favor  of  an  "  egg-bottom."  In  this  case  the  cone  which  fonns'  the  superstructure  is  made  of  sheet- 
iron  and  the  egg-bottom  of  malleable  or  cast-iron.  In  smooth  water  this  buoy  is  conspicuous,  and  it 
has  the  further  advantage  of  simplicity ;  but  in  a  tideway  or  under  the  influence  of  the  wind  it 
careens  over,  rolls  and  pitches  violently,  and  so  becomes  an  indiiferent  sea-mark.  In  order  to  gain 
rigidity,  buoys  formed  of  a  cone  resting  on  a  shallow  cylinder  have  been  used  ;  but  these,  owing  to 
their  light  draught  of  water,  are  not  suitable  for  a  seaway,  although  they  have  been  found  advantage- 
ous in  rivers.  Small  nun  buoys  are  commonly  used  to  mark  the  location  of  a  vessel's  anchor  when 
down.  The  "  can "  buoy  is  conical,  f  rusto-conical,  or  conoidal  in  shape,  and  floats  upon  its  side 
when  moored.  The  buoys  said  to  be  the  best  for  strong  tideways  are  the  can,  cylindrical,  and  flat- 
bottom  ;  for  exposed  channels  and  coasts,  the  English  prefer  the  "  egg-bottom." 

The  English  Flai-boUom  Buoy  is,  as  are  some  of  the  others,  water-ballasted ;  i.  e.,  it  has  a  cross 
diaphragm  at  a  proper  distance  from  the  bottom,  and  the  water  is  allowed  to  flow  in  and  out  of  the 
lower  compartment  thus  made  through  8  holes  an  inch  in  diameter  placed  at  equal  distance  around 
its  sides.  The  water  cannot  be  discharged  unless  the  buoy  is  careened  for  some  time,  and  it  is  there- 
fore as  completely  ballasted  as  if  the  water  had  no  means  of  exit.  When  these  buoys  are  required 
for  deep  water,  where  the  weight  of  the  mooring  chain  is  suflScient  for 
ballast,  water-ballast  is  not  used,  and  the  holes  are  plugged  with  hard  601. 

wood.    With  the  increased  buoyancy  thus  obtained,  the  same  line  of 
flotation  as  in  shoal  water  is  approximately  attained. 


5S9. 


^  Stoney^s  Keel-Buoy^  Fig.  689,  is  an  English  invention  which  has  been  found  of  practical  value.  The 
sides  are  prolonged  below  the  bottom  so  as  to  form  a  circular  keel,  within  which  a  large  body  of 
water  is  retained,  so  that  a  buoy  6  feet  in  diameter  with  a  keel  of  18  inches  contains  witliin  the  lat- 
ter a  body  of  water  exceeding  a  ton  in  weight.  This  allows  of  erecting  a  superstructure  26  per  cent. 
higher  than  other  buoys  of  equal  diameter,  and  affords  a  very  large  increase  of  stability. 

HerherCs  Buoy^  represented  in  Fig.  590,  has  also  been  found  of  value.  The  theory  of  the  action 
of  this  buoy  is,  that  the  air  confined  in  the  bottom  forms  an  elastic  spring  upon  which  the  buoy  re- 
bounds in  gentle  and  easy  motions,  causing  but  moderate  friction  to  the  mooring  chain,  little  or  no 
pull  upon  the  sinker,  and  a  corresponding  relief  from  agitation  or  friction  to  the  globe  and  staff  above. 
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Bells  and  whistles  are  often  arranged  in  connection  with  bnojs,  so  that  the  navigator  is  warned 
of  the  position  of  the  latter  during  thick  and  foggy  weather,  when  their  discernment  from  a  ves- 
sel is  impossible  even  at  moderate  distances.  Fig.  591  represents  the  bell-buoy  which  marks  the 
Rimdlestone  off  the  point  of  Land's  End,  England.    It  is  a  water-ballast  buoy,  a  being  the  outer 


608. 


698. 


694. 


water-ti^t  compartment,  b  the  inner  water-tight  compartment ;  and  at  d  are  India-rubber  springs. 
The  osdllations  of  the  buoy  cause  the  clapper  to  strike  against  and  so  sound  the  bell. 

Ccnr1enai/*s  Whistling  Buoy,  Fig.  592,  is  an  exceedingly  ingenious  device,  the  efficiency  of  which 
has  been  well  demonstrated.    Its  operation  depends  upon  the  fact  that  the  agitation  of  water  due  to 
the  existence  of  waves  extends  downward  beneath  the  surface  only  to  a  distance  equal  to  that  meas- 
ured between  the  trough  and  crest  of  the  undulations.    In  other  words,  the  agitation  of  the  surface 
due  to  a  wave  10  feet  high  would  practically  extend  only  to  10  feet 
below  the  level.    It  follows  that  if  a  long,  hollow  cylinder  A  is  im- 
mersed to  a  depth  exceeding  in  measurement  the  height  of  the  waves, 
the  water  entering  will  not  rise  and  fall  with  the  varying  level  of  the 
waves  as  they  pass,  but  will  remain  at  a  uniform  height,  which  will  be 
that  of  the  middle  line  between  the  highest  and  lowest  point  of  waves, 
or  at  average  seflrlevel,  B^  Fig.  692.    Let  the  cylinder  be  attached  to 
the  lower  portion  of  a  float  C,  which  rests  on  the  surface,  and  hence 
rises  and  falls  with  each  undulation.    We  have  therefore  a  moving 
cylinder  inclosing  a  motionless  column  of  water,  or,  in  other  terms,  a 
moving  cylinder  and  a  fixed  piston  by  means  of  which  air  may  be  com- 
pressed in  proportion  to  the  power  of  the  waves.    It  will  be  observed 
that  from  the  diaphragm  D  extend  upward  two  tubes  E,    These  are 
q>en  at  the  top,  and  are  provided  with  valves  so  arranged  that  while 
air  may  pass  down  them,  it  cannot  be  forced  back.    The  middle  tube 
F  has  no  such  valve,  but  terminates  above  in  a  whistle.    Suppose  that 
the  apparatus  is  carried  from  the  position  represented,  in  which  the 
diaphragm  D  is  just  above  average  level,  to  the  summit  of  a  wave. 
Then  the  space  between  the  constant  level  B  and  the  diaphragm  will 
be  largely  augmented,  and  air  will  be  drawn  in  through  the  tubes  E. 
As  the  buoj  descends  this  space  will  be  diminished,  and  the  water- 
piston  will  compress  the  air  and  drive  it  out  forcibly  through  the  only 
outlet,  which  is  the  tube  F,    The  air  thus  sounds  the  whistle.    It  is 
obvious  that  any  modification  of  the  water-surface  will  produce  a  simi- 
lar effect.    With  waves  8  feet  high,  running  at  the  rate  of  8  per  minute, 
that  number  of  sounds  in  the  same  interval  will  be  caused.  With  waves 
20  feet  high  running  at  4  per  minute,  4  sounds  would  be  produced.    The  force  of  the  whistle  blast, 
however,  is  always  the  same,  as  this  depends  only  on  the  weight  of  the  buoy  and  the  length  of  the 
tube.    Several  of  these  buoys  have  been  located  near  harbors  of  the  United  States,  one  of  consider- 
able power  being  in  operation  near  Sandy  Hook,  New  York. 
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The  Pumping  Buoy, — Another  utilization  of  wave-power  through  the  medium  of  a  buoy  is  shown 
in  the  pumping  buoy  represented  in  ¥1%,  593,  taken  from  drawings  exhibited  in  the  Paris  Exposition 
of  1878.  The  buoy  A  carries  a  double-acting  pump  D  at  the  end  of  the  vertical  stem  C,  It  ia 
anchored  to  the  bottom  by  means  of  a  cable,  which  is  shortened  as  the  tide  falls,  elongates  when  the 
tide  rises,  and  maintains  the  float  B  always  in  the  same  position  with  relation  to  the  line  of  average 
level  X  Y.  The  aspiration-tube  of  the  pump  plunges  into  the  water,  and  the  emission-tube  E  (of 
rubber)  is  led  to  a  reservoir  from  which  a  heaid  of  water  sufficient  to  drive  a  water-wheel  is  obtained. 
The  movement  of  the  pump-piston  is  caused  by  the  elevation  and  lowering  of  the  float  By  according 
as  the  wave  rises  or  falls.  The  buoy  A  always  draws  on  the  cable.  It  rises  at  high  tide,  when  the 
water  from  the  reservoir  is  admitted  by  valves  controlled  by  clockwork  above  the  piston  F,  and  falls 
at  low  tide,  when  the  water  is  admitted  below  the  piston. 

Buou  Foundation, — Mr.  Thomas  Morris,  of  London,  has  suggested  the  anchoring  of  buoys  in  water 
beyond  the  depth  of  the  deepest  wave,  and  using  them  as  foundations  upon  which  to  rear  structures 
supported  by  uprights  which  shall  expose  but  small  sectional  area  to  the  action  of  the  waves.  Fig. 
594  shows  two  of  these  buoys  as  applied  to  support  a  pier  or  jetty,  where  the  upright  posts,  horizon- 
tal bearers,  platform,  and  parapet,  being  well  connected  and  braced,  would,  it  is  claimed,  give  firm- 
ness and  the  requisite  rigidity.  A  similar  arrangement  has  been  proposed  as  a  support  for  break- 
waters (which  see). 

Buoy  Moorings  are  usually  single  chains  measuring  in  length  three  times  the  depth  of  the  water, 
and  mushroom  anchors  or  screw-piles,  which  last;are  easily  driven  into  the  sand. 

Buoy  Marks, — ^Buoys  are  usually  painted  some  distinctly  visible  color,  or  are  checkered  or  striped 
BO  as  to  be  easily  recognized.  The  object  of  this  is  to  enable  the  navigator  to  determine  whedier 
the  buoy  is  to  be  avoided  or  approached,  and  to  know  on  which  side  of  it  to  conduct  his  vessel  in 
entering  a  channel.  Spar-buoys,  consisting  simply  of  spars  of  proper  length,  painted  some  particular 
color,  are  employed  to  mark  channels  in  rivers  and  less  exposed  situations.  Each  maritime  natiim 
has  its  own  system  of  marking  and  placing  buoys,  for  the  details  of  which  the  reader  is  referred  to 
the  "Sailor's  Pocket-Book,"  Captain  Bedford,  R.  N.,  Portsmouth,  1877.  See  also  "European 
Lighthouse  Systems,"  Major  Elliot,  U.  S.  A.,  New  York,  1876 ;  and  for  the  use  of  buoys  on  vessels, 
the  respective  works  on  "  Seamanship  "  of  Captain  Luce,  U.  S.  N.,  and  Captains  Nares  and  Alston,  R  N. 

BUSH.    A  hollow  cylinder  of  metal  in  which  a  shaft  or  other  rotating  piece  turns,  and  for  which 
its  inner  surface  forms  the  bearing.    The  bush  is  generally  fixed  in  the 
°^  frame  of  the  machine,  and  is  made  in  one  piece.    Its  object  is  to  supply  a 

suitable  material  for  the  bearing,  which  can  be  easily  replaced  when  worn 
away.  A  common  form  of  bush  is  shown  in  Fig.  695.  B  is  the  bush  sui^ 
roimding  the  rod  A,  Another  form  of  bush  which  is  largely  employed  is  one 
having  a  collar  on  one  end,  which  may  be  used  for  fixing  it  by  means  of 
screws  to  the  frame.  This  is  a  better  form  for  some  purposes,  as  when 
the  shaft  has  a  collar  upon  it,  in  which  case  the  collar  of  the  bush  forms 
a  suitable  end  or  side  bearing  for  it ;  or  if,  instead  of  a  collar,  there  is  the 
boss  of  a  wheel  or  pulley  bearing  against  the  bush,  the  collar  of  the  latter, 
which  can  be  easily  repaired,  is  worn,  and  not  the  machine.  Where  there  is  considerable  wear,  it  is 
not  advisable  to  use  bushes  unless  they  can  be  turned  round,  as  they  become  abraded,  or  can  be 
readily  replaced.  The  better  plan  is  to  use  movable  brasses  which  adilnit  of  adjustment  to  compen- 
sate for  wear. 

BUTTER,  ARTIFICIAL.  For  a  number  of  years  past  efforts  have  been  made  to  manufacture  but- 
ter from  substances  other  than  cream';  but  until  Hippolyte  M6ge,  of  Paris,  France,  made  known  his 
process,  all  other  attempts  proved  failures.  Although  M^ge  did  not  discover  the  exact  formula  by 
which  butter  is  artificially  manufactured,  he  discovered  the  two  principal  operations  in  its  manu- 
facture, which  were  afterward  elaborated  and  perfected  by  Dr.  H.  A.  Mott,  Jr. 

The  following  is  the  "  true  process  for  making  artificial  butter,"  as  perfected  by  Dr.  Mott : 

The  first  matter  to  be  attended  to  when  a  good  product  is  to  be  manufactured  is  cleanliness.  This 
is  a  most  important  point,  to  which  the  strictest  attention  must  be  paid. 

The  fat,  on  arriving  at  the  factory,  is  first  weighed,  and  then  thrown  piece  by  piece  into  large  tanks 
containing  tepid  water,  care  being  taken  to  place  all  pieces  covered  with  blood  in  a  separate  tank  to 
be  washed.  The  fat  in  the  tanks  should  now  be  covered  entirely  with  tepid  water,  and  left  at  rest 
for  about  one  hour,  when  the  tepid  water  should  be  removed  and  the  fat  thoroughly  washed  with 
cold  water,  then  covered  with  fresh  cold  water  and  allowed  to  rest  for  one  hour  longer ;  the  water  is 
then  again  removed,  and  the  fat  thoroughly  washed,  for  the  last  time,  with  fresh  cold  water,  when  it 
is  ready  for  the  next  operation.  The  disintegrating  process  consists  in  comminuting  the  fat  by  pass- 
ing it  through  a  "  meat-hasher."  To  do  this,  the  fat  in  the  tank  is  removed  by  means  of  a  wooden 
car  to  the  side  of  the  hasher,  where  it  is  cut  with  a  knife  into  pieces  about  five  or  six  inches  square. 
Piece  by  piece  it  is  introduced  into  the  hasher,  which,  by  means  of  the  revolving  knives  within,  cats 
the  fat  very  fine  and  forces  it  through  a  fine  sieve  at  the  opposite  end,  and  finally  out  of  the  maidiine 
and  into  a  tub.  Care  must  be  taken  not  to  introduce  the  fat  into  the  hasher  too  rapidly,  as  the  sieve 
or  knife  is  apt  to  snap ;  for  it  requires  considerable  power  for  the  disintegration,  which  is,  of  course, 
accomplished  by  steam-power. 

The  fat,  now  in  a  disintegrated  state,  is  removed  to  the  melting-tank,  care  being  taken  not  to  In- 
troduce into  the  tank  any  of  the  water  which  is  forced  out  of  the  fat  during  the  disint^rating  pro- 
cess. The  fat  is  then  heated  by  means  of  the  water  surrounding  the  tank,  until  the  temperature 
reaches  116°  F.,  when  the  steam  which  heats  the  water  is  tum^  off.  The  water  surroonding  the 
tank,  being  much  warmer  than  the  melted  fat,  increases  the  temperature  of  the  fat  to  about  122°  to 
124*^  F.,  when  the  fat  completely  melts.  During  the  whole  operation,  from  the  time  the  steam  is 
turned  on  until  the  melted  fat  is  allowed  to  rest,  the  fat  must  be  continually  stirred,  so  that  an  even 
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temperttnre  may  be  midntaiiied.  The  adipose  membrane  of  the  fat,  called  "  scrap,**  separates  and 
settles  to  the  bottom,  on  leaving  the  melted  fat  at  rest ;  and  a  clear  yellow  oil  floats  on  top,  covered 
by  a  film  of  white  emulsion  of  oil  with  the  water  contained  in  the  fat. 

When  the  scrap  has  completely  settled,  the  thin  layer  of  emulsion  is  skimmed  ofP,  and  the  clean 
yellow  oil  is  drawn  and  received  in  wooden  cars,  which,  when  filled  to  within  one  inch  of  the  top,  are 
removed  to  some  place  to  allow  the  oil  to  granulate.  Care  must  be  taken  in  drawing  off  the  last 
portion  of  the  oil  not  to  allow  any  of  the  scrap  to  mix  again  with  it.  It  is  better  to  receive  the  last 
portion  of  the  oil  and  scrap  in  a  small  galvanized  iron  can,  and  allow  it  to  cool  by  itself;  and  when 
cool  to  melt  it  over  again  by  placing  the  can  in  one  of  the  wash-tubs  and  surrounding  it  with  water 
heated  to  about  125°  F.,  and  thus  separate  from  the  scrap  all  the  oil  that  is  possible. 

It  sometimes  occurs  that  the  scrap  refuses  to  settle,  and  rises  to  the  suif ace,  forming  a  layer  on 
top  of  the  clear  oil  If  such  be  the  case,  the  melted  fat  and  scrap  must  be  stirred  up  together  for 
at  least  ten  or  fifteen  minutes,  and  then  allowed  to  settle  by  standing,  which  it  will  generally  do.  If 
it  does  not,  then  it  should  be  again  stirred  and  allowed  to  stand ;  and  if  another  failure  follows,  a 
quart  or  two  of  salt  must  be  thrown  on  the  scrap  and  the  mixture  stirred,  when  the  scrap  will  soon 
settle  to  the  bottom  after  standing. 

An  add  solution  of  the  active  principle  of  the  stomach  of  a  calf  was  used  for  some  time,  as  pro- 
posed by  M^ge,  in  the  melting  process.  It  was  thought  to  coagulate  the  **  scrap  **  and  cause  it  to 
settle  more  rapidly.  Experiments  have  shown  it  to  be  unnecessary,  however.  The  melting  process, 
when  conducted  with  suocess,  occupies  about  two  oi  three  hours.  The  oil  in  the  cars  will  require  at 
least  24  or  86  hours  or  more  to  granulate,  and  the  temperature  of  the  room  should  be  about  80**  F. 
This  is  a  Tery  important  operation,  and  must  .not  be  hurried,  otherwise  the  stearine  in  the  fat  will  not 
have  thae  to  crystallize. 

The  car  containing  the  solidified  oil  from  the  melting  process  is  removed  to  the  press-room,  which 
b  kept  at  a  temperature  between  80''  and  90°  F. 

The  refined  fat  must  not  be  so  solid  that  it  cannot  be  worked  with  the  fingers  with  ease ;  if  it  is,  it 
most  be  left  in  ^e  press-room  untU  it  softens.  When  in  the  right  condition,  it  is  packed  in  cloths,  and 
set  in  DKNildB  to  form  packages  about  4  inches  wide,  8  inches  long,  and  1^  inch  thick.  These  pack- 
ages are  then  placed  on  galvanized  iron  plates  in  the  press,  at  equal  distances  apart  The  plates  are 
pnled  one  above  the  other  until  the  press  is  entirely  filled,  when  the  packages  are  subjected  to  a  slight 
pressure,  which  must  be  increased  very  gradually,  and  only  after  the  oil  pressed  out  begins  to  flow 
vety  slowly.  The  oil  is  received  in  a  tin  vessel,  which,  when  filled,  is  replaced  by  another.  The 
pressing  is  continued  until  no  more  oil  can  be  obtained  at  the  temperature  of  the  room.  The  press- 
ore  is  then  removed  and  the  plates  unpacked,  when  cakes  of  pure  white  stearine  are  obtained,  having 
the  cBmensions  of  about  8  inches  x  5  inches  x  i  inch.  The  stearine,  after  the  removal  of  the  cloths, 
if  ready  for  sale.  The  cloths  are  put  into  one  of  the  tanks  containing  hot  water,  until  all  the  oil  and 
stearine  are  melted  off,  when  they  are  washed  in  another  tank,  and  then  hung  up  to  dry.  The 
oil  and  stearine  in  the  first  tank  are  solidified  by  means  of  cold  water,  collected,  and  sold  as  soap- 
grease. 

The  on  obtained  from  the  press  is  removed  to  some  cool  place,  until  it  assumes  a  temperature  of 
about  70*  F.,  when  it  is  ready  for  churning. 

One  hundred  pounds  of  oil  are  introduced  into  the  chum  at  a  time,  with  from  15  to  20  lbs.  of 
•our  milk.  About  2^  or  8  ounces  of  solution  of  annotto,  to  which  has  been  added  from  one-half  to 
three-quarters  of  an  ounce  of  bicarbonate  of  soda,  may  now  be  added,  and  the  whole  agitated  for  about 
10  or  15  minutes,  until  milk,  coloring  matter,  and  oil  are  thoroughly  mixed  together,  when  the  whole 
mixtiire  is  withdrawn  from  the  chum,  through  a  hole  at  one  end,  and  allowed  to  fall  into  a  tub  con- 
taining pounded  ice.  As  the  oil  flows  on  the  ice,  it  must  be  kept  in  constant  motion  until  the  tub  is 
filled  with  solidified  oil,  when  another  tub  is  put  in  its  place.  Crystallization  is  by  this  simple  process 
completely  prevented.  The  solidified  oil,  which  has  a  slight  orange  *  color,  is  left  about  2  or  8  hours 
in  contact  with  the  ice  in  the  tub,  when  it  is  dumped  on  an  inclined  table,  where  it  Is  crumbled  up  so 
that  the  ice  may  melt  and  leave  the  solidified  oil,  which  is  then  cmmbled  up  fine  by  hand,  and  about 
80  lbs.  of  it  at  a  time  are  introduced  into  a  chum,  with  about  20  to  25  lbs.  of  churned  sour  milk, 
and  the  whole  agitated  for  about  15  minutes,  when  the  solidified  oil  takes  up  a  certain  percentage  of 
the  milk,  as  also  the  fiavor  and  odor  (which  were  by  the  ice  washed  out  from  the  first  chuming),  and 
pure  butter  is  produced.  This  is  now  removed  from  the  ehum  to  the  working  table,  where,  after 
standing  and  draining  for  a  time,  it  is  salted,  to  the  extent  of  three-quarters  to  one  ounce  of  salt  to 
the  pound  of  butter. 

After  proper  working  and  standing  for  a  sufficient  length  of  time,  it  is  packed  into  firkins,  and  is 
ready  for  sale.  When  thus  prepared,  the  keeping  qualities  of  the  oil  are  claimed  to  be  far  superior 
to  thoee  of  butter  made  by  chuming  milk  or  cream.  The  percentage  of  butyrine,  caprine,  caproine, 
eta,  it  contains  is  very  small  (being  derived  from  the  milk  in  the  last  chuming  process),  not  suffi- 
dent  to  make  the  butter  become  rancid  when  decomposed,  but  quite  sufficient  to  give  the  butter  the 
ao-tondi-prized  flavor  and  color. 

When  artificial  butter  is  made  according  to  the  process  described  above,  exercising  consider- 
able care,  the  product  is  equal  to  the  average  butter  sold  in  the  market ;  it  is  not  *^  Philadelphia 
butter,''  but  is  equal  to  the  average  samples  sold  at  grocers*  stores.  Of  course  a  poor  product 
can  be  manufactured  if  sufficient  care  is  not  taken,  as  well  as  poor  butter  can  be  made  from 
cream  ;  but  generally  the  artificial  preparation  is  the  more  healthful  of  the  two.  Its  keeping  quali- 
ties are  also  superior  to  those  of  cream  butter,  and  very  greatly  so  to  those  of  artificial  butters  made 
under  other  processes  than  that  here  described. 

•  The  eolor  te  made  porooeely  a  sUght  oraog«,  ao  that  in  the  last  choming  prooeas  Just  Bufflcient  color  ia  destroyed 
to  leave  the  product  with  the  proper  hue. 
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BUTTER-WORKER 


The  following 
the  natural  one : 


by  Drs.  Brown  and  Mott  will  show  how  the  artificial  product  compares  with 
Analyses  of  Butter, 


CONSTITUENTS. 

I.  ArtmcU  Batter. 
By  Dr.  BMwn. 

n.ArtifieialBaltar. 

Average  of  ttroanal- 

yme.     ByMott. 

lU.  BatlerniMla 

fromCrHun.     Bj 

Mott. 

SuMMin.   o«i- 

colMMl  (0  5.»5 
I>erc«it.orSdt. 

Water 

11.25 

88.75 

12.005 
87.  W5 

12.29 
87.71 

11.827 
88.178 

Fats—oleine,  palmitine,  stearine,  batTrine,  etc 
C^seine 

100.00 

100.000 

100.00 

100.000 

87.15 

.57 

1.08 

Trace. 

82.025 

.746 

5.225 

Trace. 

86.01 

.19 

1.51 

82.765 

.188 

5.225 

Salt 

Coloriiur  matter 

88.75 

87.995 

87.71 

88.178 

It  will  be  seen,  by  comparing  the  first  three  analyses  in  the  above  table,  that  the  difference  in  the 
percentage  of  fat  in  Mott^s  analyses  and  either  of  the  others  is  owing  to  a  greater  percentage  of  salt 
(this  is  easily  seen  by  comparing  No.  UI.  with  the  last  analysis),  which  element  may  be  reduced  or 
augmented  in  the  manufacture  to  suit  the  taste  and  requirements.  The  amount  of  caseine  is  also  a 
trifle  higher  in  this  particular  sample  of  the  artificial  than  in  the  natural  product,  but  not  greater 
than  the  average  amount  usually  present  H.  A.  M. 

BUTTER-WORKER.    See  Dairy  Apparatus. 

BUTTON-MAKING  MACHINERY.    Buttons  may  be  divided  into  two  general  classes— those  with 
shanks,  or  loops  of  metal,  for  the  purpose  of  attaching  them  to  garments,  and  those  without  shanks ; 
and  each  class  is  manufactured  from  a  great  variety  of  materials,  and  by  a  variety  of  methods.    Of 
buttons  with  shanks,  the  greater  number  are  composed  of  metal,  although  gbiss  and  mother-of-pearl 
are  also  employed.    Metal  buttons  are  formed  in  two  ways,  the  blanks  or  bases  of  the  buttons 
being  either  cast  in  a  mould  or  stamped  out  of  a  sheet  of  metal ;  the  former  method  is  generally 
employed  for  making  white  metal  buttons,  and  the  latter  for  plated  and  gilt  buttons.     To  cast 
buttons,  a  great  number  of  impressions  of  the  pattern  of  the  button  are  taken  in  sand,  and  in  the 
centre  of  each  impression  is  insei*ted  a  shank,  the  ends  of  which  project  a  little  above  the  surface  of 
the  sand,  and  fused  metal  is  poured  over  the  mould.    When  cool,  the  buttons  are  taken  from  the 
moulds,  and,  after  being  cleansed  from  sand  by  brushing,  are  placed  in  lathes ;  the  edges  are  turned, 
the  face  and  back  smoothed,  and  the  projecting  part  of  the  shank  also  turned.    The  buttons  are 
then  polished  by  rubbing  the  faces  upon  a  board  spread  with  rottenstone  of  different  degrees  of 
fineness,  and  afterward  by  being  held  against  a  revolving  board  covered  with  leather,  upon  which  is 
spread  a  very  fine  powder  of  the  same  material ;  finally,  they  are  arranged  on  a  sieve  or  grating  of 
wire,  and  immersed  in  a  boiling  solution  of  granulated  tin  and  cream  of  tartar,  by  which  means  iJheir 
surfaces  become  covered  with  a  thin  layer  or  wash  of  the  metal,  which  improves  their  whiteness 
without  injuring  their  polish.    The  blanks  of  plated  buttons  are  cut  by  a  fly-press  out  of  copperplate, 
coated  on  one  side  with  silver.    They  are  then  annealed  in  a  furnace,  and  afterward  stamped  by  the 
descent  of  a  weight,  as  in  a  pile-driving  machine,  the  die  being  fixed  in  the  lower  surface  of  the 
weight.    The  soldering  of  the  shank  is  performed  on  each  button  separately,  by  the  flame  of  a  lamp 
and  a  blowpipe.    The  edges  of  plain  buttons  are  next  filed  smooth  in  a  lathe,  and  the  buttons  are 
afterward  boiled  in  a  solution  of  cream  of  tartar  and  silver ;  they  are  then  placed  in  a  lathe,  and  the 
backs  brushed,  and  afterward  burnished  with  blood-stone.    The  metal  used  for  gilt  buttons  is  an 
alloy  of  copper  and  zinc.    This  metal  is  rolled  out  into  sheets,  and  the  blanks  stamped  out,  whidi 
are  then  planished,  if  intended  for  plain  buttons ;  but  if  for  figured  buttons,  the  impression  is  now 
given.    The  shanks  are  next  attached,  which  is  effected  as  follows :  Each  blank  is  furnished  with  a 
pair  of  small  spring  tweezers,  which  hold  the  shank  down  upon  it  in  the  proper  place,  and  a  small 
quantity  of  solder  and  resin  is  applied  to  each.     They  are  then  exposed  upon  an  iron  plate  to  a  heat 
suflBcient  to  melt  the  solder,  by  which  the  shank  becomes  fixed  to  the  button ;  and  while  still  warm 
they  are  plunged  into  nitric  acid,  to  remove  the  oxide  formed  on  the  surface  by  the  heat  employed 
in  soldering  the  shanks.    They  are  then  placed  in  a  lathe,  the  edges  rounded,  and  the  surfaces  rough- 
burnished,  which  renders  them  ready  for  gilding.    Five  grains  of  gold  are  fixed  by  act  of  parliament, 
in  England,  as  the  least  quantity  to  be  employed  in  gilding  a  gross  of  buttons  of  one  inch  in  diameter. 
An  amalgam  is  formed  of  gold  and  mercury,  and  the  buttons  are  placed  in  an  earthen  vessel  along 
with  the  amalgam,  together  with  as  much  aquafortis  as  wiU  moisten  the  whole,  and  the  mixture  is 
stirred  with  a  brush  until  the  buttons  are  completely  whitened.    To  dissipate  the  quicksilver,  the  but- 
tons  are  shaken  in  an  iron  pan,  placed  over  a  fire  until  the  quicksilver  begins  to  melt,  when  they  are 
thrown  into  a  felt  cap,  and  stirred  with  a  brush,  to  spread  the  amalgam  equally  over  their  surfaces ; 
after  which  they  are  returned  to  the  pan,  and  the  mercury  volatilized  completely  by  the  increased 
heat,  leaving  the  gold  evenly  spread  in  a  thin  film  over  the  surface  of  the  buttons ;  they  are  then 
burnished  in  a  lathe,  which  completes  the  operation.    The  better  sort  of  buttons  undergo  the  gilding 
process  twice  or  thrice,  and  are  distinguished  accordingly  as  "  double  "  or  "  treble  gilt."    Glass  but- 
tons are  formed  of  glass  compressed,  while  in  the  fluid  state,  in  moulds,  in  which  the  shank  is  in- 
serted ;  and  when  the  glass  becomes  cold,  the  shank  is  flrmly  retained  in  its  place.    In  mother^f- 
pearl  buttons  the  method  of  inserting  the  shank  is  extremely  ingenious :  a  hole  is  drilled  at  the 
back,  and  undercut — ^that  is,  larger  at  the  bottom  than  at  top ;  and  the  shank  being  driven  in  by  a 
steady  stroke,  its  extremity  expands ;  on  striking  against  the  bottom  of  the  hole,  it  becomes  firmly 
riveted  into  the  button,  forming  a  kind  of  dovetail  joint 
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Button  shanks  are  made  by  hand  from  brass  or  iron  wire,  bent  and  cut  in  the  following  manner : 
The  wire  is  lapped  spirally  round  a  piece  of  steel  bar.  The  steel  is  turned  round  by  screwing  it  into 
the  end  of  the  spindle  of  a  lathe,  and  the  wire  by  this  means  lapped  close  round  it  till  it  is  covered. 
The  coil  of  wire  thus  formed  is  slipped  off,  and  a  wire  fork  or  staple  with  parallel  legs  put  into  it. 
It  is  now  laid  upon  an  anvil,  and  by  a  punch  the  coil  of  wire  is  struck  down  between  the  two  prongs 
of  the  fork,  so  as  to  form  a  figure  8,  a  little  open  in  the  middle.  Tlie  punch  has  an  edge  which  marks 
the  middle  of  the  8,  and  the  coil  is  cut  open  by  a  pair  of  shears  along  this  mark,  dividing  each 
turn  of  the  coil  into  two  perfect  button  shanks  or  eyes. 

Buttons  without  shanks  are  of  two  kinds.  The  fii-st  are  simply  disks  of  horn,  bone,  wood,  or  other 
material,  with  four  holes  drilled  through  the  face,  for  the  purpose  of  sewing  them  to  the  garment. 
Horn  buttons  of  this  description  are  made  from  cow-hoofs  by  pressing  them  into  heated  moulds.  The 
hoofs,  having  been  boiled  in  water  until  they  are  soft,  are  first  cut  into  plates  of  requisite  thickness, 
and  then  into  squares  of  the  size  of  the  diameter  of  the  button,  and  afterward  reduced  to  an  octag- 
onal form  by  cutting  off  the  comers.  They  are  then  dyed  black  by  immersing  them  in  a  caldron  of 
logwood  and  copperas  mixed.  A  quantity  of  moulds  somewhat  resembling  bullet-moulds,  and  each 
furnished  with  a  number  of  steel  dies,  are  then  heated  a  little  above  the  point  of  boiling  water,  and 
one  of  the  octagonal 

pieces  of  horn  is  placed  W6» 

between  each  pair  of 
dies,  and  the  mould 
being  shut  is  com- 
pressed in  a  small 
screw-press,  and  in  a 
few  minutes  the  horn, 
becoming  softened  by 
the  heat^  receives  the 
Impression  of  the  die ; 
then  the  edges  are 
clipped  off  by  shears, 
and  rounded  in  a  lathe. 

The  holes  in  buttons  of  this  description  are  drilled  by  means  of  a  lathe  represented  in  Fig.  696. 
Foot  spindles,  of  which  two  only,  a  a,  can  be  seen,  supported  in  bearings  at  b,  and  by  the  cen- 
tre points  ce,  arc  made  to  revolve  with  great  velocity  by  means  of  two  bands  dd  passing  over  pul- 
leys ee  fixed  upon  each  of  the  spindles,  each  band  driving  two  spindles,  and  receiving  motion  from 
a  wheel  worked  by  a  treadle.     At  the  end  of  each  of  the  spindles  a  a  is  a  hook  uniting  them  to  four 
other  «pindles  //  by  similar 
hooks  at  one  end,  the  other  end 
of  the  spindles  passing  through 
four  small  holes  in  the  plate  </, 
and  the  projecting  points  be- 
ing formed  into  small  drills. 
Tlie  button  is  placed  in  a  con- 
cave rest  hy  and  pushed  for- 
ward against  the  drills  by  a 
piece  of  wood.    The  standard 
p  can  be  exchanged  for  another 
with  holes  more  or  less  apart, 
and  the  rest  h  can  be  set  at 
any  height  to  suit  different- 
tfizcd  buttons.    As  the  spindle- 
holes  in  the  plate  ff  are  nearer 
together  than  the  holes  in  the 

standard  6,  the  spindles  //  converge ;  the  hooks  in  the  spindles  are  therefore  necessary  to  form  a 
universal  joint. 

The  second  description  of  buttons  without  shanks  consists  of  thm  disks  of  wood  or  bone,  called 
moulds,  covered  with  silk,  doth,  or  other  similar  material.  The  bone  for  the  moulds  is  prepared 
from  refuse  chips  sawed  into  thin  flakes,  and  brought  into  a  circular  form  by  two  operations,  illus- 
trated by  Fig.  597.  On  one  end  of  the  spindle  a,  which  revolves  in  bearings  at  b  6,  is  screwed  a 
tool  c,  and  on  the  other  are  two  collars  d  d,  between  which  a  forked  lever  e  embraces  the  shaft, 
the  fulcrum  of  which  is  at  /.  The  spindle  a  is  put  in  rapid  motion  by  a  band  g  passing  over 
the  pnlley  ^,  and  over  a  band-wheel  worked  by  a  treadle ;  and  the  workman,  holding  the  mate- 
rial t  for  the  mould  in  his  right  hand,  against  a  piece  of  wood  k  firmly  held  down  in  the  iron 
standard  /  by  two  screws,  by  means  of  the  lever  held  in  his  left  hand,  advances  the  tool  c 
against  the  material  t  of  the  mould ;  the  central  pin  of  the  tool  drills  a  hole  through  the  centre  of 
the  intended  mould,  while  the  other  two  points  describe  a  deep  circle  cutting  half  through  the 
thickness  of  the  material,  and  the  flat  surface  is  cut  smooth  by  the  intermediate  parts  of  the  tool. 
The  tool  is  then  drawn  back  a  little  by  the  lever  e,  and  the  material  shifted  to  bring  a  fresh  portion 
of  the  surface  opposite  the  tool ;  and  when  as  many  moulds  as  the  plate  of  the  material  will  afford 
are  thos  half  cut  through,  the  other  side  is  presented  to  the  tool,  and,  the  central  point  of  it  being 
inserted  in  the  hole  made  in  the  first  part  of  the  operation,  the  other  two  teeth  cut  another  deep 
circle  exactly  oppof^ite  the  former  one  through  the  remaining  substance  of  the  material,  and  the  mould 
Is  left  sticking  on  the  tool.  By  drawing  back  the  lever  e  the  tool  recedes,  and  the  mould,  meeting  a 
fixed  iron  plate,  is  pushed  off  the  tool,  and  falls  into  a  small  box  m. 


Digitized  by 


Google 


286  CAAM. 

CoTcred  buttons  having  come  into  very  general  use,  yarions  improTcments  hare  been  introduced 
in  the  manufacture  of  them,  and  patents  for  this  purpose  hare  been  granted  to  various  parties.  The 
following  is  Mr.  Sanders's  method  of  making  covered  buttons :  A  piece  of  the  material  with  which  the 

mould  is  to  be  covered  is  cut  of  a  circular  shape,  somewhat 
^^  larger  than  the  intended  button ;  upon  this  is  placed  a  disk  of 

card  of  the  exact  size  of  the  button,  and  next  a  disk  of  paper 
coated  with  an  adhesive  composition,  which  will  become  soft 
and  sticky  by  heat ;  and  upon  these  is  laid  a  button-mould  «, 
having  four  holes,  through  which  threads  or  strings  have  been 
passed  to  form  the  flexible  shank.  These  circular  disks,  being 
put  together,  are  then  laid  over  a  cylindrical  hole  in  a  metal 
block  a  a,  Fig.  698 ;  this  hole  being  exactly  the  size  of  the  in- 
tended button,  and  the  covering  of  the  button  being  larger  than 
the  hole,  when  the  disks  are  pushed  down  into  the  hole,  the  ma- 
terial of  the  covering  will  wrinkle  up  on  the  edges  round  the 
other  disks.  The  tube  6  6  is  then  introduced  into  the  cylindri- 
cal  hole,  and  its  lower  ed^e,  being  beveled  inward,  will,  as  it  is  pressed  down,  gather  the  plaits  of 
the  cloth  on  the  edge  of  the  button ;  toward  the  centre  is  a  metal  ring  or  collar,  r,  having  teeth 
round  its  edge,  somewhat  like  a  crown-saw,  which  is  now  passed  down  the  tube  6,  and  driven  with 
considerable  force  by  the  punch  d;  and  the  block  a  a  having  been  previously  heated,  the  adhesive  mat- 
ter will  be  softened,  and  cause  the  several  disks  to  stick  together,  which,  when  taken  out  and  become 
cold,  will  be  very  firm  and  retain  its  shape. 

The  following  is  the  common  process  of  making  covered  buttons :  Thin  sheets  of  metal,  known  as 
*^  tagger's  iron ''  (thickness  No.  3d  to  No.  88,  and  quality  according  to  the  more  or  less  fine  grade 

of  button  to  be  made),  are  carried  by  hand  rapidly 

under  a  descending  punch.  This  punch  is  double, 
the  outer  portion  cutting  out  a  circular  blank  of  the 
proper  size,  while  an  inner  punch  descends  and  forces 
the  blank  into  a  die,  so  that  its  periphery  is  turned 
upward,  or  so  that  the  entire  blank  is  rendered  hemi- 
spherical in  shape.  These  two  forms  of  shells  are 
shown  in  Fig.  699.  One  machine,  driven  by  steam- 
power,  will  easily  form  60  gross  of  shells  per  hour. 

The  shells  are  next  annealed  in  an  ordinary  fur- 
nace, and  then  are  conveyed  to  a  horizontal  revolv- 
ing barrel,  where  they  are  tumbled  with  sawdust 
until  they  are  thoroughly  cleaned  from  all  dust  and 
grease.  The  other  part  of  the  skeleton  of  the  button 
is  known  as  the  collet.  Inasmuch  as  the  under  side 
of  this  is  exposed,  one  face  of  the  iron  plate  is  ja- 
panned. The  piece,  by  a  somewhat  similar  arrange- 
ment of  punches  to  that  already  described,  is  first 
cut  out  in  the  form  of  a  circle,  and  then  its  inner 
part  is  punched  out,  leaving  it  in  annular  shape. 
There  are  still  three  more  portions,  namely :  the  cloth 
cover ;  the  canvas  tuft-piece,  which  rests  above  the 
collet,  and  a  portion  of  which  protrudes  through  the 
central  opening  in  the  latter,  to  furnish  a  tuft  by 
which  the  button  is  sewed  on  the  garment ;  and  the 
inner  filling.  The  last  is  made  of  specially  prepared  pasteboard,  and  in  common  with  the  other 
portions  mentioned  is  simply  punched  into  shape. 

The  grouping  together  of  these  various  parts  is  effected  in  two  operations.  By  the  first,  the  collet 
and  tuft-piece  are  fastened.  The  tuft-piece  is  laid  in  the  collet  under  a  press,  which,  descending, 
forces  the  fabric,  as  already  stated,  through  the  aperture  in  the  metal,  producing  the  nipple  of  doth 
in  the  rear.  The  paper  fillmg  is  then  inserted,  and  the  button  is  then  ready  for  the  final  assembling. 
The  machine  for  this  purpose  is  represented  in  Fig.  699.  ^  is  a  fixed  mandrel.  J9is  a  sleeve  there- 
on, supported  by  a  spring,  C.  On  the  upper  mandrel,  2),  is  another  sleeve,  B,  which  is  sustained  by 
the  catch  F.  The  lower  face  of  the  mandrel  D  is  hollowed,  and  a  projecting  annular  portion  of 
the  upper  sleeve  enters  a  corresponding  portion  of  the  lower  one,  B.  In  using  the  machine,  a  shell 
is  placed  over  the  lower  mandrel,  and  above  it  is  laid  the  covering  fabric  The  operator  then  causes 
the  upper  mandrel  to  descend.  The  cloth  is  thus  pressed  down  around  the  shell,  and  on  the  return 
upward  movement  both  cloth  and  shell  are  carried  up  inside  the  sleeve  E,  The  operator  now  inserts 
the  annular  piece  (?,  in  which  there  is  a  suitable  cavity  to  receive  the  combined  collet,  tuft-pieoe,  and 
filler,  the  last  being  uppermost.  The  upper  mandrel  is  again  brought  down,  and  the  shell  is  thus 
forced  upon  the  collet,  filler,  etc,  the  cloth  cover  being  at  the  same  time  turned  under.  Reference  to 
the  section  of  the  finished  button  will  make  this  clear.  Nothing  further  remains  but  to  attach  the 
buttons  by  dozens  to  cards,  or  make  them  up  for  the  market  in  any  desiixjd  attractive  way. 

CAAM.    The  weaver's  reed.    Scttmg  the  reed  by  arranjdng  the  warp-threads  is  termed  "  caaming." 

CAISSON.    See  Foundations. 

CALCINATION.  The  chemical  process  of  subjecting  metallic  bodies  to  heat  with  acceJ«8  of  air, 
whereby  they  are  converted  into  a  pulverulent  matter,  somewhat  like  lime  in  appearance.  The  term* 
calcined  is,  however,  now  applied  to  any  substance  which  has  been  exposed  to  a  roasting  heat 
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CALCULATING  MACHINES.  Machines  of  this  kind  are  designed  to  produce  arithmetical  and 
other  tables  which  shall  be  rigorously  correct.  In  navigation  and  the  higher  branches  of  astronomy 
the  use  of  tables  is  Tery  great,  and,  being  constructed  by  human  heads  and  hands,  they  all  con- 
tain errors  of  greater  or  less  magnitude.  The  principle  upon  which  these  machines  are  constructed 
may  be  described  as  follows :  In  the  manner  in  which  quantities  are  combined  in  the  common  system 
of  numeration,  the  value  of  each  figure  is  ten  times  greater  than  it  would  be  if  it  occupied  a  position 
one  place  to  the  right.  Thus,  in  the  number  18'79,  although  9  is  greater  than  7,  yet  the  7  in  this 
position  represents  a  larger  sum  than  the  9,  because  it  occupies  a  place  to  the  left  of  the  9.  The 
quantities  really  expressed  by  the  figures  1879  are  1,000,  800,  70,  9 ;  but  in  practice  we  omit  the 
dphers,  and  place  the  significant  figures  side  by  side,  preserving  their  proper  position  from  the  right 
hand  If  a  wheel  be  constructed  on  whose  axis  is  a  pinion  with  leaves  or  teeth,  if  these  teeth  work 
into  another  set  of  teeth  or  cogs  on  the  periphery  of  another  wheel,  and  if  the  teeth  on  the  latter 
wheel  are  just  ten  times  as  numerous  as  those  on  the  pinion,  this  system  being  made  to  revolve,  the 
pinioned  wheel  will  revolve  just  ten  times  as  fast  as  the  other.  This  produces  a  kind  of  anadogy 
between  the  decimal  notation  and  the  working  of  the  wheels ;  for  it  takes  10  units  to  make  up  one 
figure  or  unit  in  the  second  place  in  common  numeration,  and  it  recjuires  10  revolutions  of  the 
pinioned  wheel  to  impart  one  revolution  to  the  larger  wheel.  This  is  the  fundamental  principle  in  cal- 
cukting  machines.  In  such  machines  there  are  a  number  of  dial-faces,  each  marked  with  figures  from 
1  to  10 ;  these  dial-faces  are  fixed  upon  wheels,  the  teeth  of  which  work  into  the  pinions  of  other 
wheels,  on  which  are  similarly  divided  faces  or  disks,  so  that,  while  one  face  indicates  units,  another 
indicates  tens,  a  third  hundreds,  and  so  on.  These  wheels  and  dial-faces  may  be  differently  arranged 
in  different  machines,  but  the  principle  is  the  same  in  all. 

A  calculating  machine,  called  the  difference  engine,  was  constructed  by  Mr.  Babbage  for  ^e  Eng- 
lish government  at  an  expense  of  £20,000,  to  be  used  in  preparing  logarithmical  and  trigonometrical 
tables.  A  valuable  feature  introduced  into  this  machine  is  the  power  of  printing  the  tables  as  fast 
as  it  calculates  them.  Another  machine,  called  the  analytical  engine,  was  invented  by  the  same 
gentleman,  of  greater  power  than  the  first.  This  contains  a  hundred  variables,  or  numbers  suscep- 
tible of  changing,  and  each  of  these  numbers  may  consist  of  twenty-five  figures.  The  distinctive 
characteristic  of  this  machine  is  the  introduction  into  it  of  the  principle  which  Jacquai*d  devised  for 
reguUting,  by  means  of  punched  cards,  the  complicated  patterns  of  brocaded  stuff. 

The  machine  in  the  Dudley  Observatory,  Albany,  was  invented  by  6.  and  E.  Scheutz,  of  Stockholm, 
Sweden,  who  sought  to  attain  the  same  ends  that  Mr.  Babbage  had  attained,  but  with  simpler  means. 
Their  engine  proceeds  by  the  method  of  differences,  calculating  to  the  15th  place  of  decimals,  and 
stamping  the  eight  left-hand 

places  in  lead,  so  as  to  make  a  *^' 

stereotype  mould,  from  which 
plates  can  be  taken  by  either 
a  stereotype  or  electrotype 
process,  ready  for  the  print- 
ing-press. It  can  express  num- 
bers either  decimally  or  scxa- 
gesunally,  and  prints  by  the 
fide  of  the  table  the  coitc- 
sponding  series  of  numbers 
or  arguments  for  which  the 
table  is  calculated. 

Rg.  600  represents  a  sim- 
ple form  of  calculating  ma- 
chine devised  by  Mr.  George 
B.  Grant    There  is  an  upper 
cylmder,  which  is  turned  by 
the  crank,  and  which  itself 
drives  a  smaller  shaft  under- 
neath.   A  slide,  that  can  be  set  in  eight  different  positions  on  the  cylinder,  carries  eight  figured  rings 
that  can  be  set  to  represent  eight  or  any  smaller  number  of  decimal  places.    Each  turn  of  the  crank 
sdds  the  number  set  up  on  the  rings  to  the  number  represented  on  the  ten  recording  wheels  carried 
by  the  lower  shaft.    The  multiplication  process  will  best  be  understood  by  an  example.    To  multiply 
347  by  492,  the  three  upper  rings  are  set  at  8,  4,  and  7,  respectively.'   The  cylinder  is  then  turned 
twice  to  multiply  by  the  units  figure  of  the  multiplier.    If  now  the  slide  is  carried  along  one  notch, 
where  each  ring  will  act  on  the  next  higher  recording  wheel,  and  turned  9  times,  847  will  be  multi- 
plied by  90,  and  the  product  at  the  same  time  will  be  added  to  the  product  already  scored.    Another 
shift  of  the  slide  and  four  turns  will  complete  the  operation,  and  show  the  result,  170724  =  (347  x 
2)  -I-  (847  X  90)  +  (847  x  400^  upon  the  recording  wheels.   A  half-turn  of  the  crank  backward  erases 
this  result,  bringing  all  the  wheels  to  0,  ready  for  the  next  operation. 

^  Division  is  the  reverse  of  multiplication.  The  dividend  is  set  up  on  the  wheels,  the  divisor  on  the 
rings,  and  the  quotient  records  itself  on  the  upper  recording  wheels.  The  machine  of  the  size  illus- 
trated will  use  numbers  of  eight  or  less  figures,  and  show  the  result  in  full,  if  not  over  ten  figures, 
and  its  upper  figures  if  more  than  ten  places  are  necessary. 

CALENPER.  A  machine  to  give  a  smooth,  hard  surface  to  paper,  or  to  cotton  and  linen  fabrics. 
Calendering  is  the  finishing  process  by  which  the  goods  are  passed  between  cylinders  or  rollers,  and 
made  of  a  level  uniform  surface.  The  machine  consists  of  a  number  of  rollers  contained  in  a  massive 
framework ;  the  rollers  are  connected  with  a  long  lever  loaded  with  weights  at  the  further  extremity, 
by  whidi  or  by  meana  of  screws  almost  any  amount  of  force  may  be  applied,  and  the  surface  texture 
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of  the  cloth  varied  at  pleasure.  With  considerable  pressure  between  smooth  rollers,  a  soft,  diky 
lustre  is  given  by  equal  flattening  of  the  threads.  By  passing  two  folds  at  the  same  time  between 
the  rollers,  the  threads  of  one  make  an  impression  on  the  other,  and  give  a  wiry  appearance,  with 
hollows  between  the  threads.  The  rollers  are  made  of  cast-iron,  wood,  paper,  or  calico,  according  to 
the  uses  for  which  they  are  designed.  The  iron  rollers  are  sometimes  made  hollow,  for  the  purpose 
of  admitting  either  a  hot  roller  of  iron  or  steam  when  hot  calendering  is  required.  The  other  cylin- 
ders  were  formerly  made  of  wood,  but  it  was  liable  to  many  defects.  The  advantage  of  the  paper 
roller  consists  in  its  being  devoid  of  any  tendency  to  split,  crack,  or  warp,  especially  when  exposed 
to  a  considerable  heat  from  the  contact  and  pressure  of  the  hot  iron  rollers.  The  paper  takes  a  fine 
polish,  and,  being  of  an  elastic  nature,  presses  into  every  pore  of  the  cloth,  and  smooths  its  surface 
more  effectually  than  any  wooden  cylinder,  however  truly  turned,  could  possibly  do. 

In  a  five-rollered  machine,  the  cloth  coming  from  behind,  above  the  uppermost  or  1st  cylinder, 
passes  between  the  1st  and  2d ;  proceeding  behind  the  2d,  it  again  comes  to  the  front  between  the  2d 
and  3d  ;  between  the  8d  and  4th  it  is  once  more  carried  behind,  and  lastly  brought  in  front  between 
the  4th  and  5th,  where  it  is  received  and  smoothly  folded.  At  this  time  the  cloth  should  be  folded 
loosely,  so  that  no  mark  may  appear  until  it  is  finally  folded  in  the  precise  length  and  form  into 
which  the  piece  is  to  be  made  up,  which  varies  with  the  different  kinds  of  goods,  or  the  particular 
market  for  which  the  goods  are  designed.  When  the  pieces  have  received  the  proper  fold,  they  are 
pressed  in  a  hydraulic  press  previous  to  being  packed. 

From  the  great  weight  of  calendering  machines,  it  is  necessary  that  they  should  be  fixed  on  the 
basement  floor.  After  the  cloth  has  received  its  final  gloss  from  these  machines,  it  is  taken  to  the 
cloth-room  to  be  measured  preparatory  to  being  folded  and  packed  for  sale  or  transportation. 

601.  602. 


ScALB.— l-4th  inch  =  1  foot. 

Calender  with  five  roUerSy  designed  and  constructed  by  Messrs.  A.  More  k  Son,  Glasgow. — Fig.  601, 
a  side  elevation ;  Fig.  602,  an  end  view.  The  same  letters  of  reference  denote  the  same  parts  in  each 
view. 

A  A  Ay  three  cylinders  or  rollers  made  of  paper,  the  construction  of  which  will  be  noticed  here- 
after. BBy  two  cast-iron  cylinders,  made  hollow  to  allow  of  the  introduction  of  hot  bolts  of  iron 
within  them,  or  of  steam,  when  it  is  required  or  preferred.  C  C,  the  two  side-frames  or  cheeks, 
into  which  are  fitted  the  several  brass  bushes  for  the  cylinders  to  turn  upon.  D  7>,  top  guides,  into 
which  the  cross-head  O  and  elevating  screws  ffHwork.  EEy  top-pressure  levers,  connected  by  a 
strong  rod  of  iron  with  the  under-pressure  lever  F,  This  system  of  levers  is  connected  irith  the 
cross-head  O  by  two  strong  links  of  iron.  The  elevating  screws  H  H  pass  through  the  cross-head, 
and  rest  upon  a  strong  cast-iron  block,  into  which  is  fitted  the  brass  bush  of  the  top  paper  roller! 
By  means  of  the  screws,  the  cross-head  and  levers  can  be  raised  or  depressed  as  required;  and 
when  the  calender  is  working  warm  and  requires  to  be  stopped,  the  elevating  screws  arc  screwed  np 
for  the  purpose  of  lifting  the  paper  rollers  off  the  hot  cylinders,  to  prevent  their  being  injured  by 
the  heat. 

The  construction  of  the  paper  rollers  or  cylinders  is  as  follows :  Upon  each  end  of  an  arbor  of 
malleable  iron,  of  sufficient  strength  to  withstand  the  necessary  pressure  without  yielding,  is  fastened 
a  strong  plate  of  cast-iron,  of  the  same  diameter  as  the  roller  to  be  made:  the  plate  is  secured  in  its 
proper  place  by  a  ring  of  iron,  cut  in  two,  and  let  into  a  groove  or  check  turned  in  the  arbor.  When 
the  roller  is  finished,  the  annular  pieces  are  kept  in  their  groove  by  a  hot  hoop  put  upon  the  outside 
of  them,  and  allowed  to  cool.  A  plate  is  fitted  on  the  other  end,  of  exactly  the  same  size,  and  in  tbc 
same  manner. 

In  building  the  rollers,  one  of  the  plates  is  taken  off  the  arbor,  but  the  other  is  allowed  to  remain 
in  its  place.   The  paper  sheets  of  which  the  rollers  arc  to  be  made  have  each  a  circular  hole  cut  hi  the 
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oentre  of  it,  of  exactly  the  same  diameter  as  the  arbor.  The  sheets  are  then  put  upon  the  arbor,  and 
pressed  hard  against  the  fixed  plate.  When  the  arbor  is  filled  with  paper,  it  is  put  into  a  strong 
hjdnolic  press,  and  pressed  together — always  adding  more  paper  to  make  up  the  deficiency  caused  by 
the  compression,  until  the  mass  can  be  pressed  no  harder.  The  half  rings  are  then  put  in  their  place, 
to  prevent  the  plate  from  being  pressed  back  by  the  elasticity  of  the  paper.  The  roller  is  now  to  be 
dried  sufficiently  in  a  stove,  the  heat  of  which  causes  the  paper  to  contract  so  as  to  be  quite  loose. 
The  roller  is  then  again  taken  to  the  press,  and  the  unfixed  plate  being  removed,  more  paper  is  added, 
and  the  whole  again  compressed,  until  the  roller  is  hard  enough  for  the  purpose  to  which  it  is  to  be 
applied.    It  is  next  turned  truly  in  the  lathe  till  it  acquires  a  very  smooth  surface. 

Fig.  608  shows  the  manner  in  which  the  calender  is  geared  to  make  it  a  glcunng  calender.    In  this 
CQt,  a  marks  the  top  cylinder  of  the  calender,  upon  which  is  keyed  a  spur-wheel  h  ;  and  c  is  the 
under  cylinder,  ux>on  which  is  also  keyed  a  spur-wheel  d*    The  intermediate  or  carrier-wheel  e  e^ 
when  drawn  into  gear,  reduces  the  speed  of  the  under  cylin- 
der  e  one-fourth.    Now,  the  cylinder  a  being  the  one  that  ®"®*  ^^ 
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gires  motion  to  all  the  rollers,  and  revolving  always  at  the 
same  speed,  the  doth  in  its  passage  through  all  the  rollers 
below  the  cylinder  a  is  carried  through  at  a  speed  oti^- 
fowrth  less  than  if  it  passed  only  below  the  cylinder  a; 
oonseqnently,  when  it  comes  into  contact  with  a,  it  is  rubbed, 
and  thereby  ffiazed,  in  consequence  of  the  cylinder  a  moving 
one-fourth  quicker  than  the  doth,  as  above  stated. 

Fig.  604  shows  the  manner  in  which  the  rollers  are  lifted 
dear  of  each  other  when  the  machine  is  stopped.  In  this, 
e  e  are  two  rods  of  iron,  attached  to  the  block  or  seat  of 
the  top  roller;  6/^,  three  bridges  of  malleable  iron,  capa- 
ble of  slidmg  upon  the  rods  e  e,  but  held  fast  upon  the 
rods  when  once  they  are  adjusted  to  their  proper  places  by 
pindung  screws.  The  bridge  b  is  placed  half  an  iilch  clear 
of  the  bearing  of  the  cylinder  a,  when  all  the  rollers  are 
resting  upon  each  other ;  the  bridge  /  is  placed  one  inch 
below  the  bearing  of  the  paper  roller  h  ;  and  the  bridge  g 

is  placed  one  inch  and  a  half  below  the  bearing  of  the  cylinder  c  When  the  pressure  screws  of  the 
calender  are  lifted,  the  blocks  of  the  top  roller  being  attached  to  them,  the  rods  e  e  are  lifted  also, 
and  along  with  them  the  different  rollers  as  the  bridges  successively  come  into  contact  with  their 
respective  bearings. 

The  manner  of  passing  the  doth  through  the  calender  varies  very  much,  according  to  the  amount 
of  finish  required  upon  it.  The  various  methods  are  accomplished  by  different  arrangements  of  the 
g^nng,  so  that  a  calender  calculated  to  do  all  the  different  kinds  of  finishing  becomes  a  very  com- 
plicated machine,  on  account  of  the  quantity  of  gearing  required.  For  common  finishing,  the  method 
of  passing  the  doth  through  the  calender  is  as  follows :  The  cloth  is  passed  alternately  over  and 
under  a  series  of  rails  placed  in  front  of  the  machine,  so  as  to  remove  any  creases  that  may  be  in  it, 
and  is  then  introduced  between  the  lower  roller  A  and  cylinder  B  ;  returns  between  the  lower  cylin- 
der ^  and  the  centre  roller  A  ;  passes  again  between  the  central  A  and  the  upper  B ;  and  again  re- 


606. 


606L 


ScALK.— l-5th  inch  =  1  foot 


toms  between  the  top  pair  A  B^  where  it  is  wound  off  on  a  small  roller  (hid  In  the  drawings  by  the 
framfaig  of  the  machine),  pressing  agamst  the  surface  of  the  top  roller  A,  When  this  small  roller 
is  filled  with  doth  it  is  removed,  and  its  place  supplied  by  another,  to  be  in  succession  filled  as  the 
I  of  the  madiine  progresses. 
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Water-Mangle^  with  itoo  copper  and  three  rvooden  rollere,  designed  and  constracted  by  Messrs.  A. 
More  &  Son. — This  machine,  Figs.  606  and  606,  differs  nothing  in  principle,  and  little  in  general 
construction,  from  the  five-rollered  calender  above  described,  except  in  this — that  it  is  intended  for 
wet  goods.  It  is  drawn  to  a  scale  slightly  less,  but  the  views  given  and  the  lettering  of  the  parts 
correspond  to  those  of  the  preceding  figures. 

A  A  Ay  the  three  wooden  rollers,  and  £  J9,  the  two  copper  rollers  of  the  mangle.  These  last  oon- 
sist  of  a  copper  cover  upon  a  cast-iron  body,  through  which  passes  a  wrought-lron  arbor,  difFeriog 
from  those  of  the  wooden  rollers  in  being  round,  whereas  these  are  square  between  the  bearings. 
The  smaller  of  the  two  cepper  rollers,  namely,  the  third  In  order,  is  in  this  arrangement  the  driver, 
the  mangle  being  driven  like  the  calender,  by  a  system  of  reversing  gear  not  shown  in  the  drawmgs. 
The  pressure  in  the  mangle  is  brought  on  by  a  system  of  levers,  which  differ  slightly  from  that 
described.  In  this,  indeed,  there  are  strictly  two  distinct  pressures :  that  brought  on  the  axis  of  the 
middle  roller  by  the  lever  i?,  which  is  connected  by  a  link  with  the  weighted  lever  F;  and  that 
transmitted  through  the  whole  system  of  rollers  by  ihe  single-weighted  lever  Z>.  The  weight  of  this 
last  is  regulated  by  means  of  a  set-screw,  which  turns  in  a  nut  in  the  jaws  of  the  lever  Z>,  and  bears 
upon  the  set-block  which  rests  upon  the  arbor  of  the  top  roller.  This  pressure  is  thus  transmitted 
downward  from  the  top  roller  throughout  the  whole  set,  and  at  the  middle  roller  £  is  added  to  the 
pressure  obtained  by  the  lever  K  By  this  arrangement,  the  pressure  between  the  three  under 
rollers  is  greater  by  the  pressure  of  B  than  it  is  between  the  upper  pair ;  but  for  very  high  press- 
ure the  lever  D  may  be  locked  by  set-pins  and  the  set-screws  turned  down  by  the  hand-wheel  G, 
until  the  requisite  degree  of  pressure  is  obtained.  The  manner  of  passing  the  cloth  through  this 
machine  is  the  same  as  that  already  described  in  the  calender,  with  this  single  exception,  that 
before  the  cloth  enters  between  the  lowest  roller  A  and  the  small  cylinder  j&,  jets  of  water  from  a 
pipe  perforated  with  small  holes,  extending  the  whole  width  of  the  machine,  are  allowed  to  play 
upon  the  cloth,  so  as  to  impart  to  it  sufficient  moisture  for  causing  it  to  receive  the  requisite 
degree  of  smoothness  preparatory  to  the  starching  process,  and  at  the  same  time  allow  the  cylmder 
£  to  free  it  from  any  impurities  that  may  be  remaining  in  it,  by  forcing  them  back  with  the 
expressed  water. 

Description  of  Calender,  Fios.  601  and  608, — A,  two  cast-iron  frames.  £,  (7, 2),  three  cylinders. 
-E;  Fj  G,  three  cog-wheels.    ^  /,  two  force-screws.    Ky  i,  two  fly-wheels  with  handles. 

The  cylinder  £,  which  is  hi  cast-iron,  and  hollow,  is  heated  by  another  iron  cylinder  heated  red- 
hot.  The  material  of  the  cylinder  C  is  pasteboard ;  its  axle  is  of  wrought-iron.  These  three 
cylinders  must  be  perfectly  round  and  parallel. 

The  wheel  F  forms  the  communication  between  F  and  G,  which  rest  upon  the  cylinders  £  and  D. 
The  relation  of  i^  to  the  circumference  of  the  cylinders  is  such  that,  when  the  machine  is  set  to  work, 


these  cylinders  slide,  causing  friction,  and  thus  give  a  gloss  to  the  cloth.    The  friction  is  variable 
according  to  the  nature  of  the  tissue. 

In  order  to  set  the  machine  in  motion,  the  fly-wheels  K  and  L  being  turned  so  as  to  press  the 
screws  H  and  I  against  the  pillows  of  the  first  cylinder  £,  the  cloUi  is  placed  between  the  rollers  in 
the  direction  indicated  by  the  arrows. 
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Snoe  the  introduction  of  web-perfecting  printing-presses,  rolls  for  calendering  paper  require  great 
troth  in  their  roundness  and  parallelism.  Suppose,  for  instance,  a  pair  of  rolls  to  be  the  10,000th 
part  of  an  inch  out  of  parallel,  and  the  paper  rolled  by  them  therefore  the  20,000th  part  of  an 
inch  thidcer  on  one  side  than  on  the  other.  Now,  suppose  a  roll  of  such  paper  to  be  88  inches 
in  diameter,  the  mandrel  upon  which  it  is  rolled  being  8  inches  thick,  and  there  to  be  450  thicknesses 
of  paper  to  an  inch;  the  roll  would  in  such  case  be  .675  of  an  inch  in  diameter  or  2.12  inches 
in  drcumferenoe  greater  at  one  end  than  at  the  other ;  and  the  effect  of  such  a  roll  being  placed 
upon  a  modem  printing-press,  through  which  it  would  require  to  be  drawn  at  a  speed  of  from  15  to 
20  miles  an  hour,  would  be  that  the  whole  strain  due  to  unwinding  the  paper  at  such  a  great  speed 
would  be  sustained  by  the  paper  unwinding  from  the  small  diameter  of  the  roll,  causing  it  to  tear. 
To  remedy  this  defect,  Messrs.  J.  Morton  Poole  &  Co.,  of  Wilmington,  Delaware,  have  introduced 
a  finishing  process  for  rolls,  which  has  achicTcd  remarkable  success,  and  which  has  been  in  con- 
sequence introduced  in  Europe.  That  process  is  as  follows :  After  the  roll  has  been  turned  as  ac- 
curately as  is  practicable  with  the  steel  tools,  it  is  finished  in  the  grinding  lathe  or  machine;  and  the 
principle  upon  which  this  lathe 

operates  is  as  follows:  If  we  ^^ 

suppose  the  lower  part  of  a 
compound  lathe-carriage  to  sup- 
port the  upper  part  so  as  to  per- 
mit to  the  latter  a  free,  swing- 
ing, cross-feed  motion,  and  form 
it  60  as  to  carry  two  reyolving 
oonmdum-wheels,  one  on  each 
nde  of  the  roll,  so  that  the  hori- 
aontal  centre  line  of  the  roll  will 
be  level  with  the  centres  of  the 
corundum-wheels,  it  is  eyident 
that  the  two  will  form  a  pair  of 
grinding  calipers,  and  will  ad- 
just themaelyes  to  touch  the  roll 
equally  on  botI\  sides,  just  the 
same  as  the  points  of  a  pair  of 
calipers,  held  loosely,  will  adjust 
tiiemselves  to  the  diameter  of  a 
roll  It  is  also  evident  that  a 
pair  of  wheels  adjusted  in  this 
manner,  if  traversed  along  the 
roll,  will  come  hi  contact  with, 
and  operate  upon,  the  roll  in 
places  where  the  diameter  of  the 
roll  IS  equal  to  or  exceeds  the 
nearest  width  between  the  two 
oomndom  -  wheels,  while  such 
parts  of  the  roll  as  are  of  a  di- 
ameter less  than  is  the  said  dis- 
tance between  the  wheels  will 
remain  untouched.  If,  there- 
fore, the  wheels  are  adjusted  in 

their  distance  apart  and  operated  along  the  roll  until  all  the  turmng-marks  are  effaced,  the  roll  will 
be  made  quite  parallel,  except  in  so  far  as  the  reduction  in  the  diameters  of  the  grinding-whecls  and 
the  deflection  or  sag  of  the  roll  may  prove  disturbing  elements. 

The  latter  element  is  of  no  practical  moment,  however,  since  its  effect  upon  an  ordinary  roU  8  feet 
long  has  been  computed  not  to  affect  the  diameter  of  the  roll  to  more  than  the  200,000th  part  of  an 
inch.  Referring  to  the  first  disturbing  element,  it  is  less  in  the  process  adopted  by  Messrs.  Poole 
than  in  any  other  yet  known,  for  the  following  reasons :  The  ordinary  plan  is  to  perform  the  grinding 
with  a  wheel  on  one  side  only  of  the  roU.  Now,  supposing  it  to  be  practicable  to  move  the  carriage 
containing  the  wheel  so  delicately  as  to  be  able  to  put  on  a  cut  the  100th  part  of  an  inch  in  depth, 
the  diameter  of  the  roll  will  be  reduced  one-fiftieth  of  an  inch,  and  the  amount  of  the  abrasion  of 
the  emerj-whecl  will  be  that  due  to  the  abrading  of  that  quantity  or  weight  of  metal ;  but  if  the 
feed  of  one  of  Messrs.  Poole's  corundum-wheels  is  moved  the  100th  of  an  inch,  the  reduction  in  the 
size  of  the  roll  will  be  the  100th  of  an  inch  only;  so  that,  with  the  same  amount  of  feed,  Messrs. 
Poole  take  off  only  one-half  the  amount  of  metal,  and  have  twice  the  area  of  grinding-wheel  to  do 
it  with.  Hence  the  deviation  from  parallelism  is  only  one-fourth  as  much  under  their  process  as  it  is 
under  the  process  usually  employed.  From  the  cross-swing  motion,  then,  of  the  frame  carrying  the 
eomndam-wheels,  the  parallelism  of  a  roll  is  inevitable,  providing  that  the  roll  runs  circumfcrentially 
true.  The  ordinary  method  of  grinding  a  roll  to  run  true  in  the  lathe  is  to  grind  it  up  with  one 
emery-wheel  in  a  fixed  position ;  and  this  was  the  plan  formerly  employed  by  Messrs.  Poole,  in  which 
case  the  advantage  obtained  by  their  process  was  that,  since  an  emery-wheel  in  a  fixed  position  will 
grind  a  roll  to  run  true,  and  the  error  arising  from  its  use  lies  in  the  parallelism  of  the  roll,  it  is 
necessary  only  to  finish  the  roll  with  the  two  wheels  in  position  to  insure  both  roundness  and  paral- 
lelinn.  The  only  objection  to  this  plan  was  that  the  grinding  the  roll  true  could  be  performed  twice 
as  quickly  with  the  two  wheels  as  it  could  be  with  the  one,  and  could  be  proceeded  with  simultane- 
ously with  the  truing  for  parallelism.    The  method  of  accomplishing  this  result  is  as  follows :  By 
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pladng  a  slight  pressure  upon  the  frame  carryfaig  the  oonmdtim-wheelB,  bo  as  to  offer  a  slight  re- 
sistance to  its  cross-swing,  the  high  spots  or  places  upon  the  roll  will  press  more  hesYily  upon  the 
respective  corundum-wheels  as  it  passes  them,  and,  as  a  consequence,  will  suffer  the  most  abrasion. 
This  remark  applies,  howeyer,  to  high  spots  which  do  not  extend  entirely  around  the  drcumferenoe 
of  the  roll,  and  not  to  high  places  due  to  an  increase  of  diameter;  or,  in  other  words,  it  applies  to 
those  high  spots  which  constitute  a  want  of  truth  or  roundness  in  the  rolL  If  then  a  roll,  being 
out  of  round  and  out  of  parallel,  is  operated  upon  with  the  wheel-frame  or  carriage  slightly  resisted, 
the  truing  for  both  roundness  and  parallelism  will  progress  jointly ;  then,  when  the  roll  is  ground 
BO  as  to  run  true,  the  wheel-carriage  is  allowed  to  swing  freely  while  the  finishing  trarerses  are 
made.  J.  R. 

CALICO-PRINTING  is  the  process  of  impressing  designs  in  one  or  more  colors  upon  cotton 
doth.  The  coloring  substances  employed  are  divided  into  wbttaniivet  and  adjecUvm,  The  fomoer 
are  capable  of  producing  permanent  dyes  of  themselves;  the  latter  require  certain  intermediate 
matters. 

It  is  often  necessary  to  apply  Bome  substances  to  the  cloth  which  shall  act  as  a  bond  of  union 
between  it  and  the  coloring  matter.  These  substances  are  usually  metallic  salts  called  vwrdantt^ 
which  have  an  affinity  for  the  tissue  of  the  cloth  as  well  as  for  the  coloring  matter  when  in  a  state 
of  solution,  and  form  with  the  Matter  an  insoluble  compound.  The  usual  mordants  are  alum,  and 
several  salts  of  alumina,  peroxide  of  iron,  peroxide  of  tin,  protoxide  of  tin,  and  oxide  of  dironM. 
Mordants  are  useful  for  all  vegetable  and  animal  coloring  matters  which  are  soluble  in  water,  but 
have  not  a  strong  affinity  for  tissues. 

To  prevent  the  mordant  or  the  coloring  matter  from  spreading  beyond  the  proper  limits  of  the 
design,  thickeners  are  used  to  bring  it  to  the  required  consistence ;  the  most  useful  are  wheat  starch 
and  flour,  but  many  other  materials  are  used.  The  colors,  with  the  proper  thickeners,  are  prepared 
in  vessels  furnished  with  steam-jackets,  for  raising  the  contents  to  the  required  temperature. 

There  are  eight  different  styles  of  calico-printing,  each  requiring  different  methods  of  manipula- 
tion, and  peculiar  processes : 

1.  The  madder  style  (so  called  from  its  being  chiefly  practised  with  madder),  to  which  the  best 
chintzes  belong,  in  which  the  mordants  are  applied  to  the  white  cloth  with  many  precautions,  and 
the  colors  are  forward  brought  up  in  the  dye-bath.  These  constitute  permanent  prints.  2.  The 
padding  style,  in  which  the  whole  surface  of  the  calico  is  imbued  with  a  mordant,  upon  whidi  after- 
ward different-colored  figures  may  be  raised  by  the  topical  application  of  other  mordants  joined  to 
the  action  of  the  dye-bath.  8.  The  resist  style,  where  the  white  cloth  is  impressed  with  figures  in  re- 
sist paste,  and  is  afterward  subjected  first  to  a  cold  dye,  as  the  indigo  vat,  and  then  to  a  hot  dye-bath, 
with  the  effect  of  producing  white  or  colored  spots  upon  blue  ground.  4.  The  discharge  style,  in  which 
thickened  acidulous  matter,  dther  pure  or  mixed  with  mordants,  is  imprinted  in  certain  points  upon 
the  cloth,  which  is  afterward  padded  with  a  dark-colored  mordant,  and  then  dyed,  with  the  effect  of 
showing  bright  figures  on  a  dark  ground.  5.  China  blues,  a  style  resembling  blue  stone-ware,  prac- 
tised with  indigo  only.  6.  The  decoloring  style,  by  the  topical  application  of  chlorine  or  chromic  add 
to  dyed  goods.  This  is  sometimes  called  a  discharge.  7.  Priniing  by  steam,  a  style  in  which  a  mix- 
ture of  dye  extracts  and  mordants  is  topically  applied  to  calico,  while  the  chemical  reaction  which 
fixes  the  colors  to  the  fibre  is  produced  by  steam.  8.  Spirit  colors,  produced  by  a  mixture  of  dye 
extracts  and  a  solution  of  tin.    These  colors  are  brilliant  but  fugitive. 

The  processes  actually  required  for  finishing  a  piece  of  cloth  in  the  madder  style,  as,  for  example, 
in  produdng  a  red  stripe  upon  a  white  ground,  are  numerous.  The  bleached  cloth  is  submitted  to 
nineteen  operations,  as  follows :  1.  Printing  on  mordant  of  red  liquor  (a  preparation  of  aluminaX 
thickened  with  flour,  and  dyeing ;  2.  Ageing  for  three  days ;  8.  Dunging ;  4.  Wincing  in  cold  water ; 
5.  Washing  at  the  dash-wheel ;  6.  Windng  in  dung-substitute  and  size ;  1.  Windng  In  cold  water ; 
8.  Dyeing  in  madder ;  9.  Windng  in  cold  water;  10.  Washing  at  the  dash-wheel;  11.  Wincing  in 
soap- water  containing  a  salt  of  tin;  12.  Washing  at  the  da^-wheel;  18.  Wincing  in  soap-water; 
14.  Windng  in  a  solution  of  bleaching  powder;  16.  Washing  at  the  dash-wheel ;  16.  Drying  by  the 
hydro-extractor;  17.  Folding;  18.  Starching;  19.  Drying  by  steam. 

By  different  engraved  rollers,  each  supplying  a  different  mordant,  various  shades  and  colors  are 
afterward  brought  out  by  one  dye.  Before  the  mordanted  cloth  is  dyed,  it  is  hung  for  some  time  in 
airy  chambers  in  order  that  the  mordants  may  intimately  oomMne  with  the  fibre.  This  operati<m, 
called  ageing,  is  abbreviated  by  a  process  in  which  the  goods  are  passed  over  rollers  in  a  room  in 
which  a  small  quantity  of  steam  is  allowed  to  escape. 

The  aniline  colors  are  largely  used  for  calico-printing,  and  are  applied  topically,  the  only  mordant 
used  being  albumen  or  vegetable  gluten  prepared  in  various  ways. 

The  printing-cylinders  are  of  copper,  and  vary  in  length  from  80  to  40  inches,  according  to  the 
width  of  the  calico;  the  diameter  varies  from  4  to  12  inches.  Each  cylinder  is  bored  through  the 
axis,  and  accurately  turned  from  a  solid  piece  of  metal.  To  engrave  a  copper  cylinder  by  hand,  with 
the  multitude  of  minute  figures  which  exist  in  many  patterns,  would  be  a  very  laborious  and  expen- 
sive operation ;  and  the  invention  of  Jacob  Perkins  of  Massachusetts,  for  transferring  engravings  from 
one  surface  to  another  by  means  of  steel  roller  dies,  has  long  been  applied  to  calico-printing  with 
perfect  success.  The  pattern  is  first  drawn  upon  a  scale  of  about  8  inches  square,  so  that  this  mze 
of  figure,  bdng  repeated  a  number  of  times,  will  cover  the  printing-cylinder.  This  pattern  is  next 
engraved  in  intaglio  upon  a  roller  of  softened  steel,  about  1  inch  In  diameter  and  8  inches  long,  so 
that  it  will  exactly  occupy  its  surface.  This  small  roller,  which  is  called  the  die,  is  next  hardened  by 
heating  it  to  redness  in  an  iron  case  containing  pounded  bone-ash,  and  then  plunging  it  into  cold 
water,  its  surface  being  protected  by  a  chalk  paste.  This  hardened  roller  is  put  into  a  rotary  press, 
and  made  to  transfer  its  design  to  a  similar  roller  in  a  soft  state  called  the  mill ;  the  design  which 
was  sunk  in  the  die  now  appears  in  rdief  on  the  mill.    The  mill  in  its  turn  is  hardened,  and. 


Digitized  by 


Google 


CAUCO-PRINTING.  293 


being  put  into  a  rotary  press,  indents  upon  the  large  copper  cylinder  the  whole  of  the  intended 
pattern. 

As  the  use  of  copper  in  rollers  constitutes  a  large  item  of  expense,  there  have  been  many  inven- 
tions  for  rollers  only  partially  of  that  metal  or  entirely  of  other  substances.  Iron  has  been  used  as 
an  inner  cylinder  for  a  thin  copper  enrelope ;  in  one  case  these  cylinders  had  corresponding  grooves 
to  prevent  turning  one  upon  the  other.  A  seamless  tube  of  copper  has  been  placed  upon  a  taper 
tube  of  sheet-iron,  and  tin  has  been  employed  to  coat  the  interior  of  a  copper  shell,  which  is  then 
soldered  to  an  iron  lining.  Brass  rollers  have  been  tested,  but  the  objection  lies  in  the  hardness  and 
shortness  of  the  alloy.  V  arious  other  alloys,  notably  of  zinc,  and  also  German  silver,  have  been  em- 
ployed, not,  however,  with  success.  Rollers,  either  entirely  of  papier-mach6,  or  of  that  material 
covered  with  a  half-inch  tube  of  copper,  have  been  tested,  and  numerous  plans  involving  electric 
deposition  of  the  metal  have  been  broached.  By  the  latter  means,  instead  of  turning  off  the  worn 
face  of  the  copper  to  expose  a  new  surface,  they  were  maintained  at  the  original  diameter  by  a  new 
coating  of  copper  at  a  minimum  expense.  One  of  the  most  practical  plans  for  utilizing  old  copper 
rollers  is  that  patented  by  Mr.  T.  E^nowles,  which  dispenses  with  the  necessity  of  adjusting  the  roller 
to  the  mandrel  whenever  the  cylinder  requires  renewing.  Over  the  old  thin  roller  an  exterior  roller 
is  forced,  and  when  this  is  worn  thin  another  new  one  is  substituted.  The  exterior  roller  is  held  in 
due  position  tightly  by  means  of  a  nib.  The  etching  process  is  resorted  to  in  case  of  injury  to  a 
roller  wheroby  a  sinking  of  the  surface  is  produced,  all  but  the  sunk  portion,  which  is  covered  with  an 
add-resisting  paint,  being  exposed  to  the  action  of  add  until  the  desirable  flatness  has  been  ob- 
tained.    Strong  aquafortis  is  employed  to 

make  deep  cuts  on  the  roller,  thus  saving  the  600. 

time  whicb  the  engraver  would  otherwise  be 
oranpelled  to  devote  to  making  these  cuts  on 
the  first  steel  die.  The  parts  which  it  is  de* 
aired  shall  not  be  attacked  are  painted  by 
hand  with  an  add-proof  paint.  Pentagraphy 
is  a  system  of  tracing  objects  by  means  of 
diamond  or  steel  points  upon  a  varnished  roll-  . 
er,  and  then  submitting  the  roller  to  the  etch- 
ii^  process,  the  nitric  add  attacking  the  roll- 
er where  the  bituminous  varnish  has  been 
scraped  off. 

¥lf^  609  represents  the  machine  used  in  en- 
graving the  copper  cylinders  used  in  machine   ! 
printing.    In  the  printing-machine  the  cylin- 
ders upon  which  the  pattern  is  engraved,  one  ■ 
cylinder  for  each  color,  are  mounted  on  a   ' 
strong  frame-work,  so  that  each  cylinder  re-   i 
Tohres  against  two  other  cylinders,  one  of 
which  is  covered  with  woolen  cloth,  and  dips 
into  a  trough  containing  coloring  matter  prop- 
erly thickened,  so  that,  as  it  revolves,  it  takes 

up  a  coating  of  color  and  distributes  it  over  the  engraved  roller,  which  transfers  the  pattern  to  the 
doth.  The  cloth  to  be  printed  passes  over  a  large  iron  drum  covered  with  several  folds  of  woolen 
doth,  BO  as  to  form  a  somewhat  elastic  printing  surface :  an  endless  web  of  blanketing  is  made  to 
paaa  round  this  drum,  which  serves  as  a  sort  of  guide,  and  defence,  and  printing  surface  to  the 
calico  which  is  being  printed.  The  superfluous  color  is  removed  from  the  engraved  roller  by  a 
shjurp-edged  knife  or  plate,  usually  of  steel  or  gun-metal,  called  the  color-doctor^  so 
arranged  that  the  color  scraped  off  shall  fall  back  into  the  trough ;  another  plate  of  ^^0. 

steel  removes  the  fibres  which  the  roller  acquires  from  the  calico.  This  arrangement 
will  be  understood  from  Fig.  610,  in  which  A  is  the  iron  drum  over  which  passes  the 
blanket  ^  /  C?  is  the  calico  which  passes  over  the  engraved  roller  below ;  D  is  the 
color-roller,  "E  the  color,  F  the  color-doctor,  and  O  the  lint-doctor.  To  realize  an  idea 
of  a  12  or  20  colored  printing  machine,  it  is  only  necessary  to  imagine  a  large  drole 
and  a  plurality  of  repetitions  of  this  mechanism  arranged  around  its  drcumfcrence. 

In  the  four-color  printing-machine,  fig.  611,  the  pressure  is  normal,  in  all  the 
engraved  rollers,  by  means  of  the  levers  P,  These  rollers  are  turned  by  a  belt 
communicating  with  the  prime  mover.  The  r^ulators  are  adjusted  by  screws,  to 
whic^  are  attached  hands,  indicating  upon  dials  the  space  to  be  run  by  the  rollers  in  order  to  reach 
the  regulators :  this  is  known  without  stopping  the  works.  The  engrav^  rollers  can  be  brought  up  to 
the  preaaing-cylinder,  or  withdrawn  from  it,  without  changing  the  places  of  the  color-vessels  or  of  the 
scrapers ;  for  all  the  different  pieces,  fixed  against  the  pillows  on  the  turning  pieces  of  the  engraved 
rollers,  move  with  these  last.  Finally,  there  is  an  apparatus  placed  behind  the  under  doth,  the 
intemoediate  doth,  and  the  stuff  to  be  engraved,  by  which  the  workman  governs  these  three  pieces 
at  will. 

The  vessels  in  which  the  rollers  dip  are  made  of  copper  or  wood.  It  is  necessary  to  keep  them  sup- 
plied with  a  constant  quantity  of  printing  material,  for  the  rollers  would  soon  only  skim  over  the 
aorf ace  of  the  fluid  and  leave  but  a  feeble  impression ;  to  this  end  a  reservoir  pours  a  continual  sup- 
ply. A  partition  is  placed  in  a  position  which  enables  it  to  dear  the  roller  of  the  froth  with  which 
tta  aoxf  ace  may  be  covered. 

Fig.  612  shows  the  construction  of  a  machine  for  printing  8  colors,  and  fig.  618  one  for  printing 
20  colors.    The  saifMe-roller  machine  executes  similar  styles  of  work  to  those  produced  by  the  per- 
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rodne  described  below.  Here  the  pattern  cylinder  is  in  relief.  In  F!g.  612,  A  is  the  frame-work ;  B 
the  bowl  or  cylinder,  which  is  hollow,  and  made  with  arms  inside ;  C?  C  are  the  surface-rollers,  sup- 
plied with  color  by  the  endless  web  or  sieve  F  revoWing  around  the  wooden  tension  rollers  D  D 

611. 


JL  A  A^  fttuncwork. 

AjpreMing  cylinder. 

CfC  C  r,  engrmved  cyHndera. 

DDDD^  Bcnpers. 

EEEEy  yessels  containing  the  color- 
ing matter:  they  are  raised  and 
lowered  at  pleasure,  by  the  screws 

OOOO^  endless  screws, guiding  the 

regulators. 
HHHUnnjTy  pinions  and  wheels 

which  turn  ail  tne  machineiy. 


i;  a  shaft  communicating  with  the 
moving  power. 

KKKK,  wheels  adapted  to  the  fe- 
male screws  LLLL,  which  put 
the  levers  in  communication  with 
the  pillows  of  the  rollers. 

M^  a  wheel  communicating  with  the 
driving-power,  whose  office  is  to 
press  the  rollers :  it  also  moves  the 
wheel  N^  and  the  endless  screws 
0  00  0,  which  are  engaged  with 
the  wheels  KKKK. 


PPPP,   levers  which  are  loaded 

with  weights   in  proportion  with 

the  pressure   required :   they  are 

situated  beneath  the  floor. 
<?,  the  cylinder  round  which  the  doth 

to  be  printed  is  rolled. 
J2;  the  cylinder  round  which  tite  In- 

termeaiate  cloth  is  wound. 
8y  a  weight  which  keeps  the  doth 

stretched  on  the  cylinders  Q  R. 
T,  a  roller  used  to  give  an  inclination 

to  the  doth  when  printed,  and  reg^ 

ulate  the  speed. 


Digitized  by 


Google 


CALICO-PRINTING. 


295 


E.  The  roller  E  is  screwed  down  so  as  to  press  the  sieves  on  the  fumishing-rollery  which  revolves 
in  the  copper  color-box  O,  The  two  tension-rollers  next  to  the  surface-roller  move  in  slides,  so  that, 
bj  means  of  screw  H,  the  sieve  can  be  pressed  against  the  surface-roller ;  on  leaving  the  furnishing- 

612. 


roller,  the  sieve  is  wiped  bj  the  doctor  I.    The  surface-machine  is  well  adapted  for  woolen  fabrics, 
and  the  colors,  being  laid  on  the  top  of  the  cloth,  have  a  very  rich  appearance. 

The  perrotine  machine  executes  a  style  of  work  very  similar  to  hand-block  printing.  Wooden 
blodu  varying  from  2^  to  8  feet  in  length,  according  to  the  width  of  the  pieces,  and  varying  in 
breadth  from  2  to  6  indies,  have  the  pattern  engraved  in  relief  on  their  surface.  By  the  gas-process 
illustrated  in  Fig.  614,  the  graving-tool  is  heated  to  redness  by  means  of  a  small  gas-burner,  and  de- 
stroys all  parts  of  the  surffuse  except  those  left  in  relief.    Fig.  615  represents  designs  produced  by 


the  gas-process.  The  blocks  are  fixed  with  their  faces  at  right  angles  to  each  other,  in  a  stout  iron 
frame,  and  can  each  in  turn  be  brought  down  upon  the  front,  top,  and  back  of  a  four-sided  iron 
prism,  faced  with  doth  and  revolving  upon  an  axis.    The  goods  to  be  printed  pass  between  the 
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prism  and  the  pattern-blodc,  and  reoeiTe  the  impreasions  in  sucoession.    The  effect  of  these  suc- 
cessive applications  in  producing  the  different  shades  of  a  flower  is  represented  in  Figs.  615,  616, 

and  617.    The  blocks  are  forced  down  upon  the  calico 
^4*  by  means  of  springs,  so  as  to  imitate  the  pressure  of 

the  hand  of  the  block-printer. 

Fig.  618  represents  an  eight-color  pcrrotine  machine, 
a'  a*  a*  a*  a*  are  the  forms,  fastened  to  iron  supports, 
which  are  carried  by  the  pressure-bars  6*  6*  b*  b*  b^. 
These  latter  execute  an  interference  motion,  which,  as 
may  be  examined  in  the  case  of  the  pressure-bar  b\  is 
produced  by  the  two  crank-pins  c  and  <i— of  which  e 
makes  twice  as  many  rcTolutions  in  a  given  time  as  d — 
by  the  joint-levers  e  and  /,  and  the  stay  or  frame  ff. 
Through  the  rotation  of  the  crank-pins  c  and  </,  the 
forms  are  at  first  fully  drawn  back,  while,  by  means  of 
a  special  combination  of  levers,  all  the  color-plates  h 
are  placed  between  the  forms  a^  a*  <^  €t*  a*,  and  the 
printing-tables  t*  t*  t*  t*  t^  The  color-plates  are  flat 
cast-iron  plates  covered  with  an  elastic  material,  upon 
which  color  is  transferred  while  passing  the  color-rollers 
k^k^k^k*  k^.  The  printing-tables,  which  are  also  cov- 
ered with  an  elastic  material,  serve  as  a  support  for 
the  stuff  during  the  operation  of  the  printing.  The  stuff  to  be  printed  is  rolled  off  the  beam  /,  and, 
passing  over  one  stretching-roller,  three  stretching-bars,  and  a  wooden  guide-roller,  is  carried  by 
means  of  the  needle-rollers  m>  m* 

m*  m*  m*  over  the  printing-tables,  ^^  ^^ 

passing  out  of  the  madiine  at  w, 
and  being  then  led  off  to  a  drying 
apparatus.  With  a  further  rota- 
tion of  the  crank-pins,  the  press- 
ure-bars advance  so  far  only  that 
the  forms  touch  the  color-plates, 
the  embossed  designs  of  the  for- 
mer thus  being  caused  to  receive 
color  from  the  latter.  The  pres- 
sure-bars b^  b*b^b^  6*'are  now  with- 
drawn with  the  form  covered  with 
color,  while  the  oolor-plates  pass 
back  in  the  mean  time  to  the  color- 
ing apparatus,  where  they  receive 
a  fresh  supply.  Another  rotation 
of  the  crank-pins  advances  the 
forms  close  to  the  printing4able, 
and  presses  the  design  covered  with 

color  upon  the  stuff  in  front  of  the  printing-tables.    After  this  operation  the  forms  are  drawn 
back,  the  oolor-plates  are  again  placed  between  the  forms  and  the  printing-tables,  and  the  same 

operations  are  repeated  during  the  following 
rotations  of  the  crank^ins. 

During  the  time  the  .coloring-plates  are 
moved  up  and  down  again,  or,  in  other 
words,  during  the  time  in  which  the  forms 
are  not  in  contact  with  the  stuff,  the  latter 
advances  as  much  as  the  width  of  the  form 
(length  of  guide),  so  that  the  next  impres- 
sion takes  place  dose  behind  the  one  previ- 
ously executed. 

By  a  special  contrivance,  it  is  rendered 
possible  to  cause  each  form  to  strike  the 
stuff  on  one  and  the  same  place  twice  suc- 
cessively, after  having  taken  up  color  in  the 
intermediate  time. 

There  are  numerous  machines  connected 
with  calico-printing  for  descriptions  of  which 
the  reader  is  referred  to  the  works  of  ref- 
erence cited  below.  Among  them  may  be 
noted  the  pentagraph  for  reproducing  sev- 
eral  times  at  once  the  lines  of  an  enlarged 
pattern  on  the  rollers;  the  color-pans  and 
dye-vat^,  washing  apparatus,  construction  of 
the  ageing-room,  and  steaming-diests.  Good 
brief  descriptions  of  many  of  these  appear 
in  the  article  on  calico-printing  in  the  **  Encyclopaedia  Britannica,"  9th  edition. 
All  the  finishing  procssses  to  which  calico  is  subjected  have  one  common  end,  namely,  to  fill  up 
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tbe  interstioes  which  exist  in  the  fabrics,  and  thus  give  them  a  more  glossy  and  substantial  appear- 
ance. This  is  effected  by  filling  the  cloth  with  starch,  to  which  sulphate  of.lime  or  baryta  is  often 
added  to  give  factitious  weight  and  solidity.    The  various  operations  are  stretching  (see  Cloth-fin- 


I8HI5G  Hachinzrt),  bleadilng  in  a  chlorine  solution,  which  is  followed  by  steaming,  water-mangling, 
and  drying.  In  the  starching  machine,  a  roller  revolves  in  a  starch  solution  and  carries  it  up  to  the 
cloth,  which  passes  around  upper  rollers,  where  it  becomes  saturated  by  the  squeezing  action  pro- 
duced. After  starching,  the  goods  are  again  dried,  sprinkled,  and  calendered.  (See  Calender.) 
Lastly,  each  piece  is  folded.    (See  Cloth-finishino  Machinert.) 

Work*  fnr  Reference. — "  Trait6  Th6orique  et  Pratique  de  rimpression  des  Tissus,"  Persoz,  Paris, 
1846;  *' A  Practical  Treatise  on  Dyemg  and    Calico-Printing,'' anonymous.  New  York,  1846;  "A 
itia  noA  AQ1  #too  Dictionary  of   Calico-Printing 

and  Dyeing,"  O'Neill,  London 
V  A,  i  —  ^\  ><^^SI^-yt^^2^       ^^^   Manchester,    1862;    "A 

~  ^^^  Practical  Handbook  of  Dyeing 

and  Calico-Printing,"  Crookes, 
London,  1874*;  **  Dyeing  and 
Calico-Printing,"  Calvert,  Lon- 
don and  New  York,  1 876.  For 
details  of  various  improvements 
in  calico-printing  and  dyeing, 
see  files  of  the  Texiile  Colour- 
utj  an  English  monthly  period- 
ical published  during  1876  and 
1877. 
CALIPERS.  An  instrument  for  measuring  the  diameter  or  thickness  of  objects. 
Calipers  are  made  in  a  variety  of  forms,  of  which  several  examples  are  given  in  the 
annexed  engravings.  Fig.  619  is  a  pair  of  inside  and  outside  calipers  combined, 
the  curved  legs  gauging  the  exterior  of  the  work,  as  at  B^  and  the  straight  legs,  the 
ends  of  which  are  bent,  measuring  the  interior,  as  at  A.  Hg.  620  shows  the  usual 
form  of  spring  calipers,  the  legs  being  held  apart  by  the  bow-spring  at  the  junction, 
and  brought  together  by  the  screw.  A  modification  of  this  tool  is  shown  in  Fig.  621, 
which  is  adapted  for  the  measurement  of  keyholes.  There  are  several  kinds  of  registering  calipers, 
one  form  of  which  is  represented  in  Fig.  622.  On  one  leg  is  attached  a  scale,  and  on  the  other  a 
pointer,  which  indicates  the  amount  of  separation  of  the  leg-points,  and  consequently  the  thickness 

*  This  work  oootains  a  rerv  complete  Mries  of  bibliographical  references  to  the  Uteratnre  of  dyelni^,  and.  with  Dr. 
CUvwt*!  book,  la  Uhutnted  by  actual  samplea  of  oaUoo,  ezhibiiisg  the  effects  of  variona  dyes  and  methods  of  printing 
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of  the  object  under  measurement  Registering  calipers  for  measuring  standing  or  cut  timber  have 
arms  about  13  feet  long,  between  which  is  an  arc  denoting  the  quarter  girth  in  feet  and  inches. 

Calipers  may  be  employed  to  mark  off  the  centres  of  holes,  or  to  try  if  a  centre  already  existing 
is  in  the  exact  centre  of  the  hole.  Or  they  will  mark  off  a  face  so  that  it  will  fit  another  ftoe, 
whether  it  be  regular  or  irregular,  the  curved  point  being  kept  against  the  irregular  face,  and  the 
point  describing  (by  moving  the  compass  along)  a  similar  line  on  the  face  to  be  fitted.  They  will 
answer  for  many  of  the  uses  to  which  a  scriblng-block  is  put ;  and  being  lighter  and  more  eaaly 
handled,  and,  furthermore,  capable  of  doing  duty  without  the  use  of  a  surface  or  scribing-plate,  tbej 
are  in  such  cases  far  preferable.  The  legs  may  be  crossed  so  that  the  curved  point  inclines  to  the 
straight  point,  in  which  position  they  will  mark  the  centres  of  shafts  or  rods,  either  roimd,  squire, 
or  any  other  shape,  or  try  such  centres, -when  they  already  exist,  more  accurately  than  can  be  done 
by  any  other  tool  They  will,  in  this  case,  mark  off  a  line  at  the  distance  to  which  they  are  set 
round  any  surface;  they  are  employed  to  mark  off  key  ways,  or  the  taper  of  a  gib  when  the  key 
and  one  edge  of  the  gib  are  placed,  and  for  a  variety  of  other  uses  too  numerous  to  recapitulate,  being 
among  the  most  useful  tools  the  fitter  can  possibly  possess. 

Vernier  Calipera. — ^Figs.  628  and  624  represent  the  sides  of  vernier  calipers  for  very  accurate 
measurement,  made  by  Messrs.  Darling,  Brown,  and  Sbarpe.    One  side  reads  to  thousandths  of  inches, 
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the  other  to  sixty-fourths  and  fiftieths  of  inches.  Both  inside  and  outside  calipers  are  provided,  and 
also  points  to  transfer  the  distance  with  dividers.  The  instruments  are  of  steel,  with  tempered  points 
and  ground  jaws.  The  method  of  reading  the  instrument  is  as  follows :  On  the  bar  is  a  line  of 
inches  numbered  0,  1,  2,  &c.,  each  inch  being  divided  into  ten  parts,  and  each  tenth  into  four  parts;, 
making  forty  divisions  to  the  inch.  On  the  sliding  jaw  is  a  line  of  division  (called  a  vernier,  from 
the  inventor's  name)  of  twenty-five  parts,  numbered  0,  6,  10,  20,  25.  The  twenty-five  parts  on  the 
vernier  correspond  in  extreme  length  with  twenty-four  parts,  or  twenty-four  fortieths,  on  thebtr; 
consequently  each  division  on  the  vernier  is  smaller  than  each  division  on  the  bar  by  one  thousandth 
part  of  an  inch.  If  the  sliding  jaw  of  the  calipers  is  pushed  up  to  the  other,  so  that  the  line  marlced 
0  on  the  vernier  corresponds  with  that  marked  0  on  the  bar,  then  the  two  next  lines  to  the  right  will 
difPer  from  each  other  by  one  thousandth  of  an  ineh ;  and  so  the  difiPercnce  will  continue  to  increase, 
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one  thousandth  of  an  inch  for  each  division,  till  they  again  correspond  at  the  line  marked  25  on  the 
vernier.  To  read  the  distance,  with  the  calipers  open,  commence  by  noticing  how  many  inches,  tenths, 
and  parts  of  tenths  the  zero  point  on  the  vernier  has  been  moved  from  we  zero  point  on  the  bar; 
now  count  upon  the  vernier  the  number  of  divisions,  until  one  is  found  which  coincides  with  one  on 
the  bar,  which  will  be  the  number  of  thousandths  to  be  added  to  the  distance  read  off  on  the  bar. 
The  best  way  of  expressing  the  value  of  the  divisions  on  the  bar  is  to  call  the  tenths  one  hundred 
thousandths  (.100),  and  the  fourths  of  tenths,  or  fortieths,  twenty-five  thousandths  (.025).  Refer- 
ring to  Figs.  623  and  624,  it  will  be  seen  that  the  jaw  is  open  two  tenths  and  three  quarters,  whidi  is 
equal  to  two  hundred  and  seventy-five  thousandths  (.275).  Now  suppose  the  vernier  was  moved  to 
the  right  so  that  the  tenth  division  should  coincide  with  the  next  one  on  the  scale,  which  will  make 
ten  thousandths  (.010)  more  to  be  added  to  two  hundred  and  seventy-five  tiiousandths  (.275),  making 
the  jaws  to  be  open  two  hundred  and  eighty-five  thousandths  (.285).  In  making  inside  measurements 
with  the  vernier,  two  tenths  or  two  hundred  thousandths  (.200)  of  an  inch  should  be  added  to  the 
apparent  reading  for  the  bigness  of  the  caliper-points.  When  the  other  side  of  the  instrument  is 
used,  no  deduction  is  necessary,  as  there  are  two  lines,  one  indicating  inside  and  the  other  outside 
measurement 

In  using  this  instrument,  the  set-screw  at  A  is  set  up  tight,  while  that  at  JB  is  adjusted  so  as  to 
maintain  B  a  sliding  fit  upon  the  bar.    The  calipers  should  not  be  forced  upon  the  work,  the  measare- 


Digitized  by 


Google 


CAM. 


999 


ment  being  aocorate  when  the  faces  of  the  calipers  just  touch  the  object,  an  easy  moving  fit,  so  that 
the  instnunent  may  be  moved  by  the  finger  and  thumb  upon  the  work  without  any  play  between  the 
edipers  and  the  work. 

MicronuUr  Calipert. — ^This  instrument,  Fi^.  625,  forms  a  reliable  and  convenient  substitute  for  the 
vernier  calipers  for  all  measurements  less  than  one  inch.  The  main  piece  of  the  calipers  is  bow- 
shaped,  with  a  projecting  shank  a,  into  which  is  fitted  the  screw  C,  which  is 
aocorately  cut  with  a  thread  of  40  pitch.  The  shank  a  has  a  line  of  gradua- 
tions of  the  same  pitch  as  the  screw  C.  The  hollow  cap  D,  which  is  firmly 
attadied  to  the  right-hand  end  of  the  screw  C,  fits  upon  the  outside  of  the 
shank  a.  One  revolution  of  this  cap  opens  the  calipers  twenty-five  thou- 
sandths of  an  inch.  Parts  of  a  revolution  are  shown  on  the  line  of  gradu- 
ations upon  the  circumference  of  the  beveled  end  of  the  cap  D,  the  value  of 
eadi  graduation  being  one  thousandth  of  an  inch  in  the  opening  of  the  cali- 
pers. Thus,  thi-ee  whole  turns  and  one-fifth  of  a  turn  would  eqtml  eighty-one 
thousandths  of  an  indi,  inasmuch  as  three  turns  equal  twenty-five  thou- 
sandths, and  one-fifth  of  a  turn  (or  five  of  the  circular  graduations)  equals 
five  thousandths,  making  altogether  eighty-one  thousandths  of  an  inch. 
Though  graduated  to  read  to  thousandths  of  an  inch,  half  and  even  quarter 
thoQMndths  are  easily  obtained,  and  measurements  are  read  without  the  use 
of  a  glass.  It  is  provided  with  screws  for  adjustment  and  for  holding  it 
securely  at  any  given  size.  Being  made  wholly  of  steel,  all  the  parts  are 
durable,  the  points  of  contact  also  bemg  tempered.  It  is  small,  light,  well  adapted  for  use  as  a 
pocket  tool,  and  meets  many  special  requirements  of  fine  implement  makers. 

Hg.  626  represents  calipers  used  for  the  measurement  of  shells  in  order  to  determine  the  thick- 
ness of  the  metal  on  the  great  circle  at  right  angles  to  the  axis  of  the  fuse.  A  quite  handy  tool 
for  the  wood  or  metal  worker  is  the  univereal  compass  calipers  represented  in  Fig.  627.  The  legs 
have  pivoted  to  them  revolving  caliper-ends,  so  that  the  device  can  be  used  either  as  a  plain  scrib^, 
scribiiig  compass,  or  inside  or  outside  calipers.  J.  R. 

CALLIOPK    A  musical  instrument,  consisting  of  a  number  of  steam-whistles  attuned  to  produce 
different  notes.     The  whistles  are  operated  from  a  keyboard,  or  from  a  barrel  rotated  by  medianism, 
and  having  suitably  disposed  pins  which  engage  with  devices  in  communication  with  the  whistles. 
CALORIC  ENGINE.    See  Enginb,  Air. 
CALORIMETER.    See  Electbo-galvanic  Batthues. 

CAM.  A  curved  plate  or  groove  which  oonmiunicates  motion  to  another  piece  by  action  of  its 
curved  edge.  When  the  cam  shown  in  Fig.  628  rotates  in  the  direction  of  the  arrow,  the  roller  P  at 
the  end  of  the  lever  A  P  will  be  raised  gradually  by  the  curved  portion  a  h,  will  be  held  at  rest 
while  b  e  passes  underneath  it,  and  finally  will  be  allowed  to  fall  by  the  action  of  e  a.  The  circular 
motion  being  uniform,  the  reciprocating  piece  may  also  move  uniformly,  or  its  velocity  may  be  varied 
at  pleasure.  Suppose  that  the  reciprocating  piece  is  a  sliding  bar,  whose  direction  passes  through  the 
centre  of  moiian  of  the  cam-plate ;  take  (7,  Fig.  629,  as  this  centre,  let  £  P  represent  the  sliding  bar, 
and  let  ^  be  the  commencement  of  the  curve  of  the  cam-plate.  The  curve  A  P  may  be  set  out  hi  the 
foUowing  manner :  With  centre  C  and  radius  C  A  describe  a  circle,  and  let  B  P  produced  meet  its 
circumference  in  the  point  R.  Divide 
A  R  into  a  number  of  equal  arcs,  A  a, 
a 6,  6  c,  etc.  Join  Co,  C b^  C e^  etc, 
and  produce  them  to  />,  ^,  r,  etc,  mak- 
ing  a  ^,  6  ^,  c  r,  etc,  respectively  equal 
to  the  desired  movements  of  ^  P  in 
the  corresponduig  positions  of  the  cam- 
plate  ;  the  curve  Apqr.,  .i* will  rep- 
resent the  curve  required. 

We  will  next  examine  the  case  where 
the  centre  of  motion  of  the  cam-plate 
Bes  upon  one  side  of  the  direction  of 
Uie  sliding  bar,  and  we  shall  find  that 
the  method  of  setting  out  the  curve 
changes  accordingly.  Suppose  that  the 
direction  of  B  P,  Fig.  630,  passes  upon 
one  side  of  the  centre  of  motk>n  C ; 
draw  C  R  perpendicular  to  j5P  pro- 
duced ;  describe  a  drde  of  radius  6  Ry 
and  conceive  the  motion  to  begin  when 
A  eoinddee  with  J?.  As  a  matter  of 
theory  such  an  extreme  case  is  possi- 
ble, uid  we  will  imagine  it  to  exist  in 
order  to  obtain  the  equation  which  rep- 
resents the  complete  curve.  Practi- 
cally, the  cam  would  be  more  effective 
in  straining  the  bar  than  in  moving  it  when  the  point  P  was  near  to  the  point  R,  Divide  A  R  into 
the  equal  intervals  Aa^ab^bCy  etc,  but  now  draw  ap^  ba^er,  etc,  tangents  to  the  circle,  and  equal 
hi  length  respectively  to  the  desired  movements  ol.B  P  during  the  corresponding  periods  of  motion 
ol  the  cam-piatc  The  curve  Apqr.,,P  will  be  that  required. 
The  hearUwhed  has  been  mu<m  used  in  machinery,  and  is  formed  by  the  union  of  two  similar  and 
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equal  cams  of  the  character  discussed  above.  A  curved  plate  C,  Fig.  631,  shaped  like  a  heart,  actu- 
ates a  roller  P,  which  is  placed  at  the  end  of  a  sliding  bar,  or  wUch  may  be  attached  to  a  lever 
F  A  Bj  centred  at  some  point  A,  and  connected  bj  a  rod  BJ)  to  the  reciprocating  piece.  The  pecu- 
liar form  of  the  cam  allows  it  to  perform  complete  revolutions,  and  to  cause  an  alternate  ascent 
or  descent  of  the  roller  F  with  a  velocity  which  may  be  made  quite  uniform.  Since  a  cam  of  this 
kind  will  only  drive  in  one  direction,  the  follower  must  be  pressed  against  the  curve  by  the  reverse 
action  of  a  weight  or  spring. 

Hitherto  we  have  considered  the  cam  to  be  a  plane  curve  or  groove ;  but  there  is  no  such  restric- 
tion as  to  its  form  in  practice.    Let  us  examine  the  following  very  simple  case,  as  well  as  the  exten- 

681. 


sion  of  which  it  admits :  C  D,  Figs.  682  and  688,  is  a  rectangle  with  a  slit  R  S  cut  through  it 
obliquely ;  a  pin  P  fixed  to  the  sliding  bar  A  B  works  in  the  slit.  If  the  rectangle  CD  be  moved  in 
the  direction  B  8^  it  will  impart  no  motion  to  the  bar  A  B;  but  if  it  be  moved  in  any  other  direc- 
tion, the  pin  F  will  be  pushed  to  the  right  or  left,  and  a  longitudinal  movement  will  be  communicated 
to  the  bar  A  B,  Next  let  O  Vhe  wrapped  round  a  cylinder ;  it  will  form  a  screw-thread,  and  the 
revolution  of  the  cylinder  upon  its  axis  will  be  equivalent  to  a  motion  of  the  rectangle  at  right 
angles  to  the  bar.  We  shall  have,  therefore,  by  the  arrangement  in  Fig.  634,  a  continuous  uniform 
rectilinear  motion  of  the  bar  A  B  during  the  revolution  of  the  cylinder  upon  which  the  screw-thread 
is  traced.    If  the  pitch  of  the  screw  be  constant,  the  motion  ot  FB  will  be  uniform,  and  any  diange 


of  velocity  may  be  introduced  by  a  proper  variation  in  the  direction  of  the  screw-thread.    If  the 
screw  be  changed  into  a  circular  ring,  A  B  will  not  move  at  all. 

Cams  are  employed  when  it  is  required  to  effect  a  movement  with  extreme  precision.  Thus  in  the 
machine  of  Mr.  Applcgath  for  printing  newspapers,  the  accuracy  with  which  the  sheet  is  delivered 
is  very  remarkable,  and  is  insured  by  the  assistance  of  the  cam  represented  in  Fig.  635.  As  C 
revolves,  the  roller  at  B  drops  into  the  hollow  of  the  plate,  thereby  determining  the  fall  of  the  lever 
A  By  and  by  it  the  fall  also  of  another  roller  which  starts  the  paper  upon  its  course  to  the  printing- 
cylmder.    See  *^  Elements  of  Mechanism,"  Goodeve,  London  and  New  York,  1877. 

CANALS.  Canals  are  open  channels  of  water  for  the  purposes  of  navigation,  water-supply  for 
cities  and  manufactories,  for  drainage,  for  irrigation,  etc.  The  form  and  size  of  the  canal  will  de- 
pend upon  the  purposes  to  which  it  is  to 
be  applied :  for  navigation,  on  the  aixc  of 
the  boats  and  the  amount  of  traflSc ;  for 
water-supply,  drainage,  etc,  on  the  amount 
of  water  to  be  supplied  or  discharged. 

Navigable  canals  may  be  divided  into 

two  classes :  Class  I.  Canals  which  are  on 
the  same  level  throughout  their  entire  length,  as  those  which  are  found  in  low  level  oonntriefl; 
Class  II.  Canals  which  connect  two  points  of  different  levels,  which  lie  either  in  the  same  valley,  or 
on  opposite  sides  of  a  dividing  ridge. 

Canals  of  class  I.  are  found  in  broken  countries,  in  which  it  is  necessary  to  divide  the  entire 
length  of  the  waterway  into  several  level  portions,  the  communication  between  which  is  effected 
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by  some  artificial  means.  The  cross-section  of  this  class  presents  usually  a  waterway  or  channel  of 
t  trapezoidal  form,  with  an  embankment  on  each  side,  raised  above  the  general  level  of  the  country, 
and  formed  of  the  excavation  for  the  waterway.  In  Fig.  686,  A  represents  the  waterway ;  B^  tow- 
patlis ;  Cy  bermes ;  i>,  side-drains ;  £^  puddling  of  sand  or  clay. 

IL  This  cUss  will  admit  of  two  subdivisions :  1.  Canals  which  lie  throughout  in  the  same  valley ; 
2.  Canals  with  a  summit  level. 

CronsecChn. — ^The  side  formations  of  excavations  and  embankments  require  peculiar  care,  par- 
ticularly the  latter,  as  any  crevices  left  when  they  are  first  formed,  or  which  may  take  place  by  set- 
tUng,  might  prove  destructive  to  the  work.  In  most  cases,  a  stratum  of  good  binding  earth,  lining 
the  waterway  throughout  to  the  thickness  of  about  4  feet,  if  compactly  rammed,  will  be  found  to  offer 
sufSdent  security  if  the  substructure  is  of  a  firm  character  and  not  liable  to  settle.  Fine  sand  has 
been  applied  with  success  to  stop  the  leakage  in  canals.  The  sand  for  this  purpose  is  sprinkled  in 
small  quantities  at  a  time  over  the  surface  of 

the  water,  and  gradually  fills  up  the  outlets  in  -  ^^' 

the  bottom  and  sides  of  the  canaL  But  neither 
this  nor  puddling  has  been  found  to  answer  in 
all  cases,  particularly  where  the  substructure  is 
formed  of  fragments  of  rocks  offering  large 
crevices  to  filtrations,  or  is  of  a  marly  nature. 
In  such  cases  it  has  been  found  necessary  to 
line  the  waterway  throughout  with  stone  laid 
in  bydranlic  mortar.  A  lining  of  this  character,  a,  Fig.  6S7,  both  at  the  bottom  and  sides,  formed 
of  flat  stones  about  4  inches  thick,  laid  on  a  bed  of  hydraulic  mortar  1  inch  thick,  and  covered  by 
a  shnilar  ooat  of  mortar,  making  the  entire  thickness  of  the  Ihung  6  inches,  has  been  found  to  answer 
all  the  required  purposes.  This  lining  should  be  covered,  both  at  bottom  and  on  the  sides,  by  a 
layer  of  good  earth,  at  least  8  feet  thick,  to  protect  it  from  the  shock  of  the  boats  striking  either 
of  those  parts. 

Although,  for  the  sake  of  saving  expense  in  aqueducts  and  bridges,  short  portions  of  a  canal  may 
be  wide  enough  for  the  passage  of  one  boat  only,  the  general  width  ought  to  allow  two  boats  to 
pass  each  other  easily.  The  depth  of  water  and  sectional  area  should  be  such  as  not  to  Cause  any 
material  increase  of  the  resistance  to  the  motion  of  the  boat  beyond  what  it  would  encounter  in  open 
water.    The  following  are  the  general  rules  which  fulfill  these  conditions :  Least  breadth  at  bottom 


=  2  X  greatest  breadth  of  a  boat  Least  depth  of  water  =1^  foot  +  greatest  draught  of  boat. 
Least  area  of  waterway  =  6  x  greatest  midship  section  of  a  boat. 

The  bottom  of  the  waterway  is  flat.  The  sides,  when  of  earth  (which  is  generally  the  case), 
flfaould  not  be  steeper  than  1^  to  1.  When  of  masonry,  they  may  be  vertical ;  but,  in  that  case,  about 
2  feet  additional  width  at  the  bottom  must  be  given,  to  enable  boats  to  clear  each  other ;  and  if  the 
length  traversed  between  vertical  sides  is  great,  as  much  more  additional  width  as  may  be  necessary 
in  order  to  give  sufficient  sectional  area. 

Figs.  6S8  and  639  represent  cross-sections  of  the  Erie  Canal  as  enlarged — the  former  through  level 
cuttings  and  the  latter  through  a  city. 

AU  canal  embankments  should  be  formed  and  rammed  in  thin  layers.  The  surface  of  the  tow- 
path  is  usually  about  2  feet  above  the  water-level,  and  is  generally  about  12  feet  wide.  It  is 
made  to  slope  sli^tly  in  a  direction  away  from  the  canal,  in  order  to  give  a  better  foothold  for  the 


horses,  as  they  draw  in  an  oblique  direction.  The  slopes  are  to  be  pitched  with  dry  stone  from  6 
to  9  inthea  thick. 

The  disposition  to  be  made  of  watercourses  intersecting  the  line  of  the  canal  will  depend  on  their 
■ize,  the  cdiaracter  of  their  current,  and  relative  positions  of  the  canal  and  stream.  Small  brooks 
which  lie  lower  than  the  canal  may  be  conveyed  under  it  through  an  ordinary  culvert.  If  the  level 
of  the  canal  and  brook  is  nearly  the  same,  it  will  be  necessary  to  make  the  culvert  in  the  shape  of 
an  inverted  siphon,  and  it  is  therefore  termed  a  broken-back  culvert 

Figs.  640,  641,  and  642  are  respectively  top-view,  longitudinal  section,  and  cro^s-section  of  a  com- 
poeiU  culvert.    Its  construction  may  be  briefly  described  as  follows : 

The  foundation  is  composed  of  hemlock  timber  6  inches  to  12  inches  thick,  and  covered  with  hem- 
]odk.  plank  treenailed  to  the  timber.  The  spaces  between  timbers  are  filled  with  fine,  clean  gravel, 
well  puddled  in,  or  with  concrete.  Sheet-piling  from  8  feet  to  6  feet  long  is  put  down  along  the 
upper  and  lower  sides  of  the  foundation. 

The  sides  of  the  culvert  are  composed  of  white  oak  or  white  pine,  8  inches  to  12  inches  wide  and 
IS  iathes  thick  for  culverts  2  feet  high,  and  10  inches  to  14  indies  wide  and  18  inches  thick  for 
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culverts  S  feet  in  height.  The  timbers  are  set  on  edge,  and  connected  with  white-oak  doretailed 
keys  2  inches  thick  and  4  inches  wide,  placed  once  in  6  feet :  a  white-oak  treenail,  2  inches  thick, 
passes  through  the  centre  of  the  timbers,  intermediate  the  keys. 

The  side  timbers  are  connected  with  the  foundation  by  treenails  and  wrought-iron  bolts — ^the  bolts 
being  secured  at  the  top  of  the  coTering-plank  with  screw  and  nut.  The  side  timbers  should  be  not 
less  thui  24  feet  long  each,  and  be  well  lapped,  and  so  placed  as  to  break  joints  with  each  other. 

Sometimes  they  are  grooved,  and  tongued  with  a  white-oak  tongue 

one-half  inch  thick  and  one  inch  wide. 
In  oases  where  there  are  two  or  more  spaces,  the  partitions  are 

made  in  the  same  manner  as  described  for  the  sides. 
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The  floors  are  lined  with  U-inch  white-pine  plank,  treenailed  to  the  foundation  timbers. 
The  top  of  the  culvert  is  covered  with  white-pine  timbers,  from  4  inches  to  10  inches  tliick :  these 
are  grooved  and  tongued  as  above  described,  boxed  down  half  an  inch,  and  treenailed  to  the  tim- 
bers on  which  they  rest. 

If  the  water  of  the  brook  is  generally  limpid,  and  its  current  gentle,  it  may  in  the  last  case  be 
received  into  the  canal.  The  oommunication  of  the  brook  or  fe^er  with  the  canal  should  be  so 
arranged  that  the  water  may  be  shut  off  or  let  in  at  pleasure,  in  any  quantity  desired.  For  this 
purpose  a  cut  is  made  through  the  side  of  the  canal,  and  the  sides  and  bottom  of  the  cut  are  faced 
with  masonry  laid  in  hydraulic  mortar.  A  sliding  gate,  fitted  into  two  grooves  made  in  the  side 
walls,  is  manoeuvred  by  a  rack  and  pinion,  so  as  to  regulate  the  quantity  of  water  to  be  let  in. 
When  the  line  of  the  canal  is  intersected  by  a  wide  watercourse,  the  communication  between  the 

two  shores  must  be  effected  either  by  a  ca- 
nal aqueduct  or  by  the  boats  descending 
from  the  canal  into  the  stream. 

Canal  AgueducU, — As  an  illustration  of 
an  aqueduct  for  the  conveyance  of  a  canal 
across  a  river,  we  instance  the  Wire  Sus- 
pension Aqueduct  over  the  Alleghany  River 
at  I^ttsburg,  Fig.  648,  constructed  under 
the  superintendence  of  John  A.  Roebling, 
at  the  western  termination  of  the  Penn- 
sylvania CanaL  It  consists  of  7  spans,  of 
160  feet  each,  from  centre  to  centre  of 
pier.  The  trunk  is  of  wood,  and  1,140  feet 
long,  14  feet  wide  at  bottom,  16|  feet  on  top,  the  sides  sf  feet  deep.  These,  as  well  as  the  bottom, 
are  composed  of  a  double  course  of  2^-inch  white-pine  plank  laid  diagonally,  the  two  courses  cross- 
ing each  other  at  right  angles.  The  bottom  of  the  trunk  rests  upon  transverse  beams,  arranged  in 
pairs,  4  feet  apart ;  between  these,  the  posts  which  support  the  sides  of  the  trunk  are  let  in  with 
dovetailed  tenons,  secured  by  bolts.  The  outside  posts,  which  support  the  side-walk  and  tow-path, 
incline  outward,  and  are  connected  with  the  beams  in  a  similar  manner.    Each  trunk-post  is  held  by 
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tvD  braces,  2^  x  10  inches,  and  connected  with  the  outside  posts  by  a  double  joint  of  2^  x  10. 
The  tronk-posts  are  1  inches  square  on  top,  and  7  x  14  at  the  heel ;  the  transverse  beams  are  27 
feet  long  and  16  x  6  inches ;  the  space  between  two  adjoining  Is  4  inches.  It  will  be  observed  that 
all  parts  of  the  framing  are  double,  with  the  exception  of  the  posts,  so  as  to  admit  the  suspension- 


rods.  Eadi  pair  of  beams  is  supported  on  each  dde  of  the  trunk  by  a  double  suspension-rod  of 
U-mch  round  iron,  bent  in  the  shape  of  a  stirrup,  and  mounted  on  a  small  cast-iron  saddle,  which 
rests  on  the  cable.  These  saddles  are  connected  on  top  of  the  cables  by  links,  which  diminish  in  size 
from  the  pier  toward  the  centre.  The  sides  of  the  trunk  set  solid  against  the  bodies  of  masonry, 
wfaidi  are  erected  on  each  pier  and  abutment  as  bases  for  the  pyramids  which  support  the  cables. 
These  pyramids,  which  are  constructed  of  8  blocks  of  a  durable,  coarse,  bard-gniined  sandstone, 
rise  6  feet  above  the  level  of  the  side-walk  and  tow-path,  and  measure  8x6  feet  on  top,  and  4x6^ 
feet  at  base.  The  ample  width  of  the  tow-path  and  foot-path  is,  therefore,  contracted  on  every  pier ; 
bat  Uiis  arrangement  proves  no  inoonvenience,  and  was  necessary  for  the  suspension  of  the  cables 
next  to  the  trunk. 

The  caps  which  cover  the  saddles  and  cables  on  the  pyramids  rise  8  feet  above  the  inside  or  trunk 
railing,  and  would  obstruct  the  free  passage  of  the  tow-line ;  but  this  is  obviated  by  an  iron  rod 
which  passes  over  the  top  of  the  cap,  and  forms  a  gradual  slope  down  to  the  railing  on  each  side  o*f 
the  pyramid. 

The  wire  cables,  which  are  the  main  support  of  the  structure,  are  suspended  next  to  the  trunk,  one 
<m  eadi  side.  Each  of  these  two  cables  is  exactly  7  inches  in  diameter,  perfectly  solid  and  compact, 
and  constructed  in  one  piece  from  shore  to  shore,  1,175  feet  long;  it  is  composed  of  1,900  wires  of 
one-ei^th  of  an  inch  in  thickness,  which  are  laid  parallel  to  each  other.  Great  care  has  been  taken 
to  msure  an  equal  tension  of  the  wires.  Oxidation  is  guarded  against  by  a  varnish  applied  to  each 
wire  separately ;  their  preservation,  however,  is  further  insured  by  a  close,  compact,  and  contin- 
Qoos  wrapping,  made  of  annealed  wire,  and  laid  on  by  machinery  in  the  most  perfect  manner.  The 
extremitiefl  of  the  cables  do  not  extend  below  ground,  but  connect  with  anchor-chains,  which,  in  a 
curred  line,  pass  through  large  masses  of  masonry,  the  last  links  occupying  a  vertical  position ;  the 
chains  below  ground  are  imbedded  and  completely  surrounded  by  cement  Where  the  cables  rest 
on  the  saddles,  their  size  is  increased  at  two  pohits  by  introducing  short  wires,  and  thus  forming 
swells,  whidi  fit  into  corresponding  recesses  of  the  casting.  Between  these  swells  the  cable  is  for- 
cibly pressed  down  by  three  sets  of  strong  iron  wedges,  driven  through  openings  which  are  cast  in 
the  side  of  the  saddle. 

Fig.  644  is  a  cross-section,  and  Hg.  645  an  elevation  of  a  canal  aqueduct.  The  trunk  is  con- 
structed of  white  oak  or  white  pine.  The  outside  stringers  are  placed  so  as  to  embrace  the  side- 
pott  tenons,  and  give  them  a  firm  support.  The  side-posts  are  8  x  11|  inches  at  the  top,  and  8  x 
18  inches  at  the  bottom  shoulder,  and  placed  8  feet  from  centre  to  centre.  The  comer  or  end 
posts  are  of  white  oak,  and  extend  down  8  feet  into  the  masonry  to  give  firmness  to  the  comer  of 
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ihe  trunk.  A  white-pine  plate,  10  x  16  inches,  is  framed  on  top  of  the  posts.  The  bottom  of  the 
trunk  and  the  ends  of  the  floor-timbers  in  the  abutments  are  covered  with  a  course  of  2-inch  white-^ 
pine  plank  of  good  quality,  to  make  water-tight  joints.  The  planks  are  treenailed  to  foundation- 
timberB  with  treenails  6  inches  long,  of  suitable  size  to  fill  an  aperture  1  inch  in  diameter.    The 
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sides  are  planked  with  8-inch  white-pine  plank,  tongued  and  grooTed,  and  secured  to  side-poets  with 
treenails  7  inches  long.  The  sides  and  bottom  of  Uie  trunk  are  sometimes  braced  from  recesses  cut 
into  the  masonry.    The  tow-path  bridge  is  12  feet  wide,  and  supported  on  white-pine  stringurs.    The 

MS. 


I 


I 
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floor  is  composed  of  8-inch  white-oak  or  red-beedi  timber,  treenailed  to  the  stringers.  A  timber  of 
hard  wood,  6x8  inches,  is  placed  upon  the  inside  end  of  the  floor  to  guide  the  tow-line,  and  is 
fastened  to  the  front  stringer. 

Waste-weirs  must  be  made  along  the  levels  to  let  off  the  surplus  water.  The  best  position  for 
them  is  at  points  where  they  can  discharge  into  natural  watercourses.  The  best  arrangement  for 
a  wastc-weir  is  to  make  a  cut  through  the  side  of  the  canal  to  a  level  with  the  bottom  of  it,  so  that, 
in  case  of  necessity,  the  waste-weir  may  also  serve  for  draining  the  level  The  sides  and  bottom  of 
the  cut  must  be  faced  with  masonry,  and  have  grooves  left  in  them  to  receive  a  stop-plank  or  a  slid- 
ing gate,  over  which  the  surplus  water  is  allow^  to  flow,  which  can  be  removed  if  found  necessary, 
either  to  let  off  a  larger  amount  of  water  or  to  drain  the  level  completely. 

Locks. — ^A  lock  is  a  small  basin  just  large  enough  to  receive  a  boat,  in  which  the  water  is  confined 
by  two  upright  walls  of  masonry  or  timber,  and  at  the  ends  by  two  gates,  which  open  and  shut,  both 
for  the  purpose  of  allowing  the  boat  to  pass  and  to  cut  oS.  the  water  of  the  upper  level  from  the 
lower,  as  well  as  from  the  lock  while  the  boat  is  in  it 

Fig.  646  represents  a  plan,  if,  and  Fig.  647  a  section,  iV,  through  the  axis  of  a  single  lock  laid  on 
a  b^ton  foundation.    Ay  lock-chamber ;  ^,  fore-bay ;  C,  tail-bay ;  a  a,  chamber- walls ;  b  6,  recesses 

or  chambers  in  the  side  walls  for 
646.  n    upper  gates ;  e  c,  lower  gate  cham- 

bers; d  dy  lift-walls  and  upper 
ndtre-sill;  k  A,  tail-walls;  o  o, 
head-walls ;  m  m,  upper  wing  or 
return-walls;  n  n,  lower  wing- 
walls  ;  D,  body  of  masonry  un- 
der the  fore-bay. 

To  pass  a  boat  from  one  level 
to  the  other — from  the  lower  to 
the  upper,  for  example — the  low- 
er gates  are  opened,  and,  the 
boat  having  entered  the  lock, 
they  are  shut,  and  water  is  drawn 
from  the  upper  level  by  means 
of  valves,  to  fill  the  lock  and 
raise  the  boat ;  when  the  opera- 
tion is  finished,  the  upper  gates 
are  opened,  and  the  boat  is  passed 
out  To  descend  from  the  upper  level,  the  lock  is  first  filled ;  the  upper  gates  are  then  openeid,  and 
the  boat  is  passed  in ;  these  gates  are  next  shut,  and  the  water  is  drawn  from  the  lock  by  valves 
until  the  boat  is  lowered  to  the  lower  level,  when  the  lower  gates  are  opened  and  the  boat  is  passed 
out  of  the  lock. 

Form  to  be  given  to  the  ehambers  of  locks, — ^The  most  convenient  is  the  parallelogram,  a  little  wider 
than  the  boats  that  require  to  pass,  and  sufficiently  long  to  admit  of  the  gates  being  moved  wi^ 
facility.  The  thickness  of  stndght  walls  which  support  earth  should  be  a  third  of  their  height, 
while  those  which  resist  the  thrust  of  water  should  be  one-half ;  if  the  walls  of  the  chambers  of 
locks  have  a  thickness  relative  only  to  the  thrust  of  the  eartii,  they  may  give  way  when  the  earth  is 
put  in  motion,  which  often  occurs  from  a  slight  filtration  behind  the  wall.  Gauthey  has  a  nile  for 
finding  the  thickness  to  be  given  to  the  wall  of  a  basin  intended  to  support  water  throughout  its 
whole  height;  and  in  the  chfunbers  of  locks  it  must  be  remembered  that  the  thrust  of  the  water 
against  the  vertical  surface  is  equal  to  the  product  of  these  surfaces  by  half  the  height  of  the 
water.  Call  h  the  height  of  the  wall,  a;  =  its  thickness :  supposing  its  length  to  be  1  metre,  the  act- 
ing power  will  be  1,000  x  ^h^;  supposing  the  cubic  metre  of  water  to  weigh  1,000  kilogrammes, 
and  the  centre  of  impression  of  this  thrust  being  at  a  third  of  the  height  of  the  wall,  the  arm  of 
the  lever  of  the  acting  power  will  be  equal  to  ik.  The  resisting  power  will  be  the  wall  itself 
=  hx  X  2,000,  supposmg  that  the  cubic  metre  of  masonry  generally  weighs  2,000  kilogrammes. 
The  arm  of  the  lever  will  be  half  the  thickness  of  the  waU  =  ^z ;  consequently  the  mnmantMnn  at 
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the  acting  power  will  be  1,000  x  ih*  x  ^  and  that  of  the  resisting  power  2,000  x  {hx*;  and  as 
in  the  state  of  equilibrium  these  two  powers  should  be  equal,  we  shall  have  167  V  =  1,000  h  z*, 
from  whence  we  have  z  =  y  0.167  A'  =  0.41  A:  but,  as  something  should  always  be  allowed  above 
the  equUibrium,  by  adding  i  we  shall  have  x  =  ih  nearly.  Hence  it  is  evident  tliat  the  thickness  of 
t  wall  intended  to  support  water  should  be  at  least  equal  to  half  the  height  of  the  water  which  acts 
tgamst  it. 

The  length  and  width  of  chambers  of  locks  must  necessarily  be  regulated  in  conformity  with  the 
boats  used  on  the  canal ;  these  are  generally  longer  and  narrower  than  those  on  rivers,  where  the 
shallows  which  occasionally  occur  require  flatter  bottoms  to  be  given  them.  With  regard  to  the 
length  of  the  chambers,  it  should  be  such  as  to  enable  the  gates  at  the  lowest  ends  to  open  and  shut 
ea^.  If  the  rudders  of  the  boats  cannot  be  unshipped,  or  occupy  any  portion  of  the  length  of  the 
diamber,  then  the  chambers  must  be  made  sufficiently  long  to  prevent  them  from  interfering  with 
the  opening  of  the  gate ;  on  which  account  the  most  proper  rudders  for  navigable  canals  are  those 
like  broad  oars,  which  can  be  taken  out  while  passing  through  the  locks. 


Fig.  648  is  a  plan,  Fig.  649  a  longitudinal  section,  and  Fig.  660  a  cross-section  of  the  present 
enh^ed  form  of  one-bau  of  a  double  lock  on  the  Erie  Canal.  A  lock  of  this  description  (of  11- 
feet  lift,  for  example)  is  constructed  as  follows :  The  lock  is  constructed  of  hydraulic  stone  masonry, 
placed  on  a  timber  foundation ;  the  chambers  18  feet  wide  at  the  surface  of  water  in  the  lower  level, 


649. 


and  110  feet  long  between  the  upper  and  lower  gate-quoins ;  side-walls  extend  19  feet  7  inches  above 
the  upper  gate-quoins  and  18f  feet  below  the  lower  gate-quoins ;  side-walls  at  the  head  terminate 
with  rectangular  wing-buttressee,  and  at  the  foot  with  straight  wings  26  feet  in  length,  slightly 
curved  at  their  connection  with  main  walls,  spreading  at  the  end  6  feet  wider  than  bottom  line 
of  lock  walls.    Culverts 

formed  of  large  stone,  ^^ 

cut  to  one-quarter  inch 
joint,  to  pass  the  water 
from  lodE  to  lodL,  are 
eoDstmcted  in  the  walls, 
with  proper  apertures  for 
vahres,  rods,  and  venti- 
lators. The  timbers  un- 
*der  lower  mitre-sill  are 
of  white  oak,  white  elm, 
or  red  beech ;  the  other 
foundation  and  apron 
timbers  are  of  hemlock. 
The  foundation  extends 
3  feet  above  the  face  of 
the  main  wall  at  the  head 

of  the  lock,  and  at  the  foot  6  inches  below  end  of  wing-walls ;  the  length  of  foundation,  exclu- 
sive of  apron,  ia  IIZ  feet  8  inches.  The  spaces  between  timbers  are  flUed  with  concrete  masonry. 
Where  rock  does  not  occur,  sheet-piling  is  driven  4  to  6  feet  deep  at  the  head  of  the  foundation, 
mider  each  set  of  gates,  at  the  lower  end  of  the  wings  and  at  the  lower  end  of  the  apron.  The 
iheetirfling  is  of  2-mch  hemlock  plank,  lined  with  1-inch  pine  boards. 
20 
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irae  of  2f-inch  pine  or  hemlock  plank,  except  a 
,  which  is  covered  with  2^inch  white-oak  plank, 
mails  at  each  end,  and  at  every  8  feet  in  length, 
inches,  and  fill  a  l^-indi  bore.  The  platform  for 
t  timber  extending  across  the  lock,  and  raised  to 
level.  In  this  platform  the  valves  are  inserted ; 
i  by  levers,  rods,  and  shackle-bars  from  the  side 

3S  thick.  Each  sill  is  bolted  to  the  foundation  or 
inch  square,  ragged  and  headed, 
rom  the  wing-buttresses  at  the  bead,  and  88  feet 
ck  including  the  recesses,  and  for  the  intermediate 
ag  back  2^  feet,  and  9  feet  long,  placed  at  equal 
n,  and  having  an  offset  of  6  inches  in  thickness  at 
20}  feet  The  chamber-walls  each  have  a  batter 
top  of  the  wall  The  quoin  stones,  in  which  the 
in  the  line  of  the  chamber,  and  cut  and  formed  to 
i  a  radius  of  3-,%  inches,  and  the  heel  bereled  to 
emately  header  and  stretcher.  The  recesses  for 
the  wall,  12  feet  long,  with  sub-recesses  9  inches 
The  wing-buttresses  at  the  head  of  the  lock  are 
dge  of  the  foundation,  and  are  carried  plumb  to 
all  commences  5^  feet  below  the  upper  end  of  the 
»  side  wall;  it  is  5  feet  wide  and  11  feet  high, 
it  the  point  where  they  join  the  main  walls,  are  7 
dck  on  the  foundation ;  at  4  feet  below  the  top  of 
aasonry  b  hiid  with  upper  and  lower  beds  pardlel, 

ed  vertically,  and  united  by  horizontal  rails ;  the 
are  not  subject  to  much  wear,  although  they  arc 
gate,  which  is  necessary,  as  they  sustain  the  entire 
It,  and  as  that  weight  is  greater  where  the  rails 

seem  natural  that  their  dimensions  should  vaiy 
dimensions,  it  must  be  recollected  that  the  thrust 
weight  of  a  prism  of  water  having  its  surface  as 
must  next  be  considered  that  the  rails  of  the  gate 
itre  to  centre,  so  that,  on  account  of  the  casing  of 
ipport  26  inches  of  water,  and  in  the  second  38 
>e  found  by  multiplying  their  length,  the  interval 
re  the  centre  of  the  rail,  and  the  whole  by  62  lbs., 

of  these  measures  will  be  the  number  of  poundi 
vhole  length. 

Icient  for  small  gates,  and  for  larger  from  8  feet  6 
17  feet  between  the  hanging-posts,  the  rails  would 
!,  putting  six  rails  in  the  height  They  are  gener- 
he  strength  required ;  it  is  true  that  the  gates  are 
lometimes  injurious  to  the  collar  and  the  masonry 
k  lighter  gates. 
6  inches  in  thickness  more  than  the  rails,  and  the 

planks,  which  are  affixed  perpendicularly  to  the 
strength  of  the  rails  and  the  framework  by  thdr 
ween  the  rails,  whidi  aid  materially  in  stro^gthen- 
le  stress  to  the  hanging-post. 

placed  diagonally,  and  making  an  angle  with  the 
une  effect,  and  consequently  the  same  inclinatioD; 
BS  it,  and,  even  when  properly  framed  and  pinned 
post  renders  them  insufficient  to  sustain  the  lower 
an  inclination  m  a  contrary  direction,  and  uniting 

als  on  the  side  of  the  strutting-post,  a  bar  of  tnm 
he  lower  end  of  the  strutting-post,  which  is  an  ex- 
1  diagonally,  inclining  them  from  the  side  of  the 
that  of  the  diagonal  above  the  hanging-post,  and 
m1  of  a  plank,  a  piece  may  be  let  in  in  an  opposite 
nortised  into,  or  very  little,  that  it  may  not  be  m 
the  lower  cross-piece  would  tie  it  to  the  post,  and 
i  position  of  the  planks  gives  them  more  strnigth 
aterial,  but,  on  the  other  hand,  plank  of  different 
iefective  portions. 

ed  above  the  posts,  forming  a  counterpoise  to  the 
and  racking  the  framework ;  for  this  purpose  the 
ia  are  sometimes  used  with  their  butt-ends  not  cot 
.    The  hanging-posts  often  allow  much  water  to  be 
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lost,  in  oonsequenoe  of  bdxig  obliged  to  give  them  sufficient  play,  and  this  could  scarcely  be  preyented 
if  the  pivot  had  not  a  little  moti^,  and  the  collar  fitted  exactly ;  but  the  weight  of  water  occasions 
the  gate  to  unite  by  pressing  it  considerably  against  the  hanging-post ;  still,  as  this  is  cut  circularly, 

it  only  leans  against  a  small  portion  of  its  surface,  and 
^^'  ^    the  water  easily  passes,  notwithstanding  the  great  pres- 

^  sure.  To  remedy  these  defects,  the  posts  should  be  partly 
=i  cut  in  a  circular  form,  and  partly  beveled ;  the  latter  lean- 
ing along  its  whole  length  upon  the  rebate  made  to  receive 
ti  having  a  corresponding  bevel  interrupts  any  filtration ;  the 
part  should  not  touch  the  masonry,  but  have  sufficient  play 
affecting  the  ease  of  the  motion. 

gates  measuring  6  feet  from  the  centre  of  one  heel-post  to  that 

>ther  are  in  some  canals  on  a  segment  of  a  circle,  the  chord  of 

9  about  the  sixth  of  the  span,  or  a  little  more ;  these  propor- 

>t  only  allow  of  the  gates  being  smaller,  lighter,  and  stronger, 

increase  the  pressure  of  the  heel-post  against  the  hollow  quoms, 

enders  them  quite  water-tight    Where  canals  are  narrow,  the 

of  both  the  upper  and  lower  gates  are  usually  kept  open  by 

pin  inserted  between  the  teeth  of  a  rack  and  pinion  which 

lem ;  when  the  paddle  is  required  to  be  shut,  the  pin  is  with- 

and  the  paddle  falls  by  its  own  weight 

ock-gates,  Hg.  651,  of  the  above-described  lock  are  constructed 

i  oak,  planed ;  the  cross-bars  framed  into  the  heel  and  toe  posts. 

isacn  tenon  is  7  inches  long,  and  the  width  equal  to  the  thickness  of 

bar,  and  secured  with  wrought-iron  T's.    The  heel  and  toe  posts  are  framed  into  the  balance-beam 

bv  double  tenons,  and  secured  by  a  wrought-iron  strap  and  balance-rod,  from  the  top  of  the  beam  to 

the  under  side  of  the  upper,  bar.    The  lower  end  of  the  heel-posts  are  banded  with  wrought-iron 

bands.    The  pivots,  sockets,  boxes,  and  journals  are  of  the  best  quality  chilled  cast-iron.    The  gates 

are  planked  with  seasoned  2-inch  white-pine  plank,  secured  by  6-inch  pressed  spikes. 

HoUow  quoins,  or  upright  circular  grooves,  are  formed  in  the  side  walls,  at  the  ends  of  the  timber 
silla,  serving  as  the  hinge  for  the  gates ;  the  upright  post  that  turns  within  them  is  called  the  heel  of 
the  gate,  aiMl  the  other  the  head.  The  former  are  retained  in  their  position  by  a  gudgeon  or  pivot 
taming  in  a  cup  let  into  the  foundation  stones  for  the  purpose ;  sometimes  the  pivot  is  fixed,  and 
the  cup  revolves  upon  it  The  upper  part  of  the  post  is  retained  by  an  iron  ring  or  strap  let  into 
the  side  wall,  and  made  very  secure ;  the  hollow  quoins  should  be  worked  with  great  attention ; 
thcj  are  usually  of  stone  or  brick,  though  cast-iron  has  been  found  well  suited  for  the  purpose. 

The  angle  to  be  given  to  double  lock-gates  has  long  occupied  the  attention  of  engineers,  but  the 
strongest  position  may  be  taken 


when  the  angle  at  the  base  is 
85°  16'  nearly,  and  the  sally  of 
the  gate  is  seven4wentieths,  or 
a  trifle  more  than  one-third,  of 
the  breadth  of  the  lock. 

Valva,  —  Some  lock-gates 
have  their  paddles,  or  valves, 
made  to  open  and  shut  by  the 
movement  of  a  lever,  the  low- 
er end  of  which,  being  loaded, 
keeps  it  always  over  the  aper- 
ture in  the  lower  part  of  the 
gate;  when  it  is  required  to  be 
moved,  the  upper  part  or  han- 
dle of  the  lever  is  pulled  back, 
and  the  water,  forcing  its  pas- 
sage through,  keeps  it  open 
imtU  its  w^bt  overcomes  the 
power,  and  it  is  balanced  back 
into  its  original  position. 

The  crank  and  pinion,  work- 
ing in  a  toothed  rack,  are  now 
nnerally  applied  to  raise  the 
IMddle. 

Screws  are  sometimes  used 
for  this  purpose,  formed  of 
wcxKi,  sliding  up  and  down  in  ^^ 
a  rebated  frame,  fixed  in  the 
stone  mouth  of  the  conduit  or 
padd]e4iole.  The  lateral  pres- 
sure of  tlie  water  causes  it  to 
adhere  closely  to  the  frame,  so 
that  it  is  not  only  necessary  to  make  it  run  with  the  grain  of  the  wood,  but  also  to  have  consider- 
able power  to  move  it ;  this  is  occasionally  effected  by  means  of  a  long  iron  lever,  with  an  eye  at 
one  end  that  spans  the  square  end  of  the  screw,  and  allows  a  sufficient  force  to  be  applied  to  raise 
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the  paddle.  There  are  several  applications  of  the  screw,  one  of  which,  as  used  at  the  gates  of  Don- 
kirk,  is  very  simple,  and  was  for  a  long  time  adopted  throughout  Europe.  To  OTercome  the  hydro- 
static pressure  and  friction,  at  the  mouth  of  the  paddle-hole  was  a  horizontal  circular  opening,  within 
which  was  inserted  an  open  cylinder  of  wood  or  iron  ground  to  fit  it,  which  could  he  raided  by  t 
lever;  the  waste  water  of  the  canal  could  then  escape  over  the  upper  lip  of  the  cylinder,  and  after- 
ward pass  out  by  the  paddle-holes. 

Figs.  652  and  658  represent  an  arrangement  for  the  valves  or  sluices  of  a  lock-gate.    Fig.  652  is 
an  elevation ;  Fig.  658,  a  vertical  section  through  Q  G, 

The  object  of  this  arrangement  is  that,  while  the  gate  is  kept  close  and  tight  by  the  pressure  of 
the  water  forcing  it  against  its  seat,  the  e£fort  of  lifting  the  gate  shall  at  the  same  time  relieve  the 
seat  from  the  pressure  of  the  water ;  and  this  is  effected  by  means  of  fric- 
tion-rollers h  hy  which,  immediately  upon  the  commencement  of  the  lifting 
of  the  gate,  act  as  short  inclines,  thus  taking  the  pressure  from  the  seat,  and 
throwing  it  upon  the  friction-rollers  or  wheels,  easing  the  lifting  of  the  gate. 
When  the  gate  is  closed,  the  wheels  have  run  off  the  inclines,  and  the  gate 
bears  against  its  seat  with  the  pressure  due  to  the  head  of  water.  ^ 

Inclined  Planes  on  Canals, — ^To  save  the  time  and  water  expended  in  shift- 
ing boats  from  one  level  to  another  by  means  of  locks,  inclined  planes  are 
used  on  some  canals.  Their  general  construction  is  as  follows :  The  upper 
and  lower  reach  of  the  canal,  at  the  places  which  are  to  be  connected  by 
inclined  planes,  are  deepened  sufficiently  to  admit  of  the  introduction  of 
water-tight  iron  caissons,  or  movable  tanks,  under  the  boats.  Two  parallel 
lines  of  rails  dtart  from  the  bottom  of  the  lower  reach,  ascend  an  Inclined 
plane  up  to  a  summit  a  little  above  the  water-level  of  the  upper  reach,  and 
then  descend  a  short  inclined  plane  to  the  bottom  of  the  upper  reach. 

There  are  two  caissons,  or  movable  tanks,  on  wheels,  each  holding  water 
enough  to  float  a  boat.  One  of  these  caissons  runs  on  each  line  of  rails ; 
and  they  are  so  connected,  by  means  of  a  chain  or  of  a  wire  rope,  running  on 
movable  pulleys,  that  when  one  descends  the  other  ascends.  These  caissons 
balance  each  other  at  all  times  when  both  are  on  the  long  incline,  because 
the  boats,  light  or  heavy,  which  they  con- 
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tain,  displace  exactly  their  own  weight  of 
water.  There  is  a  short  period  when  both 
caissons  are  in  the  act  of  coming  out  of 
the  water,  one  at  the  upper  and  the  other 
at  the  lower  reach,  when  the  balance  is  not  maintained ;  and,  in  order  to  supply  the  power  required 
at  that  time,  and  to  overcome  friction,  a  steam-engine  drives  the  main  pulley,  as  in  the  case  of  fixed- 
engine  planes  on  railways.  On  some  canals  vertical  lifts  with  caissons  arc  used  instead  of  inclined 
planes. 

Water-supply, — ^With  regard  to  the  supply  of  water  necessary  for  a  canal,  or  for  a  level  of  canal, 
it  embraces  the  quantity  required  for  the  service  of  the  navigation,  that  is,  the  number  of  times  the 
chambers  of  the  locks  will  require  to  be  used  in  the  passage  of  boats,  and  the  losses  arising  from 
evaporation,  from  leakage  through  the  soil  and  through  the  lock-gates,  the  necessary  first  fillings  of 
the  levels  and  the  chance  of  accidents  or  breaches,  and  the  emptying  of  the  levels  for  repairs.  In 
estimating  the  quantity  expended  for  the  service  of  navigation,  the  problem  Is  simple,  knowingthe 
capacity,  form,  and  number  of  locks,  the  size  of  boats,  and  the  contemplated  amount  of  traffia  Widi 
regard  to  the  other  losses  it  must  be  largely  a  matter  of  conjecture.  From  experiments  made  by 
Mr.  J.  B.  Jervis  on  the  Erie  Canal,  the  total  loss  from  evaporation,  filtration,  and  leakage  through  the 
gates  is  about  100  cubic  feet  per  minute  for  each  mile.  Having  determined  the  amoimt  of  water 
required,  the  source  of  the  supply  must  be  gauged ;  and  if  the  minimum  fiow  of  the  stream  be  not 
sufficient,  reservoirs  must  be  constructed  to  equalize  the  supply. 

The  quantities  of  water  discharged  from  the  upper  pond  at  a  lock  or  flight  of  looks,  under  varioiis 
circumstances,  are  shown  in  the  tables  on  the  next  page.  L  denotes  a  lockfnl  of  water— 4hat  is,  the 
volume  contained  in  the  lock-chamber,  between  the  upper  and  lower  water-levels ;  J?,  the  volume 
displaced  by  a  boat.  The  sign  —  prefixed  to  a  quantity  of  water  denotes  that  it  is  displaced  from 
the  lock  into  the  upper  pond.  The  letters  n  and  m  stand  for  a  given  number  of  boats  or  ]o<^  and 
are  used  simply  for  the  purpose  of  generalization.  Thus  a  '*  train  of  n  boats  "  may  mean  a  train  of 
2,  8,  4,  6,  or  as  many  boats  as  are  to  be  considered ;  and  the  same  number  which  n  represents  is 
applied  in  the  f ormulsd  under  "  Water  discharged.'*  Similarly,  a  "  fiight  of  m  locks  "  means  a  flight 
of  2, 8,  4,  5,  eta,  locks. 

From  these  calculations,  it  appears  that  single  locks  are  more  favorable  to  economy  of  water  than 
fiights  of  locks ;  that  at  a  single  lock  single  boats  ascending  and  descending  alternately  cause  less  ex- 
penditure of  water  than  equal  numbers  of  boats  in  trains ;  and  that,  on  the  other  hand,  at  a  fiight  of 
locks,  boats  in  trains  cause  less  expenditure  of  water  than  equal  numbers  of  boats  ascending  and 
descending  alternately. 

For  this  reason,  when  a  long  flight  of  locks  is  unavoidable,  it  is  usual  to  make  it  double;  that  is, 
to  have  two  similar  flights  side  by  side — using  one  exclusively  for  ascending  boats  and  the  other 
exclusively  for  descending  boats. 

Water  may  be  saved  at  flights  of  locks  by  aid  of  side-ponds  (sometimes  called  "  lateral  reservoh^  **). 
The  use  of  a  side-pond  is  to  keep  for  future  use  a  certain  portion  of  the  water  discharged  frofm  a 
lock,  when  the  locks  below  it  in  the  fiight  are  full,  which  water  would  otherwise  be  wholly  discharged 
into  the  lower  reach.  Let  a  be  the  horizontal  area  of  a  lock-chamber,  A  that  of  its  side-pond ;  then 
the  volume  of  water  so  saved  is  X  -4  h-  (-4  +  a). 
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Table  ilunring  QuantUie$  of  Water  di»ehttrgtd  from  th»  Upper  Pond  at  a  Lock. 


SINGLE  LOCK. 

LQckftmnd 

Lockldl 

One  boat  deecendhur .... 

emntr 

L-B 1 

-B f 

L^B 

empty. 

ftiB. 

i  descending  empty. 

1  ascending  ftiU. 

empty. 

ftiU. 

ftilL 

J"*^^^r^ 

Sn!:.. ...... ::::::: 

One  boat  ascending 

empty  or  flilL 

ascending  empty. . .  f 
annty 

two  n  boats,  descending  and  ascending  (' 

ait«ri»t^...rrr^ tta 

Tndn  of  »  boats  descending 

nL 

nL-nB » 

(n-l)Z-iti?....r 
nL  +  nB 

(4                             U                             U              " 

empty  or  ftilL 

ftUl 

TVo  trains,  each  of  n  boats,  the  first  de-  i 

(2f»~l)£ 

QuanUiiet  diacharged  at  a  FUght  of  Locka, 


rUGHT  OF  m  LOCKS. 


L-B t 

-B r 

mX  +  B / 

Z  +  A \ 

mnZ 

tiL-fiB, I 

r»-l)Z-«5....  f 
(m  +  n^l)L  +  nBi 
nL  +  nB ) 

(m  +  2n  — 2)£ 


One  boat  descending. 

U  i* 

One  boat  ascending 

Two  (»)  boatSfdescendliig  and  ascending  f 

alteroatdy f 

Train  of  n  boats  descending. 

%^  u  u 

*•  •*    ascending 

«  U  M 

Two  trains,  each  of  n  boots,  the  first  de- ) 
acending,  the  second  ascending ) 


SP?::::::::::::::: 
SSr:::::::::::::::: 

descending  ftaU ) 

ascending  empty...  ) 

fSif!^::::::::::::::: 
ST::::::::::::::; 

fbll 


empty. 

ftUL 

( descending  empty. 
( ascending  Aill. 

empty. 

ftalL 

flilL 


The  leatt  length  that  can  he  aUotoed  between  the  loch  should  be  such  that  12  inches  of  depth,  over 
and  aboYc  what  a  loaded  boat  will  draw,  will  only  lower  the  water  6  inches  without  the  navigation 
being  interrupted ;  and  if  it  be  required  to  draw  the  contents  of  each  lock  from  the  interval  above, 
the  distance  for  the  locks  must  be  so  regulated  that  the  quantity  of  water  expended  by  one  should 
not  lower  that  of  the  upper  interval  more  than  6  inches  at  most :  thus  the  distance  should  be  greater 
in  proportion  to  the  contents  of  the  chambers  of  the  lodes  and  the  width  of  the  canal ;  that  is  to  say, 
when  the  chambers  are  large  and  the  canal  is  narrow,  the  distance  between  the  locks  should  be 
greater.  Chambers  110  feet  in  length  between  the  gates,  by  17  feet  in  width,  contain  1,870  super- 
ficial foet;  therefore,  11,848  cubic  feet  when  the  fall  is  6  feet  4  inches,  15,869  cubic  feet  when  it  is 
8  feet  6  inches,  and  19,636  cubic  feet  when  10  feet  6  inches.  If  the  cajial  be  48  feet  in  width  at  8 
feet  below  the  ordinary  level  of  the  water,  the  length  of  the  interval  should  be  446  feet,  in  order 
that  the  expenditure  of  locks  of  6  feet  4  inches  of  fall  should  not  lower  the  water  more  than  6 
inches ;  this  l^igth  should  be  607  feet  when  the  locks  are  8  feet  6  inches  of  fall,  and  766  feet  when 
they  are  10  feet  6  inches :  the  distance  then  between  the  lower  eate  of  one  lock  and  the  upper  gate 
of  the  other  should  be  always  about  624  feet  for  ordinary  canals.  If  two  locks  of  8  feet  6  indies 
fall  were  only  distant  160  feet,  the  water  drawn  from  the  interval,  for  the  purpose  of  mounting  the 
boat,  would  lower  it  nearly  26  inches,  and  there  would  not  remain  suffident  to  keep  it  afloat ;  con- 
sequently, it  would  be  necessary  to  draw  a  lockful  from  the  upper  interral,  and  then  a  second,  to 
cause  it  to  rise,  while  only  one  would  be  required  if  the  locks  were  at  a  suffident  distance. 

Thb  example  will  show  the  inconvenience  of  having  locks  too  near  each  other,  whidi  is  still  further 
increased  when  they  are  contiguous.  It  frequently  happens  that  several  boats  arrive  together  in  the 
same  interval,  particularly  where  the  boatmen  stop  or  sleep ;  and  that  no  water  may  be  lost,  the 
interval  where  they  stop  should  be  suffidently  long  to  admit  more  than  one.  If  drcumstances  will 
not  permit  this,  a  greater  width  must  be  given,  that  the  lockful  which  the  rising  boats  draw  from 
the  interval  may  not  cause  the  water  to  lower  so  considerably  as  to  prevent  their  floating,  or  the 
descending  boats  force  in  such  a  quantity  as  to  make  it  run  over  the  gates.  If  the  interval  has  only 
the  ordinary  width  of  48  feet,  it  should  be  6,398  feet  in  length,  so  ^t  ten  rising  boats  could  stop, 
if  none  were  descending  at  the  same  time ;  otherwise  a  part  of  the  water  must  be  drawn  from  the 
other  intervals  to  keep  them  afloat.  If  there  were  as  many  ascending  as  descending  boats,  this  need 
sot  be  so  great ;  but  this  observation  proves  that,  in  forming  a  canal,  it  is  necessary  to  have  basins  at 
thoee  situations  where  boats  are  required  to  stop  any  length  of  time. 

lacomcHoH  on  Caiui/«.— In  early  times  boats  were  drawn  or  pushed  along  by  servants  or  shives. 
In  civilized  countries  horses  and  mules  have  been  chiefly  used.  In  recent  years  many  attempts  have 
been  made  to  use  steam-power  by  driving  the  boat  like  a  propeller.  The  most  successful  boat  of 
this  kind  was  invented  by  Mr.  William  Baxter,  of  Newark,  N.  J.,  and  competed  for  the  prize  of 
$100,000  offered  by  the  State  of  New  York  in  1871  for  an  acceptable  mode  of  applying  steam  for 
propelling  canal-boats  on  the  canals — plans  involving  what  is  called  the  Belgian  system  bdng 
excluded.  This  boat.  Figs.  654  to  667,  on  her  first  trip  in  September,  1872,  with  a  cargo  of  201  tons, 
nuMle  an  average  speed  of  8.38  miles  per  hour,  expending  on  an  average  81.04  lbs.  coal  per  boat* 
mile.  The  power  expended  appeared  to  vary  from  about  28  to  about  88  horses,  and  the  coal  oon- 
snmptiofi  was  about  8^  lbs.  per  horse-power  per  hour.  The  apparent  slip  of  the  screw  was  found 
to  be  from  12-^  to  38  per  cent.,  while  the  actual  slip  varied  from  28|  to  26  per  cent 

The  Belgian  system  has  been  quite  extensively  used  in  some  European  countries.  It  consists  of  a 
eable  whidb  passes  from  one  end  of  the  canal  to  the  other,  and  is  sunk  in  it  It  is  wound  around  a 
wheel  which  is  at  one  end  of  the  boat    Steam-power  is  applied  to  turn  the  wheel ;  and  as  the  friction 
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of  the  rope  on  the  wheel  prevents  it  from  slipping,  Tt  will  take  np  the  cable  on  one  side  of  the  wheel 
and  let  it  out  on  the  other,  and  thus  draw  the  boat  along.    One  of  the  objections  to  this  plan  is  that  it 


665. 


requires  a  large  amount  of  slack-cable  to  accommodate  a  large  traffic,  and  every  boat  must  draw  in 
all  the  slack  every  time  it  passes  over  the  canal. 
The  machinery  of  a  ohain-towing  steamer,  the  most  perfect  type  of  which,  as  worked  on  the  Elbe, 

is  given  in  Fig.  658,  consists 
»..  of  a  pair  of  drums  worked  by 

gearing  from  engines  of  80 
horse-power.  At  each  extrem- 
ity it  is  furnished  with  long 
outriggers,  pivoted  at  one  end, 
the  oSier  projecting  beyond 
the  ends  of  the  vessel,  formed 
of  double  T-irons,  holding  a 
series  of  loose  pulleys  and  a 
pair  of  vertical  guides.  Be- 
tween the  drums  and  the  out- 
riggers there  are  16  or  more 
horizontal  pulleys  placed  in  a 
gutter  about  10  indies  wide 
by  8  indies  deep,  and  fonr  or 
more  vertical  guides  for  sup- 
porting and  guiding  the  diain. 
The  chain  is  taken  on  at  the  stem,  and  dragged  between  and  over  the  puUeys  and  guides  to  the 
drums,  which  are  massive  castings  of  chilled  cast-iron  or  cast-steel.  The  peripheries  of  these  are 
divided  into  grooves  to  prevent  the  triple  rounds  of  chain  in  their  passi^  over  the  drums  from 


getting  entangled  together.  Thence  the  chain  runs  along  the  gutter  supported  by  the  loose  pulleys, 
and  over  the  outrigger,  where  it  is  paid  back  again  into  the  water.  The  objects  of  the  outriggers 
are :  first,  to  allow  the  chain  to  come  on  or  to  run  off  the  steamer  without  cutting  into  the  edges  of 
the  deck  or  fenders,  and  to  clear  the  rudders ;  and  secondly,  in  passing  round  curves,  to  allow  of  its 
being  taken  up  and  run  out  at  an  angle  to  the  line  of  the  steamer's  movement  In  front  and  intern 
of  the  drums  there  are  wells  for  containing  the  slack  chain,  should  there,  from  a  surplus  quantity  of 
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diain,  be  no  strain  astern  of  the  drums  to  haul  the  chain  from  off  the  Teasel.  This  slack  remains 
nodi  the  tension  behind  draws  it  away  again  into  the  river. 

The  chain  used  on  the  Elbe  is  composed  of  14nch,  and  in  some  places  l-tV-inch  iron. 

Wire-cable-towing  steamers,  such  as  are  in  use  in  various  parts  of  Germany,  have  in  the  centre  or 
mid-line,  raised  to  a  sufficient  height,  two  metal  drums,  the  periphery  or  outer  circumference  of 
which  is  divided  into  five  grooves.  These  drums  are  made  conical,  so  that  the  length  of  each  groove 
messured  round  the  circumference  of  the  drum  is  different,  greater  or  less  than  the  rest,  to  corre- 
spond with  the  difference  of  the  strains  developed  by  the  tension  of  the  cable ;  or,  in  other  words, 
by  the  power  transmitted  from  the  engines  to  the  drums,  and  from  the  drums  to  the  wire  cable. 
These  drums,  revolving  upon  strong  shafts,  are  worked  by  double  sets  of  gearing  from  the  engines, 
for  fast  or  slow  motion ;  but  that  their  speeds,  which  vary  under  different  strains,  may  correspond 
atid  be  regulated  exactly,  they  are  coupled  together  by  means  of  the  three-toothed  wheels,  one  of 
which  is  a  friction>wheeL  A  loose  pulley  raised  or  lowered  by  a  lever  is  placed  between  the  drums 
below  the  lower  line  of  their  circumference,  for  the  purpose  of  insuring  the  adhesion  of  the  cable 
to  the  drums  when  necessary. 

The  shafts  carrying  the  drums  also  support  the  transmission-pulleys  which,  by  means  of  two  end- 
less wire  cables  held  at  the  vessel's  extremities  by  pulleys,  transmit  the  necessary  movement  from 
the  engine  to  the  taking-in  and  paying-out  apparatus  termed  a  *^  truck.''  This  is  employed  for  the 
purpose  of  guiding  the  cable  with  a  certain  tension  on  to  the  drums,  and  of  relaying  it  from  the 
steamer  as  it  leaves  the  drums.  It  comprises  a  strong  framing  of  angle-iron,  and  is  furnished  below 
with  small  wheels  by  means  of  which  it  runs  on  deck,  and  is  held  down  to  rails  of  proper  form 
bolted  to  Uie  deck-beams. 

The  truck  is  furnished  with  four  horizontal  press-rolls,  two  above  and  two  below,  working  in  pairs  on 
two  upright  shafts.  The  lower  pair  of  press-rolls  receive  and  transmit  the  power  from  the  engines, 
and  the  upper  pair  guide  and  pay  the  cable  on  and  draw  it  off  from  the  drums,  and  relay  it.  These 
press-roUa  are  cast-iron  wheels,  carrying  at  their  periphery  60  teeth  working  on  India-rubber  rings. 
These  teeth  are  cast  in  metal,  and  their  outer  faces  bear  the  impress  of  the  strands  of  the  cable,  so 
that  the  latter  may  receive  or  transmit  power  without  friction  or  injury  to  either.  The  truck  carries 
in  front  two  large  hollow  vertical  drums  for  guiding  the  cable  during  the  passage  of  curves,  between 
the  press-rolls,  and  is  furnished  above  and  below  with  several  smtdl  horizontd  pulleys  for  support- 
ing the  cable  horizontally. 

The  engines  being  started,  the  drums  and  the  transmission-pulleys  begin  to  revolve ;  and,  the 
trsasmission-cablee  driving  the  lower  press-rolls  of  the  forward  and  ^ter  truck,  the  cable  is  paid  on 
to  and  drawn  off  from  the  drums  at  the  requisite  tension  by  the  revolution  of  the  upper  press-rolls. 
As  the  cable  passes  from  between  the  upper  press-roUs  of  the  fore-truck,  it  runs  straight  on  to 
the  first  groove  of  the  forward  drum.  The  cable  revolves  round  the  drums,  and  then  runs  to  the 
after-tmdk,  where  it  passes  between  the  upper  press-rolls,  and  is  paid  out  over  the  stem  of  the 
steamer. 

Hie  wire  cable  generally  used  is  seven-eighths  of  an  inch  in  diameter.  Messrs.  Meyer  and  Wer- 
nigh,  the  inventors  of  the  above-described  wire-cable-towing  steamers,  give  as  the  results  of  their 
dynamometrical  trials  the  following 

TaiU  of  Working  CapabUUies  of  Wire-eabh^amnff  Steamers,  in  SHU  Water,  at  different  Speeds,  wiih 
Barges  of  different  Draughts,  emjfdy  or  laden. 


DIMENSIONS. 


Total  retlftanoe  to  tnetloDS  of  steamer  and  train 

iBlbs =P. 

Speed  io  feet  per  aeoond =  V. 

InuDersed  eec^on =  /". 

Beri*taoce  of  veeaelB  in  ttM sIT. 

« 

ffp- . 

000 


Empty  barge L  =  181'  10",  B  =  14'  11",  D-V  6". 

•^     Mghter....Z  =  181'10",i?  =  14'll",2>=      8". 
Laden  l>aige» Z  =  181'  10",  B  =  14'  11",  2>  =  8'  8". 

"    Mghter». .  ..i  =  181'  10",  B  =  14'  11",  2>  =  8'  8". 


1  Lood  or  cargo  In  cwta. . 


.  l,6n 
.2,465 


MAxnnrx  xttbot  in  sumbes  op  basosb  towjed. 


ocnnnnoNS. 


60H.P.EB|(lDM:r  = 
S'  S"  ym  Moond,  or 
>.f  mllM  pOT  hoiu 
wUhP=  ISevrta. 


fSH.  P.EiiginMiF  = 
6'  6"  POT  Mcood,  or 
4.4  mllM  par  boor, 
withPss  18owta 


S6II.P.BncliiM:  V=. 
8'  8"  per  Moond,  or 
li  mllM  p«r  boar, 
wlthi>=88ewte. 


EmpCybarse ^=  91.6  sq.  ft.,  ir=   Mlbs. 

*  *•     /•=S1.«     "      Tr=286    " 

EmpCyl^ter F=  9.6     »*      W=  20    « 

-     /•=   9.6     "      IF=121    »» 

Ladflobarge F^4&A     **      IT  =  150    « 

*  Hghter i^=48.4      "      IF  =  606    •♦ 


125 

2S7 


7 
'it 


62 
i44 
*2T 


In  this  table  regard  is  had  to  the  coefficient  (.8)  of  the  ship's  resistance,  upon  which  these  trials 
were  carried  out 

Worka  for  Reference, — "Architecture  Hydraulique,"  Belidor,  Paris,  1787-68;  "Des  Ganaux  de 
Navigation,**  Lafande,  Paris,  1778  ;  "  A  Treatise  on  the  Improvement  of  Canal  Navigation,"  Fulton, 
1796;  *^0n  Canal  Navigation,''  Chapman,  1797;  "  Canal  de  Languedoc,"  Andr^ossy,  Paris,  1804; 
"Traits  d'Hydraulique,"  Ducrest,  Paris,  1809 ;  "  (Euvres,"  Gauthey,  vol.  iil,  Paris,  1816 ;  " (Euvres," 
Gordier,  Paris  and  Lille,  1819-'28;  "Des  Canaux  Navigables,"  De  Pommeuse,  Paris,  1822;  "His- 
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toire  de  la  NavigaUon  Int^rieure  de  la  France/'  Dutens,  Paris,  1829 ;  "  Pr^ds  Historique,  etc,  des 
Canaux  de  Belgique,"  De  Rive,  Brussels,  1836  ;  '*De  la  D^pense  et  du  Produit  dee  Canaux  et  dee 
Chemins  de  Per,"  Pillet-Will,  Paris,  1887;  '*  Traits  d'Hydraulique,*'  D'Aubuisson  de  Yoisins,  Stras- 
bourg, 1840;  **Gour8  de  Ck>nstruction  des  Canaux,*'  Minard,  Paris,  1841 ;  *^Percement  de  Tlsthme 
deSuez,''  De  Lesseps,  Paris,  1865;  *' Report  on  the  Ganges  Canal,"  Cautley,  1860;  '^  Handleidung 
tot  de  Eennis  der  Waterbouwkunde,"  Buysing,  Buda,  1864 ;  **  Recherches  Uydrauliques,"  Darcy, 
Paris,  1865-'6;  "On  Rivers  and  Torrents,  and  on  Canals,"  Frisi,  translated  by  Garstin,  1868; 
''  Ufersch&lungen  und  She£fa'rts  Canille,"  Hagen,  Berlin,  1871 ;  "  Report  on  the  North  Sea  Canal  and 
on  the  Improvement  of  Navigation  from  Rotterdam  to  the  Sea,"  Barnard  ("  Professional  Papers, 
Corps  of  Engineers  U.  S.  A.,"  No.  22),  Washington,  1878;  *' Canal  and  River  Engineering,"  2d 
ed.,  Stevenson,  Edinburgh,  1872  ;  **  Manuel  de  Plng^nieur  des  Ponts  et  Chausse^s,"  Debauve,  fasci- 
cule 16,  Paris,  1878;  "Hydraulic  Manual  and  Statistics,"  L.  D'A.  Jackson,  London,  1875;  '* Hy- 
draulic Tables,  Coefficients,  and  Formulae,"  Neville,  London,  1876  ;  "  Elements  of  Practical  Hydrau- 
lics," Downing,  London,  1876 ;  "The  New  Formula  for  Mean  Velocity  of  Discharges  of  Rirers  and 
Canals,"  Eutter,  translated  by  Jackson,  Lonlon,  1876;  Reports  of  U.  S.  Secretary  of  the  Navy  for 
1868  to  1876  (proposed  canal  across  the  Isthmus  of  Darien).  See  also  numerous  papers  in  AnnaUs 
des  Fonts  et  C/iauseies,  Engineering^  "  Tracts  "  by  Lombardini  of  Florence,  Engineer^  Van  Nostremd^e 
Edeetic  Engineering  Magazine  ;  also  the  works  of  Rankine,  Moseley,  Weisbach,  Mahan,  and  others 
on  Civil  Engineering.  C.  B.  G. 

CANDLE,  JABLOCHEOFFS.    See  Eubctrio  Light. 
CANNON.    See  Ordnance. 

CAOUTCHOUC.    See  India-Rubber  Working  Machinery. 

CAPPADINE.    The  waste  taken  from  the  cocoon  after  the  silk  has  been  reeled  off. 
CAPPOT.    A  covered  crucible  used  in  glass-making. 

CAPSTAN.    A  modification  of  the  mechanical  power  known  as  the  wheel  and  axle,  consisting  of 

a  vertical  drum  about  which  the  chain  or  rope  applied  to  the 
weight  to  be  lifted  is  wound,  this  drum  being  rotated  by  levers 
inserted  in  suitable  apertures  in  its  upper  portion.  The  leTers 
are  called  capstan-bars,  and  when  in  place  radiate  from  the 
capstan-head  like  the  spokes  of  a  wheel.  On  board  ship, 
where  the  capstan  is  used  for  lifting  the  anchor,  several  men 
stand  side  by  side  along  each  bar  and  push  on  the  same,  walk- 
ing continuously  around,  and  so  applying  a  steady  pull  on  the 
chain.  In  this  respect  the  capstan  differs  from  the  windlass, 
the  drum  of  which  is  placed  horizontally  and  turned  by  bars 
which  are  arranged  in  connection  with  ratchet-wheels,  so  that 
the  pull  on  the  chain  ceases  as  each  bar,  on  arriving  at  the 
end  of  its  course,  is  thrown  back  to  get  a  fresh  purchase  on 
the  barrel  or  drum.  The  capstan  is  superior  to  the  windlass 
in  point  of  expedition,  but  the  men  exert  their  strength  more 
efficiently  on  the  windlass  than  at  the  capstan,  since  in  the 
•  latter  case  they  are  compelled  to  push  horizontally,  when  they 
exert  a  pressure  only  of  about  85  lbs.,  whereas  in  the  windlass 
the  weight  of  the  body,  averaging  about  four  times  this  strain,  is  applied  to  the  end  of  the  lever. 
Capstans  on  board  ships  are  either  single  or  double,  according  as  there  are  one  or  two  barrels 

upon  the  same  spindle.     The 
660.  ----- 


650. 


double  capstan  is  revolved  by 
two  sets  of  men,  the  barrels 
being  respectively  located  on 
different  decks.  The  common 
capstan  it  represented  on  th« 
right  of  the  dotted  line  in  Fig. 
659.  Its  parts  are  the  spindle 
on  wMch  the  barrel  turns,  the 
drum-head  A^  whelps  j8,  pawl- 
head  (7,  and  pawl-rim  2>.  The 
barrel  of  the  capstan  is  oov- 
ered  by  the  whelps,  of  whidi 
there  are  usually  six,  whidi 
are  bolted  to  the  barrel  and 
further  retained  by  the  drum* 
head,  which  extendis  down  over 
them  for  about  an  inch.  The 
object  of  the  pawls  is  to  pre- 
vent the  capstan  from  fijing 
back  when  the  strain  ceases. 
They  are  fastened  to  the  pawl- 
head,  and  fall  into  small  oeDs 
in  the  pawl-rim.  Their  dispo- 
sition is  usually  such  that  the 
capstan  cannot  recoil  for  more 
than  half  the  length  of  one  of  the  cells  before  being  checked.  When  this  form  of  capstan  is  used 
on  board  ship,  the  anchor-chain  is  not  brought  direcUy  to  it,  but  the  strain  is  applied  to  the  latter 
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through  the  medium  of  a  metaenger^  E,  This  consists  of  a  heavy  endless  rope  which  is  wound  seyeral 
times  aroond  the  capstan,  and  passes  oyer  a  roller  or  sheave  in  the  bow  of  the  vessel.  The  chain, 
which  extends  aft  parallel  to  the  messen- 
ger, ifl  secured  to  the  rearwardly  moving 
portion  by  flippers^  which  are  gnmmicts  of 
soft  rope  wound  around  both  chain  and  mes- 
senger, and  held  by  a  lever  which  is  re- 
moved, and  the  chain  freed,  as  the  latter 
rosches  the  scuttle  in  the  deck,  down  which 
it  passes  to  the  lockers  below.  Capstans 
bare  been  constructed  with  wheelwork  be- 
tween the  spindle  and  barrel,  the  former 
makmg  8  turns  and  the  latter  1,  revolving 
m  opposite  directions,  so  that  the  power  is 
augmented  as  8  to  1. 

In  more  modem  forms  of  capstans  the 
chain  is  uken  directly  to  the  barrel  without 
the  interrention  of  a  messenger.  A  cap- 
stan of  this  description  is  represented  on 
the  left  of  Fig.  659.  This  is  provided  with 
a  sprocket-wheel  F,  which  engages  the  links 
of  the  chain  passed  around.  A  better  form, 
and  that  most  commonly  used  on  board  of 
war-Tessels,  is  represented  in  Fig.  660.  Here 
the  chain  is  led  around  vertical  rollers,  as 
shown  in  the  diagram  on  the  right,  and  then 
around  the  lower  ribbed  portion  of  the  cap- 
stan. The  construction  of  this  part  is  such 
that  the  chain  is  very  firmly  grasped.  ! 

Both  capstans  and  windlasses  on  large 
steam-vessels  are  frequently  constructed  to 
be  operated  by  steam-power,  auxiliary  en- 
gines bemg  especially  arranged  for  this  pur- 
pose. Ellington^s  improved  form  of  hydraulic  capstan  for  use  on  docks  is  represented  in  fig.  661. 
Motive-power  is  supplied  by  a  three-cylinder  engine  operated  by  water-pressure,  and  geared  to  the 
capstan  as  shown.    This  device  has  the  merits  of  compactness  and  great  power. 

For  the  theoretical  considerations  relative  to  capstans,  see  Wheel  and  Axle,  under  Stahos. 

CAKBON.    See  Diamond. 

CARBONIC  ACID,  as  a  motor.    See  Gas-oeneratino  Machxites. 

CARBON  POINTa    See  Electric  Light. 

CARDING.    See  Cotton-spinmino  Machinert,  and  Wool-spimnino  Machixert. 

CARILLON.    See  Bells., 

CARPENTRT.  The  art  of  adapting  timber  to  structural  purposes.  By  some  authorities  it  is 
regarded  as  a  distinct  art  from  joinery,  which  is  commonly  defined  as  the  production  of  fittings  for 
bouses,  patterns  for  casting,  etc.  Most  of  the  work  of  fashioning  timber  which  formerly  required 
the  carpenter's  skill  is  now  done  by  machinery.  Rabbeting,  grooving,  tonguing,  mortising,  mould- 
bg,  tenoning,  boring,  gaining,  planing,  sawing,  and  carving  are  all  done  by  ingenious  contrivances 
far  more  accurately  and  more  speedily  than  the  same  can  he  accomplished  by  the  best  of  hand-labor. 
Thus  the  distinction  between  carpentry  and  joinery  is  virtually  obliterated ;  or  rather  the  modem 
carpenter  has  necessarily  become  a  joiner,  his  diief  duty  being  the  assemblage  of  parts  previously 
prepared  by  machines.  The  present  article  therefore  relates  more  especially  to  joinery.  The  appli- 
catkm  of  the  art  to  pattern-making  will  be  found  under  Pattern-making  and  Molding.  The  various 
tools  used  by  carpenters  are  described  under  Awl,  Axe,  Bits  and  Augers,  Calipers,  Carving  Tools, 
Chisels,  Clamps,  Compasses,  Drawino-Knife,  Gauges,  Gouge,  Grindstone,  Hammer,  Lathe  (Wood- 
TUENiNo),  Lathb-Tools,  Oilstone,  Planes,  Rule,  Saws,  ScSrbw-Driver,  Scribing  Block,  Spirit- 
Level,  Spokeshave,  Square,  Straight-Edge,  and  Vise.  See  also  Drilling  and  Boring  Machinis, 
MosnsiNO  and  Tenoning  Machines,  Planing  Machines  (Wood),  Moulding  Machines  (Wood),  and 
SrasHGTH  OF  Materials. 

Joom  and  Fastenings. — ^The  following  are  the  principles  which  should  be  adhered  to  in  designing 
joints  and  fastenings,  as  laid  down  by  Prof.  Rankine : 

"  1.  To  cut  the  joints  and  arrange  the  fastenings  so  as  to  weaken  the  pieces  of  timber  that  they 
connect  as  little  as  possible.  2.  To  place  each  abutting  surface  in  a  joint  as  nearly  as  possible 
perpendicular  to  the  pressure  which  it  has  to  transmit.  3.  To  proportion  the  area  of  each  surface 
to  the  pressure  which  it  has  to  bear,  so  that  the  timber  may  be  safe  against  injury  under  the  heav- 
iest load  which  occurs  in  practice,  and  to  form  and  fit  every  pair  of  such  surfaces  accurately,  in  order 
to  distribute  the  stress  uniformly.  4.  To  proportion  the  fastenings  so  that  they  may  be  of  equal 
strength  with  the  pieces  which  they  connect.  5.  To  place  the  fastenings  in  each  piece  of  timber  so 
that  there  shall  be  sufficient  resistance  to  the  giving  wa^y  of  the  joint  by  the  fastenings  shearing  or 
crushing  their  way  through  the  timber." 

The  simplest  forms  of  joints  are  the  best,  so  that  the  parts  may  be  fitted  with  the  least  possible 
boonvenienoe.  Double  abutments  should  be  avoided,  as  they  are  difficult  to  fit ;  moreover,  when  the 
timber  shrinks  the  whole  strain  may  be  thrown  upon  one  of  them. 

Searff  are  so  made  that  the  pieces  fit  into  one  another,  so  that  the  resulting  beam  is  of  the 
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same  thickness  throughout.  The  usual  method  of  scarfing  bond  and  wall  plates  is  bj  cutting  about 
three-fif^s  through  each  piece,  on  the  upper  face  of  the  one  and  the  under  face  of  the  otiier, 
about  6  or  8  inches  from  the  end  transversely,  malcing  what  is  termed  a  kerf ;  and  longitudinally 
from  the  end,  from  two-fifths  down,  on  the  same  side,  so  that  the  pieces  lap  together  Uke  a  half 
dovetail.    Fig.  662  is  a  scarl 
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Notching  is  either  square  or  dovetailed,  and  is  made  use  of  for  connecting  the  ends  of  wall-plates  and 
bond-timbers  at  the  angles,  in  letting  joists  down  on  girders,  binders,  purlins,  or  principal  rafters. 

Cogging,  or  cocking,  is  a  8]>ecies  of  notch  extending  on  one  side,  and  having  a  narrow  cog  alone  in 
the  bearing  piece,  flush  with  its  upper  face.  It  is  pnncipally  made  use  of  in  tailing  joists  on  wall- 
platea 

Pinning  consists  in  inserting  cylindrical  pieces  of  wood  or  iron  through  a  tenon. 

Wedding  is  the  insertion  of  triangular  prisms,  whose  converging  sides  are  under  an  extremely  acute 
angle,  mto  or  by  the  end  of  a  tenon,  to  niake  it  fill  the  mortise  so  completely  as  to  prevent  its  being 
withdrawn. 

Tenon  and  martite  of  the  most  simple  kind  is  shown  in  Fiff.  666,  in  which  the  two  timbers  united 
are  at  right  angles  with  each  other.  The  tenon  is  on  that  which  appears  horizontal,  while  the  mortise 
is  cut  in  the  upright  timber.  The  tenon  is  lefl  one-third  of  the  tbicimess  of  the  timber,  as  shown  in  the 
upper  part  of  the  figure. 

The  greatest  strain  upon  the  fibres  of  a  girder  is  at  the  upper  and  lower  parts,  decreasing  gradually 
towards  the  middle  of  tne  depth,  which  is  the  best  situation  to  make  the  mortise.  The  form  to  be  given 
to  the  tenon  requires  consideration.  Some  carpenters  introduce  it  at  the  lowest  part  of  the  gu-der, 
which  in  a  great  degree  destroys  its  sUflhess :  oeiiig  a  sixth  of  the  depth,  it  should  be  placod  at  one- 
third  of  the  depth  from  the  lowest  sida  Horizontal  timbers,  intendecl  to  bear  great  weights,  should  be 
always  notched  on  their  supports,  in  preference  to  being  framed  in  between  them ;  and  this  rule  is 
apphcable  to  inclined  timbers,  as  common  rafters  and  braces.  All  the  pressures  to  which  thev  are 
sutiected  should  be  brought  to  act  in  the  direction  of  their  lengths,  and  the  form  of  the  joint  should  be 
such  as  to  convev  the  pressure  as  much  as  possible  into  the  axes  of  the  timber.  When  subjected  to  a 
strain,  a  partial  bearing  is  liable  to  very  serious  disadvantages,  particularly  in  bridges. 


666. 
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Where  the  mortise  is  to  be  made  in  the  upright  timber,  and  the  tenon  to  be  cut  on  another  inclined, 
as  in  a  brace  to  a  partition,  a  beveled  shoulder.  Fig.  668,  is  cut  on  the  inclined  piece,  and  a  sinking 
made  in  the  upright  post  to  receive  it — the  pin  which  secures  it  in  its  mortise  passing  through  tlM 
tenon. 

The  beveled  shoulder  adds  greatlj  to  the  strength  of  a  mortise  and  tenon  joint,  and  should  ne^er  b< 
dispensed  with :  it  renders  the  junction  of  the  two  pieces  of  timber  more  exact,  and  makes  the  abut 
ments  of  all  the  fibres  stronger  and  more  capable  of  resistance. 

The  common  method  of  effecting  such  a  junction  does  not  occupy  so  much  time  or  labor,  bat  is  not 
so  effective :  it  is  usual  to  drive  one  or  two  wooden  pins  through  noles  bored  for  the  purpose  at  right 
angles  through  the  timber  in  which  the  mortise  b  made,  as  well  as  through  that  which  has  the  temio. 

Boring  the  hole  for  the  pin  requires  to  be  nicely  performed,  in  order  that  it  may  draw  the  tenon  tiglit 
into  the  mortise  prepared  to  receive  it,  and  make  the  shoulder-butt  close  into  the  joint,  without  running 
the  risk  of  tearing  out  a  portion  of  the  tenon  beyond  the  pin.  Square  holes  and  square  pins  are  pre- 
ferred to  round,  as  they  bring  more  of  the  wood  into  action,  and  there  is  less  liability  to  split 

Foxtail  wedging,  adopted  by  ship-carpenters,  is  made  with  long  wooden  bolts,  which  do  not  pass 
completely  through  the  timbers,  but  take  a  very  fast  hold :  they  are  subject  to  be  crippled  in  di  Awing, 
if  they  are  too  nicely  fitted :  this  is  remedied  by  placing  a  tiiin  wedge  mto  the  hole  previous  to  tM 
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I  of  the  wooden  bolt^  which,  when  driyen,  is  split  by  the  wedge,  Mid  thus  squeezed  tight  to  the 
ades  of  the  hola 

Bond-timbers  and  waH-plates  requhre  to  be  carefully  notched  together  at  eyery  angle  and  retun,  and 
scarfed  at  every  longitudinal  joint 


5 


To  make  a  good  tie-jomt  requires  great  attention  on  the  part  of  the  carpenter ;  and,  for  uniting  wall 
pli^  the  dovetail  joint,  Fig.  671,  is  sometimes  adopted.    If  the  effects  that  ^i^ 

shrinking  may  produce  be  taken  into  consideration,  the  more  usual  system  of    i ^  *,  . 

halrmg.  Fig.  670,  is  decidedly  preferable.    Whenever  this  joint  is  employed,    / ^£? I 

a  stout  pin  of  tough  oak,  or  an  iron  bolt,  should  be  driven  through  to  render  it    ^  ^^  -^ 

secure;  and,  where  there  is  the  slightest  tendency  for  one  piece  to  slide  from  the  other,  iron  straps 
most  be  used. 

Timbers  which  are  laid  upon  the  plates,  and  intended  to  act  as  ties,  should  be  cut  with  a  dovetail  and 
let  into  the  timber  it  is  to  secure.  Generally,  whef  e  they  cross  at  right  angles,  halving  or  cutting  away 
the  moiety  of  each  is  adopted,  and  one  is  let  into  the  channel  cut  in  the  other. 

For  joining  two  pieces  of  timber  together,  notching  is  the  most  common  and  simple  method  ;  for, 
when  jour  angles  are  to  be  formed,  the  surfaces  of  one  piece  are  both  parallel  and  perpendicular  to 
those  of  the  other.  A  notch  nuiy  be  cut  out  of  one  piece  (Fig.  671)  the  breadth  of  the  other,  which 
may  be  let  down  on  the  first ;  or  the  two  pieces  may  be  both  notched  to  each  other,  and  then  secured 
b^  an  oak  pin :  this  b  the  best  practice  wnen  each  of  the  timbers  is  equally  exposed  to  a  strain  in  any 
direetioD.  When  one  piece  has  to  support  the  other  transversely,  the  upper  may  have  a  notch  cut 
across  it,  to  the  breadth  of  two-thirds  the  thickness  of  the  one  below,  whicn  must  also  have  a  similar 
notch  cut  out  on  each  upper  edge,  leaving  two  thirds  of  the  breadth  of  the  middle  entire,  by  which 
means  the  strength  of  tne  supporting  or  lower  piece  is  less  diminished  than  if  a  notch  of  less  depth 
were  cut  the  whole  breadth.  Such  joints  are  particularly  adapted  for  purlins,  when  let  down  upon  the 
principal  rafters. 

Lapping  is  performed  in  a  variety  of  ways — either  by  simply  halving  the  end  of  each  timber,  or  by 
halving  and  dovetailing,  as  in  Fig.  672.     hi  the  latter  case,  the  tim- 
bers act  as  a  tie,  and  cannot  be  readily  pulled  asunder. 

In  these  joints  the  greatest  attention  is  required  to  make  the  sev- 
end  parts  abut  completely  on  each  other,  as  the  least  play  or  liability 
to  motion  at  ouce  destroys  their  efficacy.  The  butting  loints,  being 
slightly  tapered  to  one  side  of  the  beam,  require  very  moderate  blows 
wHh  a  hammer  to  force  them  into  their  place :  if  driven  too  hard,  the 
psrts  will  be  liable  to  strain,  and  the  abutments  to  split  off  It  is  better,  sometimes,  to  leave  the  abut- 
ments open,  and  afterwards  drive  in  a  small  wedge,  which,  if  made  of  hard  wood  and  not  likely  to 
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eomprees,  is  an  excellent  substitute.    Iron  has  been  said  to  injuce  the  fibres  of  the  timber,  from  its  too 
great  hardness ;  otherwise  it  is  well  adapted  for  the  joggles  and  wedges. 

Two  pieces  of  timber  may  be  united  in  such  a  manner  that  they  preserve  the  same  breadth  and 
dqyth  throughout,  which  is  of  great  importance  in  the  construction  of  oeams 
for  bridges  or  roofe  of  considerable  span.  The  length  to  be  given  to  the 
scarf  must  depend  upon  the  force  that  will  cause  the  fibres  of  the  timber  to 
slide  upon  each  other ;  and  that  for  oak,  ash,  or  elm  should  be  six  times 
the  depth  of  the  timber ;  in  fir,  twelve  times :  but  where  bolts  are  used  so 
mocfa  18  not  required  in  either  case.  The  simplest  method  for  uniting  the 
eods  of  two  timbers  is  by  cutting  away  an  equal  portion  of  each,  and  letting 
sae  down  upon  the  other.    Fig;  676. 

Timbers  united  together  by  a  number  of  such  cuttings,  afterwards  united  and  bolted  through  ot 
hoofMd  round  with  iron,  aro  capable  of  sustaining  great  resistance:   a  stirrup-iron  at  each  end 
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holds  the  timbers  in  their  places,  aod  ooe  or  more  bolts  are  sufficient  to  prevent  their  being  dra^n 
asunder. 

The  carpenter  frequently  exercises  great  ingenuity  in  joining  timbers  of  considerable  scantling,  Fig. 
f450 ;  an((  by  the  introduction  of  iron  or  small  cubes  of  harder 
wood  into  the  joints,  can  preyent  their  being  thrust  or  drawn 
out  of  their  position  either  longitudinally  or  laterally. 

Tke  scarfing  of  girders  and  beams  have  a  great  variety  of 
forms  given  them,  and  are  sometimes  bolted  through,  at  others 
sU^ppid  roimd  with  strong  hoops  of  iron,  Figs.  676  to  681. 
Where  bolts  are  dispensed  with,  it  is  perfectly  clear  that  the 
joint  cannot  have  half  the  strength  of  an  entire  piece.  Where 
the  stress  is  longitudinal,  two  irons  put  on  each  side  will  pre- 
vent the  scarf  that  b  merely  indented  from  pulhng  asimder ;  but  such  a  provision  will  not  maintain 
the  constant  horizontal  position  of  the  timber. 

When  a  scarf  is  forced  to  its  bearings  by  the  mtroduction  of  keys  or  wedges  driven  tight,  they  some- 
times receive  an  additional  strain,  and  it  is  often  found  advisable  to  omit  them,  and  to  bring  tlus  joints 
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to  a  bearing  by  some  other  means  before  the  bolts  are  inserted.  When  keys  are  made  use  oi  they 
should  be  of  very  hard  wood,  having  a  curled  grain,  which  resists  the  insertion  of  the  fibres  opposed 
to  it 

To  prevent  lateral  movement  cogging  is  adopted,  in  addition  to  the  ordinary  method,  and  a  smsll 
tenon  or  cog  is  left  upon  a  portion  of  the  scarf|  which  enters  into  a  notch  prepared  in  the  piece  which  a 
to  cover  it,  as  shown  m  Figs.  676  to  679.  Beams  intended  to  resist  cross-strains  require  to  be  lengthened 
more  frequently  than  any  others,  and,  from  the  nature  of  the  strain,  a  different  form  of  scarf  most  be 
made  use  of  from  that  which  is  required  for  a  strain  in  the  direction  of  its  length.  When  timber  a 
subjected  to  both  strains,  the  cross-strain  is  that  which  demands  the  greatest  attention.  Where  a  floor 
is  supported,  the  scarfing  requires  to  be  further  secured  by  iron  bolts,  made  to  pass  through  a  loogi* 
tudinsl  piece  laid  to  cover  the  under  side  of  the  joint 

Bearing -posts,  when  used  to  support  the  floors  of  a  magazine  or  warehouse,  are  generally  formed 
exactly  square.  Some  tunber  wilt  support,  while  that  of  another  quality  will  suspend,  the  most ; 
therefore,  m  the  selection  of  story-posts,  we  must  pay  attention  to  these  peculiarities.  Iron,  however, 
is  generally  used  for  these  purposes,  in  consequence  of  its  horizontal  sectional  area  occupying  lees  space 
than  timber  of  the  same  strength. 

When  a  tie-beam  is  mortised  through  to  receive  a  king  or  queen  post)  and  it  is  necessary  to  provide 
for  tlie  means  of  holding  it  up,  the  tenon  should  not  be  pinned  liurouffh,  as  it  is  not  advisable  to  depend 
entirely  on  the  pins  for  the  support :  the  tenon  should  be  cut  like  a  half  dovetail,  or  in  a  sloping  aireo> 
tiun  on  one  side,  and  left  straight  on  the  other :  the  mortise-hole  should  be  so  cut  that  the  lower  end  can 
juot  pass.  When  it  is  in  its  place,  a  wooden  key  or  wedge  b  driven  tightly  on  the  straight  side,  which 
forces  the  tenon  against  one  side  of  the  mortise-hole,  and  prevents  it  effectually  from  being  drawn  out : 
oak  or  iron  may  be  added,  or  an  iron  strap  may  be  applied. 

Tenons  may  be  wedged  at  the  end ;  but  to  do  this  tiiey  must  be  made  long  enough  to  pass  entirely 


Tenons. 
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through  the  mortise :  two  saw-cuts  are  then  made  across  it,  and  the  wedges  are  driven  home;  The 
tenon  sometimes  splits,  but  not  sufficiently  to  mjure  its  strength.  When  in  machinery  it  is  not  practi' 
cable  to  cut  the  mortise  through,  the  fox-tail  wedging  is  adopted :  the  tenon  is  made  to  fit  the  mortiae 
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exaeilj,  the  wedges  are  loosely  put  into  the  eaw-cats,  as  before,  and  the  whole  is  driven  to  its  place 
When  the  wedges  touch  the  bottom  of  the  mortise,  they  cause  it  to  spread,  and  thus  hold  the  tenoc 
finnly  in  its  place. 

Doretaihng  in  some  degree  resembles  mortising  and  tenoning,  and  is  more  adapted  to  uniting 
together  the  angles  of  framework.  The  feet  of  the  rafters  require  the  mortise  and  tenon  to  be  care- 
fuUy  made,  and  the  thrust  is  destroyed  to  a  certain  extent  to  obtain  greater  strength.  A  portion  of 
the  rafter  is  tenoned  into  the  tie-beam,  and  another  small  part  is  let  into  the  upper  part  of  it :  both 
rafter  and  tenon  are  cut  at  ri^ht  angles  with  the  inclination  of  the  roof.  In  Fig.  683,  the  rafter  has 
two  bearing  shoulders  in  its  depth,  one  behind  the  other,  in  addition  to  the  tenon  which  unites  them. 
Struts  and  braces  which  are  loaded  require  but  little  mortising  to  keep  them  from  sliding  out  of  their 
places :  the  more  flat  their  ends  can  be  cut,  the  more  efficient  will  they  be.  The  shrinking  of  timbers 
sometimes  occasions  them  to  become  loose,  particularly  where  there  is  not  much  stress  upon  them. 

King-posts,  queens,  and  principal  rafters,  which  are  subject  to  great  strains,  should  have  iron  straps 
or  ties  when  they  unite  with  the  tie-beam,  as  in  Figs.  684  to  686 ;  and  an  iron  strap  should  embrace 


684. 


686. 


the  head  of  the  kings  and  queens,  and  unite  with  the  principal  rafters,  the  feet  of  which,  in  large  build- 
ings, sometimes  have  their  abutment  in  a  cast-iron  shoe,  which  prevents  the  splitting  off  the  end  of  the 
tie-beam. 

The  ends  of  king  or  queen  posts  may  have  a  screw-bolt  passed  into  them,  which  allows  the  nut  to  be 
turned  at  pleasure ;  and  thus  the  framing  may  be  tightened  again  when  shrinking  of  the  timbers  ren- 
das  it  necessary.  This,  in  many  instances,  is  preferable  to  the  iron  strap,  and  keys  or  screws  put  in 
the  ordinary  way. 

Whatever  form  we  adopt  for  the  butting-joint,  we  must  be  careful  that  all  parts  bear  alike ;  for,  in 
the  general  compression,  tne  greater  surfaces  will  be  less  affacted  and  the  smaller  undergo  the  greatest 
diai^;e.  When  all  have  come  to  their  bearing,  they  should  exhibit  an  equally  dose  joint ;  and  as  large 
•ambers  are  moved  with  some  difficulty,  the  joint  cannot  be  often  put  to  the  test  of  trying  whether  it 
tiiA  nicely :  it  must,  therefore,  be  set  out  with  great  precision,  and  worked,  with  regard  to  its  lines,  with 
eoDiCtness.  A  very  small  portion  of  a  tie-beam  left  at  the  end  is  sufficient  to  withstand  the  horizontal 
throat  of  a  principal  rafter,  and  blocks  may  be  used  at  the  ends  where  the  rafters  abut  to  give  additional 
strength. 

Scarfing  a  timber  in  a  perpendicular  direeHon.-^'Whsxk  the  top  surface  is  divided  into  nine  squares,  if 
four  are  cut  down,  the  other  five  serve  as  tenons  to  enter  into  as  many  vacant  spaces  left  in  the  piece 
of  timber  placed  upon  it,  as  seen  in  Fig.  687 ;  or  two  nuiy  be  cut  away,  as  in  the  same  figure,  to  re- 
eeiTv  a  tenon  left  on  the  upper  piece. 
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PartitioM  and  framing  for  the  otUHde  of  buUdingt,  dbe.^  Fig.  688,  are  a  species  of  timber  walls, 

^^  7  covered  with  lath  and  plaster,  and  formed  of  upright  posts,  mortised  into  a  head  and  sill, 

[  in  different  directions,  and  filled  in  with  quarters.    The  posts  are  placed  at  the  extremities,  as 


usoally  covered  with  lath  and  plaster,  and  formed  of  upright  posts,  mortised  into  a  head  and  sill, 
braced  in  different  directions,  and  filled  in  with  Quarters.  The  posts  are  placed  at  the  extremities,  as 
well  as  at  the  sides  of  all  doors  and  openings.     When  a  partition  dividing  two  or  more  rooms  has  a 


bearing  which  is  perfectly  solid  throughout^  it  is  better  without  braces :  the  posts  or  quarters  have 
oolr  then  to  be  maintained  in  an  upright  position,  which  is  effected  by  driving  pieces  between  them 
honzoDtally,  so  as  to  strut  them,  and  prevent  their  bending.  Where  they  rest  upon  joists,  which  are 
liaUe  to  shrink,  and  yield  to  a  weight  placed  upon  them,  the  partition  should  be  trussed  in  a  manner 
to  throw  its  load  on  the  parts  able  to  sustain  it  In  most  houses  we  find  great  neglect  upon  this  sub- 
ject, which  occasions  cracking  in  the  cornice,  inability  to  open  and  shut  the  doors,  and  many  other  incon- 
recdeQces. 

The  thickness  given  to  partitions  which  do  not  exceed  20  feet  in  length,  is  4  inches.    The  posts  aro 
then  4  inches  square,  and  the  other  timbers  4  by  8.    When  they  are  of  greater  extent,  they  siiould  be 
I  in  thickness.    When  it  is  required  to  make  a  doorway  in  the  middle,  the  truss  may  be  formed 
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by  the  bracoe,  the  inclinatioD  of  which  should  be  at  an  anffle  of  about  40°  with  the  horizoo.  When  the 
doors  are  at  the  sides,  the  truss  may  be  formed  over  the  heads.  The  posts  should  all  be  strapped  te 
the  truss,  and  the  braces  halved  into  the  upright  posts. 

The  weight  of  a  square  of  quartered  partition  may  be  estimated  at  from  12  cwt  to  18  owl,  and  e^ery 
precaution  should  be  taken  to  discharge  its  weight  from  the  floor  on  which  it  is  placed,  to  the  walls, 
which  are  its  best  points  of  support  In  ancient  timber  houses,  mills,  <&&,  the  fronts  or  external  side* 
are  formed  of  upright  posts,  placed  at  a  distance  equal  to  their  scantling :  these  are  mortised  and  ten- 
oned into  a  top  and  bottom  plate,  which  serves  also  to  carry  the  floors.  The  posts  at  the  angles  are  of 
a  larger  scantling ;  and  into  these,  which  form  openings  for  doors  and  windows,  are  framed  horizontal 
pieces,  which  serve  for  heads  and  sills.  Braces  are  tlien  introduced,  crossing  each  other,  like  a  St 
Andrew's  cross.  Above  the  lintholes,  and  beneath  the  sills,  short  quarters  or  punchions  fill  in  the 
space,  and  the  whole  are  mortised,  tenoned,  and  pinned  together.  The  framing  should  be  placed  oo 
brickwork,  or  a  wall  of  masonry,  so  as  to  be  kept  quite  clear  of  the  ground. 

Floors.— When  the  bearings  are  equal,  if  jobts  of  the  same  width,  but  of  different  depths  or  thick- 
nesses, are  used,  their  strength  is  increased  in  proportion  to  the  squares  of  their  vertical  thickness : 
when  the  joists  are  but  6  inches  deep,  they  are  in  strength  to  those  of  8  inches  in  depth,  as  86  to  64 — 
tlie  square  of  6  being  36,  and  that  of  8,  64.  The  quantity  of  timber  in  the  one  case  to  that  of  the 
other  is  as  4  to  8 — so  that  one-third  more  timber  ^ves  a  stren^h  double  that  of  the  other. 

Where  square  oak  joists  are  used,  and  the  bearing  12  feet  Sieir  scantlings  should  be  6  inches,  and 
laid  at  a  similar  distance  apart  Such  a  floor  contains  the  same  quantity  of  timber  as  if  entirely  formed 
of  S-inch  plank :  the  strength  of  timber  being  as  the  square  of  its  vertical  thickness,  it  results  that  the 
strength  in  these  two  instances  is  as  2  to  1 :  the  floor  composed  of  8-inch  plank  is  only  half  the  strength 
of  the  other ;  but  had  the  whole  been  formed  6  inches  thick,  instead  of  with  joists  6  inches  apart  i^ 
would  have  been  4  times  as  strong — the  square  of  8  being  9,  and  the  square  of  6,  86. 

Naked  fioofn  are  divided  into  tingU-joUteily  dmibh^  and  framed  floor 9 :  and  it  must  be  remarked  that 
unsawn  timbers  are  considerably  stronger  than  planks  or  scantlings  cut  out  of  a  round  tree.  When  a 
tree  is  cut  longitudinally,  and  formed  into  two  pieces,  these  will  support  less  than  they  would  do  when 
united  in  the  original  tree,  arising  from  the  circular  concentric  rings  which  compose  the  tree  being  cat 
through,  which  renders  the  timb^  more  compressible  on  one  side  than  on  the  other ;  and  as  the  tcsture 
is  less  close  where  it  has  been  sawn,  it  is  also  more  susceptible  of  change  from  humidity  on  alternation 
of  temperature. 

Joists  whose  width  is  less  than  half  their  vertical  thickness,  are  subject  to  twist  and  bend  if  not 
strutted ;  and  for  this  reason  squared  timber  was  usually  employed  by  the  builders  in  the  middle  ages ; 
and  we  have  numerous  examples  four  or  five  hundred  years  olcC  where  the  timber  selected  has  the  pith 
in  the  centre,  and  the  concentric  rings  nearly  entire,  being  in  a  sound  and  perfect  condition.  Experience 
also  teaches  us  that  timber,  whether  sawn  or  unsawn,  i^ed  for  a  floor  of  16  feet  bearing,  composed  of 
12  joists,  8  inches  square,  placed  at  a  distance  of  a  foot  apart  is  much  stronger  than  another  of  24 
joists,  8  by  4,  placea  edgeways,  at  a  distance  of  6  inches  apart)  although  there  is  the  same  quantity  oi 
timber  in  both  cases. 

Single^oUted  ftoort  consist  of  one  series  of  joists,  which  ought  to  be  let  down  or  halved  od  to  wall- 
plates  of  a  sufficient  strength  and  scantling  to  form  a  tie,  as  well  as  a  support  to  the  floors.  Each  joist 
should  be  spiked  or  pinned  to  the  timbers  on  which  it  lies.  Wherever  nreplaces  occur,  and  the  joists 
cannot  get  a  bearing  on  the  wall,  they  are  let  into  a  trimmer  or  piece  of  timber  framed  into  the  two 
nearest  joists  that  have  a  bearing :  into  this  the  other  joists  are  mortised.  As  the  trimming  joists  sup- 
port a  greater  weight  they  must  be  made  stronger  tlmn  the  others,  and  should  have  an  eighth  of  ac 
mch  additional  thickness  given  to  them  for  every  joist  they  carry.  When  the  bearing  exceeds  8  or  9 
feet  the  joists  should  be  strutted,  or  they  will  have  an  inclination  to  turn  sideways :  the  joists  in  use, 
being  generally  thin  and  deep,  require  strutting  on  all  occasions,  and  a  rod  of  iron  is  often  passed 
through  them,  whi(^  being  screwed  up  after  the  strutting-pieces  are  placed,  gives  the  entire  floor  great 
solidity  and  firmness.  The  weight  of  a  square  of  single-joisted  floor  varies  from  10  cwt  to  1  ton,  and 
the  joists  should  never  extend  to  a  greater  oearing  than  20  feet  in  ordinary  cases. 
689.  Moriises  and  Tenons.  ^_ 
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lb  find  the  depth  of  a  Joist,  when  the  length  of  bearing  and  breadth  in  inches  is  given :  divide  the 
square  of  the  length  in  feet  between  the  supports  by  the  breadth  of  the  joist  in  inches,  and  the  cabs 
root  of  the  Quotient  multiplied  by  2*2  for  fir  and  2*8  for  oak,  gives  the  depth  in  inches.  A  sin^lepoisted 
floor  which  has  the  same  quantity  of  tunber  as  a  double  floor,  is  consiaerabljr  stronger,  particularly  if 
pFoperlv  strutted,  than  the  latter.  The  plates,  bedded  on  the  walls,  upon  which  the  joists  are  to  be 
tailed  down,  should  have  their  depth  equal  to  half  that  of  the  joists,  and  their  width  half  aa  modi 
more.  In  many  instances  the  plates  are  not  bedded  entirely  in  the  wall,  but  have  one-half  resting 
beyond  the  face  on  corbels  let  mto  the  wall,  at  a  distance  of  6  feet  apart  To  form  the  entaille  or 
dovetail,  great  care  should  be  used,  to  prevent  the  joist  from  drawing  out  of  its  place  when 
pnmed  down. 
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Double  fiooT%  are  formed  of  joidi^  binders,  and  ceUing-joiMa.  The  binders  rest  upon  the  plates 
bedded  on  the  walls,  and  8er?e  the  purpose  of  supports  to  the  joists  whicli  are  bridged  on  them, 
iS  well  as  to  the  ceiUng-joists,  which  are  pulleys  mortised  into  their  sides.  When  the  depth  of  a 
binding-joist  is  required,  the  length  and  breadth  being  given,  divide  the  square  of  the  length  in 
feet  by  the  breadth  in  inches,  and  the  cube  root  of  the  quotient,  multiplied  by  8.42  for  pine  and 
8.53  for  oak,  will  give  the  depth  in  inches.  When  the  length  and  depth  are  given,  and  the  breadth 
is  required,  divide  the  square  of  the  length  in  feet  by  the  cube  of  the  depth  in  inches,  and  multi- 
ply the  quotient  by  40  for  pine  and  44  for  oak,  which  will  give  the  breadth.  The  above  rules  sup- 
pose  the  binders  to  be  placed  at  a  distance  of  6  feet  from  each  other. 

Binding-joists  (Fig.  691)  must  be  framed  into  the  girders,  and  care  must  be  taken  that  the  bearing 
parts  fit  the  mortise  made  for  them  very  accurately :  the  tenon  should  be  one-sixth  of  the  deptl^ 
and  placed  at  one-third  of  the  depth,  measured  from  the  lower  side.  When  binding-joists  only 
are  employed  to  carry  the  ceiling,  their  scantlings  may  be  found  in  the  same  manner  as  those  of 
ociling-joists,  which  are  small  timbers,  and  only  of  a  sufficient  thickness  to  nail  the  laths  to. 
When  Uieir  length  and  bearing  are  given,  their  depth  may  be  found  by  dividing  the  length  in  feet 
by  the  cube  root  of  the  breadth  in  inches,  and  multiplying  the  quotient  by  0.64  for  pine  or  0.67  for 
oak,  which  will  give  their  depth  in  inches.  Ceiling- joists  are  usually  notched  to  the  under  sides  of 
the  binding-joists,  and  nailed  to  them :  this  is  better  than  mortising,  which  weakens  the  binder,  and 
gires  more  labor. 

TiMBER-GiRDEBS.* — General  Remarks^  applying  only  to  plun  beams.  Girders  should  always  be 
placed  so  as  to  have  good  supports  for  their  extremities.  Those  intended  to  support  floors  should 
rest,  therefore,  on  solid  walls  or  piers,  not  over  the  windows  or  other  openings.  To  insi\re  this,  it  is 
sometimes  necessary  to  lay  them  obliquely  across  the  room,  but  an  inclined  position  should  be  avoided 
if  possible.  It  is  better  to  provide  very  strong  templates  over  the  openings  to  carry  the  girder  and 
throw  the  weight  well  upon  the  piers.  The  ends  of  all  timber-girders  should  rest  upon  stone  tem- 
plates, and  be  perfectly  clear  of  the  masonry.  Girders  should  be  weakened  as  little  as  possible 
by  mortises  or  joints  of  any  kind  which  cut  into  them,  especially  at  or  near  the  centre  of  their 
length,  where  the  greatest  strain  comes  upon  thenu 

Wall-Plates  are  pieces  of  timber  built  into  or  upon  a  wall,  to  support  the  ends  of  joists  or 
other  bearers.  They  distribute  the  weight  thrown  upon  them  by  the  joists,  and  give  the  latter  a 
hold  upon  the  side-walls,  so  that  these  are 

tied  together.     On  the  ground-floor  the  «M.  698.  694. 

waD-pl^es  generally  rest  upon  an  offset 
b  the  wall,  as  in  Fig.  692.  Above,  also, 
they  may  rest  on  an  offset,  if  there  is  a 
change  in  the  thickness  of  the  wall ;  or 
they  may  be  built  into  the  wall,  as  shown 
in  Fig.  693,  great  care  being  taken  that 
there  is  a  free  circulation  of  air  round 
the  ends  of  the  joists ;  or  they  may  rest 
on  eorbds  provided  for  the  purpose,  as  in 
Fie.  694,  thus  preventing  all  danger  of  decay  by  contact  with  the  masonry  and  want  of  air. 

The  joists  are  either  simply  nailed  on  to  the  wall-plates,  or  "  notched  "  (Fig.  693)  or  "  coeged  " 
(Fig.  694)  upon  them.  If  the  joists  are  of  unequal  depths,  the  notches  are  varied  in  depth  also,  so 
as  to  keep  the  upper  surfaces  of  the  joists  in  the  same  plane.  Cogging  gives  the  joists  a  good 
hoU  upon  the  wall-phites,  so  as  to  tie  the  walls  in,  but  it  is  seldom  done.  Wall-plates  are  some- 
tnnes  dovetaOed  into  each  other  where  they  meet  at  the  angles  of  a  building ;  but  there  are  great 
objections  to  dovetails,  and  it  is  better  that  they  should  be  halved  and  bolted.  Wall-plates  should 
be  in  as  long  pieces  as  possible ;  and,  when  two  or  more  pieces  are  required  to  extend  along  the 
length  of  the  wall,  they  should  be  carefully  scarfed  together. 

TredgM9  RnU  for  size  of  wall-plates: 


For  a  20-f  eet  bearing,  4^  inches  by  8  inches. 
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Bbidodig-Joists  or  ^'OomcoH  Joiots."— These  are  generally  laid  about  12  inches  apart  from 
centre  to  centre,  or  sufficiently  near  to  prevent  the  deflection  of  the  floor-boards. 

Joists  should  not  be  less  than  2  inches  wide,  or  they  will  be  split  by  the  nails  holding  the  board- 
mg,  especially  at  the  heading- joints  where  four  nails  come  together.  They  should  never  be  more 
than  8  mdies  wide  if  they  are  themselves  to  carry  a  ceiling  (without  the  intervention  of  ceiling- 
jdats),  as  the  lower  surface  of  the  joists  causes  a  blank  space  behind  the  ends  of  the  laths,  which 
interrupts  the  key  for  the  plastering. 

SnuTnno. — Jdsts  more  than  10  feet  long  should  be  strutted  at  intervals  of  about  7  feet,  to 
make  them  stiff,  and  to  prevent  them  from  turning  over  sideways.  The  struts  also  add  greatly  to  the 
strength  of  the  floor  hy  causing  the  pressure  on  the  joists  to  be  transmitted  from  one  to  the  other. 

Haring^xme  strutting  consists  of  small  pieces,  from  2  inches  to  8  inches  wide  and  1  inch  thick, 
inserted  diagonally  and  crossing  one  another  between  the  joists. 

PcroGDro  \A  plaster  (coarse  stuff)  or  other  mixtures  laid  upon  boards  fitted  in  between  the  joists 
of  a  floor,  to  prevent  the  passage  of  sound  or  smell  from  the  room  below. 

*  The  renudBdar  of  this  artlele  is  mainly  condensed  from  **  Notes  on  BnUding  Construction,  adapted  to  the  Beonire' 
BMBts  of  the  Sylbbas  of  the  Bdenoe  and  Art  Department  of  the  Committee  of  Conndl  on  Edacation,  Soath  Ken- 
itiKtoa.**    BlTinftm*  I^ondon,  187^ 
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Slips  of  cork  or  list,  along  the  upper  edges  of  the  joists  upon  which  the  boards  are  nuled,  are 
recommended  by  Tredgold  as  a  means  for  reducing  the  passage  of  sound.  Felt  or  felt-paper  over 
the  boards  and  under  the  carpet  have  been  used  for  the  same  purpose. 

Trim MiNO. — It  often  happens  that,  on  account  of  flues,  fireplaces,  or  from  other  causes,  it  is  inad- 
visable to  let  the  ends  of  the  joists  rest  on  particular  parts  of  the  walls,  and  it  b  nccessarj  that 
they  should  be  trimmed.  When  the  joists  are  at  right  angles  to  the  wall  in  which  the  flue  or  fire- 
place occurs,  they  are  stopped  short  of  the  portion  of  wall  to  be  avoided,  and  tusk-tenoned  into  a 
cross-beam  called  a  **  trimmer."  This  trimmer  is  tusk-tenoned  at  the  ends,  and  framed  in  between 
the  two  nearest  bridging- joists  bearing  on  the  wall,  on  each  side  of  the  portion  to  be  avoided.  The 
joists  carrying  the  trimmer  are  called  **  trimming-joists."  As  they  have  to  carry  more  weight  than 
the  other  brid^ng-joists,  they  are  made  wider. 

TredffoltTs  RuU, — ^To  the  width  of  the  common  joists  add  one-eighth  of  an  inch  for  every  joist 
carried  by  the  trimmer,  and  that  will  give  the  width  of  the  trimming-joists.  When  the  trimming- 
joists  are  deeper  than  the  others,  they  need  not  be  so  wide  in  proportion. 

Floor-Boards  are  laid  in  several  different  ways. 

Fhin-joirUed, — The  boards  are  simply  laid  side  by  side,  as  close  as  possible  (see  Fig.  696),  a  nail 
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or  generally  two  being  driven  through  the  boards  into  each  joist.  The  inevitable  shrinkage  of  the 
boards,  as  at  A^  will  cause  openings  through  this  description  of  floor. 

Btbated,  of  which  the  section.  Fig.  696,  explains  itself.  Here  a  considerable  shrinkage  may  take 
place,  as  at  Ay  without  causing  an  opening  between  the  boards  throughout  their  depth. 

**FUligtered'^  is  another  name  for  the  joint  shown  in  Fig.  696. 

Bebaiedj  grooved,  and  tongtted. — One  board  can  first  be  nailed,  as  shown  at  5,  Fig.  697,  and  then 
the  other  board,  upon  being  slipped  into  it,  will  be  kept  down  by  the  form  of  joint  Thus  the  nails 
are  prevented  from  appearing  on  the  surface  of  the  floor,  which  is  sometimes  desirable. 

Rebated  and  filleted, — A  rectangular  rebate  is  cut  out  along  the  lower  edges  of  the  boards,  as  in 
Hg.  698,  and  the  space  filled  in  with  a  slip  or  **  fillet,"  occasionally  of  oak  or  some  hard  wood.  It 
will  be  seen  that  any  opening  caused  by  shrinkage  is  covered  by  the  fillet,  and  the  floor  must  be  worn 
down  nearly  through  its  whole  thickness  before  the  fillet  is  exposed. 

Ploughed  and  tongued. — ^A  narrow  groove  is  cut  in  the  side  of  each  board,  and  an  iron  or  wooden 
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tongue  inserted  (Fig.  699).  It  will  be  noticed  that  this  shares  some  of  the  advantages  of  the 
filleted  joint,  but  the  tongue  is  sooner  laid  bare  whei)  the  floor  is  much  worn.  The  tongue  should 
be  kept  lower  than  the  centre  of  the  thickness  of  the  boards,  so  that  as  much  wear  as  possible  may 
be  got  out  of  them  before  it  is  exposed. 

Chrooved  and  tongued, — In  this  joint,  Fig.  700,  the  tongue  is  worked  upon  one  board  to  fit  the 
groove  cut  in  the  other.  This  is  not  an  improvement  on  the  joint  last  described ;  the  tongue  is 
necessarily  thicker,  and  thus  causes  a  thinner  piece  of  wood  to  be  left  above  the  groove.  This  rots 
and  flakes  away  if  the  floor  is  often  washed. 

Doweled, — Small  oak  dowels  are  fixed  along  the  edge  of  one  board  to  fit  into  holes  in  the  other, 
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in  the  spaces  between  the  joists  (see  Fig.  701).    Doweled  floors  show  no  nails  on  the  surface ;  only 
one  end  of  each  board  is  nailed  obliquely,  the  other  being  kept  down  by  the  dowel 

Of  the  joints  above  described,  those  illustrated  in  Figs.  696  and  696  are  used  dbiefly  for  inferior 
floors ;  that  shown  in  Fig.  698  for  warehouses  or  barracks ;  those  in  Figs.  699  and  700  for  ordinaiy 
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floors  of  a  high  dass ;  and  that  in  Fig.  701  for  very  superior  floors.  The  joints  in  Figs.  696,  697, 
md  700  necessitate  the  use  of  a  larger  quantity  of  boarding  to  coTer  a  given  surface  than  when  the 
other  joints  are  adopted. 

HxADDiGS. — ^The  boards  in  floors  are  seldom  long  enough  to  go  right  across  the  room.  In  such  a 
case  the  joint  between  the  end  of  one  board  and  the  next  is  called  Uie  '*  heading  joint"  Headings 
should  always  fall  upon  joists,  and  break  joint  with  one  another  in  plan. 

Square  heading. — In  this,  the  ends  of  the  boards  simply  butt  against  one  another,  similarly  to  the 
side-jomts  in  Fig.  695. 

Splaifed  or  beveled  heading, — The  ends  of  the  boards  are  splayed  to  fit  one  another,  as  shown  in 
Rg.  7oa. 

Tongued  heading, — ^The  ends  of  the  boards  are  cross-grooved,  and  laid  with  a  cross-grain  wood, 
or  a  metal  tongue,  similar  to  that  shown  for  the  side-joints  in  Fig.  699. 

Jtebated  ana  tongued  heading  is  formed  in  the  same  way  exactly  as  the  joint  shown  in  Fig.  697. 

Forked  heading*, — ^In  these  the  ends  of  the  boards  are  cut  into  a  number  of  sharp  salient 
and  reentering  notches,  whose  ridges  are  parallel  to  the  surface  of  the  floor.  These  notches  fit 
one  another,  and  form  a  tight  joint.  Such  joints  are  sometimes  used  in  oak  floors,  but  they  are 
extremely  troublesome  and  expensive  to  make. 

The  best  floors  are  those  laid  with  narrow  boards  (from  batten  widths  down  to  strips  of  8  inches 
or  4  faidies  wideX  ^  the  shrinkage  in  each  is  less,  and  the  joints  can  be  kept  tighter.    Floor-boards 
are  generally  jammed  tightly  together  as  they  are  laid, 
bj  means  of  flooring-cramps;  but  in  common  floors 
they  are  sometimes  laid  foldipg,  thus:  Two  boards 
are  laid  and  nailed  at  a  distance  apart  a  little  less 
than  the  width  of  three  or  four  boards.    These  are 
then  put  into  the  space,  and  forced  home  by  laying  a      ___^__^.....^__^_ 
plank  upon  them,  and  jumping  upon  it  (see  Fig.  708). 

The  boards  thus  laid  together  are  often  of  the  same  length,  so  that  their  heading-joints  fall  into 
ooe  line,  and  are  not  properly  broken. 

Gensral  Remarks  on  Floors. — ^The  timbers  that  carry  the  weight  should,  as  a  rule,  be  laid  the 
narrowest  way  of  the  room.  The  bearing  timbers  may  be  so  arranged  as  to  tie  in  the  principal 
walls,  or,  if  the  building  forms  a  comer,  having  two  or  more  external  walls,  they  may  be  laid  in 
opposite  directions  in  the  alternate  stories.  All  parts  of  timber  built  into  walls  should  have  clear 
spaces  round  them  for  circulation  of  air.  Timbers  passing  over  several  points  of  support,  sudi  as 
joists  over  binders,  joists  or  binders  over  party-walls,  and  similar  cases,  should  be  in  as  long  lengths 
as  possible,  by  which  their  strength  is  greatly  increased  as  compared  to  what  it  would  be  if  they 
were  cut  into  short  lengths,  just  sufficient  to  span  the  intervals  between  each  pair  of  supports.  Fix- 
ing oniformly-loaded  timbers  rigidly  at  the  ends  increases  their  strength  by  one-half,  but  this  can  sel- 
dom be  dime  in  practice.  If  the  ends  are  built  into  the  wall,  they  have  a  tendency  to  strain  and 
destroy  the  masonry.  The  want  of  a  free  circulation  of  air  causes  the  timber  to  decay,  and  in  any 
case  it  soon  shrinks  and  becomes  loose.  Tredgold  recommends  that  floors  should  be  laid  with  a  slight 
rise  m  the  centre  (about  three-fourths  of  an  inch  in  20  feet),  to  compensate  for  the  settlement  that 
will  take  place  in  the  beams.  All  floors  near  the  ground  should  be  ventilated,  to  secure  a  perfect 
drcoladon  of  air  round  all  their  parts.  This  is  easily  done  by  inserting  air-bricks  in  the  walls. 
For  the  same  purpose  openings  should  be  left  in  the  sleeper  walls  carrying  the  intermediate  wall- 
plates  of  ground-floors.  The  ground  below  the  floor  should  be  thoroughly  drained,  and  covered  with 
ashes  and  quicklime.    It  is  sometimes  asphalted  all  over  to  prevent  damp  from  rising. 

Cnuao-JoiOTS  are  light  beams  to  carry  the  laths  for  the  plastering  of  the  ceilmg.  They  are  flxed 
to  the  under  side  of  the  bearers  of  the  floor,  running  at  right  angles  to  them — that  is,  in  a  single 
floor  to  the  bridging-joists,  in  a  double  or  framed  floor  to  the  binding-joists.  They  should  be  12 
.hidies  from  centre  to  centre ;  if  more  widely  placed  than  this,  the  laths  are  likely  to  give  with  the 
vdght  of  the  plaster.  Two  inches  is  the  best  width  for  ceiling- joists ;  this  is  sufficient  to  nail  the 
laths  to.  If  wider,  the  under  surface  of  the  joist  interrupts  the  key  for  the  plaster.  The  mode  of 
fixing  ceiling- joists  is  generally  to  notch  them  and  nail  them. 

PABTmo7«8  are  used  to  divide  rooms  from  one  another,  instead  of  walls,  to  save  space  and  ex- 
pense. 

Quariered  partitions  consist  of  framings  flUed  in  with  light  scantlings  or  **  quarteringe^^'*  upon  the 
sid«  of  which  hiths  are  nailed  and  plastered.    These  may  be  "  framed  "  or  "  common." 

Bricknogged  parHtions  have  the  intervals  between  the  quartering  filled  in  with  brickwork,  upon 
which  the  plastering  is  laid. 

General  Remarks  (chiefly  from  Tredgold's  "  Carpentry  "\ — Partitions  containing  timber  should 
not  be  used  on  the  floor  next  to  the  ground,  as  the  wood  is  affected  by  the  damp,  and  decays. 
Stone  or  brick  walls  are,  therefore,  preferable  in  such  positions.  A  quartered  partition  sometimes 
rests  on  tiie  party-wall  of  the  ground-floor.  This  is  not  a  good  arrangement,  as  the  partition  becomes 
cradled  in  consequence  of  its  being  unable  to  settle  together  with  the  main  walls  to  which  it  is  fixed. 
Kor  should  the  weight  of  the  partition  be  allowed  to  rest  on  the  floor  below  it,  as  it  bears  heavily 
upon  the  joists,  cracks  the  ceilings  below,  and  also  settles  and  tears  away  from  the  ceiling  above  it. 
A  better  arrangement  is  to  suspend  the  partition  from  the  floor  or  roof  above ;  this  prevents  the 
cracking  of  the  cornice  above  the  partition.  Of  course,  if  the  weight  of  the  partition  be  thrown 
upon  eh^er  of  the  floors  or  the  roof,  these  latter  must  be  strengthened  accordingly.  By  far  the  best 
plan,  however,  is  to  make  the  partition  self-supporting,  depending  only  on  the  main  walls  carrying 
its  ends,  and  forming,  in  fact,  a  very  deep  truss.  If  the  trussed  partition  be  supported  by  two 
viUs  of  very  miequal  height,  they  may  settle  unequally,  and,  if  so,  will  cause  it  to  crack.  If  the 
walls  are  of  equal  height  and  well  founded,  they  will  settle  equally,  and  the  partition  moving  with 
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them  will  Bustain  no  injury.    The  framing  of  the  tnus  should  be  so  arranged  as  to  throw  the 
weight  upon  the  points  of  support  in  the  walls  at  the  end  of  the  truss. 

.framed  partition  with  ordinary  doorway  in  the  centre. — ^A  truss  of  queen-post  form  may  be  used, 
as  in  IHg.  704,  which  is  taken  from  Tredgold's  "  Carpentry." 

The  braces  b  b  correspond  to  the  principal  rafters,  and  Tredgold  recommends  that  they  should  be 
inclined  at  an  angle  of  about  40°  with  the  sill  ^  /9.    The  door-head  fulfills  the  part  of  the  straining- 
beam,  while  the  bottom  plate 
or  sill  8  8  corresponds  to 
the  tie-beam,  and  may  pass 
between  the  joists  under  the 
floor-boards.     The  ends  of 
the  top  plate  or  ''  head  "  H 
I   of  the  truss  are  received  by 
'   the  walls  which  support  the 
partition,  but  they  should 
not  rest  upon  the  walls  un- 
I   less  the  studs  are  secured 
I   by  straps  to  the  head.    The 
I   filling -in  pieces,    "studs," 
;   "  quarterings "    or    "quar- 
I   tcra,"  ^  should  be  of  light 
scantling,   just   so   thick — 
about    2   inches — ^that  the 
laths  can  be  nailed  to  them.    They  are  tenoned  to  the  top  and  bottom  plates,  butted  and  nailed  on 
to  the  braces.    They  should  be  stiffened  at  yertical  intervals  of  8  or  4  feet  by  short  struts  called 
'^nogging^pieoes,"  or  by  continuous  rails,  h  A,  notched  on  to  the  uprights  and  nailed  to  them. 

The  studs  J)  on  each  side  of  the  doors  are  called  the  "  door-studs,"  "  principal  posts,"  "  uprights," 
or  **  double  quarteiings."  To  avoid  the  waste  of  material  caused  by  ched^ing  these  out  to  form 
shoulders,  as  shown  in  Fig.  704,  the  heads  of  the  braces  may  be  housed  and  tenoned  into  them. 

The  studs  should  bo  placed  at  such  a  distance  apart  as  will  suit  the  length  of  the  laths.  These 
are  usually  8  or  4  feet  long,  and  the  studs  may  be  at  12  inches  central  intervals,  so  that  the  ends  of 
the  laths  may  fall  upon  every  third  or  fourth  stud. 

Tredgold  states  that  when  a  partition  rests  on  a  floor,  or  is  otherwise  supported  throughout  Its 
length,  it  is  better  without  struts  or  braces,  the  quartering  being  simply  steadied  by  horizontal  pieces 
between  them.  He  also  recommends  that  when  extra  strong  and  sound-proof  partitions  are  re- 
quired, the  studs  should  not  be  filled  in  between  the  framing,  but  nailed  on  the  outside  as  battens, 
and  then  plastered.  Partitions  should  be  made  of  very  well-seasoned  timber,  and  the  joints  carefully 
fitted.  The  whole  should  be  allowed  to  stand  for  some  time  before  being  lathed,  so  that  the  timber 
may  take  its  bearings,  and  twisted  timbers  may  be  put  right  before  plastering.  Wrought-iron  tie- 
rods,  also  cast-iron  sockets  and  shoes,  are  often  used  (for  the  same  purposes  as  in  roofs)  in  parti- 
tions of  large  size,  or  those  which  have  to  bear  a  great  weight 

The  weight  of  a  square  of  partitioning  may  be  taken  at  from  1,480  to  2,000  lbs.  per  square ;  the 
weight  of  a  square  of  single- joisted  flooring,  without  counter-flooring,  1,260  to  2,000  lbs. ;  the  weight 
of  a  square  of  framed  flooring,  with  counter-flooring,  2,500  to  4,000  lbs.  Scantlings  for  the  prind- 
pal  timbers  of  a  partition  bearing  Its  own  weight  only  .*  4  x  8  inches  for  bearing  not  exccedmg  26 
feet ;  4  X  8^  inches  for  bearing  not  exceeding  80  feet ;  6  x  4  inches  for  bearing  not  exceeding  40 
feet.  If  the  partition  has  to  sustain  the  weight  of  a  floor  or  roof,  the  sizes  of  the  timbers  must  be 
increased  to  meet  the  additional  strain  that  will  come  upon  them.  The  filling-in  pieces  should  be  just 
thick  enough  to  nail  laths  to,  about  2  inches.  Any  timbers  more  than  8  inches  wide  on  the  face,  to 
which  the  laths  are  nailed,  should  have  the  comers  taken  off  so  as  not  to  interrupt  the  key  for  the  plaster. 
JoiNSRT  Beads  are  narrow,  convex,  plain  mouldings,  in  section  generally  parts  of  a  circle.  When 
the  bead  is  formed  upon  a  board,  in  the  substance  of  the  wood  itself,  its  upper  surface  being  flush, 
or  nearly  so,  with  that  of  the  board,  it  is  said  to  be  "  stuck  "  (see  Figs.  705,  706,  707).    If  the  bead 
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is  formed  in  a  separate 
strip,  and  nailed  or  brad- 
ded  to  the  board,  it  is  de- 
scribed as  "laid  in"  or 
"planted "  (see  Kg.  708). 
A  nosing  or  rounded 
edge  is  formed  by  round- 
ing the  edge  of  a  piece 
of  stuif,  as  shown  in  fig. 
709.  It  is  frequently  U8^ 
for  finishing  off  the  edge  of  a  projecting  board,  such  as  the  tread  of  a  step,  a  window-board,  etc. 

Quirked  bead. — In  Fig.  706  the  circular  portion  is  the  section  of  the  bead,  and  the  indentation 
at  ^e  side  is  called  a  "  quirk." 

A  double-mtirked  bead  is  one  with  a  quirk  on  each  side,  as  in  Fig.  707.  It  is  also  known  as  a 
"  flush  bead,^*  because  it  is  flush  with  the  surface  of  the  wood. 

A  staff"  or  anale  bead  is  a  double-quirked  l>ead  formed  upon  an  angle,  as  shown  in  Fig.  708.  It 
is  sometimes  called  a  "  return  bead." 

A  cocked  bead  is  one  which  projects  above  the  surface  of  the  board.  In  order  to  avoid  redu- 
cing the  whole  surface  of  the  board,  the  bead  may  be  made  in  a  separate  strip,  and  planted  upon 
it,  or  laid  in  a  shallow  groove,  as  in  Fig.  708. 
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A  cocked  bead  and  filH  is  one  resting  upon  a  flat  strip  or  fillet  sllglitly  wider  than  itself,  and 
planted  on  to  the  surface  of  the  board. 

ReedUiff  consists  of  parallel  beads  placed  dose  together. 

The  tome  is  a  very  large  bead,  surmounted  by  a  flat  strip  or  fillet.  The  distinction  between  a 
torus  and  a  bead  is,  that  the  former  is  always  surmounted  by  a  fillet 

Shooting  is  simply  making  the  edge  of  a  board  straight  and  smooth  by  planing  off  a  shaving.  A 
board  is  said  to  have  its  **  edges  snot "  when  both  edges  have  been  made  smooth  and  true  with  a 
plane. 

Benbmg  is  cutting  the  edge  of  a  board  to  fit  an  irregular  surface. 

Chamfering  is  ttudng  off  the  **  arris  ^'  or  sharp  edge,  so  as  to  form  a  flat,  narrow  surface  down 
an  angle.  This  is  frequently  done  for  ornament,  and  also  to  render  the  angle  less  liable  to  in- 
jury. Chamfers  are  also  often  used  for  the  same  purpose  as  beads,  especially  on  the  edges  of 
boutls  forming  a  dose  joint,  so  as  not  only  to  form  an  ornament,  but  also  to  hide  the  opening 
eansed  by  shrinliage 

V'Joini  is  the  angle  formed  by  the  meeting  of  chamfers  on  two  adjacent  edges. 

Stop^eham/er  is  one  in  which  the  chamfer  is  not  carried  to  Uie  extremity  of  the  arris,  but 
stopped  and  sloped,  or  curved  up  at  the  end  till  it  dies  away  again  into  the  square  angle. 

Houang  consists  in  letting  the  whole  end  of  one  piece  of  timber  for  a  short  distance  into  another. 

Fbakino. — ^Frames  in  joinery  consist  of  narrow  pieces  of  wood  connected  by  mortise  and  tenon 
joints,  and  grooved  on  Uie  inside  to  receive  boards,  which  fill  up  the  openings  in  the  framing. 
In  every  frame  the  vertical  pieces  are  called  *'  stiles,"  8  8  (Fig.  710),  the  horizontal  pieces  **  rails,** 
RR,   These  constitute  the  framing  itself, 

and  in  the  example  shown  are  filled  in  *^®* 

with  panels,  PP. 

The  pieces  of  wood  forming  a  frame 
should  be  narrow,  so  as  to  be  affected 
as  little  as  possible  by  shrinking  under 
atmospheric  influence.  The  inner  edges 
of  the  stiles  and  rails  are  grooved  to  the 
depth  of  about  half  an  inch  to  receive 
tite  panels,  whidi  should  fit  so  tightly  as 
not  to  rattle,  and  yet  should  be  free  to 
contract 

Pahklino. — ^The  boarding  which  fills  in  each  opening  of  any  piece  of  framing  is  called  a  "  panel.*' 
There  are  several  forms  of  panels,  known  by  technical  names,  depending  upon  the  manner  in  which 
ther  are  respectively  constructed  and  ornamented. 

aquare  and  fiat  pande  are  those  in  which  the  boards  are  of  the  same  thickness  throughout, 
thinner  than  the  frame,  sunk  bdow  its  surface,  and  not  ornamented  by  beads  or  mouldings.  When 
the  edge  of  the  panel,  dose  to  the  framing,  is  ornamented  by  a  moulding,  either  **  planted  "  or 
''stodL"  on  to  the  inner  edge  of  the  frame,  it  is  designated  as  "moulded,"  or  "moulded  and 
flat" 

Fhuh  paneb  have  thdr  surface  "  flush,*'  or  in  the  same  plane  with  the  surface  of  the  frame. 

DooBS. — ^Internal  doors  should  be  at  least  2  feet  9  inches  wide  and  6  feet  6  inches  high.  A  usual 
opening  is  3  feet,  or  8  feet  6  inches.  Very  large  rooms  sometimes  have  doors  8  feet  or  more  in 
vidth,  and  8  feet  to  10  feet  high.  Entrance-doors  vary  in  width  from  8  feet  6  inches  to  5  feet. 
When  a  door  is  more  than  8  feet  6  inches  wide,  it  should  be  hung  in  two  halves  ("  hung  folding  "), 
by  which  arrangement  it  requires  less  space  into  which  to  open,  and  the  leaves  are  lighter.  Doors 
dioald,  as  a  rule,  open  inwai^  from  a  person  entering  the  room.  The  hinges  should  generally  be  on 
his  right,  but  this  is  sometimes  altered  by  peculiarities  of  the  position. 

BoUdpande  are  those  in  which  the  panel  is  in  one  piece,  of  the  same  thickness  as  the  frame,  and 
flash  on  both  sides  with  its  surface. 

Beadfluah  panda  have  a  bead  all  round  close  to  the  inner  edge  of  the  framing. 

A  lw«d  door  is  the  simplest  kind  of  door  made,  and  is  used  only  for  temporary  or  inferior  build- 
ii^s.  The  very  commonest  consist  of  vertical  boards  butted  against  one  another,  and  connected  by 
two  or  three  horizontal  pieces  called  "  ledges  "  nailed  across  the  back.  In  ledged  doors  of  a  better 
dass,  the  boards  are  grooved  or  ploughed  and  tongued  together,  sometimes  united  by  rebated  joints, 
and  neariy  always  beaded  or  chamfered. 

A  ledged  and  braced  door  has  braces  diagonally  across  the  back  in  addition  to  the  horizontal  ledges, 
and  generally  housed  into  them. 

A  framed  and  braced  door  consists  of  a  frame  strengthened  by  a  middle  or  lock  rail  and  diagonal 
braces,  the  edges  of  whidi  are  stop-chamfered,  to  give  them  a  light  appearance. 

Poinded  doore  consist  of  a  framework  of  narrow  pieces  of  equal  thickness  put  together  with  mortise 
and  tenon  joints,  and  grooved  on  the  inside  edges  to  recdve  the  panels.  Fig.  711  is  a  six-paneled 
door.     The  mode  in  which  this  is  put  together  is  shown  in  fig.  712. 

Fig.  712  shows  one  stile  of  the  door  detached ;  the  other  is  in  position,  and  supposed  to  be  trans- 
parent, in  order  to  show  the  construction  of  the  tenons  which  fit  into  it  The  rails  and  stiles  are 
eoDtinoooB  throughout  thdr  length ;  but  the  muntmg  is  divided  into  three  parts  tenoned  in  between 
the  rails.  A  poi^n  of  the  door  is  broken  away  to  show  the  construction  of  the  munting  between 
tbe  bottom  panels.  It  will  be  noticed  that  the  stiles  are  longer  than  the  height  of  the  door,  having 
projecting  "  horns "  H  H^  which  extend  above  and  below  the  bottom  rails.  These  horns  are  left 
oDtll  the  door  is  wedged  up,  in  order  that  there  may  be  suffident  substance  to  resist  the  pressure  of 
the  wedges,  whidi  would  otherwise,  pressing  in  the  direction  of  the  grain,  force  out  the  wood  beyond 
the  moitise  in  the  stile,  and  destroy  the  joint    These  horns  are,  of  course,  removed  when  the  door 
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is  finished  and  cleaned  off  ready  for  fixing.  The  ends  of  the  rails  are  formed  with  tenons  of  differ- 
ent  kinds,  as  shown  in  Fig.  712.  These  fit  into  mortises  in  the  stiles,  and  are  then  secured  by  wedges. 
The  top  rail  has  a  single  haunched  tenon  at  each  end,  the  frieze  rail  a  common  tenon  at  each  end, 
and  the  bottom  rail  a  double  tenon  at  each  end.    The  lock  rail  is  provided  at  (U  with  a  double  tenon, 

strengthened  by  a  haunch 
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between  them ;  thus  the 
necessity  of  a  yery  large 
mortise  (which  would  cut 
the  stile  nearly  in  two)  is 
avoided.  When  a  mor- 
tise lock  is  used  for  a 
thick  door,  that  end  of 
the  rail  in  which  the  lodi 
is  to  be  fixed  should  be 
provided  with  four  tenons, 
as  shown  at  M ;  between 
these  there  is  room  for 
the  lock,  which  can  be  in- 
serted without  interfering 
with  the  tenons.  The  con- 
struction of  this  joint  is 
shown  in  the  figure,  a  por- 
tion of  the  stile  having 
been  broken  away  in  order 
to  show  the  tenons  more 
distinctly.  The  common 
practice,  however,  is  to 
make  an  ordinary  double 
tenon  in  the  centre  of  the 
framing  (like  that  at  di\ 
the  result  being  that  the 
formation  of  the  mortise 
for  the  lock  cuts  away  por- 
tions of  the  tenons,  and 
weakens  the  joint. 

The  inside  edges  of  the 
stiles,  munting,  and  rails 
are  grooved  down  the  centre  about  half  an  inch  deep  and  for  one-third  of  their  width,  to  receive  the 
panels.  The  edge  of  the  panel  X  is  shown  in  dotted  lines.  The  door,  having  been  made,  the  tenons 
carefully  fitted  to  the  mortises,  etc,  is  put  together  without  any  fastening,  and  left  until  imme- 
diately before  it  is  required  to  be  fixed,  in  order  that  it  may  have  as  long  a  time  as  possible  to  sea- 
son. Before  being  fixed,  the  door  is  taken  to  pieces,  the  mortises  cleared  out,  the  tenons  covered 
with  glue,  the  stiles,  munting,  and  rails  tenoned  into  each  other,  and  the  panels  inserted.  The  deal 
'wedges  io  10  are  then  dipped  in  glue  and  driven  in  as  shown  on  each  side  of  the  tenons,  the  flat  part 
of  the  wedge  being  next  to  the  tenon.  In  the  figure  the  wedges  securing  the  frieze  rail  are  shown 
as  originally  fixed.  Those  for  the  top  and  bottom  rails  have  been  cut  off  flush  with  the  stile ;  this 
is  shown  so  for  the  sake  of  illustration,  but  in  practice  it  is  not  done  until  all  the  part^  of  the  door 
are  put  together  and  "  wedged  up."  The  door  should  then  be  laid  upon  a  flat  firm  surface  till  the 
glue  is  dry. 

Windows. — Several  rules  are  given  by  different  writers  for  the  sizes  of  windows  as  regards  ap- 
pearance. These  need  not  be  here  entered  upon.  The  undermentioned  may  be  useful  to  regulate 
the  size  as  regards  internal  arrangement 

The  area  of  light  should  =  V  cubic  contents  of  room  (Morris).  The  height  generally  from  2 
to  2^  times  the  breadth.  There  should  be  1  foot  superficial  of  window  space  to  every  100  or  120 
cubic  feet  of  contents  of  the  room  in  dwelling-houses,  or  1  foot  superficial  to  50  or  65  cubic  feet  in 
hospitals  (Galton).  The  window-sill  should  generally  be  about  2  feet  6  inches  from  the  floor  inside. 
Windows  should,  as  nearly  as  the  construction  will  admit,  reach  to  the  ceiling,  for  the  sake  of  Tcn- 
tilation. 

Windows  consist  of  two  parts :  1.  The  sash  or  sashes  (including  the  bars)  which  hold  the  glass. 
'2.  The  frame  carrying  the  sashes.  The  sashes  may  be  fixed ;  hinged  on  the  sides  to  open  like  a  door, 
either  in  one  flap  or  two ;  hinged  at  the  top  or  bottom  edge ;  suspended  by  lines  over  pulleys,  with 
counterweights  to  slide  up  and  down;  arranged  to  slide  laterally;  or  hung  on  pivots  near  their 
centres.  The  frames  may  be  solid  or  hollow.  The  latter  (which  are  called  "  boxed  or  cased  frames  ") 
are  required  to  receive  the  counter-weights  when  the  sashes  are  hung  over  pulleys. 
Stairs  are  arrangements  of  steps  for  conveniently  ascending  from  one  level  to  another. 
The  stairccue  is  the  chamber  or  space  which  contains  the  stairs.  This  may  be  a  room  of  the  exact 
size  required,  the  walls  of  which  closely  surround  and  support  the  steps ;  or  the  stairs  may  be  in  a 
large  apartment,  such  as  a  passage  or  hall,  openings  being  left  in  the  upper  floors  so  as  to  allow  head- 
way for  persons  on  the  steps,  and  to  furnish  communication  between  the  stairs  and  the  different 
stories  of  the  building. 

Tread  is  the  horizontal  upper  surface  of  the  step  upon  which  the  foot  is  placed.  Rise  is  the  Terti- 
eal  height  between  two  treads.  Riser  is  the  face  or  vertical  portion  of  the  step.  Nosing  is  the  outer 
'edge  of  the  tread.    In  most  cases  it  projects  beyond  the  face  of  the  riser,  and  is  rounded  or  orna- 
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mented  bj  a  moulding,  being  known,  accordingly,  as  a  "  rounded  "  or  "  moulded  "  nosing.  Fliers  are 
the  ordinary  steps  of  rectangular  shape  in  plan.  Winders  are  the  steps  of  triangular  or  taper  form 
bk  plan,  required  in  turning  a  comer  or  going  round  a  curve.  The  small  ends  of  winders  are  some- 
ttmes  called  the  **  quoins.'*  A  flight  is  a  continued  series  of  steps  without  a  landing.  A  landing  is 
the  flat  resting-place  at  the  top  of  any  flight  A  half  space  is  a  landing  extending  right  across  the 
width  of  the  stair.  A  quarter  space  is  a  landing  extending  half  across  the  width  of  the  staircase. 
The  going  of  a  stair  is  the  distance  from  riser  to  riser.  This  term  is,  however,  sometimes  taken  to 
mean  the  width  of  the  stair,  that  is,  the  length  of  the  steps.  The  going  of  a  flight  is  the  distance 
from  the  first  to  the  last  riser  in  the  flight  The  line  of  nosings  is  tangent  to  the  nosings  of  the 
steps,  and  thus  parallel  to  the  inclination  of  the  stair.  Newels  are  poets  or  columns  used  in  some 
kinds  of  stairs  to  receive  the  outer  ends  of  steps.  If  the  steps  are  pinned  into  the  wall  and  there  is 
no  post,  the  staircase  is  said  to  have  an  '^open  newel.'*  The  handrail  is  a  rounded  rail,  parallel 
nearly  throughout  its  length  to  the  general  inclination  of  the  stair,  and  at  such  a  height  from  the 
steps  as  to  be  conveniently  grasped  by  a  person  on  the  stairs.  Balusters  are  slight  posts  or  bars 
supporting  the  handraiL 

Dimermons  of  siaira.— The  dimensions  of  staircases  and  steps  are  regulated  by  the  purposes  for 
whidi  they  are  intended. 

Length  of  steps. — ^As  a  rule,  steps  should  not  bd  less  than  from  8  to  4  feet  long,  so  as  to  allow  two 
persons  to  pass,  and  in  superior  buildings  they  are  very  much  longer. 

Trtad  and  rise. — ^The  angle  of  ascent  for  a  stair  will  depend  upon  the  total  height  to  be  gained 
between  the  floors,  and  the  space  that  can  be  afforded  in  plan.  The  wider  the  step  the  less  the  rise 
shonkl  be,  as  steps  which  are  both  wide  and  high  require  a  great  exertion  to  climb.  Authorities  differ 
slightly  as  to  the  proportion  between  the  tread  and  riser. 

The  following  rule  is  often  adopted  for  steps  of  the  dimensions  ordhmrily  required  in  practice,  L  e., 
those  with  treads  from  9  inches  to  14  inches  wide :  Width  of  tread  x  height  of  riser  =  66  inches. 
Thos,  with  a  tread  of  12  inches,  the  riser  would  be  5^  inches ;  with  a  riser  of  6  inches,  the  tread 
would  be  11  inches. 

The  tread  of  a  step  should,  however,  never  be  less  than  9  inches  in  width,  even  for  the  commonest 
stair;  while,  for  first-class  houses  and  public  buildings,  the  stairs  may  have  treads  from  12  to  14 
inches  wide.  Flights  should,  when  possible,  consist  of  not  more  than  12  or  18  steps,  after  which 
there  should  be  a  landing,  so  that  wet^  people  may  have  a  rest  at  short  intervals.  Two  consecutive 
flights  ought  not  to  be  in  the  same  direction. 

DnTBRENT  Forms  of  Staibs. — ^A  straiahi  siair  is  one  in  which  all  the  steps  aro  parallel  to  one 
another  and  rise  in  the  same  direction ;  thus  a  person  ascending  moves  forward  in  a  straight  line. 

A  dog4egged  sltUr  is  so  called  from  its  being  bent  or  crooked  suddenly  round  in  fiuided  resemblance 
to  a  d(^s  leg.  In  this  form  of  stair  the  alternate  flights  rise  in  opposite  directions.  The  ends  of 
the  steps  composing  each  of  these  alternate  flights  aro  in  the  same  plane  with  those  of  the  other 
flight,  so  that  thero  is  no  opening  or  well-hole  between  them. 

A  geometrical  stair  is  one  in  which  there  is  an  opening  or  well-hole  between  the  backward  and  for> 
ward  flights. 

Cireutar  stairs  are  composed  of  steps  contained  in  a  circular  or  polygonal  staircase,  toward  the 
centre  of  which  they  all  converge.    All  the  steps  are  necessarily  winders. 

Pajits  of  Wooden  Stairs. — brings  are  thick  boards  or  pieces  of  timber  placed  at  an  inclination  to 
support  the  steps  of  a  wooden  stair.  Wooden  stairs  of  the  commonest  description  are  thus  constructed : 
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Two  strings,  S  Sy  Fig.  718,  are  fixed  at  the  slope  determined  upon  for  the  stairs ;  in  these,  rectan- 
gular notdies  are  cut,  each  equal  in  depth  to  the  rise,  and  in  width  nearly  equal  to  the  tread  of  a  step : 
wpoQ  these,  boards  are  nailed,  forming  the  treads  t  and  risers  r.    In  stairs  of  a  better  description 
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the  outer  strings  are  cnt  as  above  described ;  but  the  ends  of  the  risers,  instead  of  coming  right 
through  and  showing  on  the  outer  surface  of  the  string,  are  mitred  against  the  vertical  part  of  the 
notch  in  the  string,  as  shown  at  a  a  in  Fig.  714  (plan),  the  other  end  of  the  step  being,  as  before, 
housed  into  a  groove  formed  in  the  wall  string.  The  outer  extremity  of  the  tread  is  also  cut  and 
mitred,  as  shown  in  Fig.  714,  to  receive  a  return  moulding,  forming  the  nosing  of  the  end  of  the 
step.    The  mortises  for  the  balusters  are  frequently  dovetailed  into  the  treads. 

ifouted  tiritiffs. — In  many  common  staircases  the  strings,  instead  of  being  notched  out  to  receive 
the  steps,  are  left  with  their  upper  surfaces  parallel  to  the  lower,  and  grooves  are  cut  into  their  inner 
sides  to  receive  the  ends  of  the  treads  and  risers ;  these  grooves  are  called  **  housings,"  and  the  steps 
are  said  to  be  ^*  housed ''  into  the  strings.  Fig.  715  is  an  elevation  of  the  inner  side  of  a  housed 
string,  showing  the  sinkings  or  housings  formed  to  receive  the  steps.  Fig.  716  is  a  sectional  eleva- 
tion through  the  steps,  showing  the  treads  /  and  the  risers  r  in  position.  These  are  secured  by  means 
of  wedges  x  y,  which  should  be  well  covered  with  glue  before  insertion.  The  treads  are  sometimes 
formed  with  two  tenons  at  each  end,  whidi  fit  into  mortises  cut  through  the  string. 

Open  strings  are  those,  such  as  the  cut  strings,  or  cut  and  mitred  strings,  described  above,  which 
are  cut  so  as  to  show  the  outline  of  the  steps. 

dote  Btringt  have  their  upper  and  lower  surfaces  parallel,  the  steps  being  housed  into  them  as 
above  described  (see  Fig.  716). 

Wrtathtd  ttring  is  one  formed  into  a  continuous  sweep  round  the  well-hole  of  a  geometrical  stair. 

The  vfoUsti'inff  is  the  string  up  a^inst  the  wall,  and  plugged  to  it  ( WS^  Fig.  714). 

The  outer  Mtring  is  the  string  at  the  end  of  the  steps  farthest  from  the  wall  (0  8), 

A  rough  sh'ing  is  an  additional  support  between  the  former  two,  in  stairs  of  more  than  8  or  4  feet 
fai  width  (R  8) ;  called  also  a  carriaae.    In  very  wide  stairs  two  or  more  rough  strings  are  used. 

Wooden  ttepe  are  formed  of  boards,  as  shown  in  Fig.  717.    The  risers  are  united  to  the  treads  by 


joints,  which  may  be  grooved  and  tongned,  as  In  steps  6,  6— feathered,  as  in  step  4— or  rabbeted,  as 
No.  8  ;  in  every  case  the  joint  is  glu^  The  riser  often  has  only  its  upper  end  tongued,  the  lower 
butting  upon  the  tread  below.  This  is  not  so  good  a  construction  as  that  shown  at  8.  A  common 
practice  is  to  house  the  lower  edge  of  the  riser  into  the  tread  below,  as  at  x.  The  tread  is  some- 
times tongued  into  the  riser,  but  that  is  not  a  good  construction. 

The  joint  between  the  tread  and  riser  is  strengthened  by  small  blocks  glued  into  the  inner  angle, 
as  shown  in  steps  8  and  4 ;  these  may  be  either  rectangular  or  triangular  in  section.  The  inner  ends 
of  the  treads  rest  upon  rough  strings  B  S  (if  any),  and  they  are  frequently  further  supported  by 
rough  brackets,  r  6,  attached  to  the  rough  strings  or  carriages.  These  brackets  may  be  pieces  nailed 
alongside  the  string,  as  in  steps  1,  2,  8,  4,  or  triangular  pieces  fixed  to  its  upper  surface,  as  in  6  and 
6.  Tlie  treads  project  over  the  risers,  and  are  finished  with  a  roimded  or  a  moulded  nosing,  the  pro> 
jection  of  the  nosing  being  generally  equal  to  the  thickness  of  the  tread.  When  a  moulded  nosmg 
is  adopted  with  an  open  string,  the  moulding  is  returned  at  the  end  of  the  step,  being  mitred  at  the 
angle.  The  mouldings  are  generally  planted  on  under  the  rounded  nosing  of  the  tread.  The  treads 
should  be  of  oak  or  other  hard  wood,  and  may  be  H  inch  thick  for  steps  4  feet  long — the  thickness 
being  increased  by  one-eighth  of  an  inch  for  every  6  inches  added  to  the  length  of  the  step. 

Work$for  Beference.—''  Nouvelles  Inventions  pour  Bien  Batir  et  k  Petits  Frais,"  De  I'Onne,  Paris, 
1661,  1668,  1676;  "L'Artde  Serrurerie  et  dc  Charpenterie,"  Jousse,  Paris,  1751;  "Specimens of 
Ancient  Carpentry,"  Smith,  London,  1786 ;  "  Traitd  de  TArt  du  Charpentler,"  Hasscnfratz,  Paris, 
1804;  "Traits  de  PArt  de  la  Charpente,"  Krafft,  Paris,  1819-'22;  "L'Art  du  Tract  de  Charpen- 
terie," Foumeau,  Paris,  1802-*26;  "Treatise  on  Masonry,  Joinery,  and  Carpentrv,"  Robison,  London, 
1839;  "Traits  de  PArt  de  la  Charpenterie,"  Emv,  Paris,  1836-'41 ;  "The  Universal  Stair-Builder," 
Cupper,  New  York,  1841 ;  "Modem  Stair-Builder's  Guide,"  De  Graff,  New  York,  1846;  "Trcalise 
on  the  Construction  of  Staircases  and  Handrails,"  Nicholson,  London,  1847 ;  "  New  Carpenter's 
Guide,"  Nicholson,  London  and  New  York,  no  date ;  "  Concise  Method  of  Handrailing,"  Hall ;  "  Art 
of  Stair-Building,"  Perry;  "Papers  on  Carpentry,"  Waddington,  London,  1848;  "Orthogonal  Sys- 
tem of  Handrailing,"  Jeays,  1860;  "Treatise  on  Handrails  and  Staircases,"  Ashpitcl,  London,  1852; 
"  The  Carpenter's  New  Guide,"  Ashpitel,  London ;  "  Sur  la  Charpente  k  Grands  Perthes,"  Ardent, 
Paris,  1853;  "Trait4  des  Echafaudapes,"  Kraift,  Paris,  1866;  "Handrailing  Simplified,"  Riddell, 
Philadelphia,  1866;  "The  Scientific  Stair-Builder,"  Riddell,  Philadelphia,  1866;  "Text-Book  of 
Modem  Carpentry,"  Sllloway,  Boston,  1858  ;  "New  Guide  to  Carpentry,"  Bum ;  "  Lcs  Constructions 
Omamentales  en  Bois,"  Degen,  Munich,  1868 ;  "  The  American  Stair-Builder,"  Estcrbrook  and  Monck- 
ton.  New  York,  1869;  "The  Timber  Merchant's  Assistant,"  London,  1869;  "The  Carpenter's  and 
Jomer's  Assistant,"  Newlands,  1860;  "Carpenter's  Guide  in  Stair-Building,"  O'Neill,  Richmond,  I860; 
"The  Practical  House  Carpenter,"  Pain,  new  ed.  by  Brooks,  1860;  "Encyclopedia  of  Practical 
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Carpentry  and  Jc^cry/*  Tarbuck,  London,  1862 ;  "  Instructions  in  Staircasing  and  Handrailing/* 
Bta^  London,  1849-'68 ;  "  The  Carpenter's  and  Joiner's  Handbook,"  Holly,  New  York,  1866 ;  "The 
Modem  Carpenter  and  Builder,"  Riddell,  Philadelphia,  1867;  "The  Science  of  Buildmg,"  Tarn, 
London,  1870;  "Elementary  Principles  of  Carpentry,"  Tredgold,  London,  1870;  "Cottage  Resi- 
doioes,"  Downing,  New  York,  1878  ;  "Cai-pentry  and  Joinery,"  Tredgold  and  Tarn,  London,  1878 ; 
"Notes  on  BuildSg  Construction,"  London,  1875;  "On  Transverse  Strains,"  Hatfield,  New  York, 
1878;  "The  American  House  Can>enter,"  Hatfield,  8th  ed..  New  York,  1879. 
CAB,  REFRIGERATOR.  See  Ics-XAKnia  and  RsFBiOERATiNa  Machinebt. 
CARS,  RAILWAY.    See  Railway  Cabs. 

CARTON  PIERRE.  Paper  pulp  mixed  with  whiting  and  glue.  It  is  pressed  into  any  desired 
shape,  in  sectional  moulds  of  oiled  plaster.  It  is  largely  employed  for  deoorations  in  i*elief ,  to  imitate 
sculpture  in  theatres,  and  also  for  the  manufacture  of  fancy  articles,  picture-frames,  etc. 

CARTRIDGE-MAKING  MACHINERY.  The  successful  inyention  of  the  self-primed  metallic-case 
cartridge  has  greatly  simplified  the  construction  of  breech-loading  small  arms.  Prior  to  its  intro- 
daction  and  use,  the  prevention  of  the  escape  of  flame  through  the  joint  of  the  breech  was  of  diffi- 
cult if  not  impossible  accomplishment ;  and  the  complicated  arrangements  of  the  breech  mechanism 
had  to  be  resorted  to,  with  at  best  unsatisfactory  results.  The  metallic  cartridge  overcomes  this 
difficulty,  being  itself  a  perfect  gas-check,  renewed  at  every  round,  preventing  foulness  and  also  wear 
of  the  mechanism.  So  important  an  element  is  it,  that  it  may  be  said  that,  with  a  perfect  cartridge^ 
the  most  indifferent  breech  arrangement  can  be  used  with  safety  and  efficiency.  Among  the  benefits 
claimed  for  the  metallic  cartridge  may  be  mentioned  its  completeness  and  simplicity,  and  the  facts 
of  its  being  self-primed  and  of  sufficient  strength  to  withstand  the  roughest  usage ;  its  accuracy, 
because  of  the  coincidence  of  the  axes  of  the  bore  and  bullet ;  and  added  to  these,  the  impossibility 
of  firing  but  one  cartridge  at  a  time. 

Cartridges  are  made  of  various  sizes  and  with  differing  forms  of  projectile,  as  the  short  round, 
long  conical,  and  taper  conical  swaged  balls.  The  explosion  of  the  cartridge  is  caused  either  by 
** centre"  or  "  rim"  fire,  according  as  the  percussion  composition  is  concentrated  at  the  centre  or  rim 
of  the  rear  portion.  The  system  adopted  by  the  U.  S.  Ordnance  Department  and  leading  cartridge 
manufacturers  is  known  as  the  centre-fire.  By  concentrating  the  percussion  composition  in  the  centre 
of  the  head,  the  quantity  used  is  reduced  to  a  minimum — ^to  less  than  one-fourth  of  what  is  required 
to  prime  the  entire  circumference  in  the  rim-fire ;  and  this  smaller  quantity  is  so  much  better  protected 
as  not  to  be  at  all  liable  to  accidental  explosions.  The  central  portion  of  the  head  has  more  elas- 
ticity than  the  rim,  and  is  better  adapted  to  resist  the  str^n  upon  it  from  the  sudden  action  of  the 
fulininate,  beddes  having  the  adiitional  advantage  of  permitting  the  reenfordng  of  the  rim,  thus 
etrengthenii^  the  weakest  portion  of  the  cartridge-case. 

The  regulation  U.  S.  cartridge  consists  of  the  following  parts :  The  cage,  the  eujHmvil^  half  grain 
of  percussion  composition,  70  grains  of  musket  powder,  and  a  lubricated  leaden  bullet  weighing  450 
grains. 

The  rase  is  the  copper  tube  which  forms  the  reoeptcujle  for  the  powder-charge,  the  percussion  com- 
position, and  the  bullet.  Its  exterior  conformation  is  designed  to  facilitate  its  ready  extraction  from 
tiic  gun.  Besides  the  rim  at  the  closed  end,  which  is  intended  primarily  to  assist  extraction,  the  case 
is  tapered  from  the  rear  to  a  point  where  it  seizes  the  bullet 

The  eup-anml  is  a  small  metallic  cup  of  sufficient  rigidity  to  resist  the  blow  of  the  hammer,  and 
of  such  form  as  to  insure  the  passage  of  the  flame  to  the  powder-charge.  It  is  provided  with  a  dr- 
calar  recess  or  cavity,  on  which  the  percussion  composition  is  deposited.  Two  little  vents  at  the 
extremities  of  a  diameter  of  this  recess  direct  the  flame  to  the  charge.  The  cup  when  charged  with 
the  composition  is  placed  within  the  copper  case,  pressed  snugly  against  its  closed  end,  and  crimped 
firmly  into  position.  Cups  and  shell  are  of  copper.  The  bullet  enters  more  than  half  its  length  into 
the  case,  in  order  that  the  lubricant  in  its  grooves  may  be  entirely  covered  and  protected.  To  render 
the  cartridge  water-proof,  the  edge  of  the  case  is  crimped  hard  against  the  bullet  In  making  the 
cases  for  the  United  States  army,  sheet  copper  of  No.  2  wire  gauge,  obtained  in  strips  85  inches 
feng,  3.8  inches  wide,  and  from  .025  to  .027  inch  thick,  is  employed,  each  strip  giving  material  for 
40  cases. 

CARraiDaB  MAKUFAcnrRK. — ^The  first  operation  is  performed  by  a  double-acting  press,  to  which  the 
strips,  after  being  straightened  and  oiled,  are  fed  by  hand,  a  small  stop  on  the  die-plate  regulating 
the  length  of  feed.  The  first  shape  given  to  the  case  is  that  of  a  flat  circular  disk  1.7  inch  in  diame- 
ter. The  punch  is  essentially  a  punch  within  a  punch,  the  exterior  one  cutting  the  disk  clear  from 
the  strip,  while  the  interior  one  descends  and  forces  the  blank  through  a  tapered  die,  giving  it  a 
shallow  cup-shape  1.06  inch  in  diameter  and  .55  inch  deep.  After  passing  through  and  beyond  the 
tapered  die,  the  cup  expands  slightly,  and  is  stripped  from  the  interior  punch  as  the  hitter  ascends. 
In  order  to  draw  the  cups  to  the  dimensions  of  the  finished  cases  required,  they  are  subjected  to  the 
action  of  four  additional  punches  and  dies  of  decreasing  sizes,  so  as  g^dually  to  elongate  ihem 
while  reducing  their  diameters.  These  draws  are  made  by  the  single-action  presses,  each  having  a 
single  punch  and  die.  Fig.  718  represents  a  single-acting  punch.  At  the  second  drawing  the  tubes 
are  annealed,  to  restore  ductility.  The  annealing  is  done  by  placing  the  tubes  in  a  perforated  iron 
cylinder,  heating  them  red-hot  in  a  charcoal  fire,  revoking  the  cyl^der  to  equalize  the  heat,  then 
plunging  them  into  a  solution  of  1  part  of  sulphuric  add  and  15  parts  of  water.  They  are  then 
thoroughly  washed  to  remove  all  trace  of  add.  The  pickle  is  used  to  remove  any  scale  or  oxide  occa- 
sioned by  the  annealing.  The  fourth  and  finishing  draw  having  left  the  tubes  of  unequal  lengths 
and  with  ragged  edges,  it  Is  necessary  to  have  the  tube  trimmed,  which  is  accomplished  by  the  trim- 
ming mwhine.  The  tubes  are  placed  in  the  trough  of  this  machine,  whence  they  are  taken  up  by  a 
revolving  mandrel,  against  which,  and  just  inside  of  a  shoulder  upon  the  same,  the  edge  of  a  circular 
cotter  is  pressed.    The  tube,  when  brought  into  position  by  the  mandrel,  is  cut  clean  and  even  by 
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the  cutter,  a  stripper  remoying  the  tube  and  scrap  after  each  operation.  This  machine  trims  at  the 
rate  of  80  a  minute.  In  all  the  operations  previous  to  and  succeeding  the  annealing,  lard  oil  of  the 
best  quality  is  the  lubricant  used.  But  as  the  smallest  particle  of  oil  will  impair  the  efficiency  of 
the  fulminate,  it  is  of  importance  that  all  vestiges  of  it  be  removed.    To  accomplish  this,  the  tubes 

are  placed  in  a  potash  solution. 
*^  The  head  or  rim  of  the  case  is  next  formed 

by  the  heading  machine^  fig.  719.  This  ma- 
chine consists  of  a  horizontal  die,  countersunk 
at  one  end  for  shaping  the  head,  a  feed-punch 
to  insert  the  tubes  into  the  die,  and  a  heading- 
punch  to  flatten  the  closed  end  of  the  tubes 
into  the  countersink.  The  tubes,  which  are  a 
little  longer  than  the  headed  cases,  are  fed  into 
the  inclined  trough  of  the  heading  machine, 
whence  they  are  taken  up  on  the  feed-punch. 
A  shoulder  on  this  punch,  at  a  distance  from 
its  extremity  equal  to  the  inner  depth  of  the 
headed  case,  prevents  it  from  extending  to  the 
full  depth  of  the  tube,  and  any  surplus  of  metal 
is  thereby  left  at  the  closed  end  of  the  tube 
for  the  formation  of  the  head.  The  feed-punch 
inserts  the  tube  into  the  die,  and  holds  it  there 
while  the  heading-punch  moves  forward  by  a 
powerful  cam,  and  presses  and  folds  the  unsup- 
ported projecting  portion  of  the  tube  into  the 
countersink  of  the  die,  forming  and  accurately 
shaping  the  head  or  rim.  The  headed  case,  be- 
ing left  in  the  die  as  the  feed-punch  recedes,  is 
pushed  out  by  the  succeeding  tube  and  tbrown 
by  a  flipper  into  the  receptacle  below.  This 
machine  is  fed  at  the  rate  of  65  cases  a  minute. 
The  tubes  arc  now  subjected  to  a  temperature 
of  126°  to  remove  all  moisture. 

This  portion  of  the  shell  being  ready,  the 
"cup-anvil"  is  made.     It  is  punched  out  by 
the  double-action  press,  of  unannealed  copper 
in  strips  20  inches  long,' 3.125  wide,  and  0.48 
thick.    The  cups  are  formed  at  the  rate  of  75 
a  minute.    They  now  go  to  the  cup-cutiing  and 
trimming  machine,  which  consists  of  a  revolv- 
ing rose-cutter,  made  of  a  number  of  small  cot- 
ters that  can  be  changed  and  sharpened  at  pleasure.    They  afterward  pass  to  the  cup-tsenUng 
machine,  where  the  vents  are  punched  in  the  trinuned  cups  by  a  two-pointed  punch  and  correspond- 
ing dies.    The  cups  are  fed  by  a  revolving  plate  at  the  rate  of  70  per  minute.    The  circular  depres- 
sion in  the  bottom  of  the  cup  which  serves  as  a  receptacle  for  the  fulminate  is  formed  by  the  eiip- 
impression  machine,  to  which  the  cups  are  fed  through  a  vertical  trough  at  the  rate  of  80  per  min- 
ute.   The  trough  has  a  flat  pan  at  the  top,  into  which  the  cups  in  quantities  are  emptied,  and  where 

they  are  arranged  so  as  to  present 
the  proper  end  to  the  punch  in 
passing  through  the  machine.  The 
cups  are  now  washed. 

The  next  operation  is  the  prim- 
ing of  the  cup,  which  is  done  by 
the  priming  machine.    The  per- 
cussion composition  whidi  is  used 
consists  of  fulminate  of  mercury, 
by  weight,  85  part^t;  chlorate  of 
potash,  16;  glass  dust,  45;  gum 
arabic,  2 ;  and  gum  tragacanth,  2. 
This  composition,  which  is  of  the 
consistence  of  a  thick  paste,  is  de- 
posited in  the  recess  of  the  cup 
by  the  cuppriming  machine.  Fig. 
720,  of  which  the  principal  parts 
are :  1,  the  central  revolving  spin- 
dle A,  with  four  tubular  feeders 
at  its  head,  which  deposits  the  per- 
cussion composition  in  the  cups ;  2,  the  magazine  B,  on  the  ri^ht ;  and  8,  the  circular  plate  C,  on 
the  left,  on  which  the  imprimed  cups  are  fed  to  the  machine.    The  four  tubular  composition-feeders 
at  the  head  of  the  spindle  consist  each  of  a  small  depending  stem,  down  which  a  closely-fitting  tube 
is  made  to  slide,  the  lower  edge  projecting  a  little  below  the  end  of  the  stem.    By  the  revolving 
motion  of  the  spindle  the^e  tubular  feeders  are  brought  successively  over  the  magazine  and  over  the 
cups  to  be  primed.    At  the  moment  a  feeder  is  presented  over  the  magazine  (whidi  is  a  shallow  dish 
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eonttiiiiiig  the  oompodtion),  the  latter  rises  until  its  bottom  is  in  contact  with  the  tube,  a  slight 
abaking  motion  of  the  magazine  during  its  progress  serving  to  deposit  compactly  into  the  open 
projecting  end  of  the  tube  a  sufficient  quantity  of  composition  for  the  priming  of  a  cup.  The  maga- 
zine then  recedes,  while  the  revolving  spindle  carries  the  charged  feeder  to  the  circular  plate  C  on 
the  left,  which  presents  the  cup  for  priming.    The  motion  of  this  plate  is  from  left  to  right,  while 

72a  72L 


that  of  the  spindle  is  from  right  to  left,  whereby  the  feeders  and  cups  are  made  to  meet  and  leave 
each  other  in  opposite  directions.    The  plate  is  provided  with  eight  upright  movable  stems,  on  which 
the  unprimed  cups  are  fed.    As  the  cups  and  feeders  are  brought  by  the  revolutions  of  the  plate 
and  spindle  in  a  vertical  line  with  each  other,  the  cups  are  raised  by  their  stems  so  as  to  receive 
the  composition  exactly  in  their  circular  recesses  from  the  tubes  of  the  feeders.    The  tube  at  the 
moment  of  contact  with  the  cup  slides  up 
its  depending  stem,  and  frees  the  compo- 
sition from  its  end,  which  is  pressed  by 
the  upward  motion  of  the  cup  snugly  into 
the  circular  recess.    A  specific  quantity 
of  composition  is  thus  deposited  at  each 
operation.    This  machine  primes  at  the 
rate  of  35  cartridges  a  minute. 

While  the  composition  is  still  moist  in 
the  circular  recesses  of  the  cups,  the  lat- 
ter are  put  into  the  headed  cases  and 
crimped  into  position,  the  cases  being  ta- 
pered at  the  same  time.  This  operation 
is  performed  by  the  tapering  machine^ 
fig.  721,  which  consists  of  four  vertical 
tapered  dies  C  C,  with  stems  projecting 
from  their  centres,  on  which  the  cases 
and  cups  are  fed;  the  crimpers,  which 
work  from  the  sides  of  the  dies ;  and  the 
descending  punch  2>,  which  forces  the 
cases  into  the  dies.  The  primed  cups  are 
placed  on  the  ends  of  the  stems  project- 
ing from  the  dies,  and  the  cases  are  placed 
OTcr  them.  By  the  revolution  of  the  hori- 
zontal plate  on  which  the  dies  are  placed, 
each  die  is  in  succession  brought  under 
the  descending  punch,  which  forces  the 
cases  into  the  dies  and  presses  their  heads 
hard  against  the  primed  cups,  while  the 

crimpers  move  forward  from  the  side  and  bite  t^e  cups  snugly  and  firmly  into  place.    The  central 
stem  rises  out  of  the  die  as  the  latter  leaves  the  punch,  and  the  case  is  removed  by  a  sprin£;. 

BcLLET-MJiKiKO. — ^Thc  bullcts  uscd  are  generally  of  the  elongated  variety,  and  are  made  either  by 
compression,  swaging,  or  casting.  Compressed  bullets  are  considered  the  best,  as  they  are  uniform 
in  size  and  weight,  more  homogeneous  and  more  accurate,  and  give  better  results,  than  the  cast  and 
swaged  varieties.    The  lead  used  should  be  pure  and  soft,  of  a  specific  gravity  11.85,  increased  by 
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724. 


pressure  to  about  11.45,  and  which  melts  at  600"  F.  and  volatilizes  at  red  heat.  The  lead  is  first 
cast  into  cylindrical  bars  .59  of  an  inch  in  diameter  and  20  inches  long.  They  are  then  roUed, 
having  a  diameter  of  .42  of  an  inch  and  86  inches  long.    These  bars  are  fed  to  the  huUei-fonning 

machine^  Fig.  722,  through  a  vertical 

tube  above  a  horizontal  cutter,  which 

cuts  at  each  stroke  sufiBcient  metal 

to  form  a  bullet,  and  transfers  it 

to  the  die,  in  which  by  means  of  a 

vertical  punch  the  bullet  with  its 

grooves    is    formed.      The  surplus 

lead  is  forced  out  at  the  junction 

of  the  dies,  in  the  direction  of  the 

longer  axis  of  the  bullet,  and  at  the 

junction  of  the  punch  and  dies  at 

its  head.    The  dies  and  punches  for 

this  machine  are  made  of  the  finest 

cast-steel    The  dies  are  cut  out  to 

I    the  form  and  dimensions  of  the  bul- 

'    let,  and  have  as  hard  and  smooth 

a  surface  as  it  is  possible  to  give 

them.    They  are  hardened  in  cold 

water,  and  the  temper  drawn  to  a 

light  Straw-color.     They  are  made 

in  such  a  manner  that  only  small 

portions  of  their  faces,  just  surrounding  the  base  of  the  bullet,  may  be  in  contact  while  the  bullet 

is  being  formed.    A  bullet  machine  makes  30,000  bullets  in  ten  hours.    The  operation  of  trimming 

the  bullets  is  performed  by  the  bulleUrimmina  mackitiey  Fig.  723.    The  bullets  are  fed  by  hand  into 

a  revolving  perforated  circular  plate,  whence  they  are  forced 
by  a  punch  through  trimmers,  which  open  from  the  point 
to  the  base  of  the  bullet  and  conform  to  its  shape,  a  cot- 
ter at  the  same  time  passing  over  the  base.  After  this  they 
are  forced  by  the  punch  through  a  gauge  under  the  trim- 
mer. The  bullet  being  finished,  the  next  step  is  to  lubricate 
it,  for  which  purpose  the  following  is  considered  the  best 
lubricant :  bayberry  tallow,  by  weight,  8  parts ;  graphite,  1 
part.  The  lubrication  of  the  bullet  is  done  by  the  hdmcat- 
ing  machine.  The  lubricant  is  moulded  into  cylinders  of 
about  10  inches  in  length.  These  cylinders  are  fed  to  the 
machine  through  a  vertical  tube,  pressure  being  applied  to 
keep  the  supply  constant.  The  bullets  are  placed  by  hand 
in  a  perforated  plate  revolving  vertically,  and  are  forced  by 
a  punch  through  the  sizing  gauge  fixed  in  the  bottom  of 
the  tube,  which  is  pierced  with  small  holes.  The  lubricant 
is  forced  through  the  holes  into  the  grooves  of  the  bullet. 

The  cases  are  now  loaded  with  powder  by  moans  of  the 
loading  machine,  Fig.  724,  which  consists  of  a  revolving  cir- 
cular plate  with  holes  and  a  hopper  and  powder  measure. 
The  cases  and  bullets  are  fed  upon  revolving  plates,  86  a 
minute.  The  former  are  lifted  into  the  holes  or  receivers, 
passed  under  the  hopper  and  measure  for  a  charge  of  pow- 
der, and  then  under  the  bullet-feeder  for  a  lubricated  bullet 
In  order  to  insure  a  full  charge  of  powder  in  each  cartridge, 
the  machine  is  provided  with  a  bell,  which  gives  notice  to 
the  operative  of  any  failure  in  this  particular.  The  edge  of 
the  case  is  then  crimped  on  the  bullet.  The  receivers  are 
smaller  at  the  top,  where  the  bullet  enters,  than  at  the  bot- 
tom, where  the  case  is  received,  the  diameter  of  the  former 
being  only  equal  to  that  of  the  interior  of  the  open  end  of 
the  latter.  After  the  bullet  has  been  pressed  into  the  case 
the  cartridge  is  lifted,  so  that  the  edge  of  the  case  is  forced 
into  the  conical  surface  of  the  receiver,  between  its  larger 
and  smaller  diameters.  The  powder  is  placed  in  a  large  paste- 
board hopper  about  2  feet  above  the  machine,  and  is  fed  to 
the  cases  through  a  paper  tube  1  inch  in  diameter.  The  hopper  and  tube  stand  inside  of  a  large  con- 
ical shield  of  boiler  iron.  After  loading,  the  cartridges  are  wiped  clean  and  packed  in  wooden  boxes. 
For  much  of  the  foregoing  details  we  are  indebted  to  the  Winchester  Repeating  Arms  Company  of 
New  Haven,  Conn.     See  also  reports  of  Chief  of  Oixlnance  U.  S.  A.,  since  1870.  G.  H.  B. 

CARVING  TOOLS.  In  Figs.  726  to  739  are  represented  the  various  tools  used  in  hand-carving 
in  wood.  The  chisel.  Fig.  725,  is  of  various  widths,  from  one-eighth  of  an  inch  to  an  inch,  has  a 
straight  edge,  and  is  used  for  plane  surfaces  which  are  square,  removing  superfluous  wood  and 
grounding.  It  is  the  most  necessary  tool  of  the  set.  The  gouge.  Fig.  726,  has  a  curved  edge  of 
various  sweeps,  according  to  the  depth  to  be  cut.  It  ranges  from  almost  flat  to  the  exact  half  of  a 
circle,  about  eight  different  sweepg.    The  skew-chisel,  Fig.  727,  is  a  variation  of  Rg.  725,  the  edge 
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being  ground  back  from  either  corner,  being  right  or  left  hand.  It  is  useful  for  working  out  the 
Inside  comers  of  angles,  where  the  edge  of  Fig.  726  would  be  too  wide.  The  parting  tool,  Fig.  728, 
»  a  sort  of  gouge  with  an  angular  edge.  Its  cut  is  Y-shaped,  and  it  is  quite  essential  for  various 
purposes  of  cutting  angular  grooves. 

They  are  made  either  straight  or  726.— Carvliiff  Obisol. 

bent.  Fig.  734  is  only  a  variation 
of  the  parting  tool,  quite  narrow, 
tod  used  to  engrave  the  Teins  of 
leaves  and  similar  work.  The  part- 
ing tool  is  often  used  for  the  same 
parpoae.  Figs.  780  to  787  are  sim- 
ple variations  of  the  tools  already 
mentioiied.  Their  peculiar  shape 
adapts  them  for  use  in  confined 
spaces,  where  the  shanks  of  the 
other  tools  could  not  be  carried 
back  far  enough  to  make  a  clear 
cot,  the  relief  of  the  carving  being  in 
the  way.  Fig.  788  is  a  scraper,  and 
Rg.  789  a  riffling  tool  for  finishing. 

For  machine-carving,  see  Mould- 
no  iND  Shaping  Macthines. 

CASTING.  The  forming  of  met- 
als and  other  substances  by  pour- 
ii^  them  while  in  a  liquid  or  melt- 
ed state  into  moulds,  and  allowing 
tbem  to  solidify  by  setting  or  cooling. 

(See  PaTTKRN- MAKING  AND  MOULDING, 

Ladle,  Furnaces,  Blast,  and  Iron- 
maumo  Machinebt.)  The  term,  when 
applied  to  the  casting  of  metals,  is 
ued  synonymously  with  founding, 
and  the  place  where  the  work  is 
done  is  called  a  foundry. 

For  melting  the  metal  to  be  cast, 
the  cupola  furnace  is  most  commonly 
used.    This  will  be  found  described 
imder  Furnace,  Cupola.     The  re- 
▼crberatory  furnace  (see  Iron-mak- 
IKO  Machixert)  is  sometimes  em- 
ployed, and  has  the  advantage  of 
making  strong,  close,  and  safe  cast- 
ings. The  circumstances  under  which 
tfau  form  of  furnace  may  be  used  in 
preference  to  the  cupola  are  as  fol- 
lows: when  there  are  no  means  for 
obtaining  sufficient  blast  for  a  cu- 
pola; when  it  is  necessary  to  melt 
down  such  large  masses  of  metal  as 
cannot  be  managed  in  the  cupola; 
when  it  is  required  to  bring  a  given 
pig  iron  by  deoxidation  to  its  highest 
ptHnt  of  tensile  resistance,  as  in  gun- 
foanding;  or  when  it  is  necessary  to 
erect  a  foundry  under  circumstances 
where  a  cnpola  with  blast  could  not 
be  built  or  worked.  Under  most  oth- 
er circmnstances  the  cnpola  is  to  be 
preferred,  as  the  reverberatory  is 
neither  economical  in  metal  nor  fuel, 
eieept  where  the  operations  are  con- 
stantly going  on  from  day  to  day  on 
» very  lai^e  scale,  and  where  good 
bituminous  ooal  is  cheap. 

'Arrangement  of  a  Faundrp. — ^A 
well-appointed  foundry,  in  addition 
to  the  room  required  for  the  ac- 
tual work  of  moulding  and  casting,  should  have  rooms  for  storing  and  preparing  the  materials 
jf  the  moulds,  such  as  grinding  and  sifting  the  sand,  loam,  coal,  coke,  plumbago,  or  charcoal. 
There  should  also  be  a  workshop  for  making  the  patterns  which  are  to  be  used  in  the  formation  of 
the  moulds.  The  moulding-room  embraces  an  area  of  greater  or  less  extent,  but  even  in  moderate 
^^hKshments  it  is  necessarily  of  considerable  size.  Where  heavy  articles  are  founded  there  are 
huge  cranes  for  lifting  and  moving  moulds  and  castings  from  one  place  to  another.    The  floors  of 
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such  foundries  are  also  covered  or  rather  filled  with  moulding-sand  to  a  considerable  depth,  Tarjing 
from  6  to  10  feet.  Fig.  740  represents  the  interior  of  a  foundry  for  heavy  castings.  The  principal 
parts  are  as  follows :  a  a,  cupola  furnaces ;  b  b^  tuyeres ;  c,  crane ;  d,  ovens  for  baking  moulds ;  e, 
cope  of  a  greensand  mould,  made  in  the  floor-bed ;  //,  temporary  furnaces  for  forcing  heat  through 
the  pipes  ffff  into  a  large  mould;  A,  mould  of  a  steam-cylinder,  placed  in  a  pit  and  in  process  of 

740. 


completion.    In  one  part  of  the  room,  usually  at  one  side,  and  sometimes  adjoining  another  room  for 
making  light  castings,  stands  the  furnace  for  melting  the  metal. 

Consumption  of  Fuel. — ^According  to  the  experiments  of  Dulong,  1  lb.  of  carbon,  combining  with 
the  necessary  quantity  of  oxygen  to  form  carbonic  add,  develops  12,906  units  of  heat.  The  specific 
heat  of  cast-iron  being  about  13°,  the  melting-point  2190'*,  and  coke  containing  82  per  cent,  of  carbon, 
then  to  heat  a  ton  of  cas^iron  of  a  temperature  of  say  40**  to  a  temperature  of  2190"  would  require 


2190  -  40  = 


Heat       Iron.  8p.  heat 
2150  X  2240  X  18 


12906  X  .82. 


=  59.1  lbs.  coke. 


This  is  supposing  that  the  whole  of  the  carbon  is  converted  into  carbonic  acid ;  but  if  by  any  means 
carbonic  oxide  is  formed,  a  very  different  result  is  obtained,  1  lb.  of  carbon  burning  to  carbonic 
oxide  then  evolving  only  4,453  units  of  heat.  If,  however,  by  admitting  air  above  the  zone  where 
the  oxide  is  formed,  we  recover  4,478  units,  this  +  4,453  gives  8,981,  which  is  a  little  over  two-thirds 
of  the  available  heat  to  be  got  out  of  1  lb.  of  carbon,  allowing  10  per  cent,  for  moisture  in  the  coke, 
10  per  cent,  for  radiation,  and  20  per  cent,  for  loss  of  heat  passing  off  at  the  top  of  the  cupola,  or 
40  per  cent,  in  all.  Mr.  N.  £.  Spretson  concludes  that  the  amount  of  coke  per  ton  of  metal  nhould 
not  exceed  112  lbs.,  although  the  actual  consumption  is,  as  has  been  shown,  usually  much  higher. 
Mr.  Edward  Kirk  states  that  "  the  percentage  of  fuel  actually  required  to  melt  a  ton  of  iron  will 
vary  according  to  the  quality  of  the  fuel  used,  the  construction  of  the  cupola,  the  pressure  of  the 
blast,  the  way  in  which  the  iron  is  charged,  the  way  in  which  the  bed  is  burned,  and  the  amount  of 
iron  melted.  A  larger  percentage  of  fuel  is  required  to  run  off  a  small  heat  than  would  be  required 
for  a  large  heat  in  the  same  cupola.'*  The  same  authority  gives  as  examples  of  the  most  economical 
melting  in  a  cupola  the  following :  "  7  lbs.  of  iron  to  1  lb.  of  coal ;  8  lbs.  of  iron  to  1  lb.  of  Con- 
nellsville  coke;  4  lbs.  of  iron  to  1  lb.  of  gas-house  coke  made  from  Pittsburg  coal."  Average  melt- 
ing in  foundries  he  states  to  be  '*  about  4  lbs.  of  iron  to  1  of  coal,  5  lbs.  of  iron  to  1  of  Connells- 
ville  coke,  and  8  lbs.  of  iron  to  1  of  gas-house  coke." 

Tabic  showing  Percetvtages  of  Fuel  and  Castings  in  seven  large  Stove  Foundries  in  Albany  and  7V«y, 
JVT.  r.,  for  1876.     (  Compiled  from  Kirk's  "  Founding  of  Metals^) 


Gross  amount  of  Iron  melted.. . 

Amount  of  stock  melted 

Amount  of  cleaned  costing,  net 
Percentage  of  cleaned  castings 

produced  to  total  iron  melted . 
Percentadre    of    coal    used    in 

melting 


Toiu. 
2,059 
1,800 
1,844 


1,860 
919 


^  67.70 
j.  16.55 


2 

3 

4 

Ton*.      Lbi. 
8.817  1,420 
1,842  1,S71 
1,960     889 

Ton.. 
1.819 
1,1-28 
1,12S 

Lb*. 

980 

42 

1,407 

Tom, 

1,009 

661 

664 

Lbt. 
416 
702 
707 

62.12 

55.42 

58.62      1 

14.61 

16. 

17 

17. 

22 

Tons. 
8,828 
2,118 
2,216 

66.85 


6 


Lb*.     Tons.  I   Urn,  i  Tonf .  I   U 

84  6,696  1,197  2,0091     9^ 
521 1  4,2761 1,042  1.260 1  1,760 
9871  *»*88'    976  1,294'     619 
69.50 


16.12 


58.41 
16.08 


18.10 
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Lm  of  Irtm  in  Mdting, — ^Mr.  Kirk  gives  the  average  loss  as  follows :  **  In  stove-plate  foundries, 
from  2  to  8  per  cent. ;  in  machinery  foundries,  with  the  average  iron,  from  4  to  10  per  cent. ;  on  old 
store-plate  and  shot  iron,  from  20  to  80  per  cent ;  on  burnt  iron,  from  25  to  60  per  cent,  according 
to  how  badly  the  iron  is  burnt.'' 

The  same  author  gives  the  following  data  of  a  test-heat  made  in  the  foundry  of  the  Jackson  k 
Woodin  Manufacturing  Company,  to  ascertain  the  wastage  of  iron : 

Heat  melted  March  24,  1876:  Lump  coal,  2,002  lbs.;  No.  2  pig  iron,  6,069  lbs.;  limestone,  160 
Ibe. ;  castings,  5,029  lbs. ;  gates  and  scrap,  469  lbs. ;  cinder  scrap,  287  lbs.  Total  iron  put  into  the 
OlIpoU^  6,069  lbs. ;  total  iron  out  of  the  cupola,  5,785  lbs. :  lost  in  melting,  284  lbs.,  or  say  4.7  per 
oeot,  or  106  lbs.  per  2,240  lbs. 

Heat  melted  March  25,  1876 :  Lump  coal,  2,002  lbs. ;  No.  2  pig  iron,  6,069  lbs. ;  Kirk's  chemical 
ihix used;  castings,  4,380  lbs.;  gates  and  scrap,  1,036  lbs. ;  cinder  scrap,  504  lbs.  Total  iron  put 
faito  the  cupola,  6,069  lbs. ;  totu  iron  out  of  the  cupok,  5,920  lbs. :  lost  in  melting,  149  lbs.,  or  say 
l\  per  cent,  or  56  Ibe.  per  2,240  lbs. 

Charging  the  Cupola^  and  Casting.^ — Supposing  the  cupola  to  be  cool,  but  in  good  working  order 
IB  to  Iming,  tuyeres,  etc,  the  falling  iron  door  at  the  bottom,  if  the  cupola  is  provided  with  one, 
most  be  clewed,  securely  fastened  in  its  place,  and  well  covered  with  sand.  Moulding  sand  is  used 
when  only  a  small  quantity  of  iron  is  to  be  melted ;  if  a  lai^  quantity  of  melted  metal  is  required, 
a  more  refractory  sand  is  desirable.  A  wood  fire  is  then  lit  m  the  cupola,  upon  which  coke,  coal,  or 
chaicoal  is  placed,  the  tap-hole  being  left  open  to  supply  air  to  support  the  combustion,  the  tuyeres 
befaiff  also  left  open.  The  cupola  is  then  filled  with  fuel,  whidi  is  kept  in  brisk  combustion.  It 
reqmres  several  hours  to  heat  the  furnace  for  blast,  which  is  not  laid  on  until  the  flame  appears  on 
the  top  of  the  fuel.  When  the  furnace  is  thoroughly  heated,  the  nozzles  are  put  in,  and  the  fan  or 
bk)wer  is  put  to  woric.  Before  putting  on  the  blast,  however,  the  large  tap-hole  must  be  closed  with 
moulding  sand,  or  good  fire-proof  clay  and  sand  mixed,  leaving  a  small  hole  at  the  bottom,  which 
tenres  as  the  tap-hole  for  the  iron.  This  should  be  about  2  inches  diameter,  and  is  formed  by  placing 
a  tapered  iron  bar  in  the  place  where  the  hole  is  to  be,  ramming  the  sand  tightly  around  it,  and  re- 
moving it  as  soon  as  the  hole  is  properly  and  securely  moulded.  When  the  blast  is  put  on  it  will 
drive  a  flame  through  the  tap-hole,  as  well  as  out  of  the  top  of  the  cupola.  The  tap-hole  is  left  open 
to  dry  the  fresh  loimd  and  sand,  and  also  so  that  its  sides  may  be  glazed  or  vitrified  by  the  heat,  so 
as  to  resist  the  friction  of  the  tapping-bar ;  the  heat  also  serves  to  glaze  the  lining  of  the  cupola  in 
fliose  parts  which  have  been  mended  with  fire-cUy  since  the  last  melting.  When  the  cupola  is 
hitended  to  hold  a  large  quantity  of  iron,  the  large  tapping-hole  should  be  covered  with  an  iron 
plate,  securely  fastened  to  the  iron  casing,  leaving  only  the  small  tap-hole  open. 

Commence  charging  iron  as  soon  as  the  lower  parts  of  the  furnace  show  a  white  heat,  which  is 
best  known  by  the  color  of  the  flame  issuing  from  the  tap-hole,  it  being  at  first  a  light  blue,  but 
afterward  becoming  of  a  whitish  color.  About  ten  minutes  after  chargmg  the  iron,  the  melted  metal 
appears  at  the  tap-hole,  which  must  then  be  closed  by  a  stopper  made  of  loam,  which  has  been 
worked  by  hand  to  a  proper  consistence ;  a  round  ball  of  this  is  placed  on  a  disk  of  iron  at  the  end 
of  a  wooden  rod,  and  is  forced  into  the  tap-hole ;  this  is  also  done  when  it  is  wished  to  stop  a  tap- 
phig  out  with  the  bott  or  bod  stick,  as  it  is  called,  but  is  then  a  more  difficult  operation,  as  the  mol- 
ten iron  frequently  squirts  out  past  the  bott  stick  while  the  men  are  trying  to  apply  the  plug.  Pig 
iron  is  broken  into  pieces  of  from  10  to  15  inches  in  length  before  it  is  charged  into  the  cupola. 
This  is  a  very  laborious  operation,  especially  in  the  case  of  tough  pig  iron.  The  first  breaking  is 
generally  accomplished  by  throwing  the  pig  down  heavily  upon  a  piece  of  old  Iron  fixed  in  the  ground, 
i^ter  which  it  is  broken  up  still  smaller  with  a  sledge-hammer.  This  work  is  now  very  often  per- 
formed by  an  adaptation  of  Blake's  or  some  other  stone-crusher.  From  10  to  12  lbs.  of  fuel  are 
diarged  for  every  100  lbs.  of  iron,  but  this  quantity  varies,  depending  much  upon  the'  nature  of  the 
fiiel,  of  the  iron  to  be  melted,  and  upon  the  size  and  construction  of  the  cupola.  Along  with  the 
coke  and  iron,  limestone  must  be  put  in,  broken  up  into  pieces  about  2  inches  cube,  or  oyster  shells, 
in  quantities  varying  from  2  to  5  per  cent,  according  to  the  nature  of  the  fuel  and  iron.  Too  much 
Bmestone,  as  well  as  too  little,  causes  the  iron  to  become  white  and  lose  some  of  its  carbon,  and  in 
many  cases  its  strength  and  softness  are  greatly  impaired.  The  limestone,  when  used,  is  commonly 
introduced  into  the  cupola  after  the  first  charge  of  metal.  It  is  intended  to  act  as  a  fiux,  and  com- 
bine with  any  earthy  matters  that  may  be  present  in  the  metal  and  coke.  With  these  it  forms  a 
gassy  compound,  and  by  this  means  the  iron  is  freed  from  such  impurities  as  it  falls  to  the  bottom. 
The  slag,  as  it  is  termed,  floats  on  the  surface  of  the  iron  collected  at  the  bottom,  and  frequently 
makes  its  appearance  at  the  tuyeres  in  a  solid  state.  The  cupola  should  be  kept  full  while  in  blast,  or 
at  least  so  long  as  iron  is  melted,  by  alternate  charges  of  iron,  fuel,  and  limestone.  Fuel  is  gener- 
ally put  on  first,  then  iron,  and  lastly  the  limestone,  and  the  charging  continued  without  intermission 
until  all  the  iron  required  at  that  time  is  melted,  when  the  charges  are  stopped.  The  blast  is,  how- 
ever, kept  on  until  all  the  iron  has  been  tapped.  As  a  matter  of  experience  it  has  been  found  that 
the  hiterior  form  of  furnaces  g^reatly  affects  tlie  condition  of  the  metal,  and  thus  infiuences  its  appli- 
cability to  certain  uses.  .  Thus  cupolas  which  are  larger  in  diameter  at  the  bottom  than  at  the  top 
work  hotter  than  those  with  parallel  sides,  and  also  last  longer,  as  the  melted  iron,  which  is  apt  to 
cot  the  fire-brick,  then  sinks  more  through  the  materials  in  the  body  of  the  cupola  than  it  does  in 
cupolas  with  parallel  sides.  The  amount  of  taper  to  be  give  to  the  lining  depends  upon  the  size  of 
the  cupola :  a  large  one  will  bear  more  taper  than  a  narrow  one.  If  it  is  intended  to  melt  different 
quaUties  of  iron  in  the  same  heat,  a  thick  layer  of  fuel  should  be  placed  between  the  various  brands, 
so  as  to  allow  of  the  extraction  of  all  the  iron  whidi  was  first  charged  before  the  second  appears  at 
the  bottom.    In  such  cases  it  is  preferable  first  to  melt  the  gray  iron,  or  that  iron  which  is  to  make 

•  From  *"  A  Fractkal  Treatise  on  CastiDg  tnd  Founding/'  by  N.  £.  Spretson. 
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soft  castings,  and  white  or  hard  iron  afterward.  When  as  nradi  iron  is  melted  as  is  required,  the 
day  plug  of  the  tap-hole  is  pierced  bj  a  sharp  steeUpointed  bar,  or  iron  rod  driven  by  a  hammer, 
and  the  metal  ran  into  pots,  or  it  is  ran  directly  into  the  mould  by  means  of  gutters  moulded  in  the 
sand  of  the  floor.  After  each  successive  tapping  of  the  iron  the  tap-hole  is  dosed,  and  more  iron  is 
allowed  to  accumulate  in  the  bottom  of  the  cupola. 

When  the  work  of  the  cupola  is  over,  the  workmen  begin  to  clear  it  out.  To  this  end  they  break 
down  the  temporaiy  clay-work  that  narrows  up  the  tapping-door  to  one  small  hole.  Having  cleared 
this  away,  a  plate-iron  fence  is  set  up  opposite  the  door,  behind  which  the  woriunan  stands,  and  over 
which  he  shoots  a  long  rod,  kneed  at  the  end,  into  the  furnace,  to  loosen  the  contents,  consisting  of 
refuse  coke  and  clay,  and  drag  them  out  while  yet  hot ;  for,  if  suffered  to  remain  until  cold,  Uiey 
would  be  congealed  into  a  compact  mass.  This  operation  is  much  more  easily  performed  in  cases 
where  the  cupola  is  built  with  a  movable  bottom. 

Charging  the  Reverberaioty  Furnace^  and  Casting.— When,  a  cast  is  to  be  made  at  a  certain  time, 
the  reverberatory  is  heated  for  some  hours  previously  by  a  brisk  fire.  When  the  furnace  is  white- 
hot  the  charging-door  is  opened,  and  the  pig  iron  is  placed  in  its  proper  position  on  the  sole,  due  care 
being  taken  in  stacking  the  metal  as  will  be  described,  the  most  easily  fusible  portions  being  first 
charged  and  put  at  the  bottom  of  the  heap.  The  whole  quantity  of  iron  which  it  is  desired  to  melt 
at  one  heat  must  be  charged  at  the  same  time,  as  it  is  not  considered  advisable  to  add  cold  iron  to 
that  which  is  already  melted.  All  the  iron  contained  in  a  liquid  form  in  the  basin  is  to  be  tapped 
before  any  fresh  pig  can  be  charged.  When  all  the  iron  contained  in  the  furnace  is  melted,  the  tap- 
hole  is  opened  with  a  sharp  crowbar,  and  the  liquid  iron  is  either  led  into  pots  or  directly  into  the 
mould.  The  tap-hole  is  stopped  with  damped  sand,  or  a  mixture  of  loam  and  ooal-dust  When  the 
furnace  is  charged  with  iron,  all  the  openings  and  joints  at  the  door  and  in  the  brickwork  are  to  be 
cautiously  stopped  with  moist  loam,  to  prevent  the  access  of  any  air  upon  the  hearth.  The  fire-grate 
must  also  be  well  attended  to,  and  kept  well  filled  with  coal,  but  not  too  high,  so  as  to  impair  the 
draught  of  air  through  the  fuel  The  grate  should  be  kept  free  from  clinkers,  and  the  formation  of 
holes  where  unburat  air  could  enter  the  furnace  must  be  prevented.  The  charding-door  is  generally 
a  fire-block  hung  in  an  Iron  frame,  which  is  raised  and  lowered  by  a  lever,  having  a  balance  wd^t^ 
All  joints  through  which  any  cold  air  could  enter  the  furnace  must  be  covered  with  fire-clay  or  loam. 
The  metal  to  be  melted  should  be  broken  to  a  uniform  size  as  far  as  possible ;  and  on  placing  it  in 
the  furnace,  the  smallest  pieces  should  be  piled  lowest,  the  larger  ones  on  the  top,  as  the  heat  of  the 
flame  is  there  more  intense,  which  is  what  is  required  for  the  larger  lumps  of  metal;  and  a  similar 
plan  must  be  adopted  with  regard  to  the  mdting  of  various  qualities  of  metal,  the  most  easily  fusi- 
ble being  placed  lowest  in  the  furnace.  Fuel  should  be  fed  in  frequently,  and  it  must  be  done  quick- 
ly. When  sufficient  molten  metal  has  accumulated  in  the  pool  of  the  furnace,  it  is  tapped  off.  The 
diimn^  damper  is  first  dosed ;  the  metal  is  then  run  into  a  ladle,  or  is  run  along  plate-iron  shoots 
covered  with  loam  to  the  mould,  being  skimmed  by  the  dam-plate  and  by  men  as  it  flows  along,  or 
into  a  pool  in  front  of  the  f uraace,  the  slag  being  removed  before  the  metal  passes  into  the  moulds. 
The  furnace  is  then  cleared  out,  and  any  necessary  repairs  are  executed  before  it  is  again  charged. 
If  the  repairs  have  been  considerable,  it  will  be  necessary  to  make  the  furnace  white-hot  before  again 
charging  it  for  use. 

The  reverberatory  furnace  is  not  only  used  for  melting  hron,  but  also  for  the  mdting  of  large 
quantities  of  brass,  bronze,  tin,  lead,  and  other  alloys  and  metals.  Large  bells,  statues,  machine 
frames,  and  similar  objects,  are  cast  from  the  reverberatory  furnace.  All  metals,  except  very  gray 
fusible  iron,  which  may  be  cast  from  a  pot,  are  to  be  run  in  dry  sand  ditches  directly  from  the  fur- 
nace into  the  mould.  Furnaces  for  melting  bronze  should  have  a  rather  shorter  flamc-bcd  than  is 
used  for  melting  cast-iron. 

MaUeahU  Cattingt. — ^The  manufacture  of  what  are  known  as  malleable  castings  consists  in  obtain- 
ing a  tough,  soft,  flexible  material  resembling  wrought-iron,  from  white  brittle  castings,  by  the  cemen- 
tation process.  The  pig  iron  is  melted  in  and  ran  from  day  crudbles  into  green  or  dry  sand  moulds, 
and  where  the  articles  are  small  snap-flasks  are  much  used.  The  castings  are  removed  from  the 
moulds,  and  cleared  from  sand  by  brashing,  by  shaking  in  a  rattle-barrel,  or  by  similar  meana,  and 
are  then  placed  in  cast-iron  **  saggers,*'  with  alternate  layers  of  powdered  red  hematite  ore,  or  with 
fine  iron  scales  from  the  rolling-mills.  The  saggers  are  then  placed  in  the  annealing  furnace,  where 
they  are  exposed  to  a  gradually  increasing  degree  of  heat  until  a  full  red  heat  is  attamed,  after  whidi 
they  are  allowed  to  cool  down.  The  artides  are  then  removed  from  the  saggers,  cleaned  from  the 
hematite  powder,  and,  so  far  as  rendering  them  "  malleable  '*  is  concerned,  the  process  is  completed. 
The  pig  iron  employed  is  almost  invariaMy  hematite ;  for  large  castings  white  hematite  pig  is  select- 
ed, for  small  artides  mottled  pig.  The  best  brands  of  cold-blast  chareoal  mottled  irons,  Nos.  4  and 
6  Baltimore,  or  6  and  6  Chicago,  are  preferable.  It  is  essenlial  that  the  pig  shall  be  white  or  noot- 
tled,  not  gray ;  and  It  is  not  uncommon  to  melt  up  a  quantity  of  scrap,  such  as  wasters,  gates,  and 
fins  of  white  iron. 

C<»npre8$ed  Castings, — Steel  is  subjected  to  hig^  pressure  during  casting  by  Whltworth's  process. 
In  castmg  hollow  forms,  rams  are  arranged  to  give  a  pressure  to  the  melted  metal  in  the  mould. 
After  this  pressure  has  been  applied  for  some  time,  and  when  the  mass  has  become  solidified,  the 
core  is  withdrawn,  and  the  metal  is  allowed  to  contract  freely  in  cooling.  In  making  articles  of  con- 
siderable length,  the  pressure  is  applied  to  the  outer  surface  of  the  mould,  and  the  latter  is  made  in 
sections,  between  which  dried  loam  or  sand  is  placed,  so  as  to  allow  the  air  to  escape,  and  to  admit 
of  the  sections  being  brought  closer  together.  The  pressure  applied  is  about  2,600  tons.  The 
moulds  are  strengthened  by  steel  hoops,  and  the  compressed  steel  is  thus  given  a  strength  and 
horoogeneousness  unequaled  by  any  other  known  metal. 

In  Bessemer*s  process  the  metal  is  poured  into  a  revolving  cylinder,  whose  rapid  rotation  caus^  it 
to  collect  on  the  inside  of  the  same,  when  it  is  allowed  to  cool    It  is  then  split  <^n  and  rolled  flat. 
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Waspino  of  Castings. — Castings  often  warp  during  the  cooling  process,  but  in  what  direction  this 
wtrping  will  take  place  depends  in  a  great  measure  on  the  form  of  the  casting,  and  the  part  of  the 
moidd  at  which  the  metal  is  run  in.  When  a  moulder  knows  from  experience  what  part  of  a  cast- 
ing will  warp,  he  can  in  many  cases  counteract  it  in  the  cooling  process.  For  example :  Suppose 
that,  haying  cast  a  number  of  plates,  such  as  shown  in  Fig.  741,  he  finds  that  the  points  of  the 
tongues,  A  and  B,  always  curl  up  in  the  mould  to  about  a  quarter 
fd  an  inch  too  high.  He  will  then  pene  the  pattern  so  that  the 
tongues  stand  a  quarter  of  an  inch  too  low,  and  thus  saTC  a  great 
deal,  if  not  all,  of  the  pening.  Another  plan  adopted  by  moulders 
to  straighten  castings  is  to  uncover  the  parts  that  are  apt  to  sink  in 
the  sand.  If  any  part  of  a  casting  has  the  sand  removed  from  its 
upper  surface  while  it  is  still  red-hot,  that  part  cools  the  quickest 
snd  lifts  up ;  and  of  this  fact  the  moulder  takes  advantage,  uncov- 
ering the  part  which  experience  has  shown  him  requires  to  be  lifted. 
The  cause  of  the  cooled  part  lifting  appears  to  be  as  follows :  The  part  cooled  contracts  the  quick- 
est; and  to  sink  in  the  mould,  it  would  require  to  compress  the  bed  sand  or  else  to  raise  the  other 
part  of  the  casting.  The  whole  weight  of  the  sand  in  the  cope,  as  the  top  part  of  the  mould  is 
called,  tends  to  keep  the  casting  down ;  and  when  that  weight  is  removed  at  any  part  by  removing 
the  sand,  the  contracted  part  naturally  rises,  because  there  is  less  resistance  offered  to  its  rising  than 
there  would  be  to  its  f  allhig.  In  many  cases  this  cooling  process  is  aided  by  the  application  of  water, 
vhidi  much  increases  its  effect ;  and  it  is  astonishing,  under  skillful  manipulation,  how  much  a  plate 
or  casting  can  be  shaped  at  will,  by  water  judiciously  employed,  without  causing  it  to  crack. 

It  is  obvious  that  this  method  of  straightening  by  uncovering  a  casting  is  applicable  mainly  to 
thin  or  light  castings.  The  uncovering  of  a  casting  while  yet  red-hot  and  resting  in  the  mould  is 
often  resorted  to  to  prevent  the  casting  from  cracking  during  the  cooling  process  from  the  strains 
mduoed  by  the  easting  cooling  in  one  part  quicker  than  in  another,  the  tMck  parts  being  uncovered 
10  hasten  the  cooling,  and  thus  equalize  to  some  extent  the  contraction  of  the  metal. 

Iron  poured  into  a  mould,  on  changing  from  a  liquid  to  a  solid  state,  becomes  a  mass  of  crys- 
tals. These  crystals  are  more  or  less  irregular,  but  the  form  toward  which  they  tend,  and  which 
they  would  assume  if  circumstances  did  not  prevent,  is  that  of  a  regular  octahedron.  This  is  an 
dght-sided  figure,  and  may  be  imagined  to  have  been  formed  out  of  two  quadrilateral  pyramids 
having  their  bases  together.    At  I,  Fig.  742,  is  a  group  of  crystals  from  a  pig  of  iron,  among 


742. 
S  8 


wliicfa  one  has,  by  the  aid  of  favorable  circumstances,  succeeded  in  attaining  its  natural  form.  In 
a  perfect  crystal  of  iron  all  the  lines  joining  the  opposite  angles  are  of  equal  lengths,  and  at  right 
angles  to  each  other.  These  lines  are  called  the  axes  of  the  crystals.  The  crystals  assemble  or 
group  Uiemselves  in  certain  lines,  in  the  direction  in  which  the  least  pressure  is  exerted.  When  we 
define  the  direction  of  these  lines  as  the  direction  of  least  pressure,  we  deal  with  pressure  due  to 
the  mass  itself.  Heat  leaves  a  mass  of  iron  according  to  the  same  law ;  and  therefore  the  lines  of 
assemblage  will  be  in  the  direction  in  which  the  heat  leaves  the  body.  This  direction  is  always  per- 
pendicular to  the  cooling  surface.  We  may  then  briefly  state  the  law  thus :  The  lines  about  which  the 
crystals  assemble  are  perpendicular  to  the  surface  of  the  casting  as  it  lies  in  the  mould.  In  Fig.  742, 
at  2,  Is  a  view  of  the  end  of  a  casting.  This  shows  the  assemblage  lines,  though  the  individual  crys- 
tals are  too  small  to  be  visible,  the  lines  being  perpendicular  to  the  bounding  surfaces.  Tlie 
attention  should  be  particularly  directed  to  the  behavior  of  these  lines  at  the  comers  of  the  cast- 
ings. When  two  surfaces,  as  in  this  example,  lie  at  an  angle  to  each  other,  the  systems  of  per- 
pendiculars most  meet  in  a  plane  diagonal  to  those  surfaces.  Some  of  the  lines  of  each  group  run 
into  the  lines  of  the  opposite  group,  so  that  in  the  diagonal  plane  the  lines  interlock,  broking  up 
the  natural  order,  and  making  very  poor  connection.  We  shall  find  in  every  such  case  that  the  diag- 
onal is  the  weakest  part,  and  that  the  casting  will  bear  less  strain  there  than  through  a  part  where 
the  lines  lie  parallel  to  each  other.  In  the  figure  which  we  are  considering  each  comer  has  its  weak 
line,  meeting  at  the  centre  of  the  casting.  In  3  we  have  a  drawing  of  a  flat  bar,  and  in  it  we  see 
the  same  diagonal  lines  of  weakness.  The  pair  of  diagonals  joining  the  comers  nearest  to  each 
other  are  joined  by  a  long  line  parallel  to  the  two  long  surfaces.  This  line  is  also  a  line  of  weak- 
,  as  the  lines  in  which  the  crystals  assemble,  in  the  systems  belonging  to  each  surface,  begin  at 
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the  surface,  and  as  the  casting  cools  elongate  toward  the  centre.    When  thej  meet  in  the  middle 
they  do  not  form  continuous  lines  through  from  one  surface  to  the  other. 

We  see  from  the  foregoing  remarks  that  the  strength  of  a  casting  is  greatly  impaired  by  the  lines 
of  weakness  caused  by  angles ;  and  now  let  us  look  for  a  means  of  remedy.  Ref ening  again  to  2, 
and  comparing  it  with  3  and  4,  we  see  that  by  making  the  angles  into  curves  the  lines  in  whidi  the 
crystals  form  themselves  are  all  nearly  parallel  to  each  other ;  and  the  absence  of  abrupt  changes  of 
surface  also  avoids  changes  in  crystalline  arrangement,  which  will  materially  affect  the  strength  of 
the  casting.  Comparing  7  with  6,  it  will  be  seen  that  there  is  much  more  metal  through  ABinl 
than  there  is  through  ^  C7  in  5 ;  and  yet  the  strength  at  the  two  places  is  nearly  the  same,  and  of 
course  their  change  of  form  produces  a  corresponding  derangement  of  crystalline  structure  ;  but  the 
defect  which  in  7  was  concentrated  in  the  line  A  B  is  in  6  spread  out  between  the  points  C  and  D, 
so  that  no  single  point  is  much  weaker  than  a  similar  point  beyond  C  or  D, 

Shrinkage  Strains  in  Castings.* — General  Laws  regardirM  Shrinkages. — ^AU  castings  will  alter 
more  or  less  in  form  if  the  surface  is  removed  or  cut  away.  This  is  partly  due  to  the  tension  on  the 
whole  exterior  of  the  casting  during  the  process  of  cooling,  and  partly  to  the  excess  of  tension  upon 
those  parts  of  the  casting  which  take  the  most  time  to  cool.  The  difference  in  the  time  required  to 
cool  the  different  parts  of  a  casting  depends  upon  their  relative  thicknesses,  the  fr^dom  of  access 
to  the  air,  and  the  position  in  which  the  casting  lies  while  losing  its  heat ;  nor  is  it  practicable  to  so 
cool  a  casting  as  to  make  its  surface-tension  equal  all  over.  If  a  casting  is  allowed  to  cool  off  in  the 
mould,  its  surface-tension  will  be  less  than  if  extracted  from  the  mould  and  cooled  in  the  open  air; 
while  if,  after  the  casting  has  become  cold,  it  is  reheated  to  a  low  red  heat,  the  surface-tension  will 
be  considerably  reduced,  because  in  the  first  process  of  cooling  the  exterior  metal,  by  cooling  most 
rapidly,  also  attains  its  strength  the  soonest  It  therefore  offers  a  resistance  to  the  set  of  Sie  in- 
terior, and  the  latter  conforms  itself  to  some  extent  to  the  former.  In  reheating  the  casting,  bow- 
ever,  this  condition  is  reversed,  the  exterior  becoming  heated,  and  therefore  weakened  in  advance, 
so  that  the  internal  crystals  are  given  more  liberty  to  arrange  themselves  in  their  natural  order. 

The  thickest  part  of  a  mass  of  molten  metal  always  shrinks  last ;  hence,  if  a  casting  be  composed 
of  irregular  thickness,  it  will  be  liable  to  be  broken  by  the  forces  contained  within  itself.  It  is, 
therefore,  especially  necessary  that  columns  and  castings,  supporting  or  resisting  great  pressures, 
should  be  so  designed  as  to  prevent  this  great  error.  Mouldings  on  columns  are  often  so  badly 
designed  with  regard  to  this  matter,  that  the  columns  are  excessively  weak  where  they  should  be  the 
strongest  As  a  rule,  mouldings  should  seldom  be  cast  on  a  column,  but  rather  bolted  on.  Much 
of  the  irregularity  of  flat  castings  and  those  of  irregular  shapes  could  be  remedied  by  a  proper 
attention  to  cooling  the  castings  while  in  the  mould.  To  be  sure  this  is  done  to  a  certain  extent, 
though  few  moulders  know  why  they  do  so.  They  know  that  by  removing  the  sand  too  soon  from 
a  particular  casting  it  will  straighten  in  the  shrinking.  This  is  but  the  result  of  experience,  not  of 
thought  or  any  attempt  to  know  why  it  so  acts.  It  is  useful  to  know,  also,  that  all  shrinkage  t^es 
place  while  the  casting  is  changing  from  a  red  to  a  black  heat. 

Solid  Cylinders. — In  the  case  of  a  shaft,  or  other  solid  cylinder,  it  will  be  noticed  that  the  surface 
of  the  casting  at  the  ends  will  be  slightly  depressed.  This  is  occasioned  by  the  surface  of  the  cylin- 
der being  cooled  by  the  walls  of  the  mould  first,  and  setting,  while  the  central  portion  yet  remains 
fluid  or  soft  In  a  few  moments  more  the  central  portion  cools,  and  in  shrinking  draws  in  the  ends 
of  the  cylinder,  the  outer  crust  acting  as  a  prop  or  stay  to  the  atoms  of  metal  adjacent  to  it  If 
this  theory  be  correct,  the  depression  should  take  the  form  of  an  inverted  cone,  owing  to  the  gradual 
checking  of  the  shrinkage  as  it  approaches  the  outer  crust.  In  practice  this  will  be  found  the  case, 
the  obtuseness  of  the  angle  being  greater  or  less,  according  to  the  nature  of  the  iron  to  shrink. 

Globes, — The  shrinkage  strains  within  hollow,  spherical  shell-castings  are  similar  to  those  in  rings, 
they  being  no  more  in  fact  than  rings  continued  about  a  central  axis.  In  the  case  of  solid  globuUr 
castings,  the  heart  or  central  pomt  within  will  usually  be  found  hollow  or  porous,  owing  to  the  fol- 
lowing causes :  The  walls  of  the  mould,  cooling  off  the  outer  surface,  cause  it  to  set  immediately ; 
the  interior,  cooling  from  the  exterior  inward,  endeavors  to  shrink  away  from  the  outer  crust,  whidi 
resists  its  so  doing ;  hence,  the  interior  is  kept  to  a  greater  diameter  than  is  natural,  and,  there 
being  but  so  much  metal  in  the  entire  moss,  the  atoms  are  drawn  away  from  the  cmtral  point  toward 
all  directions  to  supply  the  demand  made  by  the  metal  in  shrinking. 

Disks, — ^In  the  cade  of  flat,  round  disks  or  plates,  they  will  usually  be  found  hollow  on  the  top 
side,  although  in  some  cases  the  hollow  is  on  the  bottom  side.  This  is  owing  to  the  following  causes : 
The  top  and  bottom  faces,  tc^ether  with  the  outside  edge,  become  set  first  through  contact  with  die 
mould,  leaving  the  centre  yet  soft  When  the  centre  shrinks  a  severe  strain  is  put  on  the  plate  by 
an  effort  to  reduce  its  diameter,  which  the  outer  edge  resists.  Now,  if  the  cope  be  thin,  the  heat 
will  radiate  rapidly  in  that  direction,  causing  the  outer  or  top  side  to  set  first ;  the  under  side,  set* 
ting  later,  will  drag  the  top  side  over  with  it,  causing  it  to  round  up  on  top  and  dish  in  the  bottom. 
Or,  if  the  pattern  be  not  perfectly  true  in  every  direction,  the  strains  first  spoken  of  will  cause  any 
curved  portion  to  become  more  exaggerated.  If  the  pattern  be  perfectly  true,  cope  and  drag  of  the 
same  thickness,  and  both  rammed  evenly,  there  is  no  reason  why  the  plate  should  not  come  out  per- 
fectly true,  the  strains  being  all  self-contained  in  the  same  plane  and  balanced.  If  the  plate,  bow- 
ever,  have  an  ogee  moulding  projecting  downward  around  the  edge,  it  will  likely  be  depressed  on  the 
top  surface  when  cast.  This  is  due  to  all  the  surfaces  being  set  alike  and  at  the  same  instant,  ex- 
cepting the  metal  within  the  comers,  which,  containing  the  most  metal  in  a  mass,  will  shrink  last  of 
all.  When  this  does  shrink,  its  tendency  is  to  pull  over  the  top  side  of  the  moulding  toward  the 
plate,  which,  being  soft,  although  set,  will  be  forced  downward  at  the  edges,  giving  a  chance  for  the 
strains  within  the  plate,  as  above  described,  to  aid  in  the  distortion. 


•  By  Mr.  Alfred  E.  WaUdDS. 
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Bomd  and  Smiore  Ban. — ^These  Btrains  are  similar  in  both,  and  are  already  treated  of  under 
solid  cylinders.  There  is  another  feature,  not  before  spoken  of,  which  is  rather  curious.  If  two 
ban  of  the  same  dimensions  and  mixture  of  iron  be  heated  to  the  same  temperature,  and  the  one 
allowed  to  cool  in  the  mould,  the  other  plunged  while  hot  into  water,  the  latter  will  be  found  to 
hare  shrank  the  most  This  is  due  to  the  particles  above  the  surface  having  been  enabled,  bj  the 
softness  of  the  interior  metal,  to  get  closer  to  each  other  than  they  could  have  done  if  the  material 
had  cooled  slowly. 

Rectangular  Tubes. — ^These  are  usually  cast  with  a  core,  which  has  a  tendency  to  retain  the  shape 
of  the  casting ;  still  the  flat  sides  will  show  a  tendency  to  bulge  up  slightly  at  the  middle.  This  is 
dae  to  much  of  the  same  causes  as  explained  in  the  plate  wi&  the  ogee  mouldings :  the  outer  sur- 
face is  cooled  instantly  by  the  walls  of  the  mould,  and  is  set ;  the  inner  surface  is  not  cooled  quite 
so  rapidly,  owing  to  the  core  being  of  harder  material  and  not  so  good  a  conductor  of  heat ;  when 
this  does  oool  it  will  pull  mward  the  outer  skin  of  the  casting,  forming  a  slight  curve ;  each  side, 
acting  for  itself,  will  produce  the  same  effects. 

Ovtkr  or  TJ-shaped  CasUngB, — ^These  are  usually  made  thinner  at  the  edges  than  at  the  middle, 
because  the  pattern  has  been  made  with  draught.  When  castings  of  this  shape  are  taken  from  the 
mould,  they  will  be  found  rounded  over  in  the  direction  of  their  length,  the  legs  being  on  the  curved 
side.  This  is  explained  by  the  mould  cooling  and  setting  the  legs  first ;  then  when  the  back  or 
round  shrinks,  it  pulls  upward  the  two  ends  of  the  casting. 

Wedg^^hcqfed  VastinM, — In  parallel  castinss  of  any  length,  having  a  cross-section  similar  to  a 
wedge,  or  similar  to  a  knife  in  paper-mill  work,  the  thick  side  will  invariably  be  found  concavfe  and 
the  thin  edge  curved.  This  is  due  to  the  same  causes  as  explained  above.  The  thin  edge  is  set  as 
soon  as  cast;  the  thidc  edge,  cooling  later,  shrinks  and  draws  the  ends  of  the  casting  upward,  and 
with  them  the  thin  edge,  which  acts  as  a  pillar  to  resist  further  shrinkage. 

lUbt  on  Halo, — ^AU  ribs  have  a  tendency  to  curve  a  plate  if  they  be  thicker  or  of  the  same  thickness 
as  the  plate,  owing  to  the  fact  that  whatever  shrinkage  strain  they  possess  is  below  the  general  plane 
of  the  shrinkage  of  the  plate  itself.  If  the  ribs  be  thinner  than  the  plate,  they  will  cool  first,  and 
by  resisting  the  shrinkage  of  the  bottom  of  the  plate  cause  it  to  curve  upward,  or  " dish"  on  top. 

Tahle  showing  Shrinkage  of  Castings. 

In  locomotive  cylinders =  -^  inch  in  a  lineal  foot 

In  pipes 

Girders,  beams,  etc 

Engine-beams,  connecting-rods ^ 

In  Urge  cylinders,  say  70  inches  diameter,  10  feet  stroke,  the  con- 
traction of  diameter. 

Ditto 

Ditto  in  length 

In  thin  brass 

In  thick  brass 

Inane 

In  lead 

In  copper 

In  bismuth. 

In  tin 

The  following  is  an  easy  rule  to  find  approximate  weight  of  castings:  Thickness  in  \  Inches  x 
width  in  ^  inches  x  length  in  feet  =  lbs.  weight  cast-iron.  For  lead,  add  one-half  to  the  result ;  for 
brass,  one^eventh ;  for  copper,  one-fifth. 

Ciffmco  IN  Plastkr. — In  making  a  cast  of  a  clay  model  of  a  bust,  two  methods  may  be  pursued. 
The  entire  model  may  be  covered  over  with  the  plaster  mixture,  by  throwing  it  on  in  a  creamy  state 
with  a  cup  or  spoon,  and  lastly  by  spreading  it  on  with  the  hands,  until  the  proper  thickness  is 
atlafaied  to  give  sufficient  strength ;  and  then,  after  setting,  the  mould  may  be  out  into  sections  with 
a  very  thin  saw  and  carefully  removed.  The  process  more  usually  preferred  is  to  apply  the  plaster 
in  sections  by  the  method  of  parting.  A  conmion  way  is  to  make  only  two  sections,  the  smaller  one 
embracing  merely  the  crown  of  the  head.  This  plan  requires  that  the  frame  on  which  the  bust  was 
iDodeled  shall  be  so  constructed  that  it  may  be  taken  apart  and  removed  by  the  hand,  after  the 
toaster  is  well  set  After  the  mould  has  been  carefully  cleaned  with  water  and  a  soft  brush,  the 
parts  are  put  together  and  bound  by  a  strong  cord  or  rope,  and  the  seams  stopped  on  the  external 
surface  with  cream  of  plaster.  After  this  is  set  the  mould  is  saturated  with  water.  The  bust  is 
then  cast  by  turning  into  the  cavity  successive  batches  of  cream  of  plaster,  at  the  same  time  turning 
the  mould  about  in  such  a  manner  as  to  cause  the  plaster  to  run  into  all  the  lines  and  furrows,  and  to 
be  deposited  in  suffident  thickness  all  over  the  interior  surface.  In  this  way  a  hollow  cast  is  made 
without  the  use  of  a  core.  After  the  plaster  is  well  set,  the  bust  may  be  placed  upon  a  table  and 
the  mould  chipped  off  with  a  chisel  and  mallet.  This  is  an  operation  which  requires  great  care,  and 
can  only  be  done  by  an  experienced  hand,  and  by  none  so  well  as  by  the  artist  himself.  The  casting 
of  a  biut  is  rendered  much  easier  by  swinging  the  mould  m  a  pair  of  strong,  concentric  iron  rings. 
Fig.  743.  This  device  allows  it  to  be  tum^  with  ease  in  any  position,  g^atly  facilitates  the  opera- 
tion, and  diminishes  the  chances  of  making  a  defective  cast  The  plaster  bust  is  used  as  a  model 
bytiie  marble-cutter  in  reproducing  the  work  of  the  artist  When  several  copies  in  plaster  are 
denred,  it  is  used  as  a  model  on  which  to  form  a  piece-mould,  which  may  serve  in  pioducing  an  indefi- 
nite number  of  copies.  A  statue  in  plaster  may  be  cast  in  a  variety  of  ways,  depending  upon  the 
purpose  for  which  it  is  intended :  whether  to  be  preserved  as  a  plaster  statue,  or  copied  in  marble^ 

22 


1                i(               (( 

i  in  15  inches. 

i  hi  16  inches. 

1  at  top. 

i  at  bottom. 

i  in  16  inches. 

i  in  9  mdies. 

i  in  10  inches. 

1V  in  a  foot 

from  i  to  VV  in  ■ 

I  foot 

-Ar  in  a  foot 

A      " 

from  -fV  to  i  in  fl 

I  foot 
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or  to  be  used  as  a  model  from  which  to  make  a  bronze  cast.    If  it  is  to  be  preserved  as  a  statoe,  it 

will  be  cast  as  nearlj  as  may  be  in  one  piece ;  but  if  to  be  used  as  a  model  or  pattern  by  the 

bronze-founder,  it  may  either  be  taken  in  as 
many  pieces  as  are  to  be  made  of  the  bronze 
casting,  or  it  may  be  cast  in  one  piece,  or  in  as 
few  as  possible  and  then  joined  together,  learing 
the  bronze-founder  to  make  his  selection  of  sec- 
tions in  which  to  take  his  loam  mould. 

Casting  of  Bronze  Statues. — Bronze  contain- 
ing 10  per  cent  of  tin  requires  a  heat  of  about 
2,000°  F.  to  bring  it  to  the  proper  degree  of  flu- 
idity. It  is  considered  rather  a  refractory  metal, 
liable  to  fly,  and  requires  skill  and  experience  for 
its  mastery.  The  pouring  is  done  in  the  same 
manner  as  for  bell-easting,  and  the  same  cruci- 
bles and  furnaces  are  used.  After  the  metal  has 
cooled,  the  flask  is  removed,  the  loam  knocked 
off,  and  the  branches  of  metal  which  fill  the 
spaces  of  the  air-holes  as  well  as  those  for  pour- 
ing are  cut  off.  When  the  statue  is  cast  m  sec- 
^  tions,  the  edges  are  made  somewhat  thicker  than 
the  other  parts,  and  lips  are  also  provided,  to 
meet  in  the  interior  so  that  they  may  be  bolted 

together.     The  thickness  of  the  edges  is  for  supplying  material  for  hanunering  them  together 

tiu  the  scams  are  obliterated.    The  parts  are  usually  immersed  for  a  few  hours  in  a  weak  pickle 

of  acidulated  water,  for  the  purpose  of  loosening  and  aiding  in  the  removal  of  silldous  matter  which 

has  become  incorporated  with  the  surface  of  the  bronze.    All  the  sections  are  then  bolted  together, 

the  edges  smoothly  hammered  till  the  joints  are 

perfect,  all  roughnesses  filed  away,  and  the  whole 

surface  chased  with  appropriate  tools. 
CENTERING  MACHINE.    An  apparatus,  Jig. 

744,  used  to  centre,  centre-drill,  and  countersink, 

at  one  and  the  same  operation,  bolts,  spindles, 

shafts,  etc.,  which  are  to  be  turned  in  the  lathe. 

It  is  a  great  labor-saving  tool,  doing  ten  times  as 

much  work  as  can  be  done  by  hand.  The  chuck  is  a 

universal  one,  so  that  the  work  requires  no  setting. 

The  combined  drill  and  countersink  is  fed  by  the 

handle  at  the  end  of  the  running  head.    The  drill 

should  be  run  at  about  300  revolutions  per  minute, 

and  for  use  on  wrought-iron  and  steel  should,  while  cutting,  be  supplied  freely  with  oil.  J.  R 

CENTRE-PUNCH.    A  tool  employed  to  make  the  conical  indentations  necessary  to  receive  the 

lathe-centres.    The  position  for  the  indentation  being  marked,  the  centre-punch  is  placed  as  shown 


in  Hg.  746,  and  its  head  is  struck  with  a  hammer.  If  the  position  of  the  indentation  requires  correct- 
ing, the  centre-punch  is  canted  to  one  side,  as  shown  in  Fig.  746,  and  then  struck  as  before.  In  Fig. 
747  the  punch  is  shown  partly  encased  in  a  device  for  use  upon  the  ends  of  cylindrical  work,  m 
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dengned  to  save  marking  the  location  lor  the  indentation.  The  device  consists  of  a  round  steel 
centre-poneb,  which  slides  freely  in  the  stem  of  an  inverted  funnel  or  centering  cone.  To  whatever 
cUgtance  the  circular  end  of  the  work  may  enter  this  cone,  the  point  of  the  punch  will  be  always  at 
its  centre,  which  spot  can  be  marked  by  giving  the  top  of  the  punch  a  light  blow  with  a  hammer.  J.R. 

CENTRIFUGAL  AND  CENTRIPETAL  FORCES.    See  Dynimics. 

GBNTRIFUGAL  MACHINE.    See  Scoar-iiakino  Machines. 

CENTRIFUGAL  PUMP.    See  Pumps. 

CHAIN.     Chain  cables  are  constructed  either  with  open  links,  Figs.  748-750,  or  with  stud-links. 


748. 


740. 


75a 


768. 


FfgB.  751-753.    The  standard  proportions  of  the  links  of  chains,  in  terms  of  the  diameter  of  the 
bar  iron  from  which  they  are  made,  are  as  follows : 

Extreme  Length.  Extreme  Width. 

Stud-link 6    diameters 8.6  diameters. 

Closelink 5         **       8.6       " 

Open  link. 6         "       8.6       " 

Middle  link 6.5      "       8.6       " 

Endlinks 6.6      "       4.1       " 

End  links  are  the  links  which  terminate  each  15-fathom  length  of  chain ;  they  are  made  of  thicker 
iron,  generally  1.2  diameter  of  the  common  links.  Fig.  748  is  a  circular  link ;  749,  an  oval  link ; 
750,  an  oval  stud-link  with  pointed  stud ;  751,  an  oval  stud-link  with  broad-headed  stud ;  752,  an 
obtuse-angled  stud-link ;  758,  a  parallel-sided  stud-link. 

The  Admiralty  test  for  the  tensile  strength  of  ordinaiy  stud-link  cables  is  at  the  rate  of  680  lbs. 
per  circular  |-inch  section  of  one  side  of  a  link ;  equivalent  to  22.92  tons  per  square  inch  of  one 
aide  or  to  11.46  tons  per  square  inch  of  both  sides  taken  together — just  within  the  elastic  limit.  The 
weight  of  a  link  in  similar  cables  increases  as  the  cube  of  any  lineal  dimension,  say  the  thickness ; 
tnd  the  weight  per  yard  increases  as  the  square  of  the  thickness  of  the  chain.  Hence  the  rule  that  the 
weight  per  yard  of  common  stud-link  chain  cable  equals  in  round  numbers  27  times  the  square  of  the 
diameter.  The  weight  of  a  bar  of  iron  a  yard  long  is  10  lbs.  per  square  inch  of  section  or  7.864 
lbs.  per  drcular  inch ;  that  is,  a  1-inch  round  bar  weighs  7.85  lbs.  per  yard,  while  a  stud-chain  cable 
of  1-inch  iron  weighs  26.9  lbs.  per  yard,  or  8.42  times  as  much  as  a  bar  of  the  same  size  and  length. 

Very  extended  and  elaborate  investigations  on  the  subject  of  the  strength  of  chain  cables  were 
eondocted  (1878)  by  the  U.  S.  Board  Appointed  to  Test  Iron,  Steel,  etc.,  the  results  of  which  show 
that,  as  applied  to  cables  made  from  American  bar  iron,  the  Admiralty  standard  above  noted  is  faulty 
in  two  important  respects :  1.  The  stress  prescribed  by  it  for  every  size  of  cable  is  too  great.  2.  The 
stresses  for  the  different  sizes  are  unequal  in  their  prq)ortion  to  the  strength  of  the  links.  It  is 
pomted  out  that  the  stress  for  all  sizes  is  based  upon  the  assumption  that  the  cable-bolts  of  all  diam- 
eters possess  a  strength  equal  to  60,000  lbs.  per  square  inch.  Few  bars  of  American  iron  are 
equal  to  this  strength,  and  when  they  are,  their  cost  precludes  their  use  as  cable  iron ;  and,  although 
this  strength  may  be  found  in  the  small  bars,  it  is  not  found  in  the  large  sizes  of  the  same  iron. 
Furthermore,  it  is  urged  that  if  the  bars  of  all  sizes  did  possess  this  strength,  the  "  proof ''  is  still 
too  great,  for  it  probably  exceeds  by  a  considerable  amount  the  elastic  limit  of  the  links.  The  Board 
consequently  undertook  the  preparation  of  a  table  by  which  cables  could  be  proved  without  sustain^ 
ing  injury,  basing  this  table  on  the  principles  that  a  proof-strain  should  not  greatly  exceed  the  elastic 
limit,  and  that  the  strength  of  a  cable  is  equal  only  to  that  of  its  weakest  Imk.  In  the  preparation 
of  this  table  it  was  first  neoessaiy  to  establish  within  reasonable  limits  the  probable  maximum  and 
nunimum  strength  of  cables  of  various  sizes,  and  the  elastic  limit  of  the  links.  Primarily,  it  was 
considered  that  the  value  of  an  iron  for  chain  manufacture  is  not  to  be  measured  by  the  strength  of 
the  links,  unless  this  strength  is  found  to  be  uniformly  maintained  throughout  a  series  of  tests ; 
for  it  was  found  that  those  irons  which  furnished  the  strongest  links  in  nearly  every  case  furnished 
also  the  weakest,  their  welding  properties  being  generally  defective ;  for,  although  the  portions  of  the 
links  which  have  not  been  subjected  to  forging  are  very  strong,  in  each  link  there  is  a  probable  very 
weak  spot  caused  by  a  defective  weld.  Comparative  records  were  obtained  of  210  sections  of  cables 
broken  by  tension,  which  were  made  of  16  different  irons.  Assuming  that  the  utmost  strength 
which  can  be  found  in  a  link  is  equal  to  200  per  cent,  of  that  of  the  bar  from  which  it  was  made,  it 
IS  determined  that  bars  of  fairly  good  chain  iron  will  produce  links  whose  strength  will  be  not  less 
than  165  per  cent  and  not  over  170  per  cent.,  and  that  by  a  series  of  tests  an  average  of  not  less 
tiian  163  per  cent,  made  up  of  fairly  uniform  factors,  should  be  expected.    The  Board  therefore 
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adopted  for  a  standard  of  strength  and  welding  qualities  combined  170  per  cent,  of  the  strength  of 
the  bar  for  a  mazimnm,  168  per  cent,  for  an  average,  and  160  per  cent,  for  a  minimum.  Experi- 
ments for  determining  suitable  strength  resulted  in  the  conclusion  that  an  iron  is  suitable  whi<£,  as 
a  2'inch  bar,  has  a  strength  of  50,000  lbs.  per  square  inch,  and  that  other  irons  whose  variation  from 
this  strength  does  not  exceed  5  per  cent,  are  equallj  so.  In  determining  the  strength  for  the  other 
sizes,  it  was  found  that  the  proportional  strength  of  bars  of  the  same  material  increases  as  the  diam- 
eter decreases,  and  that  the  aggregate  of  the  increase  for  the  16  sizes  (measuring  by  slxteentiktt  of 
an  inch,  between  2  inches  and  1  inch)  is  from  4,000  to  6,000  lbs.,  produced  by  steps  whidi  are 
made  more  or  less  irregular  by  irregularities  in  heating  the  piles.  The  proving-strains,  calculated 
upon  the  principles  mdicated,  are  as  follows,  being  equal  to  45.57  per  cent,  of  the  strength  of  the 
strongest  and  to  60  per  cent,  of  that  of  the  weakest  links : 

TahU  thowing  Fromnff-Strairu  of  Chain  Cables, 
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Manufacture  of  Cables, — Several  simple  machines  are  used  to  manufacture  diain  cables.  The 
successive  operations  are  as  follows :  1.  Heating  the  round  iron  bars  red-hot ;  2.  Cutting  them  of 
the  required  length,  but  with  opposite  bevels  (a.  Fig.  764) ;  8.  Bending  the  rods  around  an  ellipse 
mandrel.  One  end  is  placed  against  the  side  of  a  vertical  mandrel  and  held  there  by  a  vise  attached 
to  the  latter,  and  a  lever  provided  with  a  projecting  pin  extending  outside  the  rod  is  made  to  describe 
an  ellipse,  carrying  the  hot  rod  around  the  mandrel ;  this  lever  does  not  turn  around  a  pin  in  the 
centre  of  the  mandrel,  but  is  attached  to  two  slides  which  arc  forced  to  move  in  grooves  ocxmpying 
the  position  of  the  two  axes  of  the  mandrel ;  thus  the  pin  of  the  lever  describes  an  ellipse  paralld 
to  the  periphery  of  the  mandrel    4.  The  new  link  (6,  Fig.  754)  is  hooked  to  the  last  preceding  lii^ 

of  the  chain  m  process  of  making,  and 
welded  at  a  small  forge.  5.  While  it 
is  still  hot,  the  cast-iron  stay  is  mtro- 
duced,  and  the  link  placed  hi  a  pms, 
which  compresses  the  two  sides  ck)6e 
upon  the  stay,  at  the  same  timjc  that  it 
makes  these  sides  straigfater;  during  this 
last  operation  an  auxiliary  straight  rod 
is  placed  inside  the  end  of  the  link, 
where  the  next  link  is  to  oome,  to  pre- 
vent its  closing.  There  are  sometimes 
circumstances  in  which  it  is  necessary 
to  sever  or  slip  (as  it  is  called)  a  cable,  or  to  shorten  or  lengthen  it ;  this  is  done  by  means  of  a  bolt 
and  shackle  substituted  for  a  link  every  15  fathoms,  the  portion  of  the  cable  between  the  shadcks 
being  called  a  length  or  "  shot.*'  The  shackle  is  represented  in  Fig.  766,  in  which  a  is  the  bolt, 
secured  in  its  place  by  the  pin  6,  which  is  again  held  in  its  place  by  having  its  head  in  a  conical 
chamber  filled  with  lead.  One  of  the  links  next  the  shadde  is  heavier  and  larger  than  the  otberSi 
for  the  purpose  of  receivmg  the  shackle. 

In  Fig.  756  is  represented  a  machine  for  making  chain  of  l^inch  iron,  in  the  links  of  whidi  the 
weld  is  mvisible.    It  is  the  invention  of  Mr.  William  Dennison,  of  East  Cambridge,  Mass. 

The  illustration  shows  the  position  of  the  chain  in  the  machine  while  being  manufactured.  The 
anvil-block  is  a  cubical  mass  of  iron  having  a  square  recess  from  top  to.  bottom,  in  which  fits  a  vise 
or  die-carrier.  This  is  pivoted  at  the  bottom,  and  is  operated  by  t(^le-jointed  levers.  This  joint 
is  connected  to  the  vise  at  the  top  and  to  a  cross-head  or  horizontal  beam  at  the  other  end,  and  is 
elevated  and  depressed  by  the  piston  of  a  small  steam-cylinder  standing  upright  directly  under  the 
union  of  the  levers.  Inserted  in  the  face  of  the  vise  is  a  die,  cut  to  receive  the  half  of  one  link  in 
a  vertical  and  the  half  of  another  in  a  horizontal  position.  A  corresponding  fixed  half  in  the  anvil 
completes  the  die.  When  closed  the  latter  presents  on  its  face  two  holes  as  far  apart  as  the  width 
of  the  link,  and  of  a  size  to  receive  the  iron  to  be  welded.  There  is  a  channel  passing  between  these 
holes  for  the  reception  of  the  last  welded  link.  A  trough  or  leader  inclined  and  leading  from  the 
back  of  the  machine,  through  a  slot  in  the  centre  of  the  die,  serves  to  convey  the  studs  or  bridges, 
and  by  a  simple  automatic  movement  a  single  one  is  fed  to  the  die  simultaneously  with  the  dosing 
of  the  vise.  The  small  cylinder,  with  its  piston-rod  attached  to  the  upper  side  of  the  toggle-joint, 
is  filled  with  water,  and  serves  only  to  steady  the  movement  of  opening  and  closing  the  vise.  Rising 
from  the  back  of  the  anvil-block  is  a  heavy  frame,  supporting  above  a  steam-cylinder  of  18  inches 
diameter,  with  a  square  piston-rod,  which  serves  as  a  hammer  or  press,  the  end  of  which  is  formed 
to  correspond  with  the  channel  in  the  top  of  the  die,  and  recessed  to  receive  the  link  to  be  welded. 
Hiere  is  another  attachment,  not  shown  in  the  engraving,  a  description  of  which  b  unnecessary,  as  it 
Is  merely  an  automatic  appendage  designed  to  turn  and  move  the  chain  along  as  it  is  completed ; 
when  attached  it  is  operated  by  the  segmental  gear  shown  on  the  side  of  the  anvil-block.  The  links 
are  prepared  by  another  machine,  which  cuts  and  bends  them  to  the  form  of  an  elongated  U.  The 
operation  of  the  machine  is  as  follows : 
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GonTenient  to  the  machine  is  a  fumaoe,  proyided  with  more  or  less  openings  to  receive  the  ends 

of  the  links,  which,  when  properly  heated,  are  inserted  into  the  apertures  of  the  closed  die.    Steam 

IB  then  admitted,  and  the  hammer  is  brought  down,  thus  forcing,  with  a  single  blow,  the  link  into  the 

die  and  bringing  the  ends  together,  fonning  a  butt  weld.    The  vise  is  Sien  opened  bj  the  small 

ejllnder  below,  and  the  perfectly-formed 

lUik  extracted.    The  vise  is  now  closed,  76e. 

and  the  last>made  link  placed  in  the 

cLannel  between  the  apertures  of  the 

dosed  die,  when  the  next  link  is  simi- 

lariy  proceeded  with. 
Weldless  chain  is  made  as  follows : 

A  hole  is  punched  through  a  disk  of 

the  diameter  of  the  flat  ring  shown  at 

A,  Fig.  757.    The  ring  thus  formed  is 

span  on  outside  rolls  until  it  acquires 

the  f^nd-bar  section  B^  by  which  pro- 
cess also  the  direction  of  the  fibre  is 

modified.    The  ring  is  then  drawn  out 

into  a  long  hook,  which  is  bent  to  form 

a  link,  and  is  afterward  interlocked  with 

other  links,  as  shown  at  C. 

Flat-linked  chains  are  made  in  the 
fly-press.  The  links  are  cut  out  in  va- 
rioos  forms,  some  of  which  are  shown  in 
Figs.  75S  and  759,  and  in  these  holes 
are  punched  through  which  wire  ri?ets 
or  pins  are  inserted.  Sometimes  the 
mocession  of  the  links  of  the  chain  is 
one  and  two  links  alternately,  or  three 
and  two,  four  and  three,  and  so  on  up 
to  eight  and  nine -links,  which  is  some- 
times used.  Probably  the  largest  chain 
of  this  description  ever  made  is  that 
which  secures  the  superstructure  of  the 
East  River  Bridge,  New  York,  to  its  an- 
dtorages.    (See  Bridqbs.) 

Chains  for  Wdtehes^  Necklaces,  eta, 
are  made  in  a  variety  of  ways.    When 

manufactured  of  steel,  the  slip  is  first  ^ 

perforated  with  rivet-holes  for  a  num-  ? 

ber  of  links,  by  means  of  a  pundi  in 
wfaieih  two  steel  wires  are  inserted.  The 
distanee  between  the  intended  links  is 

obtained  (somewhat  as  in  file-cutting)  by  resting  the  burrs  of  the  two  previous  holes  against  the 
sharp  edge  of  the  bolster.  The  links  are  afterward  cut  out  by  a  punch -and  bolster  of  minute  size. 
The  pundi  has  two  pins  inserted  at  the  distance  of  the  rivet-holes,  to  serve  as  guides,  which  enter 
the  link-holes.  When  the  links  measure  from  a  quarter  to  a  half  inch  in  length,  the  press  is  worked 
by  a  screw ;  otherwise  the  punches  are  carried  in  a  heavy  block,  in  which  is  a  square  bar,  struck  by 
a  spring  hammer. 

Chains  of  precious  metal  are  commonly  formed  of  links  punched  into  shape  from  sheet  metal,  or 
else  of  wire  bent  into  the  desired  forms.  When  the  links  are  punched  out  solid,  eveiy  other  one  is 
cot  by  a  fine  saw  to  receive  the  adjacent  links,  after  the  insertion  of  which  the  slit  is  soldered. 
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Ornamental  chafais,  such  as  are  usually  thinly  plated  with  gold  and  sold  by  dealers  in  cheap  jewelry 
are  made  of  pieces  of  brass  wire  and  lings  and  bits  of  metal,  rolled  in  various  fancy  forms,  which 
are  afterward  brazed  together. 

Two  ingenious  machines  for  making  fine  chain  were  exhibited  at  the  Paris  Exposition  of  1878. 
The  essential  principles  of  these  will  be  understood  from  Fig.  760.  For  producing  closely  woven 
round  ebain,  sucli  as  is  used  for  necklaces  ((7,  Hg.  760),  an  apparatus  consisting  of  a  series  of  star- 


Digitized  by 


Google 


342 


CHAMFERING. 


shaped  punches  is  employed.  On  the  strip  of  metal  being  fed  under  a  punch,  a  piece  of  the  desired 
shape  is  cut  out  and  forced  down  into  a  holder  below.  The  holder  is  then  so  moved  as  to  turn  the 
blank  horizontally  over  a  quarter  revolution,  as  from  ^  to  ^,  Fig.  760.  Meanwhile  a  second  piece 
A  is  stamped  out  and  forced  down  upon  the  turned  piece  B,  so  that  the  arms  of  B  thus  come  into 
the  spaces  between  the  arms  of  A.  The  construction  of  the  punch  is  such  that  the  centres  of  the 
f blanks  are  depressed  and  the  arms  raised,  so  that  when  two  blanks  are  supeiposed  as  ak-eady  de- 
scribed the  arms  interlock,  those  of  the  under  blank  B  coming  up  between  those  of  the  upper  blank 
A.  It  remains  to  bend  the  arms  entirely  over,  which  is  done  by  ingenious  contrivances — which  need 
not  here  be  explained — to  unite  the  two  blanks.  A  third  blank  is  then  placed  upon  A,  and  the 
arms  of  the  latter  are  brought  over  this ;  and  thus  the  operation  is  continued,  the  result  being  a 
chain  which  closely  resembles  a  flexible  bar  of  metal.  The  machine  produces  about  46  feet  of  £is 
chain  per  hour,  with  6  punches  in  operation. 

The  second  machine  makes  twisted  links  of  fine  wire  of  the  form  shown  at  E,  Fig.  760.  The  wire 
is  fed  forward  horizontally  by  suitable  devices,  and  is  grasped  near  its  end  between  rods,  the  ex- 
tremities of  whidi  meet  at  an  angle.  Near  the  ends  of  the  rods  are  placed  cog-wheels  2),  which 
carry  bent  arms  as  shown.  By  means  of  a  sliding  carriage,  these  cogs  are  rotated  after  the  wire  is 
grasped.  The  result  of  this  is  that  each  arm  bends  the  wire  on  opposite  sides  of  the  holding-rods  in 
different  directions,  the  wire  meanwhile  being  cut  off  from  the  main  portion  by  a  descendinc  blade. 
This  produces  the  link  above  shown.  A  hooked  needle  now  descends  from  above  and  catoies  the 
link  as  the  rods  release  it.  The  protruding  end  of  the  wire  then  passes  through  the  link  thus 
formed,  and  another  link  is  bent  as  before  described,  the  operation  thus  continuing  indefinitely. 

CHAMi*'ERIN6.    See  Barrel-making  Machinery,  and  Carpentry. 

CHANGE-WHEELS.    See  Lathe  Tools,  Metal-working. 

CHARCOAL.  The  general  principles  of  charring  wood  and  coking  coal  are  the  same,  viz. :  the 
expulsion  by  heat,  without  contact  of  air,  of  the  volatile  constituents  of  the  fuel.  The^c  constit- 
uents go  off  in  part  as  gases,  containing  more  or  less  carbon,  and  in  part  as  new  combinations 
which  are  still  liquid  at  a  high  temperature,  as  acetic  acid,  tar,  etc.  The  details  of  these  operations 
may  be  grouped  into  two  great  classes:  1,  where  the  carbonization  is  effected  in  a  pcrmaneut,  air- 
excluding  oven  ;  2,  where  it  is  done  in  clamps,  or  kilns,  or  heaps.  In  the  general  aspect  of  carboni- 
zation, the  means  employed  would  have  to  be  antecedently  classed  according  as  use  may  be  made, 
first,  of  other  fuel  than  that  to  be  carbonized  to  generate  the  requisite  heat,  or  secondly,  of  a  part 
of  the  mass  itself  for  the  charring  of  the  other  part.  The  type  of  the  first  system  is  seen  gener- 
ally in  all  the  i4)paratus  where  other  products  than  carbon  are  sought  to  be  collected,  and  where  the 
coke  or  charcoal  is  incidental  to  the  operation ;  as  in  gas  retorts,  or  the  cylinders  for  pyroligneous 
acid  or  wood  vinegar.  Although  a  system  like  these  might  in  some  localities,  where  fuel  was  abon- 
dant  or  in  different  qualities,  be  advantageously  introduced,  there  is  probably  no  establishment  where 
it  is  resorted  to  for  the  production  of  charcoal  alone ;  and  the  other  classification,  of  ovens  or  kilns, 
remains  as  the  only  one  that  need  be  discussed  here. 

The  relative  advantages  of  ovens  and  kilns  can  only  be  ascertained  by  a  comparison  of  their  prod- 
ucts in  quantity  and  quality.  With  respect  to  the  first  element,  quantity,  it  may  be  assumed  (thoojHi 
it  is  not  universally  admitted)  that  ovens  produce  a  greater  quantity  by  weight  of  carbon  from  the 
raw  material.  Hardly  any  collier  can  claim  a  yield  of  more  than  20  per  cent,  of  charcoal  fitHQ 
heaps  ;  while  the  best  ovens,  with  perhaps  less  trouble,  though  not  less  expense  in  individual  cases, 
will  give  about  25  per  cent.  Again,  in  the  assemblage  of  cases,  the  expense  for  ovens  is  probably 
less,  being  less  exposed  to  accidents  from  weather,  neglect,  etc.,  which  sometimes  result  in  the  com- 
bustion of  an  entire  kiln.  With  respect  to  quality  of  product,  the  evidence  is  less  decisive.  It 
would  seem  in  theory  that  the  oven,  producing  a  greater  weight  of  carbon,  ought  also  to  produce  a 
heavier  material  per  se.  But  such  is  not  always,  nor  even  generally,  the  case ;  and  where  the  oven 
charcoal  or  coke  is  of  the  highest  specific  gravity  (and  the  economy  of  a  high  specific  gravity  is  m 
general  undoubted),  yet  from  some  cause,  such  as  a  peculiar  arrangement  or  disarrangement  of 
fibres,  it  is  not  found  to  develop  so  much  heat  as  that  prepared  in  kilns.  Generally  speaking,  the 
advantages  of  ovens  over  heaps  or  pits  are  not  so  great  as  is  often  supposed ;  and,  as  a  rule,  it  may  be 
asserted  that  no  charcoal  made  under  an  immovable  covering  is  so  strong  as  that  made  under  a  mova- 
ble one.  The  only  real  advantage  of  the  oven  arises  from  its  being  less  subject  to  the  changes  of 
the  atmosphere  than  the  pit. 

Charring  of  vfood  is  still  practised  in  Austria  after  methods  which  seem  to  have  originated  m  the 
period  of  Roman  domination,  for  the  manufacture  of  the  celebrated  Norican  iron.    These  may  be 
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denominated  charring  in  heaps  (Germ,  haufen)  or  clamps,  and  will  be  understood  from  the  accom- 
panying sketches,  of  which  Fig.  761  shows  a  side-view,  and  Fig.  762  a  ground-plan  of  the  arrange- 
ment. The  ground  for  this  may  be  either  leveled  or  sloped.  In  cither  case,  pipes  are  sometimea, 
but  rarely,  laid  in  the  upper  parts  of  the  clamp,  to  carry  off  some  of  the  liquid  products.  The 
length  of  the  clamp  (and,  of  course,  the  number  of  posts)  is  arbitrary— generally  from  40  to  50 
feet ;  the  width  depends  upon  the  length  of  the  logs,  which,  bemg  ordinarily  4  feet,  and  being  laid 
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in  a  double  row,  with  a  Tery  small  space,  to  the  casing  of  the  sides,  will  make  the  width  Tery  nearly 
9  feet  across  from  post  to  post.  In  Fig.  762  the  logs  are  given  as  if  in  but  one  length,  which  can 
very  well  be  if  the  sticks  are  light.  The  casing  may  be  of  plank,  slabs,  or  split  cord-wood.  The 
ground  is  well  pounded,  and,  if  in  an  old  burning,  with  charcoal  and  dust.  The  logs  are  then  piled, 
beginning  from  the  upper  part,  to  within  a  few  inches  of  the  top  of  the  casing.  Then  it  is  covered 
with  chips,  twigs,  and  leaTcs,  and  finally  with  sand  or  (better)  dust,  which  material  is  also  filled  in 
against  the  casing,  to  protect  it  from  fire.  After  all  this  is  ready,  fire  is  put  in  at  the  lower  end,  and 
Eome  of  the  dust  is  removed  from  the  upper  end  to  make  a  draught.  Draught-holes  are  also  opened 
at  discretion  in  the  sides  of  the  casing.  When  the  smoke  comes  out  where  the  dust  is  removed,  it  is 
necessary  to  throw  it  on  again,  and  open  elsewhere  with  caution.  In  this  manner  the  fire  is  led  on 
till  the  heat  has  charred  the  whole.  The  peculiar  advantage  of  this  method  is  supposed  to  be  that, 
with  a  damp  say  of  60  feet,  charcoal  may  be  drawn  from  the  lower  end  after  the  fire  has  progressed 
about  10  feet,  which  it  will  do  ordinarily  in  twenty-four  hours.  This  is  still  further  helped  by  mak- 
ing it  on  sloping  ground.  If  well  packed,  a  clamp  of  50  by  9  feet,  6  feet  high  at  the  head  and  3 
feet  at  the  foot,  will  hold  about  16  cords. 

Another  method,  more  extensively  and  commonly  practised,  is  that  of  kilns  (Germ,  meiler^  Fr. 
rneuUt).  These  kilns  are  of  two  kinds,  itanding  and  lying^  the  wood  standing  on  its  end  in  the  one, 
and  lying  on  its  side  in  the  other,  as  shown  in  Fig.  763  and  764. 

The  circle  to  be  leveled  and  pounded  down  for  a  kihi  of  this  sort  will  be  from  40  to  60  feet  in 
diameter ;  Uie  driest  ground  must  be  selected  for  the  purpose,  and  a  place  sheltered  from  winds.  The 
best  period  for  baming  in  America  is  from  the  middle  of  May  until  the  middle  of  August ;  and  then 
again  in  October  and^ovember,  during  the  season  known  as  the  Indian  summer.  Wood  which  lias 
been  felled,  and  lopped,  and  barked  in  December  and  January,  will  be  sufiSciently  seasoned  to  char  in 
the  autumn  following.  After  the  logs  have  been  arranged,  as  in  the  figures,  around  the  three  long 
etakes  of  ten  or  twelve  feet  in  length  (which  are  to  serve  as  a  chimney),  and  piled  as  evenly  and  com- 
pactly as  possible,  the  whole  pile  must  be  covered  to  keep  out  the  air.  A  site  for  a  coaling  improves 
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by  Qse,  £Dr  the  charcoal  and  loam  get  trodden  and  mixed  together,  forming  the  best  material  for  the  cov- 
ering. On  entirely  new  ground  use  must  be  had  of  sod.  When  covered,  fire  is  applied,  either  through 
the  top  and  suffered  to  fall  through  to  the  centre,  where  provision  has  been  maoe  of  some  light  wood 
to  catch  readily,  or  through  a  horizontal  flue  left  along  tne  ground,  which  is  closed  at  its  entrance  as 
lOQo  as  the  fire  has  takea  For  the  first  twelve  hours  the  kiln  must  be  closely  watched,  and,  therefore, 
it  is  usual  to  light  at  da^rbreak.  At  the  end  of  that  period,  or  a  little  longer,  according  to  the  kind  of 
wood,  its  state  of  seasoning,  and  the  skill  of  the  collier,  the  fire  will  have  t&en  sufficiently,  and  the  top 
may  be  covered  in  with  dust  and  loauL  From  that  time,  it  is  better  that  the  operation  should  proceed 
as  gradually  and  slowly  as  possible.  In  three  or  four  days  the  cover  begins  to  shrink  and  fall  in,  and 
fr^  watchfulness  is  required  to  stop  every  opening  thus  made,  and  even  new  ones  are  made  to  effect 
an  equable  disUibution  of  heat  These  are  pomts  that  cannot  be  tauffht  by  talking ;  they  are  lessons  of 
experience  and  observation.  When  the  cover  sinks  gradually,  and  uie  smoke  grows  less  and  less,  reg- 
ularly, the  work  is  known  to  be  going  on  well  Expert  colliers  find  indications  of  the  process  in  the 
eoUr  of  the  vapor  and  smoke,  which  varies  at  different  stages.  After  all  smoke  has  ceased,  the  kiln  is 
eottrely  and  thickly  covered,  and  left  for  foiur  or  five  days^  less  or  more  according  to  its  size,  to  eool. 
The  coal  is  begun  to  be  drawn  from  the  foot,  but  cautiously  at  first,  until  it  is  found  to  be  too  cool  to 
re-ignite  upon  admission  of  air.  If  so,  the  drawing  may  be  continued  all  round  for  coal  that  is  wanted, 
peeling  it  ofl^  as  it  were,  hke  an  onion ;  the  whole  contents  may  be  hauled  off  to  store,  or  it  may  be  left 
(covered  up  again)  to  be  resorted  to  when  wanted.  In  proportion  as  the  kiln  is  well  piled,  flues  in 
varioos  places  are  unnecessary.  It  sometimes  happens  that  the  fire  takes  in  particular  parts,  or  does 
not  take  at  all.  In  this  last  event,  the  advantage  of  a  horizontal  firing  flue  is  tested.  A  kiln  of  ordi- 
nanr  size,  of  this  kind,  holds  about  80  cords ;  the  largest  contain  60  cords. 

When  the  circumstances  are  such  as  to  render  it  likely  that  the  same  charring-ground  will  be  used 
for  a  ooDsiderable  period,  it  is  worth 
while  to  adapt  to  it  some  permanent  ^  '^^ 

acceasioDs,  as  indicated  in  Fig.  766  ;      

which  represents  the  section  of  a 

basin  laid  in  dry  brick,  to  serve  as 

the  groond  of  the  Idln.    This  basin 

has  a  pit  at  p,  with  a  cast-iron  cover 

e,  to  keep  ashes  out,  and  a  gutter,  tgr, 

commanicatmg  with  the  tank  /,  which 

receives  the  liquid  products  of  carbonizatioa    With  resmous  wood,  these  products  are  advantageously 

removed  as  sooo  as  possible  from  the  charcoal,  and  are  valuable  when  caught.    The  tank  has  a  lid,  t, 

which  must  be  laid  over  it  and  luted  when  the  kiln  is  fired. 

Midway  between  ovens  and  kilns  comes  the  shroud  or  abri  of  Foncauld ;  of  which  a  side-view  is 
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shown  in  Fiff.  766,  and  an  orthographic  one  in  Fig.  767.     It  oonsists,  in  feet,  of  a  series  of  trapeiia] 
ladders,  made  of  light  frames,  and  capable  of  enclosing  a  circle  at  the  base  of  80  feet,  at  the  top  of  10 


T68. 

e 


^t»  with  an  elevation  of  8  or  9  feet  The  sides  of  these  frames  are  furnished  with  mortises  or  lugs, 
by  which  two  adjoining  strings  can  be  keyed  together  with  wooden  bolta  The  top  is  a  flat  cover  of 
■cantlinff,  with  traps  that  can  be  cpened  or  shut  for  the  passage  of  air,  and  al^  for  that  of  a  conduit 
made  of  three  pieces  of  light  plank,  for  the  condensatiun  of  gaseous  products.  The  effect  of  these  lad* 
ders  is  to  allow  of  a  better  packing  (and,  as  it  were,  thatching)  of  the  ordinary  loam  covering  of  kilii& 
Fire  is  applied,  and  air  furnished  at  first  through  the  door  d^  left  in  one  of  the  ladders.  The  charcoal 
fiimishea  by  this  method  is  said  to  be  of  superior  quality ;  its  ^eld  is  stated  at  24  per  cent  of  the 
wood,  with  20  per  cent,  besides  in  crude  pyroligneous  acid.  This  yield  of  charcoal  is  about  one-filth 
more  than  from  the  kilns  that  have  been  aescribBd. 

Of  weM  there  is  a  great  variety  of  form ;  but  as  the  most  of  them  are  embarrassed  with  appanitaa 
for  collecting  other  products  besides  charcoal,  they  are  more  connected  with  distillation  than  carbon- 
ization for  the  manufacture  of  iron.  Onl^  one,  of  the  most  simple  and  economical  form,  and  yet  yielding 
good  results,  will  be  described.  A  portion  of  it  is  shown  in  Fig.  768,  which  is  supposed  to  give  a  tol- 
erably clear  idea  of  the  plan.  The  building  from  which  this  is  taken  is  about  50  feet  long,  1 2  feet  wide 
in  the  dear,  and  12  feet  nigh,  and  will  hold,  well  packed,  about  60  cords,  a  quantity  that  has  been  found 
to  present  the  ro  iximum  of  convenience  and  economy,  c  shows  the  chimney-hole  in  the  centre  for  firing, 
ft  flue-holes  foi  the  draught,  of  which  there  are  others  on  top  which  cannot  be  seen.  At  the  ends 
there  is  a  small  ioor  for  charging  and  drawing.  The  stays  are  of  cast-iron  or  wood,  the  horizontal 
binders  on  top  of  bar-iron.  Wooden  scantling  was  first  used  for  both  these,  but  it  is  neither  so  safe  nor 
BO  strong.  Tne  arch  which  is  sprung  for  the  top  is  low,  but  yet  when  the  fire  is  in,  there  is  considerable 
thrust  against  the  walls.  These  walls  are  \\  brick,  and  must  be  well  laid  and  joined.  As  the  acetous 
products  in  the  oven  are  apt  to  attack  the  hme,  asphalt  or  a  bituminous  cement  made  of  coal-tar  and 
loam,  is  used  instead  of  ordinary  mortar.  Coal-tar  is  also  advantageously  used  for  coating  the  outaida 
The  wood  is  piled  lying,  as  is  seen  in  the  figure.  Under  the  chimney-hole,  a  chimnev  (so  to  call  it)  is 
left  in  the  pile,  at  the  bottom  of  which  the  fire  is  placed.  The  wood  may  be  kinaled  through  the 
draught-holes  or  at  the  doors,  but  less  economically.  When  the  fire  is  first  started  all  air-holes  are  shot; 
when  it  is  fairly  caught  tlie  chimney  may  be  filled  up  with  dry  wood,  the  hole  closed,  but  not  tigfatlj, 
and  air-holes  opened  at  the  ends.  This  will  happen  in  seven  or  eight  hours.  The  operation  must  now 
be  watched,  and  by  the  emission  of  smoke  and  vapor  through  the  air-holes,  a  judgment  may  be  formed 
as  to  where  they  snould  be  shut  and  where  opened.  In  45  to  50  hours  the  whole  oven  will  have  been 
heated ;  all  openings  are  then  closed  and  luted,  and  the  concern  left  for  three  or  four  days  to  cooL  On 
the  fourth  or  fifth  day  at  latest  the  coal  should  be  fit  to  be  drawn. 

To  what  has  been  said,  may  be  added  some  generalities  as  to  the  choice  of  wood  and  quality  of  the 
charcoal  The  denser  woods  are  to  be  preferred,  because,  other  things  equal,  they  afford  a  denser  and 
harder  charcoal  Decayed  or  doted  wood  will  not  yield  a  good  article ;  and  charcoal  from  green  wood 
is  more  light  more  friable,  and  less  calorific  than  from  dry,'  besides  being  less  economical  in  the  mano- 
fiEicture.  The  trees  should  be  felled  when  the  sap  is  down,  I  e.  in  the  winter,  from  December  to 
February.  Small  timber  is  in  general,  and  young  timber  always,  worse  than  that  which  has  attained 
a  larger  and  more  mature  erowth.  Yet  very  old  wood  is  not  so  good,  because  there  is  always  more  or 
less  decomposition  of  the  fibre.  Branches  of  trees  give  less  and  a  lighter  charcoal  than  the  boles,  and 
the  best  of  all  is  furnished  by  that  part  of  the  trunk  and  roots  nearest  the  ground.  In  the  ordmarj 
felling  of  trees  this  part  is  all  lost  Hence  it  would  be  better  for  the  purpose  (and  the  land  would  be 
left  in  a  better  state)  to  extract  the  trees  at  once  by  the  roots,  as  is  very  easy,  and  then  saw  the  timber 
instead  of  cutting.  Heavy  charcoal  produces  more  heat,  but  its  reducing  effect  is  not  in  every  case  is 
proportion.  There  are  some  mines  with  which  lighter  charcoal  acts  better ;  but  that  it  should  be  hari 
is  an  important  characteristic  universally.  Charcoal  just  from  the  kiln  bums  quicker  and  produced 
less  heat  than  that  which  has  been  kept  some  time  in  store,  yet  very  old  charcoal  is  admitted  to  be  le« 
valuable  than  what  has  not  passed  over  one  season.  To  what  this  is  owing  is  not  clear,  for  the  affinity 
of  the  material  for  moisture  is  exercised  very  promptly,  and  after  the  first  24  hours,  in  an  ordinary 
atmosphere  and  with  reasonable  precautions,  it  does  not  materially  increase  in  weight  It  is  better  to 
keep  charcoal  in  store  than  to  leave  it  stored  in  the  kiln.  After  it  has  grown  cool  enough  to  handle, 
the  sooner  it  is  made  quite  cold  the  better ;  all  gradual  expulsion  of  heat  such  as  occurs  in  a  kiln,  is  at 
an  expense  of  carbon.  With  ovens  this  caution  is  unnecessary,  for  the  circumstances  there  alw«ys 
compel  removal  of  the  charcoal  as  soon  as  manufactured.  The  product  in  charcoal  ranges  from  18  to 
22  per  cent  in  kilns,  and  firom  20  to  26  per  cent  in  ovens.    By  volume  a  oord  of  wood,  128  cubic  feet 
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wdl  corded,  ought  to  give,  at  a  mean,  40  bushels  of  charcoal.  The  price  depends,  of  course,  upon 
the  value  of  labor  m  every  locality,  and  the  distance  of  hauling.  The  chopping  of  a  cord  of  wood 
is  equivalent  to  about  one-third  of  a  day's  labor  in  the  abstract,  and  the  coaling  of  it  in  kilns  or 
damps  afterward  to  about  half  a  day.  The  computations  of  the  charcoal-burner  are  usually  made 
upon  the  100  bushels  of  charcoal  delivered.  Coaling  in  ovens,  although  in  fact  less  laborious  and 
demanding  less  experience,  requires  more  tact,  and  wages  there  are  generally  highei*. 

For  peat  ehareoaly  see  Peat  Machihert. 

Warlafor  Reference, — "A  Handbook  for  Charcoal-Bumers,"  Svedelius  (translated  by  Anderson), 
New  York,  1875;  Percy's  "Metallurgy"  ("Fuel"),  London,  1875.  Very  complete  references  to  all 
the  literature  on  the  subject  will  be  found  in  the  latter  work. 

CHASER.    See  Lathe  Tools,  Screw-cuttino. 

CHEKSE-MAKING.    See  Daut  Apparatus. 

CHEMICAL  FIRE  ENGINE.    See  Fire-Extinguishkr. 

CHIMNEY.  The  functions  of  a  chimney  are  to  cause  a  suflSdent  flow  of  air  through  a  furnace  to 
maintain  combustion,  and  to  discharge  the  products  of  the  latter  at  such  an  elevation  above  the 
ground  that  the  adjacent  atmosphere  may  not  be  rendered  unfit  for  respiration.  It  is  chiefly  neces- 
sary that  a  sufficient  height  be  given  to  the  chimney,  and  that  an  appropriate  material  be  chosen  for 
its  otmstruetion.  If  the  chimney  cannot  be  made  high  enough,  then  the  necessary  draught  must  be 
produced  by  special  means.  In  locomotives,  the  exhaust  steam  is  therefore  allowed  to  escape  into 
the  stack  (see  Locomotite),  and  in  other  cases  ventilators  or  blowers  (see  Blowers)  ai-e  employed, 
wludi  dthor  blow  the  air  beneath  the  grate  or  suck  it  out  of  the  flues. 

Chimneys  are  constructed  of  masonry  or  of  metal.  In  the  first  case  bricks  are  preferably  used,  and 
in  the  second  sheet-iron  is  employed.  The  external  form  of  brick  chimneys  is  generally  quadrangu- 
lar or  octangular,  while  metal  chimneys  have  always  the  shape  of  a  truncated  cone.  Usually  an 
exterior  batter  of  0.015  to  0.025  per  foot  height  is  given  to  chimneys,  while  the  walls  have  the  usual 
width  of  the  bricks  (6  inches)  above,  and  at  the  bottom  they  have  a  thickness  of  double  or  three 
times  this  width.  As  to  the  height  and  diameter  of  chimneys,  the  one  dimension  depends  upon  the 
other.  The  higher  a  chimney  is  built,  the  more  draught  it  gives,  and  the  smaller  therefore  its  diam- 
eter needs  to  1^  for  the  removal  of  a  given  quantity  of  smoke.  Besides  this,  the  dimensions  also 
depend  upon  the  temperature  of  the  smoke  which  enters  the  chimney ;  and  for  an  equal  quantity  of 
smoke  the  dimensions  must  be  so  much  larger,  the  less  the  temperature  of  the  smoke  which  is  to 
be  removed.  According  to  this,  an  economical  use  of  heat  requires  high  and  wide  chimneys.  The 
usual  height  of  chimneys  is  from  60  to  120  feet ;  we  rarely  find  them  40  feet  or  less,  and  chimneys 
of  800  or  400  feet  are  seldom  constructed.  It  is  a  practical  rule  to  give  the  chimney  the  same  cross- 
eection  as  the  flues.  It  is  very  necessary  to  place  chimneys  upon  a  solid  base,  as  the  least  sinking 
may  cause  damage  or  even  destruction. 

An  exterior  view  and  cross-section  of  an  octagonal  chimney  of  bricks  is  given  in  Figs.  769  and  770, 
and  an  exterior  view  of  a  metal  chimney  is  shown  in  Fig.  771.*  In  the  first,  A  is  the  foundation,  B 
the  termination  of  the  flues  or  smoke-box,  C  the  cast-iron  cap  of  the  chimney,  and  D  a  staircase 
whidi  leads  to  an  opening  for  deaning  the  flues  and  chimney.  To  prevent  the  current  of  smoke 
from  meeting  resistance  at  its  entrance  into  the  chimney,  the  union  between  the  flue  and  smoke-box 
must  be  rounded  off.  In  Fig.  771,  A  represents  the  foundation,  constructed  of  bricks  and  resting  on 
a  solid  base.  D  D  Ave  anchor-screws,  which  firmly  connect  the  base  of  the  chimney,  by  means  of 
a  plate  £  £,  with  the  foundation,  and  &  is  a  pulley  fixed  below  the  head  of  the  chimney  F,  over 
which  passes  a  chain  by  means  of  which  a  man  can  be  pulled  up  for  the  purpose  of  cleaning  and 
painting  the  chimney.  B  is  the  termination  of  the  smoke-box,  and  H  the  opening  for  cleaning.  To 
prevent  the  overturning  of  such  a  chimney  in  a  storm,  not  infrequently  wires,  stays,  or  cables  are 
drawn  in  an  inclined  direction  from  the  chimney  to  the  ground  and  anchored. 

With  steam-boilers,  the  heat  of  the  air  in  the  chimney  should  not  exceed  600**,  and  ordinary  stock 
bricks  will  stand  that  temperature  well ;  but  with  reverbcratory  and  other  brick  furnaces  the  air  is 
at  a  temperature  of  about  2,250°,  and  for  such  cases  the  chimney  should  be  lined  with  fire-brick 
throughout ;  and  as  the  adhesion  of  mortar  is  soon  destroyed  with  such  high  temperatures,  there 
diould  be  wrought-iron  bands  round  the  outside  at  regular  distances  from  top  to  bottom.  In  ordi- 
nary chimneys  hoop  iron  should  be  built  into  the  brickwork  every  few  courses  to  form  a  bond ;  and 
a  I^tning  conductor  should  not  be  omitted. 

Theorif  of  Chimney  Draught. — The  draught  of  a  chimney  is  caused  by  a  difference  of  pressure  at 
the  base  of  the  chimney  acting  in  an  upward  direction,  due  to  the  difference  between  the  weight  of 
the  heated  gases  in  the  chimney  and  a  column  of  the  external  air  of  equal  height  and  cross-section. 
This  difference  of  pressure  is  easily  found.  If  we  take  a  unit  of  area  of  the  cross-section-— one 
square  foot,  for  example — ^the  weight  of  the  column  of  external  air  will  be  the  height  of  the  chimney 
multiplied  by  the  density  of  the  external  ur,  and  the  weight  of  the  column  of  heated  gases  of  equal 
heif^t  wiU  be  equal  to  Uie  height  of  the  chimney  multiplied  by  the  density  of  the  heated  gases.  If 
A  be  the  hdght  of  the  chimney,  y  the  density  of  the  external  air,  and  y*  the  density  of  &e  smoke 
column,  the  difference  of  pressure  referred  to  will  be,  in  algebraic  symbols : 

(1.)    ;,  =  Ay-V  =  A(y-y'). 

This  unbalanced  pressure  acts  as  a  motive  force  to  drive  the  heated  gases  through  the  chimney 
and  out  at  the  top.  In  order  to  find  what  height  of  column  of  the  external  air  would  produce  this 
pressure,  acting  simply  by  its  weight,  we  have  to  divide  the  pressure  by  the  density  of  the  extemid 
ah*,  and  shall  have  /   \   P         fv  —  y' 


:-(S^> 


*  From  Weisbooh's  "•  Meebaaics  of  EngioeeriDg,'*  toL  ii. 
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It  is  a  well-known  law  of  djnamics  that  the  theoretical  velocity  ( F)  with  which  the  air  would  enter 
the  chimney  if  there  were  no  resistance  would  be  found  by  the  equation, 


From  which  we  have 


(4.)   r=|/?^^^ 


The  velocity  determined  from  this  formula  is  not,  however,  that  with  which  the  external  air  will 
enter  the  chimney.  Resistance  is  offered  to  the  passage  of  the  air  through  the  grate,  through  the 
bed  of  fuel,  and  through  the  flues  and  chimney.  These  resistances  do  not  admit  of  theoretical  deter- 
mination, and  can  only  be  found  by  direct  experiment.  They  are  proportional  to  the  square  of  the 
actual  velocity,  and  depend  on  the  diameter  and  length  of  the  fluea  and  diimney,  the  thickness  of 
the  bed  of  fuel,  and  the  state  of  division  of  the  latter.  Weisbach  gives  the  formula,  based  ptrtly 
on  the  observation  of  P6clet: 


V=  0.477  ./_EZ5M  feet; 
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in  which  t  is  the  mean  outer  and  t,  the  mean  inner  temperature,  or  that  of  the  smoke ;  A  as  before 
representing  the  height  apd  d  the  breadth  of  the  chimney. 

The  values  of  the  velocity  of  access  of  air  found  by  P6c1et  for  heights  of  32.8,  65.6,  and  98.4  feet 
were  6.1  feet,  8  feet,  and  9.18  feet  per  second,  or  18,360,  28,800,  and  32,948  feet  per  hour.  These 
velocities,  divided  by  the  number  of  cubic  feet  of  air  required  to  bum  one  pound  of  fuel,  will  give 
the  quantity  of  fuel  burned  per  hour  for  each  square  foot  of  section  of  chimney,  the  section  being 
supposed  equal  to  the  free  surface  of  the  grate.  In  the  ordinary  process  of  combustion- in  a  grate, 
it  is  apparent  that  some  of  the  air  which  enters  must  escape  contact  with  the  fuel  and  enter  the 
chimney  as  air.  This,  according  to  Morin  and  Tresca,  equals  1.75  of  the  amount  actually  required 
for  combustion.  According  to  this  result,  the  quantity  of  air  actually  drawn  into  the  furnace  for 
each  pound  of  ordinary  coal  burned  will  be  about  250  cubic  feet.  (See  Boilers.)  The  consumption 
of  fuel  per  square  foot  of  chimney  will  then  be,  for  the  heights  above  given — 


Heights 82.8 

Pounds 78.4 


65.6 
115.1 


98.4 

187.8 


Assuming  that  each  square  foot  of  section  of  chimney  corresponds  to  8  square  feet  of  gn^te  surface, 
the  above  figures  will  give,  for  the  rate  of  combustion  on  each  square  foot  of  grate  surface,  9.2,  14.8, 
and  17.2  lbs.  Table  I.  is  taken  from  "  Heat  as  a  Source  of  Power,"  by  William  P.  Trowbridge  (New 
York,  1874),  from  which  also  the  above  discussion  has  mainly  been  extracted. 

Tabu  I.,  thowmg  HeighU  of  Chimneys  for  producing  Rates  of  Combustion  per  Square  Foot  of  Area 

of  Section  of  Chimney. 


PModaorCoalborMd 

Pounds  of  0i»llmn«d 

IViiuuUofOoallmrnwl 

PoudsofConlbnmod 

HDOHTSDf 
FIBT. 

perilMr.iMrSqiMN 

F<wtofSaetioaef 

Chtom^. 

per  Horn.  POT  8qiuu«  Foot 

of  Ormto,  th«  Ratio  of  Oimto 

to  Soetion  of  Chimney 

MngasStol. 

HEIGHTS  IN 
FEET. 

per  Hoar,  per  Sqnwe 

Foot  of  Section  of 

Chimney. 

per  Hoar,  per  Sqanre  Foot 

of  Grate,  the  Ratio  of  QraU 

to  Section  of  Chimney 

being  at  8  to  1. 

W 

60 

7.5 

70 

126 

15.8 

S5 

68 

8.5 

75 

181 

16.4 

80 

76 

9.5 

80 

185 

16.9 

85 

84 

10.5 

85 

189 

17.4 

40 

98 

11.5 

90 

144 

18.0 

45 

99 

12.4 

95 

148 

18.5 

50 

105 

18.1 

100 

ira 

19.0 

55 

111 

18.8 

1(K^ 

156 

19.5 

60 

116 

14.5 

110 

160 

20.0 

65 

121 

15.1 

It  appears  from  this  table  that  a  difference  of  height  of  8  feet  corresponds  to  a  difference  in  rate  of 
combustion  of  about  1  pound  per  square  foot  of  grate  surface,  the  ratio  of  the  grate  to  the  chimney 
section  being  as  8  to  1.  The  quantities  given  refer  to  the  average  condition  of  chimneys  of  steam- 
generators.  Professor  R.  H.  Thurston's  approximate  rule  for  determining  the  amount  of  coal  which 
will  be  homed  per  square  foot  of  grate  per  hour,  with  good  proportions,  is :  Subtract  one  from  twice 
the  square  root  of  the  height.  Thus,  supposing  the  chimney  to  be  49  feet  high,  the  amount  of  coal 
burned  will  be  13  lbs.  To  determine  the  height  required  to  give  a  certain  rate  of  combustion,  the 
same  authority  gives  the  rule  :  Add  one  to  the  weight  to  be  burned  per  square  foot  per  hour ;  divide 
by  two,  and  square  the  quotient.    The  result  is  the  height  of  the  chimney  in  feet. 

Dimensions  of  Chimneys, — For  the  theoretical  considerations  governing  the  dimensions  of  chim- 
neys, the  reader  is  referred  to  Weisbach*s  "  Mechanics  of  Engineering :  Heat,  Steam,  and  Steam- 
Engmes  "  (New  York,  1878).  Among  other  conclusions  there  reached,  it  is  found  that  the  breadth 
deceases  as  the  height  increases ;  and  that,  inversely,  if  the  height  is  diminished  the  width  must  be 
increased.  Other  things  being  the  same,  a  chimney  which  gradually  widens  toward  the  top  can  dis- 
charge more  smoke  than  one  which  gradually  diminishes.  In  order  to  withstand  the  force  of  the 
whid,  the  mean  outer  breadth  of  a  square  chimney  should  be  one-eightb  the  height ;  if  of  circidar 
section,  the  mean  diameter  should  be  one-twelfth  the  height. 

In  constructing  chinmeys  having  an  internal  section  similar  to  that  represented  in  Fig.  770,  care 
sboald  be  taken  not  to  contract  the  channel  at  the  edges  to  a  less  area  than  that  of  the  outlet  at  the 
top. 

The  famous  chinmey  at  St.  Rollox,  near  Glasgow,  of  the  height  of  455^  feet,  has  the  following 


Dimensions  of  the  St.  BoUox  Chimney. 

DIVISION  OF  THE 
OHIMNET. 

Height  aboTe  Ground. 

Oater  Diameter. 

ThkknmofWall. 

V. 

IT. 

III. 

II. 

I. 

Feet. 

FMt. 

80| 
85 
40 

FeeU           Inchee. 
1                 8 

1                 6 

1  lOJ 

2  » 
2                H 

The  foundation  of  this  chimney  has  a  depth  of  20  feet  and  a  diameter  of  50  feet. 

The  following  table  exhibits  the  dimensions  of  many  of  the  largest  existing  chimneys  in  Europe ; 
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Table  IL,  showing  Dimennoru  of  variow  High  Chimneys,    (br  =  Imgth  of  brick,) 

If-} 

P 

KXmiOB 

TBicxifns  or 

^|5 

1 

a; 

FmI. 

DXAVSTKB. 

MABOKBT. 

LOCAUTT. 

AbOT*. 

Mow. 

Abov*. 

FMt. 

FmU 

FMt. 

iBCbM. 

1 

468 

454 

82 

12f 

T  br. 

Hbr. 

4.08 

14.62 

Port  Dondas,  near  Glasgow  (ScotUmdX 

8 

845 

881 

18 

lU 

5  ft. 

Uft. 
Hft. 

2.47 

18.89 

Chemical  ftctory.  Barmen  (Pmasla). 

8 

847 

880 

29 

11 

6*  ft. 

6.86 

11.88 

Caat-8teel  works,  Bochum  (Prussia). 

4 

274 

1^* 

10 

4   ft. 

1ft. 

8.4 

14. S2 

Dye  works,  Hagen  (PmssiaV 

5 

225 

221 

n: 

7- 

8ibr. 

7   In. 

5.58 

12.42 

Pontasser's  chemical  works  (England). 

6 

175 

20* 

T 

4Jbr. 

61  In. 

9.07 

b.44 

Alois  Iron  works  (France). 

7 

i78 

155 

17 

6 

8   br. 

1    br. 

7.91 

9.14 

Uepbom's  tannery,  on  the  Tyn«  (Engknd). 

8 

167 

161 

18 

5 

8fft. 

10   in. 

6.08 

11.98 

Dye  works.  Barmen  (Prussia). 

**  Einer  Gmben ''  ebemlcal  works,  Barmen. 

9 

162 

150 

16 

4^ 

4ibr. 

10  in. 

S.O 

9.0 

10 

141 

•  182 

11 

5 

r*ft. 

10   in. 

5.90 

11.5 

Kisengam  factory,  Barmen. 
Dye  works,  Ochde,  near  Barmen. 

11 

188 

126 

9 

H 

ntt. 

10   in. 

4.54 

18.86 

18 

. . . 

128 

H 

84  br. 

1   br. 

5.45 

12.48 

St.  Ouen,  near  Paris  (France). 
White's  facUMT  (England). 
BoUiDg  miU,  Hagen  (Prussia). 

18 

181 

126 

l^ 

n 

4   br. 

1    br. 

8.81 

8.14 

14 

186 

124 

Hi 

8   ft. 

10   in. 

4.82 

10.81 

The  Fort  Dundfts  chimneji  marked  No.  1  above,  is  the  tallest  in  the  world.  It  will  be  seen  that 
the  portion  below  ground,  which  contains  not  only  the  foundation  proper  but  also  the  flues,  with 
their  arches  and  coverings,  occupies  a  depth  of  14  feet  The  flues  are  four  in  number,  placed  at 
right  angles  to  each  other,  so  as  to  form  an  equilateral  cross  in  the  plan ;  they  are  of  rectangular 
s^on,  about  1  feet  wide  and  9  feet  high  each,  and  arched  both  at  top  and  bottom.  The  founda- 
tion below  these  flues  Is  built  up  from  hani  bricks,  all  placed  on  edge  throughout  several  superposed 
layers  up  to  the  sides  of  the  flues,  which  are  ardied  and  lined  with  fire-brick.  The  ma.sonry  above 
the  flues  is  built  with  the  bricks  laid  flat  in  the  usual  way.  The  internal  diameter  at  the  base  is  20 
feet,  and  it  gradually  contracts  toward  the  top  to  10  feet  4  inches  diameter.  The  outline  of  the 
whole  structure  is  of  extreme  simplicity,  viz.,  the  form  of  a  truncated  cone,  without  any  deviation. 

£ffect  of  Long  and  Short  Flues.— 


Tabls  III.,  showing  the  Power 

of  Chimneys  to  Steam-Boilers 

having 

Flues  100  feet  long  in 

Circuit 

from  Furnace  to  Base  of  Chimney.    (From  Box  on  Heat.) 

SIZE 
at  TOP 
INSIDE. 

40  RST. 

SO  RBT. 

SOFSBT. 

100  FKET. 

190  FRT. 

IMFXST.        1 

RcniiMl. 

9qo^ 

Rooad. 

Bv^ 

Roimd.  i   Sqiitft. 

Roond. 

SqtuM. 

Romd. 

8qo>m 

Rotmd. 

Bqptn. 

FU  In. 

H.  P. 

H.  P. 

H.  P. 

H.P. 

H.  P. 

H.  P. 

H.  P. 

H.P. 

H.  P. 

H.P. 

H.  P. 

H.  P. 

1    0 

6.4 

8.1 

.... 

.... 

.... 

.... 

.... 

1    8 

10.9 

18.9 

12.8 

16.8 

•    .... 

.... 

.... 

.... 

1     6 

16.6 

21.0 

19.6 

24.8 

21.7 

27.5 

.... 

.... 

1    9 

28.6 

80.0 

27.9 

84.2 

81. 1 

4O.0 

.  •.. 

2    0 

81.9 

41.0 

87.8 

47.5 

42.8 

68.8 

45.7 

6S.2 

.... 

2    8 

49.4 

62.8 

55.8 

70.4 

60.0 

76.4 

68.8 

81.2 

2    6 

65.8 

88.1 

70.4 

90 

76.5 

97.4 

81 

108 

85 

ibe 

9    9 

78 

100 

88 

112 

94.9 

121 

101 

128 

106 

185 

8    0 

94 

128 

106 

185 

114 

145 

128        1  157 

180 

165 

8    6 

150 

191 

168 

207 

175 

228 

186 

287 

4    0 

202 

257 

220 

280 

285 

800 

252 

821 

5    0 

.... 

.... 

860 

458 

888 

494 

415 

628 

6    0 

.... 

.... 

577        1  784 

616 

788 

The  power  of  chimneys  in  this  table  is  three-fourths  of  their  absolute  maximum  power ;  thus  the 

150x4 
maximum  power  of  a  chimney  8  feet  6  inches  in  diameter,  80  feet  high,  is  — - —  i=  200  horse-power. 

o 

The  effect  of  different  lengths  of  flue  is  shown  in  table  FV.,  In  which  we  have  taken  as-  an  example 
a  chimney  60  feet  high  and  2  feet  9  inches  square,  which  by  table  HI.,  with  an  ordinary  flue  100 
feet  long,  is  equal  to  100  horse-power.  It  will  be  seen  that  with  a  flue  of  one-half  the  length,  or 
60  feet,  the  power  is  increased  to  107.6  horse-power  only;  and  that  with  a  flue  1,000  feet  long,  the 
power  is  reduced  to  one-half  nearly.  This  may  be  applied  to  other  cases.  Say  we  require  a  chim- 
ney of  160  horse-power  with  a  flue  1,000  feet  long  (from  furnace  to  chimney) ;  this  would  be  equal 
to  160  -4-  .614  =  800  horse-power  in  table  III.,  and  may  be  120  feet  high  and  4  feet  square. 
Again,  a  chimney  of  60  horse-power,  with  a  flue  400  feet  long,  must  be  equal  to  60 -f-. 708 =70  horse- 
power in  table  III.,  and  may  be  80  feet  high  aud  either  2  feet  6  inches  round  or  2  feet  3  inches  square. 

Table  IV.,  showing  Power  of  a  Chimney  60  feet  highy  2  feet  9  inches  square^  vnih  Flues  of  d^fferetU 

LengiJa.    (From  Box  on  Heat.) 


LrafthornMbFMt. 

IWP^nr^. 

60 
100 
200 
400 
600 

107.6 

100.0 

85.8 

70.8 

62.6 

800 

l.ono 

1.500 
2,000 
8,000 

56.1 
51.4 
48.8 
88.2 
81. T 
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Effect  ofMemtd  Tempenttwre  m  Chimneys, — ^The  discharging  power  of  a  chimney  inoreases  with 
increase  ol  internal  temperature,  but  not  to  an  unlimited  extent ;  for  while  the  draughtpower  in- 
creases, 80  does  the  volume  of  air  due  to  a  given  weight  increase  by  expansion,  and  the  result  is  that 
the  weight  of  air  discharged  attains  a  maximum  at  a  certain  temperature,  and  an  increase  beyond 
that  point  results  in  a  diminution  of  effect  This  temperature  is  525**  according  to  P^clet ;  but  this 
IB  true  only  for  cases,  such  as  reverberatory  furnaces,  where  the  fire  escapes  direct  into  the  chimney, 
uid,  the  flue  being  very  short,  friction  may  be  neglected,  and  the  whole  power  of  the  chimney  is 
expoided  in  generating  velocity.  Table  V.  shows  in  column  6  that  the  velocity  and  therefore  the 
wei^t  of  cold  air  is  then  a  maximum  at  682—62=522°  above  the  external  air.  But  the  weight  of 
ab  necessary  to  carry  off  the  heat  increases  rapidly  as  the  temperature  is  reduced,  as  shown  by 
eolomn  8 ;  and  as  a  result  the  power  of  the  chinmey,  as  measureid  by  the  consumption  of  fuel,  in- 
\  with  the  temperature  throughout  column  9. 


Table  Y^  shomng  the  Power  with  different  Internal  Temperatures  of  a  Chimney  32  feet  high  with  a 
verg  short  Fhte,  as  in  Reverberatory  and  other  Furnaces :  Eitemal  Air^  62°.    (From  Box  on  Heat.) 


DBAVOBT  nr  ivomB  or  waixb. 

VILOOITT  OF  An  Df 

• 

FtoODdiOf 

VotaMofAb 

fal  fW  ChfaD- 

PKBT  PKB 

BKOOND. 

PtoBBdSOr 

AlrpwU). 
ofCoiO. 

God  POT 

8q.  Foot 

Alr=l. 

Air  in  ChlnnMy. 

ForVdodty 

of  Cold  Air 

Kniry. 

ForBstm 

VclodtyofHot 

Air  on  Kzlt. 

To«d. 

Cold  Air  at 
Kotry. 

Hot  Air  ni 
Exit. 

ofChhn- 
Hov. 

1 

2 

8 

4 

6 

6 

7 

8 

9 

1.95 

• 
198 

.0891 

.0045 

.0986 

19.78 

84.60 

400 

14 

1.5 

822 

.1828 

.0822 

.155 

84.10 

86.15 

200 

88 

1.75 

453 

.1514 

.04S6 

.200 

25.78 

45.00 

188 

58 

S.OO 

588 

.1570 

.0790 

.236 

■  26.80 

62.60 

100 

72 

8.25 

718 

.1580 

.1070 

.260 

85,99 

58.44 

80 

S9 

8.0 

1,102 

.1887 

.17S8 

.818 

84.18 

72.50 

50 

188 

4.0 

1,622 

.lOSO 

.2180 

.851 

81.70 

86.90 

83 

178 

5.0 

8,148 

.0S90 

.2350 

.874 

19.75 

98.75 

25 

217 

With  chimneys  to  steam-boilers  the  friction  of  the  long  flues  must  be  considered  as  well  as  the 
head  due  to  velocity,  the  result  being  that  the  maximum  effect  is  attained  when  the  volume  of  the 
mtemal  air  is  between  three  and  four  times  that  of  the  external  air,  as  shown  by  column  5  of  table 
YI.  If  we  admit  8^  as  the  relative  volume,  the  temperature  would  be  about  1,800° ;  but  with  such 
a  high  temperature  there  would  be  an  enormous  loss  of  useful  effect,  and  the  power  of  the  chimney 
would  be  only  116-4-107=1.085,  or  8.5  per  cent,  greater  than  with  double  volume,  which  experience 
has  shown  to  be  the  best  in  practice.  The  table  shows,  however,  that  a  variation  of  130°  either 
way  has  little  influence  on  the  power  of  the  chimney;  thus,  with  volume  1},  we  have  100-*- 107= 
.9346,  or  .0654=6.64  per  cent,  less,  and  with  volume  2j,  112-f-107=1.047,  or  4.7  per  cent,  greater 
power  than  with  volume  2.  Ck>lumn  5  of  table  VL  gives  the  ratio  of  power  of  the  chimney  at  Uie 
different  internal  temperatures,  and  column  6  the  maximum  consumption  of  fuel  per  square  foot. 

Table  VL,  showing  the  Power  with  different  Internal  Temperatures  of  a  Chimney  SOfeet  high,  2  feet 
y  in^us  diameter,  with  a  Flue  of  the  same  Area  100  feet  long,  from  Furnace  to  loot  of  Chimney, 
(From  Box  on  Heat.) 


VotaMof  AlrlntlM 

CUmMJ,  EstOTBBl 

Alr=l. 

TEMPBBATirBB  OF 

DrMgbtofOhimacyin 
IndM  of  Water. 

Ratio  of  thoPowOT 

atdURmntTMn- 

peratuTM. 

F^mndfoTOodptf 

Square  Foot  of 
ChinuM7p«rHoar. 

AbtnthoCbimnoyand 
Flo*. 

ExtmnlAlr. 

1 

8 

8 

4 

6 

6 

1.85 

1.5 

1.75 

8.00 

8.25 

8.0 

4.0 

5.0 

• 

198 

822 

4.52 

5S2 

712 

1,102 

1,622 

2,142 

• 

68 
68 
68 
68 
68 
68 
62 
68 

.884 
.890 
.500 
.5S5 
.6.50 
.780 
.890 
.926 

71 
89 
100 
107 
112 
116 
116 
114 

180 
150 
168 
ISO 
18S 
195 
195 
192 

Straightening  TaU  Chimneys, — ^It  is  a  well-known  fact  that  high  chimneys,  however  carefully  built, 
often  lose  their  original  straightness  soon  after  their  erection  and  assume  an  inclined  position  or  a 
airved  shape,  so  that  it  becomes  necessary  to  straighten  them. 

The  Port  Dundas  chimney  (No.  1  in  table  11.)  underwent  during  its  erection  one  of  the  most  in- 
teresting and  curious  operations  known  in  masonry  practice,  viz.,  the  straightening  by  sawing  the 
mortar-joints.  This  operation  has  since  been  frequently  resorted  to  in  similar  cases,  and  has  always 
proved  very  successful  The  mortar  in  the  newly-built  portion  of  the  work  being  still  soft  and 
plastic,  the  pressure  of  the  wind  caused  a  lateral  deflectton  of  the  column,  amounting  to  7  feet  9 
lucbes  from  the  vertical  at  the  top.  The  whole  structure  was  thereby  endangered,  and  in  order  to 
»«tore  its  stability  it  was  necessary  to  bring  it  back  to  the  vertical  line.  The  q)eration  of  sawing, 
whidi  was  then  resorted  to,  consists  in  attacking  the  mortar-joints  at  the  windward  side,  and  reducing 
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their  thickness  so  as  to  compensate  for  the  compression  of  the  mortar-joints  at  the  opposite  side 
effected  by  the  pressure  of  the  wind.  The  sawing  was  done  by  first  removing  a  portion  of  the  brick- 
work inside  the  chimney,  formmg  a  groove  about  14  inches  wide  half  around  the  interior  surface  of 
the  chimney.  Narrow  holes  were  then  cut  out  by  means  of  chisels,  the  workmen  standing  upon  the 
internal  sc^olding,  and  working  exclusively  from  the  inside.  A  saw  with  a  single  handle— in 
reality  an  old  carpenter's  saw — was  the  instrument  employed.  It  was  passed  throu^  one  of  the 
holes  cut  out,  so  as  to  work  through  a  horizontal  mortar-joint,  and  it  was  then  worked  by  hand, 
removing  the  mortar,  as  it  proceeded  through  the  joint,  through  part  of  the  half  circle  on  the  wind- 
ward side.  Generally  two  saws  were  simultaneously  employed,  working  in  opposite  directions  toward 
each  other.  The  mortar-joint  operated  upon  was  kept  wet  by  a  jet  of  water  during  the  whole  pro- 
cess, and  the  removed  brickwork  in  the  interior  was  replaced  by  fresh  bricks  as  the  sawing  pro- 
ceeded. As  soon  as  the  greater  portion  of  any  one  mortar-joint  is  sawn  through,  the  effect  produced 
upon  the  superincumbent  mass  causes  the  latter  to  settle,  and  a  considerable  pressure  is  thereby 
exerted  upon  the  saw,  making  it  difficult  to  withdraw.  If  the  precaution  is  taken  to  commence  saw- 
ing at  the  lowest  joints,  and  proceed  in  succession  to  the  higher  cuts,  this  difficulty  is  considerably 
lessened.  .In  the  case  of  the  Port  Dimdas  chinmey,  sawing  was  commenced  at  the  top,  128  feet  be- 
low the  chimney  cope,  and  12  cuts  were  made  at  unequal  distances,  varyii^  from  12  feet  to  49  feet 
Mr.  Townsend,  who  conducted  this  operation  personally,  judging  by  the  effects  produced  by  each  in- 
dsion,  selected  the  spot  for  the  next  cut,  proceeding  gradually  downward  until  the  last  cut,  41  feet 
from  the  ground,  restored  the  whole  chimney  to  a  perfectly  perpendicular  position. 

In  the  spring  of  1868  the  chimney  at  Barmen  marked  No.  2  in  table  II.  suddenly  assumed  an 
inclined  position  toward  the  northeast.  The  deflection  of  the  chinmey  was  consideni>le  at  the  end 
of  May,  and  seemed  yet  to  increase,  and  threatened  an  overthrow.  Some  layers  of  bricks  in  the 
chimney  at  distances  of  50  feet  from  each  other  were  painted  blade  outside.  The  height  of  these 
black  lines  above  the  sode  being  known,  these  lines  were,  by  means  of  a  theodolite,  projected  on  a 
plank  situated  on  the  socle  of  the  chimney,  to  find  the  deviation  from  the  vertical  line  at  these  differ- 
ent heights.  It  was  thus  ascertained  that  the  chimney  at  a  height  of  251  feet  was  out  of  line  46 
inches;  at  210  feet,  80  inches;  at  160  feet,  16  inches;  at  110  feet,  5  inches.  The  socle  stood  per- 
pendicular. As  the  deviation  was  still  increasing,  and  as  it  would  have  done  too  serious  an  injury  to 
the  manufactures  of  the  establishment  to  set  the  chimney  temporarily  out  of  use,  it  was  neoessaiy 
that  action  should  be  taken  in  the  matter.  The  ordinary  method  of  straightening  chimneys  was 
resorted  to.  A  hole  was  made  through  the  whole  thickness  of  the  masonry  on  that  side  of  the  chim- 
ney which  required  lowering,  4  feet  above  the  top  of  the  sode.  Into  this  hole  a  saw  was  introduced, 
with  which  a  horizonal  cut  through  one  half  the  chimney  was  attempted.  But  as  the  thickness  of 
the  wall  was  considerable  and  the  bricks  were  hard,  and  as  the  saw  could  be  manipulated  from  one 
of  its  extremities  only,  the  effect  of  sawing  after  two  hours*  work  was  scarcely  perceptible.  The 
hole  through  the  chimney  having  been  made  without  trouble,  and  the  difficulty  experienced  in  saw- 
ing, led  to  the  idea  to  gradually  remove  a  whole  layer  of  bricks,  replacing  it  by  a  thinner  layer,  thus 
to  produce  the  desired  slit.  Before,  however,  this  operation  was  performed,  the  experiment  was 
made  with  an  old  inclined  chimney  120  feet  high.  When  the  method  had  there  proved  practicable 
and  successful,  it  was  concluded  to  treat  the  new  chimney  the  same  way.  A  layer  of  bricks  was 
broken  out  by  means  of  pointed  cast-steel  bars  from  1-^  to  6  feet  in  length,  and  flat  shovels  with 
long  handles  were  used  to  lay  those  bricks  which  had  to  be  placed  near  the  inside  of  the  chimney. 
A  space  of  5  inches  was  left  each  time  between  the  newly-laid  bricks  and  the  old  ones  of  the  next 
division,  to  break  out  the  latter  with  greater  fadlity.  As  soon  as  the  operation  was  performed,  the 
chimney  began  to  move,  and  by  sUght  osdllations  settled  down  on  the  new  layer  of  bricks,  and  there 
remained  quiet. 

Defects  of  Chimneys, — Smoky  chimneys  have  a  variety  of  causes,  such  as  imperfections  in  the  flue, 
too  contracted  dimensions,  too  rough  an  inner  surface,  openings  which  admit  cold  air  and  cfaill  it, 
and  (the  most  common  of  all)  too  large  an  opening  at  the  fireplace  or  throat  Count  Rumford  paid 
much  attention  to  the  euro  of  smoking  chimneys.  He  generally  found  the  cause  to  be  too  large  a 
throat,  and  his  usual  remedy  was  to  diminish  it  by  building  a  bench  of  brick  in  the  back  of  the  fire- 
place, reaching  up  to  the  throat,  and  to  lower  the  fireplace  somewhat  Sometimes  the  aperture  at 
the  top  is  too  large,  particularly  if  it  is  below  the  level  of  some  neighboring  house,  hill,  or  high  trees, 
from  which  the  wind  may  be  reflected  down  into  the  chimney,  or  over  which  it  may  fall,  and  thus 
beat  down  the  smoke.  An  inadequate  admission  of  air  into  the  room  in  which  is  the  fireplace  will 
cause  a  chimney  to  smoke,  a  circulating  current  bdng  thus  as  effectually  prevented  as  if  the  flue  it- 
self were  in  great  part  obstructed.  The  opening  of  a  door  or  window  often  shows  the  cause  of  this 
trouble  by  at  once  removing  it.  When  two  chimney-flues  come  down  into  one  room,  or  into  two 
rooms  which  connect  by  an  open  passage,  the  burning  of  a  fire  in  one  fine  may  establish  an  upward 
current,  which  is  supplied  with  air  drawn  down  the  other.  Any  attempts  to  make  the  second  chim- 
ney draw  could  only  succeed  by  closing  the  connection  between  them,  or  supplying  the  first  with  the 
air  it  requires  from  some  other  source.  When  a  chimney  smokes  in  consequence  of  the  wind  beating 
down,  the  height  may  be  increased,  or  the  diameter  at  the  top  contracted ;  but  the  most  effident 
remedy  is  usually  found  by  adjusting  a  bent  tube  to  the  top  of  the  chimney,  and  keeping  its  mouth 
turned  in  the  direction  of  the  current  of  air  by  means  of  a  vane.  The  effect  of  the  latter  change  is 
to  admit  a  smaller  quantity  of  air,  and  this  is  dispersed  through  the  large  body  in  the  flue  without 
bdng  felt  at  the  base.  The  worst  chimneys  usually  draw  wdl  when  a  stove  is  substituted  for  the 
fireplace,  and  the  pipe  is  led  into  the  chimney.  This  causes  an  increased  current  in  the  smaller 
channel,  being  equivalent  to  contracting  the  throat  of  the  chimney  when  the  fireplace  is  used. 

References. — ^For  practical  details  rektive  to  the  construction  of  an  iron  chimney  279  feet  high  at 
Creusot,  France,  see  Engineeintigy  xiii.,  864.  A  description  of  the  manner  of  taking  down  a  large 
chimney  is  given  in  Engineering^  xiL,  188.    With  reference  to  stability  of  dwelling-house  diimneys, 
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see  £nffineer^  xL,  220 ;  for  concrete  chimneys,  8eieni\fie  Amerieany  xxix.,  39.  See  also  "  A  Treatise 
OQ  Heat,"  Box,  2d  e<i,  London,  1876 ;  **  Factory  Chimneys  and  Boilers,''  Wilson,  London,  1877. 
Also  articles  Damper  and  Boilebs. 

CHISEL.  A  wedge-shaped  cutting  tool  more  especially  designed  for  paring  and  splitting.  The 
forms  of  chisel  vary  according  to  the  work  which  they  arc  intended  to  perform  and  the  material  to 
be  operated  upon.  In  all  cases  the  tool  may  be  regarded  as  a  wedge  formed  by  the  meeting  of 
two  straight  or  of  two  currilinear  surfaces,  or  of  one  of  each  kind,  at  angles  varying  from  about  20° 
to  120**.  Occasionally,  as  in  the  chipping  chisel  and  the  turner's  chisel  for  soft  wood,  the  tool  is 
ground  from  both  sid^  or  with  two  bevels  or  chamfers ;  at  other  times,  as  in  the  carpenter's  chisels 
and  plane-irons,  the  tool  is  ground  from  one  side  only,  and  in  such  cases  the  general  surface  or 
shaft  of  the  tool  constitutes  the  second  plane  of  the  wedge :  this  difference  does  not  affect  the  prin- 
ciple. l%e  general  principles  underlying  the  construction  of  cutting  tools  will  be  found  under 
Plahes.  Stone-workers'  chisels  are  described  under  Stone-workino  Tools.  For  the  uses  of  the 
diisels  for  turning,  see  Lathe-turnino  Tools  ;  for  carving,  see  Carting  Tools. 

Chi$eU  for  MeiaL — Chipping  chisels  are  employed  for  dressing  metal  surfaces.  Fig.  772  repre- 
sents a  cross-cut  or  cape  d^isel  of  this  type,  which  is  usually  made  of  hexagon  steel,  the  cutting  end 
A  being  tempered  to  a  blue  color.  The  use  of  the  cape  chisel  is  to  cut  grooves.  In  chipping  large 
surfaces,  Uiese  grooves  are  made  closer  together  than  the  width  of  the  flat  chisel,  and  are  intendeid 
to  aarist  the  operation  of  the  latter  by  preventing  its  comers  from  digging  in,  as  they  are  otherwise 
apt  to  do.  The  flat  chis- 
el  shown  hi  Fig.  773  is 
then  employed  to  cut 
off  the  ridges  of  metal 
remaining  between  the 
grooves.  The  cutting 
edges  of  these  chisels 
should  be  firmly  held 
agamst  the  work.  For 
hollow  curved  surfaces 
a  round-nosed  chisel  is 
ased,  the  end  being 
ground  after  the  man- 
ner of  a  gouge,  and  the 
angles  forming  the  cut- 
ting edge  being  more  ob- 
tuse. In  Fig.  774  the 
dotted  line  shows  the 
form  of  a  side  chisel  used 
for  cutting  out  square 
comers.  Fig.  775  rep- 
resents a  diiunond-point 
chisd  employed  for  cut- 
ting out  the  sides  of  key- 
ways,  mortises,  and  oth- 
er inside  work. 

In  a  rod  chisel  for  cut- 
ting hot  metal,  the  angle 
of  the  long  taper  portion 
should  be  10*  or  12% 
and  the  angle  of  the 
short  beveled  part  for 
aittmg  about  40*"  or  60\ 
Chisels  for  cold  iron  re- 
quire the  long  taper  part  to  be  about  SO"*,  and  the  short  bevel  for  cutting  about  80**.  All  rod  chisels  are 
best  when  made  entirely  of  a  tough  hard  steel,  without  any  iron  being  added  to  make  the  head.  Such 
a  chisel  will  sustain  a  severe  hammering  without  much  injury  to  the  head  and  cutting  part,  if  only 
about  half  an  inch  is  hardened  and  the  head  made  as  soft  as  possible.  After  the  cutting  end  has 
become  too  thidk  with  hanmiering  during  ordinary  use,  or  has  become  otherwise  damaged,  the  lower 
part  of  the  taper  portion  is  thin^Bd  to  a  proper  shape,  and  only  a  short  length  of  the  chisel  hard- 
ened as  at  the  first  making.  Every  time  a  chisel  is  repaired  by  such  thinning,  it  is  advisable  to 
cot  off  about  a  quarter  of  an  inch  of  the  thin  ragged  end,  because  this  portion  becomes  burnt  dur- 
ing heating,  and  also  contains  several  cracks  that  are  not  visible  to  an  unassisted  eye.  In  chisels 
for  steam-hammers  the  angles  of  the 
taper  parts  are  about  the  same  as 
those  of  small  chisels ;  but  the  out- 
tmg  parts  are  thicker  and  of  greater 

A  very  nseful  class  of  chisel  is 
that  nained  trimmer^  represented  in 
Fig.  776.  This  is  used  for  cutting 
all  sorts  of  thin  bars,  rods,  and  plates ;  also  for  removing  all  superfluous  metal  that  may  be  at- 
tached to  any  forging  which  is  being  shaped  to  the  finished  dimensions.  To  permit  the  free  use 
of  a  trimming  chisel,  its  catting  edge  Is  convex,  because  this  form  enables  the  smith  to  slide  the 
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tool  easily  along  a  cut  which  may  be  of  great  length,  although  not  Tery  deep.    In  arched  chisels  the 

cutting  edge  is  concave,  as  shown  in  fig.  777.    These  chisels  are  useful  for  making  a  square  cut 

^^  through   an  axle  or   shaft, 

while  it  is  being  rotated  on 
a  gap-bearing  block,  which 
maintains  the  shaft  in  prop- 
er position  for  cutting.  Con- 
cave chisels  are  sometimes 
made  with  two  handles  weld- 
ed to  short  arms  extending 
from  the  tool  The  imple- 
ment may  then  be  supported 
beneath  the  hammer  by  two 
men,  one  at  each  handle.  To 
avoid  the  necessity  of  hold- 
ing a  chisel  on  the  work,  it 
may  be  keyed  to  the  ham- 
mer ;  and  if  a  bottom  chisel 
is  also  to  be  used,  this  is 
keyed  to  the  anvil-blodc. 

The  forging,  manufacture, 
and  detailed  uses  of  metal- 
working  chisels  are  fully  dis- 
cussed in  the  **  Mechanician 
and  Constructor  for  Engi- 
neers," by  Cameron  Ejiight, 
New  York,  1869. 

Wood  ChiaeU.'^The  con- 
struction of  these  tools  is  de- 
scribed under  Planes.  There 
are  two  types,  depending  up- 
on form  :  the  firmer-chiaid 
and  the  framing  chisel.  The 
Jirmer  is  made  with  a  tang, 
which  is  inserted  in  a  wooden 
handle  as  shown  in  Fig.  778. 
The  fnvming  chisel,  used  for 
heavier  work  than  the  firmer, 
has  a  socket  in  which  the 
wooden  handle  is  inserted. 

Three  forms  of  framing  chisel,  the  oval-back,  bevel-back,  and  comer  chisel,  are  represented  in  Fig. 

779.    In  Fig.  780  is  shown  a  chisel  with  a  broad  edge  for  plaster-cutting.    Figs.  781  and  782  are 

calking  chisels,  and  Fig.  788  is  a  driving  chisel. 
CHLORINATING  MACHINERY.   Oilorina- 

tion  is  a  process  for  the  extraction  of  gold  by 

exposure  of  the  auriferous  material  to  chlorine 


gas.  The  metallic  gold  is  thus  transformed  into  soluble  chloride  of  gold,  which  can  be  dissolved  in 
cold  water  and  precipitated  in  a  metallic  state  by  sulphate  of  iron,  or  as  sulphide  of  gold  by  sulphu- 
retted hydrogen  gas.  The  precipitate  may  then  be  filtered,  dried,  and  melted  with  suitable  fluxea, 
to  obtain  a  regulus  of  malleable  gold.    The  powdered  and  roasted  ore  is  placed  in  leaching  vats,  Fi^ 
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784,  which  are  simply  wooden  vats  swiing  on  gudgeons,  and  with  a  filter  on  the  bottom  made  of 
pieces  of  quartz  laid  under  a  perforated  earthenware  cover.  Pipes  in  the  covers  connect  the  vats 
together,  so  that  the  gas  which  is  introduced  at  the  bottom  passes  through  the  whole  row  of  vats. 

The  ore  is  slightly  damp- 
ened, but  must  not  be  wet. 
Fig.  785  shows  the  gas- 
I   generator.      It      consists 
merely  of  a  lead  chamber, 
containing  an  agitator  of 
hard  wood,  and  closed  by 
a  cover  resting  in  a  water- 
joint.  The  whole  rests  on  a 
sand-bath.  .  Between  the 
generator  and  the  leaching 
vats  is  placed  a  wash-bowl, 
where    any    hydrochloric 
acid  in  the  gas  is  removed. 
When  the  operation  is  end- 
ed, the  soluble  chloride  of 
^  gold  is  extracted  by  warm 
water,  and  the  spent  ore  is 
rs.    The  solution  is  run  to 
lere  the  gold  is  thrown  down 
Eite  of  iron,  oxalic  acid,  etc. 
le  process  is  a  very  perfect 
cent,  of  the  gold,  which  is 


vn  an  arrangement  of  chlo- 
ned  by  Messrs.  Riotte  and 
Prancisco.     It  includes  the 
roasting  furnace,  which  is 
seen  at  7,  the  starting-point  of  the  operation. 
The  leaching  vats  are  placed  at  A,  in  a  row,  with  the  gas-generator  2>  in  the  centre.     C7  is  a  rail- 
car  for  removing  the  spent  ore  from  the  building,  while  the  precipitating  tubs  are  seen  at  B.    At  H 
is  seen  the  waste-tub,  where  the  water  runs  through  sawdust  before  being  finally  discharged. 
CHUCKS.    See  Lathk  and  Drill  Chucks. 

CHURNS.  The  chum  which  is  most  in  use  in  this  country  is  the  original  "  dash-chum,"  and  it  is 
dtimed  by  butter-makers  who  have  had  large  experience  to  be  the  best.  The  dash-chum  is  hard  to 
operate  by  hand,  which  is  one  objection  to  its  use  on  a  small  scale ;  but,  as  all  chums  are  worked  by 
machinery  when  many  are  employed,  this  objection  is  done  away  with.  The  best  dash-chums  are 
barrel-shaped,  as  represented  in  Figs.  790,  791,  and  792,  having  a  moderate  bulge  at  the  middle,  and 
the  dasher  is  large  enough  to  occupy  three-quarters  of  the  area  of  the  horizontal  section  of  the 


787. 


788. 


79a 


t 


I  I  /  o    e    U      o  o  \  • 
;  \^ 1 r— *• 


o  o 
o  o 


79D. 


middle  of  the  chum.  The  dasher  should  be  a  complete  circle,  or  have  the  form  of  one  of  the  dash- 
ers shown  in  Figs.  787,  788,  789.  A  very  ingenious  apparatus,  called  the  Odell  &  Smey  spring  motor, 
is  shown  in  Fig.  700,  for  operating  chums.  The  motive  force  is  imparted  by  a  well-tempered  volute 
qnring  of  sted,  incloeed  in  a  barrel  or  drum  hung  in  an  iron  frame,  and  jcoimected  by  means  of  a 
28 
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Tvire  rope  or  cord  with  a  fusee,  whereby  the  wanmg  strength  of  the  spring,  as  it  rons  down,  is  counter- 
balance and  equalized.    The  motor  runs  for  about  half  an  hour  widi  one  winding  up,  and  it  requires 
about  li  minute  to  rewind  it.    In  Fig.  191  is  represented  the  Kej- 
7^  stone  animal  power  for  chums,  the  arrangement  of  which  is  clear 

from  the  illustration.  In  Fig.  792  is  represented  the  manner  in  which 
a  number  of  chums  are  attached  to  the  motive-power.  Usuallj  four 
chums  are  placed  in  pairs  opposite,  or  two  side  by  side,  so  as  to  be  all 
worked  by  the  power  at  the  same  time. 

Several  chums  have  lately  been  introduced  that  operate  on  the  same 
principle  as  the  dash-chum,  producing  the  butter  by  concussion. 
"  Bullard's  oscillating  chum"  is  shown  in  Fig.  793.  This  chum  is  sim- 
ply a  box,  without  floats  or  paddles,  adjustable  to  an  oscillating  table, 
to  which  are  attached  two  balance-wheels ;  the  motion  is  forward  and 
backward,  the  balance-wheel  overcoming  the  resistance  of  the  cream  and 
causing  the  chum  to  work  easily.  This  dium  is  very  simple  in  constraction,  and  easily  kept  in  repair. 
In  ^g.  794  is  represented  the  "  Howe  dium."    The  principle  of  producing  the  butter  in  this 
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79& 


ehum,  when  properly  worked,  is  the  same  as  in  the  dash-chum.    The  operator  must  cause  the  dash- 
boards to  strike  the  cream  with  force  similar  to  the  blow  of  concussion  in  the  dash-chum.    The 


796. 
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proper  point  for  the  retum  swing  of  the  chum  will  be  apparent  by  the  chum  moving  back  itself, 
which  movement  must  be  assist^  by  slightly  jerking  it  at  the  beginning  of  its  retum  swing,  to 


Digitized  by 


Google 


CLOTH-CUTTING  MACHINE. 


355 


798. 


produce  the  blow  of  concussion.     Each  dash-board  must  make  the  blow  on  each  swing.     The 
desired  motion  or  stroke  is  easily  acquired  with  practice,  and  butter  is  quicklj  produced. 

The  **  revolving  box-chum "  is  shown  in  Fig.  795 
The  cover  of  the  chum  is  easily  adjusted,  and  ad- 
mits of  no  waste  of  cream.  It  contains  a  revolv- 
iof  cream  agitator,  running  in  an  opposite  direction, 
thereby  hastemng  the  time  of  churning. 

''VThipple's  rectangular  chum,*'  shown  in  fig.  796, 
has  neither  dasher,  floats,  nor  agitators  of  any  kind, 
the  cream  only  acting  upon  itself  and  the  inner  flat 
Boiface  of  the  chum.  Suspended  from  diagonal  cor- 
ners,  as  the  chum  revolyes  the  cream  constantly  falls 
from  comer  to  comer,  thus  giving  a  diversified  ac- 
tion, and  preventing  the  accumulation  of  what  is 
called  "  dead  *'  or  half-chumed  cream. 

The  Blanchard  dium  is  represented  in  Fig.  797. 
Of  this,  umI  of  the  Union  chum,  Fig.  798,  the  con- 
Btraction  is  clear  from  the  engravings.  See  Daibt 
Appabatds.  H.  a.  M.,  Jr. 

CHUTK  An  inclined  trough  formtng  a  feeder  of 
materials  to  machines,  or  of  water  to  a  water-wheel. 
Also  an  inclined  plane  on  which  logs  are  passed  down 
hill-sides. 

CLAMMING  MACHINE.  A  machine  in  which  an 
engraved  and  hardened  die  is  made  to  rotate  in  con- 
tact with  a  soft  steel  mill,  in  order  to  deliver  a 
cameo  impression  thereupon.  The  mill  is  used  to 
indent  copper  rollers  for  calico-printing.    (See  En- 

6EAVIH0.) 

CLAMP.  A  device  for  temporarily  holding  the  parts  of  a  piece  of  work  flrmly  together.  Fig. 
799  represents  the  form  of  clamp  used  by  joiners  to  hold  glued  joints  while  the  glue  is  hardening. 
The  work  is  placed  between  the  jaws  at  A,  and  the  screws  are  adjusted  so  that  the  jaws  just  touoi 


799. 


the  object  The  screw  B  is  first  tightened,  and  the  final  grip  is  given  by  the  screw  C.  Fig.  800 
lepreeents  the  usual  form  of  clamp  for  holding  together  pieces  of  metal  while  the  same  are  being 
operated  upon.  J.  R. 

CLOCKS.    See  WATCfHBS  and  Clocks. 

CLOTH-CUTTING  MACHINE.  An  apparatus  for  cutting  doth  for  tailors'  purposes.  The  Penno 
madiine,  represented  in  Fig.  801,  consists  of  a  vertical  shaft  driven  off  a  counter-shaft  by  a  bevel- 
gear  wheeL  Attached  to  a  hollow  standard,  in  which  this  shaft  mns,  is  a  horizontal  jointed  arm, 
carrying  at  its  outer  extremity  a  small  vertical  shaft,  which  is  driven  by  belts  arranged  as  shown  in 
the  Uhitftration ;  this  vertical  shaft  drives  by  bevel-wheels  a  revolving  cutter  4  inches  in  diameter, 
mounted  on  a  small  stand  and  furnished  with  a  handle.  The  radius  of  the  arms  is  6  feet,  and  they 
are  made  of  brass  tubes,  the  outer  length  being  supported  by  a  spring  from  the  joint ;  the  cutter 
makes  2,000  revolutions  per  minute,  and  with  it  a  skillful  operator  can  cut  from  20  to  80  layers  of 
cbth,  according  to  the  quality  of  the  material,  and  can  follow  any  description  of  line,  either  curved* 
or  straight.  The  foot-plate  under  the  cutter  preserves  the  table  from  in juiy,  and  the  cutter  can  be 
moved  over  the  surface  of  the  table  within  the  radius  of  the  arm  with  the  greatest  ease.  A  revoly- 
faig  emery-wheel  fixed  on  one  comer  of  the  table  enables  the  cutter  to  be  sharpened  without  stoppings 
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the  machine.  A  clamp  is  used  for  holdinc  several  layers  of  cloth  together  when  moving  them  from 
one  table  to  another,  bj  whidi  the  old-fawioned  screw  clamps  are  dSpensed  with.  It  consists  of  a 
small  casting,  the  foot  being  flat  and  the  stem  of  a  triangular  section ;  on  the  latter  slides  loosely 
another  flat  casting,  having  a  triangular  aperture  to  fit  the  stem.  The  elasticity  of  the  cloth  presses 
upward  the  outer  end  of  the  upper  arm  of  the  Qiamp,  and  by  dphig  so  increases  the  friction  on  the 

80L 


flat  side  of  the  stem  to  such  an  extent  that  the  arm  cannot  move.  To  release  the  clamp,  the  upper 
arm  has  to  be  brought  to  a  horizontal  position,  when  it  wHl  slide  up  the  stem. 

Mr.  Albin  Warth  also  exhibited  at  the  Centennial  Exposition,  1876,  two  machines  for  cloth-cut- 
ting. The  trareling  machine  has  an  arm  running  on  a  little  railway,  secured  to  the  table,  and  carry- 
ing a  revolving  cutter  driven  by  belting — the  power  being  communicilted  from  the  counter-shaft  by 
an  endless  band  which  surrounds  the  traveling  pulley  attached  to  the  arm.  The  standard  machine 
has  a  revolving  cutter  driven  by  machinery  placed  underneath  the  table ;  this  cutter  can  revolve  on 
its  centre,  but  cannot  travel  over  the  table. 

CLOTH-FINISHING  MACHINES.  (See  also  Calkndkr,  Calico  Printing,  and  Fulling  Ma- 
chines.) Cloth-finishing  machines  prepare  the  surface  of  woven  fabrics,  so  as  to  improve  their 
appearance,  and  often  in  the  case  of  inferior  goods  to  cover  the  poor  quality  of  the  material.  Near- 
ly  all  stuffs  when  taken  from  the  loom  contain  certain  impurities  and  dressings,  such  as  glue,  which 
have  been  used  to  keep  the  warp  together,  and  which  arc  therefore  of  a  sticky  nature.  To  remove 
these  substances,  washing  machines  are  used.    (See  Launobt  Machines.) 

Drtfing  Machinm. — ^These  are  contrivances  for  removing  the  water  from  the  stuffs  and  for  dij- 


ing  them.  Both  these  classes  of  apparatus  have  the  same  purpose,  namely,  to  remove  ivfxm  the 
stuff  the  moisture  which  it  has  absorbed  during  the  processes  of  washmg  and  fulling.  This  moisture 
is  of  two  kinds,  one  part  bemg  held  mechanically  by  the  stuff,  while  the  presence  of  the  other  part 
is  due  to  the  hygroscopic  qualities  of  the  material ;  this  latter  portion  is  known  to  be  very  predomi- 
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nant  The  mechanically  held  moisture  is  now 
generally  removed  by  means  of  centrifugal  dry- 
ing machines  (see  Suoar-makino  Machinert), 
while  artificial  heat  is  required  to  effect  the  re- 
mainder of  the  drying.  Dr.  Herman  Grothe  has 
pablished  a  work  on  this  subject,  in  which  he 
shows,  by  practical  results  obtained  by  the  use 
of  centrifugal  machines,  that  the  rotary  drying 
of  moist  Btoffs  is  only  economical  within  certain 
limits,  and  that  the  construction  of  the  centrifu- 
gal machines  themselTcs  is  not  yet  perfected,  as 
most  of  them  have  to  drag  with  them  yessels 
and  contrivances  which  are  much  too  heavy.  A 
well^esigned  centrifugal  machine  should  repre- 
sent a  correct  combination  of  mass  and  strength, 
and  should  possess  at  the  same  time  moving  parts 
which  offer  little  friction,  and  the  necessarily 
rapid  motion  of  which  does  not  produce  any  loss 
of  power,  while  the  machine  should  also  be  pro- 
vided with  arrangements  for  stopping  the  rotary 
motion  almost  instantaneously. 

The  drying  machines  intended  for  removing 
the  more  closely  combined  portion  of  the  moist- 
ure by  means  of  heat  are  of  various  systems. 
One  of  improved  construction<((jerman)  is  repre- 
sented in  Fig.  802,  and  is  more  especiidly  adapt- 
ed for  calico^rying.  It  is  arranged  on  the  ver- 
tical  system,  and  is  used  for  effecting  the  simul- 
taneous drying  and  starching  of  woolen  and  half- 
woolen  stuffs,  which  are  starched  on  one  side 
only.  For  this  purpose  the  stuff  passes  at  first 
through  the  stardiing  apparatus  A,  consisting  of 
the  squeezers  a  b  and  the  box  e,  which  contains 
the  finishing  or  covering  matter  through  which 
the  lower  roller  a  revolves;  tiie  stuff  passing 
through  the  two  rollers  a  6,  the  finishing  mat- 
ter is  very  uniformly 
transferred  to  and  im- 
pressed upon  the  sur- 
face, and  the  small 
irr^nlarities  formed 
m  weaving  are  thus 
completely  covered. 
From  here  the  stuff 
passes  into  the  dry- 
ing apparatus  proper, 
eonsisting  of  six  cop- 
per cylinders  d  d  heat-  I  I 
ed  by  steam  through  a 
the  hollow  frames  ee,         "^  ' 


These  cylinders,  which 
are  constructed  for  a 
pressure  of  from  two 
to  three  atmospheres, 
are  provided  with  cast- 
iron  bottoms,  the  lat- 
ter being  fixed  in  such 
a  manner  that  they 
may  easily  be  remov- 
ed. The  guide-rollers 
//pass  the  stuff  with 
the  unstarched  side  on 
to  the  cylinders,  so 
that  the  breaking  up 
of  the  finishing  mat- 
ter, the  clouding  of  the 
stuff,  and  the  greasing 
of  the  cylinders  are 
prevented,  while  the 
drying  of  the  matter  is 
well  and  uniformly  ac- 
complished. From  the 
last  cylinder  the  stuff 
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passes  into  the  folding  apparatus  carried  by  the  arm  B.    The  water  arising  from  the  condensation 
of  the  steam  is  continually  taken  off  from  rollers  and  frame.    The  motion  of  the  cylinder  is  pro- 


S0& 


duced  by  the  friction-gear  g  h 
and  the  pulleys  t  /  and  accord- 
ing to  the  speed  required  for 
the  cylinders,  the  friction-pulley 
h  is  moved  along  its  axle  either 
toward  the  centre  or  the  cir- 
cumference of  the  face-plate  g. 
Cloth-like  stuffs  are  pla^  in  the  fulling-mill  in  order  to  facilitate  the  closing  or  felting  of 
the  materials.    (See  Fulling  Machines.)    Woolen  stuff  is  next  taken  to  the  gig-mill. 

The  Oig-MiU. — An  example 
^^  of  this  machine,  which  is  used 

for  napping  the  fabric,  is  given 
hi  Figs.  808  and  804.  The  cloth 
to  be  napped  is  first  wound  on 
the  roller  c\  then  passed  down 
over  the  two  straining  rollers 
<f  </  to  the  cloth-roller  c.  By 
means  of  the  shaft  e,  which  is 
mounted  at  each  end  with  two 
slipping  clutches  //,  r' is  thrown 
out  of  gear,  and  the  lower  roller 
c  thrown  in.  The  cloth  is  then 
drawn  downward  over  the  re- 
volving drum  5,  which  is  set 
with  teasels,  as  seen  in  Fig. 
805,  until  the  whole  length  has 
passed  over.  The  action  of  the 
two  cloth-rollers  is  then  reversed, 
c'  being  thrown  into  gear,  and 
the  cloUi  passes  back  again  over 
the  teasels ;  and  this  is  contin- 
ued until  the  nap  is  sufficiently 
raised.  The  straining  roller  <f 
may  be  adjusted  to  give  more  or 
.  less  strain  on  the  cloth  at  will 
From  the  gig,  as  described, 
cloth  passes  to  the  Wooten^Oolk 
J^iearirtff  Machine^  fig.  806. 
The  example  we  illustrate  was 
built  by  the  Parks  &  Woolson  Machine  Company,  Springfield,  Vt.  The  rotary  brush  Ay  revolving 
in  an  opposite  direction  to  that  in  which  the  doth  is  moving,  raises  the  nap  which  has  been  fonned 

807. 


by  the  action  of  the  gig,  so  as  to  prepare  it  for  the  action  of  the  helical  blades  of  the  shear  R, 
which  acts  against  a  ledger-blade,  not  seen  in  the  drawing.    The  cloth  is  brought  up  to  the  point 
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of  contact  of  the  sbear-blodes  by  the  rest-bar  C\  the  distance  of  which  from  the  shears  is  adjusted 
by  set-screws  according  to  the  thickness  of  the  cloth  to  be  sheared.  This  rest-bar  is  composed  at 
either  end  of  small  movable  plates  or  sections,  which  are  brought  up  to  the  proper  point  of  con- 
tact or  removed  from  it  by 

a  system  of  levers,  operated  a  a 

by  the  fine-toothed  wheels  |>^^^  '^,,^ 

shown  on  either  end  of  the  ^\  ^| 

list-rod  D.    These  toothed  |>  Vy 

wheels  are  set  at  such  a  |;  aV 

distance  from  the  cloth  as     ^ >^  ^y^^^^^ ^ ^ 

not  to  touch  the  surface  of  ff^Tio 

the  fabric  itself,  but  so  as  q  \\PJ0 

to  be  caught  and  put  in  op-  ^CU^ 

eration  by  the  coarse  fibres 

of  the  tUck  listing,  and  by  an  internal  screw  on  the  rod  operate  the  levers,  by  which  the  mova- 
ble &adB  of  the  rest  are  depressed,  so  as  to  allow  the  listing  to  pass  through  without  being  brought 
in  contact  with  the  shear.    The  Cotton-Cloth  Shearing  Machine^  as  shown  in  Fig.  807,  has  been 

varied  in  form,  though  not 
^^'  in  principle,  from  the  origi- 

nal invention  of  Milton  D. 
Whipple  of  LowelL  It  con- 
sisted in  holding  the  sur- 
face of  the  cloth  intended 
to  be  sheared  or  trimmed 
of  loose  threads  or  knots 
firmly  against  the  point  of 
contactof  the  cutting  blades, 
by  means  of  fixed  supports 
on    stationary    bars,    over 
which  the  cloth  passed  just 
before  reaching  and  after 
leaving  said  point  of  con- 
tact, and  a  little  above  its 
plane.    In  the  modified  ma- 
chine shown,  the  cloth  pass- 
es above  the  cutting  blades, 
and  is  held  down  on  them 
^  by  the  straining  bars,  as  is 
p  seen  in  Fig.  808,  in  which 
^  -4  -4  are  the  rest-bars,  3 
the  cloth,  passing  in  the  di- 
rection of  the  arrow,  C  the 
revolving  cutter  furnished 
with    a    series   of   helical 
blades,  and  D  the  station- 
aiy  or  **  ledger  blade  ^  of  the  shear.    This  form  of  machine  was  intended  to  clean  and  trim  thin  fab- 
rics, like  calicoes,  mousselines-de-laine,  etc.,  in  which  the  body  of  the  cloth  was  not  of  sufficient 
thickness  or  ehisticity  to  allow  of  its  being  held  by  a  rigid  bar  directly  against  the  point  of  contact 
of  the  shears ;  but  it  has  since  come 
into  very  general  use  for  all  cotton 
fabrics.   In  the  machine  as  represent- 
ed, Rg.  807,  the  cloth  enters  over  the 
rollers  C,  and  is  drawn  tight  by  the 
friction-rod  operated  by  the  handle  D, 
and  passes  first  over  the  brush  A^ 
which  serves  to  raise  the  nap  of  the 
doth,  and  also  takes  up  many  of  the 
loose  ends  and  threads  which  are  left 
as  it  comes  from  the  loom.    It  then 
passes  over  the  shear-blades  J9,  and 
in  the  machine  shown  to  the  brush 
and  shear  E  and  F^  which  are  placed 
above  the  doth,  so  as  to  trim  both 
sides.    It  is  then  taken  by  the  cloth- 
roll  Q^  which  draws  it  through  the 
madiine,  and  delivered  to  the  wind- 
ing rolls  J7,  by  which  it  is  wound  into 
a  roll  for  the  folding  machine.    The 
dust  and  lint  sheared  off  are  taken 
away  by  the  fan  J^  through  the  pipes 

or  trunks  K  K.  These  machines  are  varied  in  construction  according  to  the  work  to  be  per- 
formed, in  some  cases  having  four  sets  of  cutters  on  one  side  of  the  cloth  only,  in  others  having 
catters  on  both  sides.    The  pieces  of  cloth  are  sewed  together  by  a  sewing  machine,  designed  for  the 
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purpose,  before  entering  the  shear,  so  that  its  operation  may  not  be  interrupted  at  the  end  of  each 

piece. 
Brushing  Macfiines, — ^For  some  cotton  fabrics  a  brushing  machine  is  also  used.    This  series  to  dean 

the  cloth,  and  leave  it  with  a  sli^t  nap  or  surface,  and  is  employed  for  cottonades  and  goods  of  a 

similar  description.    A  brushing  macfame  is 
°^^'  also  used  in  the  manufacture  of  many  of  the 

finer  woolen  fabrics,  the  cloth  being  alter- 
nately ^  napped  "  and  sheared  till  the  de- 
sired surface  is  attained;  and  this  ia  com- 
pleted by  brushing.  In  the  machine  repre- 
sented in  Fig.  809,  the  cloth,  preriously 
moistened,  is  submitted  to  the  action  of  the 
rotary  brushes  A  and  B^  being  passed  over 
tension-rollers  as  shown,  in  such  a  manner 
as  to  subject  it  twice  to  the  operation  of  each 
brush.  The  brush  C  serves  to  clean  the 
back  of  the  doth  from  the  flocks,  etc,  left 
by  the  shears  and  other  machines.  From 
the  brush  the  cloth  is  taken  to  the  hot  press, 
which  completes  the  finish. 

iV«Ma. — Fig.  810  represents  the  Ilanrood 
k  Quincy  continuous  press,  which  is  used  for 
hot  or  cold  pressing  or  for  steaming,  with  a 
production  of  80  yards  hi  8  to  10  minutes. 
The  cloth  goes  direct  from  the  shearing  ma- 
'  chine  to  the  press,  where  it  is  brushed  and 
pressed  simultaneously,  thus  saving  much 
time  and  labor.  The  pressure  can  be  regu- 
lated at  will.  The  machine  weighs  45  cwt, 
and  takes  about  one  horse-power  to  drive. 
A  is  the  framing  \  B  B,tL  concave  bearing 
made  in  two  halves,  one  to  be  used  cold  and 
the  other  hot;  C,  a  roller  running  in  the 
concave  bearing ;  B,  levers  with  the  fulci-um 
at  J;  Fy  levers  connected  with  the  levers  E; 
Gy  a  shaft  which  by  means  of  the  cam  0  and 
the  hand-lever  N  lifts  the  lever  E  and  the 
roller  C.  The  shaft  H  and  its  cam  /lift  the 
levers  F  and  J  2.  /"  2  is  a  revolving  brush ; 
K  and  K  2,  friction-rollers ;  C  1,  a  roller 
which  takes  the  cloth  off  the  roller  C;  P, 
an  arrangement  for  plaiting  the  cloth.  One 
half  of  the  concave  bearing  B  is  kept  cool 
by  means  of  water  carried  to  it  through  the 

pipe  0 1,  while  the  other  half  bearing  is  heated  by  steam  through  the  pipe  0  2;  the  lever  X,  having 

a  handle  at  one  end,  is  in  oonnection  with  the  lever  J  2 ;  the  roller  C  is  heated  by  a  steam-pipe  C^8; 

812. 


the  lever  F  is  furnished  with  a  heavy  weight.    The  action  of  the  machine  is  as  follows :  The  cloth  to 
be  pressed  passes  over  the  bars  8  S  and  the  friction-rollers  K  2  and  K,  then  over  the  upper  part  of 
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the  bnuh  F2,  and  thence  between  the  roller  C  and  the  ooncave  bearing  BB^  and  finally  over  the 
joUer  C 1  and  the  plaiter.  The  bearing  ^^  are  heated  or  not  as  desired.  The  pressure  may  be 
brooght  by  the  le^er  X  up  to  6  tons.  When  no  pressure  is  required,  but  the  ma- 
chine is  to  be  used  as  a  brushing  frame  only,  the  roller  C  is  lifted  from  the  cloth  ^^^ 
by  means  of  the  lever  N,  For  the  purpose  of  steaming  the  fabric  it  is  necessary 
to  beat  the  roller  (7,  and  to  cover  it  with  thick  felt 

The  hoUow-plate  steam-press,  Fig.  811,  is  used  in  finishing  woolen  and  worsted 
gbodB,  which  are.  first  folded  between  smooth  pasteboards,  called  **  press-boards," 
and  eadi  piece  laid  between  a  pair  of  hollow  iron  plates.  These  are  then  heated 
by  steam,  from  jointed  pipes  connecting  each  plate  with  an  upright  steam-pipe 
behind  the  press,  and  the  whole  closed  up,  either  by  screws  or  by  hydraulic  pres- 
Bare,  till  the  desired  pressure  and  finish  are  obtained.  A  uniform  heat  is  secured 
in  this  manner,  and  all  the  dirt  and  danger  of  fire  from  the  old  system  of  furnaces 
for  beatmg  the  plates  are  entirely  avoided. 

Among  other  machines  used  in  finishing  cotton  goods,  not  above  mentioned, 
ifl  the  **  napper,*'  used  for  cotton  flannels,  which  is  very  sunilar  in  its  operation 
to  the  **  gig  **  used  for  napping  woolen  cloths,  except  that  wire  card-teeth  are  used 
instead  of  teasels. 

SiM^eittff  Maekina, — ^For  the  expeditious  removal  of  the  flocky  and  fibrous 
projections  from  the  surface  of  cotton  stuffs,  singeing  machhies  are  employed,  by 
the  aid  of  which  the  flock,  etc.,  is  burned  off.    In  Fig.  812  is  represented  a  ma- 
dune  of  this  description,  constructed  by  the  Zittauer  Maschinenfabrik  und  Eisen- 
gieflKrei  of  Zittau,  Germany.    This  consists  of  the  hearth  A  (above  which  the 
nuge-plate  I  is  placed  in  a  cast-iron  frame),  and  of  the  brushing  and  winding 
apparatus  D  and  By  driven  by  the  two  small  steam-engines  B  and  C,    By  means 
of  suitable  clutches  the  singeing  apparatus  may  be  put  out  of  work  without 
stopping  the  engine.    The  stuff  passes  from  the  cloth-beam  t  over  the  rollers  ^,   ^ 
against  the  brush  t,  and,  going  over  the  adjustable  knife  A,  passes  over  the 
heated  plate  I,  whence  it  finds  its  way  over  the  corresponding  parts  of  the  other  machine.    If  a 
farther  singdng  is  required,  the  machines  are  reversed,  and  the  manipulations  are  repeated,  but  in 
the  q>posite  direction.    The  brush  i  serves  to  raise  the  fibres  of  the  stuff  before  arriving  at  the 

814. 


_     _  plate,  so  that  they  may  be  more  quickly  caught  by  the  heated  surface.    The  cover  m  is 
placed  orer  the  plate  /  as  soon  as  the  machine  is  stopped ;  this  is  done  in  order  to  prevent  the 
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air  from  comiog  into  contact  with  the  heated  plate  I.  The  speed  with  which  the  stuff  passee  over 
the  plate  varies  according  to  the  thickness  and  condition  of  the  stuff  and  the  temperature  in  the  room. 

Fig.  813  represents  the  burner  used  in  an  improved  gas  singeuig  machine  devised  by  M.  Blanche. 
D  is  the  gas-pipe  and  B  the  gas-burner.  ^  is  the  air-pipe  and  C  the  air-tube.  The  gas  and  air 
mingle  in  the  conical  tube  shown,  and  are  ignited  at  its  orifice,  the  flame  impinging  on  the  doth  as 
it  passes  around  the  roller  A, 

77ie  Beetling  Machine. — ^An  improved  form  of  this  apparatus,  of  English  construction  (Patterson's 
patent),  and  exhibited  at  the  Paris  Exposition  of  1878,  is  represented  in  Fig.  814.  Its  peculiarity 
consists  in  its  bringing  to  bear  on  the  cloth  a  number  of  hammers  or  f  allers  worked  at  a  high  speed, 
these  hammers  being  worked  by  eccentrics  on  a  shaft  which  extends  across  the  top  of  the  madiine, 
and  there  being  interposed  between  the  eccentric  rods  and  the  hammers  a  spring  connection  which 
relieves  the  working  parts  from  the  recoil  of  the  blows,  and  materially  reduces  wear  and  tear.  The 
spring  connection  is  made  by  suspending  each  hammer  from  a  leather  belt  attached  to  a  semicircular 
steel  spring,  as  shown.  In  the  old-fashioned  beetling  machines  the  hammers  or  **  fallers  "  were 
lifted  by  cams,  and  allowed  to  fall  by  gravity,  while  the  utmost  speed  at  whidi  they  could  be  ran 
was  about  60  blows  per  minute.  In  the  machine  here  represented  the  hammers  give  420  blows  eadi 
per  minute,  while  the  striking  effect  of  each  blow  is  the  same  as  in  the  old  machine.  The  haidness 
of  the  blow  can,  however,  be  varied  by  altering  the  speed.  The  cloth  being  operated  upon  is  carried 
by  one  of  three  rollers  which  revolve  in  bearings  carried  by  disks,  as  shown,  these  disks  bdng 
themselves  capable  of  revolving.  The  three  cloth-rollers  can  thus  be  brought  successively  under 
the  action  of  the  hammers,  and  the  operation  of  the  machine  is  thereby  rendered  continuous,  the 
filling  and  stripping  of  the  rolls  not  interfering  with  the  beetling. 

Craping  Machine. — Cotton,  linen,  and  half-woolen  stuffs  are  usually  soaked  with  a  finishing  fluid, 
in  order  to  procure  a  certain  stiffness,  smoothness  to  the  touch,  and  often  lustre.    In  order  to  do 


this  in  a  suitable  and  uniform  manner,  special  machines  are  used.  Starching  machines,  which  may 
either  be  fixed  to  the  ciylinder  drying  machines,  or  may  be  used  as  independent  machines,  belong  to 
this  class.  Craping  machines  are  generally  used  for  effecting  a  continued  washing,  boiling,  and 
rinsing  of  woolen  or  half-woolen  stuffs  in  an  alkaline  solution,  for  the  purpose  of  finishing,  or  as  a 
necessary  preparation  for  the  process  of  drying,  or  to  provide  the  stuffs  after  being  cleaned  with 
finishing  matter.  This  machine  is  an  important  clement  in  the  finishing  process.  As  will  be  eem 
from  Fig.  815,  it  is  provided  with  three  boxes,  a,  6,  and  c,  which  contain  the  different  fluids  to  be 
used  for  the  flnishing  of  the  stuff  or  for  the  removal  of  impurities,  such  as  fat  or  grease,  from  it 
Three  rollers,  carried  in  strong  frames,  and  running  a{;ainst  a  series  of  pressing  or  squeering  rollers 
d  e'  /',  project  partly  into  these  three  boxes  ab  c.  These  rollers  and  boxes  may  be  used  in  various 
ways,  according  to  the  quality  of  the  stuff ;  thus  the  latter  is  either  wound  round  the  rollers,  which 
are  fixed  in  such  a  manner  that  the  stuff  is  saturated  by  the  fluid,  while  the  rollers  rotate  and  the 
squeezers  partly  press  the  fluid  into  the  material,  and  partly  squeeze  it  out  of  it,  or  the  stuff  is  pkced 
in  the  fluid,  and  is  simply  passed  through  the  squeezers.  By  means  of  the  wheel-gear  g  h  at  the 
top  of  the  frames,  the  upper  rollers  or  squeezers  d'  e'  f  can  be  lifted,  in  order  to  affoi^  space  for  the 
winding  of  the  stuff  around  the  lower  rollers.  The  shafts  of  wheels  g  g  g  Bxe  provided  with  sectors 
kk  h,  over  which  a  chain  is  passed  carrying  at  its  end  the  rod  and  hook  t,  from  which  weights  of 
various  sizes,  according  to  the  requirements  of  the  case,  are  suspended  in  order  to  press  the  rollers 
d  e'  f  firmly  against  the  lower  rollers.  The  material,  which  may  be  passed  in  or  out  of  the  machine 
from  either  side,  is,  after  coming  from  the  squeezing  rollers,  wound  upon  copper  steam-rollers  by 
means  of  the  friction-gear  /  m,  which  allows  the  speed  of  the  steam-rollers  to  be  exactly  regulated 
as  required,  by  moving  the  disk  to  the  necessary  distance  from  the  centre  of  the  disk  /.  By  means 
of  the  foot-boards  n,  the  rods  o,  and  the  levers  />,  the  workman  at  the  machine  can  instantaneously 
stop  the  winding  up  of  the  stuff  by  throwing  the  friction-disks  out  of  gear.    Motion  is  transferred 
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to  the  rollers  by  the  bevel-wheels  q  g'  g",  and  each  pair  of  rollers  can  be  worked  or  put  out  of  gear 
independently  of  the  other  rollers  by  means  of  suitably  arranged  couplings  r.  By  means  of  the 
wooden  rails  t  the  stuff  is  guided  into  the  machine  without  any  folds ;  <  ^  are  guide-rollers,'  and  v  v 
and  v  «  are  stretching  rods  for  the  different  boxes. 

J^  Measuring  arul  Winding  Machine^  Fig.  816,  from  the  Parks  k  Woolson  Machine  Company,  is 
of  a  kind  generally  used  for  putting  up  a  large  class  of  narrow  woolen  and  worsted  fabrics,  which 


movaDie,  ana  is  operatea  Dy  a  screw  connected  witu  tne  nana- 
wheel  shown,  so  as  to  clasp  and  release  the  board  at  pleasure.  After  each  piece  is  rolled  and  meas- 
ured, the  index-plate  is  thrown  out  of  gear,  and  reset  at  2sero  for  the  next  piece. 


The  Cfoth-Folder^  Fig.  817,  is  widely  used  for  cotton  cloths,  prints,  and  other  light  fabrics.  The 
crmnk-disk  A^  on  the  mahi  shaft,  gives  motion  to  the  two  parallel  levers  B  B^  supported  on  a  stud,  and 
connected  at  the  top  by  a  funnel-shaped  mouth-piece  at  C,  through  which  the  cloth  is  brougjht  from 
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the  delivery  roll  F»  This  mouth-piece  is  inclined  aHemately  to  the  right  and  left  by  the  motion  of 
the  bars  BB^eo  that  the  lower  edges  of  it  insert  the  doth  between  the  stationary  bars  2>  2),  the  under 
faces  of  which  are  covered  with  card-teeth,  and  the  floating  table  B  supported  by  springs,  whidi  yield 
sufficiently  to  admit  of  the  entrance  of  the  edge  of  the  mouth-piece  with  a  thickness  of  cloth  at  eadi 
vibration  of  the  same,  and  retain  the  fold  as  the  mouth-piece  is  withdrawn.  When  the  piece  is 
folded,  and  at  the  same  time  measured,  a  pressure  of  the  foot  on  the  lever  ff  drops  the  table  ^ 
and  admits  of  the  removal  of  the  cloth.  Another  form  of  folding  machine,  of  German  construction, 
is  represented  in  Fig.  818.  It  consists  of  a  frame  about  14  feet  high,  carrying  at  the  bottom  the 
cloth-beam  a,  from  which  the  stuff  passes  half  folded  to  the  roller  6,  and  thence  to  the  rollers  e  and 
d.  The  stuff  is  pressed  against  the  cylinder  d  by  the  roller  /,  while  the  laying  down  into  the  trolley 
h  is  effected  by  the  lever  ^  worked  from  the  shaft  carrying  the  pulley  t. 

Stretching  Machine. — During  the  process  of  drying  the  maintenance  of  the  stuff  at  its  correct 
width  is  of  great  importance,  and  always  has  been  a  difficult  matter  on  account  of  the  shrinkage 
which  takes  place.  Side  and  front  elevations  of  a  machine  devised  by  J.  Ducommun  k  Co.  of  Hul- 
house  are  given  in  Figs.  819  a  and  819  b.  It  consists  of  fixed  and  solid  frames  A  carrying  the  main 
shaft  /  with  the  pulleys  K  and  the  spur-wheel  IT,  which  transfers  the  motion  by  means  of  the 
wheel  Z  to  the  roller  N^  the  latter  being  geared  to  the  second  roller  a  by  the  pinions  C  and  B 
These  stretching  rollers  appear  cylindrical  externally,  as  shown  in  the  engravings,  but  they  consist 
of  an  India-rubber  tube  drawn  over  a  grooved  core,  as  shown  at  Y  in  Fig.  819  b.  These  cores  of  the 
two  stretching  rollers  are  arranged  in  such  a  manner  that  the  grooves  of  the  one  correspond  in 
position  and  shape  with  the  projections  of  the  other  roller ;  this  cannot  be  seen,  however,  unless  the 

819a.  819b. 


two  rollers  are  pressed  together  by  means  of  the  screws  E^  worked  by  the  shaft  /*,  when  the 
grooves  are  shown  through  the  India-rubber  tube.  The  stuff  R  is  unrolled  from  the  roller  Q,  and 
passes  over  O,  under  P,  and  over  the  elliptical  roller  T ;  it  is  taken  up  either  by  the  layine  or  dis- 
tributing apparatus  Xy  or  by  the  roller  V^  in  which  latter  case  it  has  to  pass  the  table  U^  and  is 
stretched  during  winding  up  by  the  roller  W.  Even  a  superficial  examination  of  the  rollers  a  and 
N  will  show  that  the  stuff  passing  between  them  must  be  stretched.  The  machine  also  effects 
the  breaking  up  of  the  finishing  matter,  and  makes  even  very  strongly  finished  stuff  soft  to  the 
hand.     (See  Engineering^  xv.)  S.  W.  (in  part). 

CLUTCH,    See  Couplings  and  Clutches. 

COAL.    See  Boilebs,  Steam. 

COAL-BREAKER.    See  Breaker  or  Crusher. 

COAL-CUTTING  MACHINES.  Apparatus  used  for  effecting  mechanically  the  separation  of  the 
coal  from  the  inclosing  rocks.  The  value  of  machinery  for  this  purpose  over  manual  labor  consista 
in  the  gi^eater  rapidity  with  which  the  work  is  executed,  and  the  smaller  waste  that  is  made  in  the 
operation,  so  that  the  production  of  a  given  quantity  is  obtained  at  a  much  less  cost  than  by  hand. 
The  coal  itself  is  also  brought  down  in  much  larger  pieces,  while  the  danger  incident  to  **  holing  '* 
by  hand  is  altogether  removed.  One  of  the  principal  drawbacks,  however,  appears  to  be  the  cost 
in  the  first  instance  of  conducting  the  motive-power,  which  is  derived  from  compressed  air,  from 
the  surface  to  the  workings  below. 

GladhilPs  machine  (English)  acts  on  the  coal  by  means  of  an  endless  chain  armed  with  teeth  or 
blades,  revolving  around  a  shive  or  solid  plate  secured  over  the  coal.  The  apparatus  is  driven  by 
compressed  air  brought  from  the  surface  through  pipes,  under  a  pressure  of  from  80  to  40  lbs.  per 
square  inch.  The  chain  consists  of  flat  links,  each  link  being  enlarged  at  one  end  for  the  purpose 
of  holding  the  blades.    The  chain  is  made  of  cast«teel,  and  the  width  of  each  cutter  b  2^  inches. 
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The  madiine  adTinoes  ftotematically  in  proportion  to  the  clearing  of  the  coal  by  means  of  capstans, 
placed  at  both  the  forward  and  after  ends  of  the  frame,  so  as  to  work  both  ways.  The  inventors 
daim  that  it  will  advance  800  to  850  feet  with  a  depth  of  8  feet  in  8  to  10  hoars,  producing  75  to 
90  tons  of  coal,  assuming  the  vein  to  be  2^  feet  tluck.  The  movements  of  this  machine  are  not, 
however,  adapted  to  the  undulations  and  insularities  found  in  most  coal-mines. 

Holmes  k  Payton's  machine  (English)  has  for  its  cutting  tool  a  strong  steel  blade,  whidi  is 
attached  to  two  eccentrics  in  order  to  give  it  rigidity ;  the  teeth  are  inserted  in  the  plate  and  oper- 
ate like  picks,  each  tooth  advancing  on  the  same  plane  and  describing  circles  according  to  the  im- 
pulse of  the  eccentrics.  The  length  of  the  plate  is  8  feet.  The  teeth  of  the  cutting  blade  act  by 
blows,  as  do  the  picks  used  in  hand  labor.  About  800  blows  per  minute  are  struck,  and  the  open- 
ing of  the  cut  is  from  three-fourths  of  an  inch  to  one  inch  to  a  depth  of  8  feet.  The  inventors 
6tim  an  advance  of  8  to  12  inches  per  minute,  according  to  the  hardness  of  the  rock  or  coal. 

For  complete  descriptions  of  this  and  the  foregoing  noaohine,  see  ^*  Reports  of  Judges  of  Group  1, 
Centennial  Exposition,  Goal-Mining  Machinery,"  by  A.  Jottrand. 

Firth's  machine,  used  in  the  mines  of  the  West  Ardsley  Ck>al  and  Iron  Company,  near  Leeds, 
England,  consists  of  a  pick  worked  by  a  bell-crank  lever,  the  action  being  exactly  the  same  as  that 
of  a  miner  when  engaged  in  undercutting. 

There  are  also  various  forms  of  rotary  machines.  In  Hurd's  madiine  a  number  of  steel  cutters 
or  teeth  are  placed  on  an  endless  chain  or  band,  moving  longitudinally  around  a  long  arm.  These 
cotters  form  a  groove  in  the  coal.  This  apparatus  is  report^  to  have  worked  in  a  20-inch  seam, 
making  a  semicircular  sweep  of  6  feet  6  inches  in  4  minutes,  with  only  25  lbs.  pressure  on  a  6-inch 
cjUnder  with  6  inches  stroke,  cutting  a  groove  of  1^  inch.    The  Monitor  coal-cutter,  Fig.  820,  is  one 

620. 


of  the  latest  forms  of  this  type  of  machine.  A  shows  the  hmer  and  supporting  part  of  the  cutter- 
arm  ;  this  is  joined  to  the  frame  D  by  means  of  a  pivot-hinge  that  holds  the  arm  horizontally,  but 
allows  it  to  be  raised  or  depressed  on  either  edge,  by  means  of  which  the  cutter  can  be  made  to  lead 
up  or  down  in  the  coal,  to  follow  the  irregularities  of  the  bottom,  to  avoid  interlaminated  strata  of 
rocks,  etc.  The  arm  can  also  be  raised  or  lowered  without  otherwise  cluuiging  its  relative  position 
to  the  madiine.  B  is  the  outer  portion  of  the  cutter-arm,  and  is  geared  to  -4  in  such  a  manner  that 
It  can  be  thrown  out  or  in  to  lengthen  or  shorten  the  arm  as  reqmred.  Attached  to  ^  is  the  wheel 
that  acts  as  a  carrying  wheel  for  the  cham  B  at  the  outer  extremity  of  the  arm ;  at  the  other  end 
OT  the  arm,  and  attached  to  a  shaft,  is  a  similar  wheel  that  acts  as  a  driver  for  the  cutter-chain. 
-r  is  a  double-cylinder  vertical-trunk  engine,  8-indi  bore  and  7-inch  stroke.  The  whole  is  attached 
to  the  framework  J.  This,  in  turn,  is  supported  by  the  wheels  (?,  ffy  etc  The  wheels  are  all  plain 
flanged  wheels,  as  shown  by  Q.  While  working,  the  machine  requires  but  one  rail  of  the  common 
T  iron,  9  lbs.  per  yard.  The  forward  wheel  is  kept  on  the  rail  by  means  of  the  second  flange  (?, 
which  is  slipp^l  on  and  held  by  means  of  thumb-screws.  The  other  two  wheels  are  rimmed  into  the 
broad  flanges  JBT,  made  in  two  more  sections,  which  run  directly  on  the  bottom,  When  in  shape  for 
movmg,  the  wheels  6^  JET  are  drawn  to  the  end  of  the  frame  /  by  the  screw  K,  and  the  cutter-arm 
swings  under  the  frame  /by  means  of  the  screw-shaft  i>,  which  engages  the  teeth  of  the  segmental 
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gear  attached  to  the  frame  J.  The  machine  is  fed  forward  by  means  of  a  power  windlass,  operated 
by  air.  The  windlass  consists  of  an  upright  drum,  driven  by  a  small  rotary  engine,  so  geared  that 
it  will  wind  slowly  enough  for  the  lightest  feed,  or  fast  enough  to  pull  the  machine  up  the  grade  from 
the  gangway  very  rapidly.  The  feed  can  be  varied  instantly  by  the  throttle-vi^ve  to  suit  the  varying 
strata  that  are  being  cut — a  useful  advantage,  as  in  many  places  in  the  same  breast  one  yard  can  be 
cut  in  half  the  time  with  the  same  power  that  it  would  require  to  cut  the  next  yard.  The  capacity  of 
the  machine,  of  course,  varies  greatly  with  the  nature  of  the  material  cut  The  following  will  show 
what  the  machine  is  stated  to  have  accomplished  in  what  is  about  the  average  hardness  of  splint 
coal :  Weight  of  machine,  8,800  lbs. ;  depth  of  cut  (extreme),  4  feet ;  depth  of  cut  (average^  8  feet 
6  inches ;  thickness  cut  out,  2  feet  6  inches  ;  pressure  used  per  square  inch,  26  lbs. ;  cut  along  face 
(average)  per  hour,  20  yards ;  space  between  props  and  coal,  42  inches ;  gauge  of  track,  29  inches. 
I  Exceptional  work,  15  yards  in  20  minutes  ;  80  yards  in  65  minutes ;  6  yards  in  4^  minutes. 

The  essential  features  of  the  Lechner  coal-cutting  machine,  fig.  821,  are  the  cutter-bar  and  the 
modes  of  driving  it.  The  cutters  in  this  case  revolve  in  a  vertical  plane.  The  form  of  the  axle  is 
square,  and  motion  is  communicated  to  it  by  a  couple  of  pitch  chains,  which  not  only  drive  by  con- 
tact with  the  axle  itself,  but  also  by  engaging  a  set  of  narrow  cutters,  which  enter  the  open  portions 
of  the  chain.  In  this  manner  only  thin  films  of  coal  are  left  uncut  where  the  chains  work,  and  get 
broken  off  quite  imperceptibly  by  coming  into  contact  with  the  links  of  the  chain.  In  addition  to 
the  wrought-iron  bars  which  form  the  framing  to  which  the  cutter-bar  and  the  driving  gear  are 
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attached,  another  set  of  similar  bars  at  the  side  of  them  form  the  stationary  framing  on  which  the 
whole  machine  slides.  The  forward  motion  is  given  by  means  of  a  stationary  screw,  round  which  a 
nut  revolves,  and  this  motion  is  arrested  by  moving  a  handle  which  separates  the  two  halves  of  the 
nut  in  a  similar  way  as  the  screw  and  nut  are  disconnected  in  most  screw-cutting  lathes.  To  bring 
the  machine  back  again,  a  bolt  attached  to  the  stationary  framing  is,  by  means  of  a  handle,  thrown 
into  gear  with  one  of  the  pitch  chains,  which  are  kept  revolving  to  clear  away  the  dust  Either 
steam  or  compressed  air  can  be  used  for  driving,  motion  being  communicated  by  suitable  means 
from  the  pair  of  cylinders  to  the  pitch  chains.  The  machine  weighs  760  lbs.,  and  can  be  handled 
by  two  men.    The  cut  which  it  makes  is  6  feet  deep,  8  feet  wide,  and  4  inches  high. 

COFFER-DAM.    See  Foundations. 

COGGING.    See  Carpentry. 

COG-WHEELS.    See  Gearing. 

COINING  MACHINERY.  Gold  and  silver  in  their  pure  state,  on  account  of  their  softness,  are 
unadapted  for  coin ;  consequently,  each  metal  is  alloyed  with  a  certain  quantity  of  some  baser  metal, 
to  give  it  greater  hardness  and  durability.  In  this  country,  silver  in  the  manufacture  of  silver  coin 
is  alloyed  with  copper,  the  proportion  in  1,000  being  900  parts  silver  and  100  parts  copper ;  and  in 
gold  coin  1,000  parts,  900  being  pure  gold,  100  alloy  of  silver  and  copper,  of  which  not  more  than 
50  parts  is  allowed  by  law  to  be  pure  alloy.  In  United  States  mints  the  following  is  the  process  of 
manufacture :  By  means  of  powerful  but  accurately  constructed  rollers  driven  by  steam,  the  ingots 
(which  are  bars  sharpened  at  one  end  like  the  blade  of  a  chisel,  and  about  1  foot  long,  three-quarters 
of  an  inch  to  2^  inches  broad,  and  three-sixteenths  of  an  inch  thick)  are  rolled  into  thin  strips  for 
the  coin  to  be  made.  Fig.  822  shows  the  rollers  in  perspective,  and  a  sectional  view  is  gi?en  in 
Fig.  823.  The  rollers  a  a,  of  chilled  cast-steel,  are  set  in  a  strong  cast-iron  frame  h  6,  and  are 
capable  of  very  minute  adjustment  by  means  of  the  wedges  c  dy  actuated  by  the  double  screw  jr 
through  a  worm  /  and  wheel  p.  They  are  driven  in  opposite  directions  by  pulleys  e  e.  As  the 
effect  of  rolling  is  to  harden  the  strips,  they  are  packed  in  bundles  in  copper  boxes  and  placed  in 
an  annealing  furnace.  When  red-hot,  the  boxes  are  withdrawn  and  their  contents  emptied  into 
cold  water.  A  pair  of  cast-steel  finishing  rollers  next  reduce  the  strips  to  their  required  thick- 
ness, when  the  jagged  ends  are  cut  off  by  shears  and  returned  to  the  melting-rooms.    After  a  seo* 
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ond  umealing,  the  strips  are  pointed  by  slipping  them  between  rollers  a  a,  Figs.  824  and  825,  while  a 
passage  is  formed  by  one  of  the  depressions  e  eon  the  lower  roller.  The  faoe  /  reduces  the  thick- 
ness of  the  strip  end  about  one-fifth.  When  a  strip  is  too  heavy  after  rolling,  it  is  reduced  to  its 
Btendard  between  the  dies  of  the  drauh-beneh^  F!g.  826.    The  previously  pointed  end  of  the  strip  is 


flipped  between  the  dies  at  a.  The  operator  then  places  his  hand  upon  the  carriage  r,  which  is  at 
hy  dose  to  the  die,  and  by  stepping  upon  the  treadle  e  causes  the  hook  A  to  grasp  the  moving  end- 
leas  diam  d^  whereby  the  jaws  e  grasp  the  projecting  end  of  the  strip  and  draw  it  through  the  dies. 
As  soon  as  the  strip  has  passed  the  die,  the  jaws  open,  the  hook  A  releases  the  chain,  and  the  car- 


820. 


nage  is  nm  bade  to  (  by  a  counterweight.    The  dies  consist  of  two  pieces  of  polished  steel,  adjust- 
able  in  the  head-block  a.    The  lubricants  used  for  the  strips  are  wax  for  gold  and  tallow  for  silver. 

BUmkt  m  planet  are  next  cut  from  the  strip  by  means  of  the  cutting-presses  shown  in  Figs.  827 
•ad  828.    A  vertical  steel  punch,  working  accurately  into  a  matrix  or  round  hole  in  a  steel  plate  of 
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the  size  of  the  plandiet  required,  is  operated  rapidly  by  an  eooentric,  under  which  the  stripe  are  fed 
by  hand.  In  Fig.  828,  a  is  the  punch,  6  the  bolster,  e  the  detacliing  ring,  and  d  the  discharge  tube. 
The  punch-frame  ff  is  raised  and  depressed  by  the  crank-shaft,  which  makes  from  140  to  220  rero- 
lutions  per  minute.  The  first  blank  from  ererj  strip  is  weighed,  and  if  found  too  light  is  condemned, 
while  the  suooeediDg  blanks  from  the  same  strip  receive  greater  weight  by  being  made  slightly  cup. 
shaped  by  a  peculiar  adjustment  of  the  punch.  Blanks  and  strips  are  cleaned  by  dipping  in  an  add 
bath,  hot-water  bath,  and  soap-water  bath.  Blanks  receive  a  final  cleansing  by  shaking  with  sawdust 
in  a  hand-riddle.  Blanks  for  silver  dimes  and  half  dimes  are  cleansed  in  a  revolving  steam-riddle. 
The  flanks  are  now  placed  in  the  milling  machine^  Figs.  829  and  880,  by  which,  as  rapidly  as  ihey 


can  be  fed  by  hand  into  a  vertical  tube,  they  are  caught  one  by  one  edgewise,  and  caused  to  rotate  in 
a  horizontal  plane  in  a  channel  formed  on  one  side  by  a  revolving  wheel,  and  on  the  other  by  a  fixed 
segment  of  corresponding  curve,  but  slightly  nearer  the  wheel  at  one  end  than  at  the  other.  The 
effect  is  that  each  piece  m  passing  through  this  narrowing  diannel  has  its  edge  evenly  crowded  up 


827. 


Into  a  border  or  rim.  The  details  of  this  ingenious  machine  are  shown  in  Fig.  880.  a  is  the  revolv- 
ing  plate,  which  reduces  the  blanks  to  uniform  size  by  rolling  them  alone  one  of  the  dies  e  e,  at  the 
same  time  raising  their  edges.  By  this  means  much  power  is  saved  in  the  subsequent  operation  of 
coining,    c  is  the  feed-tube,/  the  header.    The  blanks  drop  out  at  g  into  a  box  placed  beneath. 

After  milling,  the  blanks  are  reduced  to  the  exact  standard  weight  by  women,  whose  delicacy  of 
touch  fits  them  admirably  for  this  service.  Seated  at  a  long  table,  each  one  has  a  balance  before 
her  and  a  flat  file  in  her  hand,  and  the  gold  plancheu  are  successively  tried  agunst  a  counterwdght. 
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Those  that  are  too  light  are  thrown  aside  to  be  re- 
melted,  and  those  that  are  too  heaTy  are  brought 
to  the  proper  weight  by  moving  the  file  lightly 
loond  the  edge. 

The  coming  press,  Figs.  831  and  882,  in  use  in 
ill  the  mints  of  the  United  States,  is  constructed 
after  the  plan  of  the  French  lever  press  invent- 
ed by  Thonnelier.  The  pressure  upon  the  die  is 
effected  by  a  lever  moved  by  a  crank  and  oper- 
ating a  toggle-joint.  The  planchets  being  fed  by 
hand  mto  a  tube  or  hopper  a  in  front  of  the  ma- 
cfame,  the  lower  piece  in  the  tube  is  seized  by 
steel  feeders  and  carried  forward  and  lodged  in 
the  collar  between  the  upper  and  lower  dies  ff. 
At  the  same  moment  the  lever  is  descending,  and 
by  the  time  the  planchet  is  in  position  the  toggle- 
joint,  brought  into  a  vertical  position,  imparts  to 
the  piece  a  pressure  which,  within  the  narrow  lim- 
its of  its  motion,  is  very  great.  The  immediate  ^ 
relaxation  of  the  joint  causes  the  upper  die  to  be 
hfted,  when  the  feeders,  coming  up  with  a  second 
planchet,  push  away  the  one  already  coined.  The 
planchet  before  being  struck  is  slightly  less  in 
diameter  than  the  steel  ring  into  which  it  drops ; 
bat  the  pressure  upon  the  dies  causes  the  piece  to 
expand  into  the  collar  and  take  from  it  the  reed- 
ing or  fluting  of  its  edge.  The  toggle-centres  d  d 
are  made  of  tempered  steel,  e  is  the  main  lever, 
e  the  toggle-post,  f  the  crank-shaft,  and  m  the 
connecting-rod.  The  coins,  after  being  carefully 
inspected  to  eliminate  defective  pieces,  are  put  up 
m  bags  and  delivered  to  the  mint  superintendent. 

In  European  mints  the  ingots  are  passed  first 
through  roughing  and  afterward  through  finishing 
rolls,  which  latter  reduce  the  fillets  to  their  exact 
thickness.    Generally  the  finishing  roils  are  of  a 
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diameter  smaller  than  the  break- 
ing-down rolls;  in  Brussels,  how- 
ever, the  latter  are  only  6  inches 
in  diameter,  and  the  former  are  9 
inches.  At  Stockholm,  in  redu- 
cing silver  into  fillets,  the  bars  are 
placed  hot  in  the  rolls,  which  are 
made  hollow,  and  kept  cold  by 
streams  of  water  passed  through 
them.  The  subsequent  process  of 
fine  rolling  is  performed  when  the 
metal  is  cold.  At  all  the  European 
mints  an  accurate  mechanical  ar- 
rangement for  adjusting  the  space 
between  the  rolls  is  employed,  con- 
sisting of  screws  with  finely  grad- 
uated index-plates,  and  in  some 
cases  of  a  combination  of  them 
with  a  wedge  adjustment.  In  most 
cases  the  rolls  are  driven  with 
toothed  gearing.  At  Vienna  and 
Brussels,  however,  they  are  actu- 
ated by  belting  to  avoid  the  irreg- 
ular motion  sometimes  imparted 
by  the  toothed  gearing,  and  which 
affects  the  accuracy  of  the  fillet. 
Before  being  stamped  into  blanks, 
the  fillets  undergo  in  most  of  the 
mints  a  further  process  whereby 
they  are  brought  to  a  perfectly 
uniform  thickness.  The  final  ad- 
justment is  obtained  by  drawing 
the  fillets  between  smooth  parallel 
jaws,  placed  at  an  exact  distance 
apart  by  means  of  a  gauge.  Ex- 
cept at  Brussels,  the  tillets  hard- 
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831*  ened  by  the  rolling  prooess  are  annealed  more 

or  less  frequently  for  the  purpose  of  softening 
them.  In  England  they  are  placed  in  copper 
tubes,  covered  and  luted  with  clay,  inserted  in  t 
reverberatory  furnace,  and  then  rapidly  cooled. 
Fig.  883  represents  the  English  annealing  fur- 
nace,  with  the  copper  cells  resting  on  their  car- 
riage. In  most  mints  a  reverberatory  furnace 
is  employed,  the  fillets  being  laid  on  the  floor, 
which  may  be  slowly  revolved  so  aa  to  submit 
the  whole  charge  to  equal  heat,  the  flame  pass- 
ing through  an  opening  into  the  chamber  where 
the  fillets  arc  laid. 

Elxcept  at  the  English  and  Danish  mints,  screw- 
presses  for  stamping  the  fillets  into  planchcts 
arc  not  employed.  These  are  arranged  in  a  cir- 
cle around  a  large  wheel,  in  the  periphery  of 
which  cams  are  placed  to  actuate  the  pressed,  in 
connection  with  vacuum  cylinders  provided  for 
each  press.  The  crank-presses  in  general  use  on 
the  Continent  consist  of  a  vertical  frame,  with  a 
crank-shaft  overhead  which  drives  a  connecting- 
rod  that  is  attached  to  the  pundi-slide,  and  to 
which  it  imparts  a  reciprocating  motion.  The 
fillets  are  for  the  most  part  led  forward  into  the 
press  by  a  self-acting  feed.  On  the  Continent 
the  blanks  are  all  weighed.  The  weighing  ma- 
chines at  St.  Petersburg  consist  each  of  10  bal- 
ances with  feeding  tubes  for  supplying  the  blanks. 
Through  these  the  blanks  are  laid  upon  the  scales, 
which  are  depressed  in  proportion  to  the  weight  upon  them ;  and  from  the  scale  they  are  ejected 
by  an  automatic  arrangement  into  one  of  three  openings  ranged  one  above  the  other,  for  the 
reception  of  the  too  light,  the  too  heavy,  and  the  correct  blanks.    In  Stockholm  and  Copenhagoi  an 


ingenious  arrangement  is  in  use.  The  counterpoise  of  the  balance  consists  of  a  horizontal  ring  4 
inches  in  diameter,  which  rises  and  falls  freely  in  a  tube,  and  over  which  is  stretched  a  diaphragni 
of  gauze ;  when  the  blanks  are  weighed  and  the  counterpoise  raised,  the  resistance  offered  by  the 
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air  to  the  fabric-covered  ring  causes  the  beam  to  dip  more  or  less,  the  angle  being  registered  by  an 
index  and  graduated  scale. 

Standard  and  Least  Current  Weiffhis, — The  standard  weights  and  least  current  weights  of  gold 
coin  are  as  follows : 

20  dollar  piece — standard,  516  grains ;  least  current  weight,  518.42 

10           "                    "         258      "  "              "                266.71 

6           "                     "         129      "  "              "                 128.86 

2J        "                     "           64.5  "  "              "                  64.18 

Anj  decrease  in  weight  below  the  latter  figures  subjects  the  holder  to  a  loss  equivalent  to  the  dif. 
ference. 

CoufUerfeit  and  Spurious  Coins. — ^The  most  extensive  fraud  perpetrated  on  gold  coinage  is  **  split- 
ting." The  operator  uses  a  fine  saw  to  split  the  coin  neatly  in  two.  Then  he  gouges  the  gold  out 
of  the  centre  until  only  a  thin  outside  shell  is  left,  and  substitutes  a  silver  and  platinum  alloy  for 
the  metal  thus  abstracted.  The  two  parts  are  then  joined 
vith  gold  solder,  and  the  edge  is  remilled.  In  this  way 
gold  to  the  value  of  $15.50  has  been  taken  from  a  single 
piece.  The  operation,  however,  generally  destroys  the  ring 
or  tone  of  the  coin,  leaving  it,  besides,  either  too  light  or 
too  tiiick.  Boring  into  the  edge  is  another  method.  The 
holes  whence  the  gold  is  taken  are  refilled  with  silver,  cov- 
ered  with  gold  solder,  and  the  edges  are  neatly  finished ; 
hot  the  light  weight  reveals  the  theft.  From  6  to  7^  dol- 
lars' worth  of  gold  has  thus  been  taken  from  one  coin,  and 
the  pieces  havo  every  appearance  of  being  genuine.  Real 
oonntcrfeits — ^that  is,  coins  wholly  spurious  because  made  of 
base  metal — are  almost  invariably  below  weight.  An  excep- 
tion to  this,  however,  exists  in  a  $5  piece  which  is  of  the  ex- 
act standard  weight  of  129  grains.  It  is  composed  of  an  al- 
k>y  of  gold  and  silver,  and  is  worth  from  $2.70  to  $3.40.  Its 
appearance  and  tone  are  excellent,  but  it  is  thicker  than  the 
genume  coin,  and  hence  may  be  detected  by  the  gauge. 

A  silver  piece  passes  current  so  long  as  the  imprint  is 
not  badly  defaced  or  weight  greatly  reduced.  A  hole  through 
the  coin,  however,  condemns  it.  The  counterfeiter  of  sil- 
ver coins  either  makes  a  mould  ^n  plaster  from  the  real 
com  and  casts  from  it,  or  he  stamps  his  imitation  in  dies. 
As  this  last  process  is  the  same  as  that  in  use  in  the  mints,  the  counterfeits  thus  produced  are  more 
difficolt  to  detect,  because,  besides  being  more  accurately  finished,  the  compression  which  the  alloy 
receives  brings  it  nearer  to  the  standard  weight.  A  large  number  of  counterfeit  silver  coins  are  made 
diiefly  of  type  metaL  A  very  dangerous  half  dollar  is  composed  of  silver,  copper,  and  zinc,  and  is 
worth  about  17  cents.  It  is  from  7  to  10  grains  too  light  Spurious  half  dollars  have  appeared 
which  constantly  deceive  bank  tellers  and  other  exports  because  they  are  of  full  weight.  They  are 
made  of  a  compound  similar  to  German  silver,  and  are  so  well  plated  with  genuine  silver  that  the 
add  does  not  affect  them.  They  are,  however,  too  thick,  and  the  gauge,  as  usual  where  the  balance  ^ 
tai]^  shows  the  fact.  Counterfeits  of  the  quarter  dollar,  though  very  plenty,  are  less  dangerous 
than  those  of  larger  pieces.  They  are  composed  of  antimony,  tin,  and  lead,  and  are  both  too  light 
and  too  thick,  although  they  have  a  good  ring.  A  peculiar  composition  has  been  employed,  to 
which  powdered  glass  is  added  to  give  a  dear  sound ;  but  this  is  but  a  clumsy  expedient,  as  the 
coin  is  far  below  proper  weight,  a  fact  easily  appreciable  by  mere  handling. 

An  ingenious  mechanical  device  for  detecting  counterfeit  coin  has.  been  invented  by  Mr.  P.  Doherty, 
and  has  been  adopted  in  various  Government  offices.  It  consists  of  a  balance-lever  working  on  a 
knife-edged  steel  pivot  similar  to  a  scale-beam.  The  operating  arm  of  the  lever  is  provided  with 
gauges  and  adjusting  stops,  formed  and  placed  in  such  a  manner  that  by  a  single  movement  or  appli- 
cation of  the  coin  the  three  essential  tests  of  weight,  diameter,  and  thickness  are  made  instantly. 
The  gauge  has  the  form  of  an  open  slot  made  just  large  enough  to  admit  good  coin.  The  size  of 
the  coin  is  tested  by  the  gauge  as  it  enters,  and  when  the  coin  touches  the  stop  it  is  tested  in  weight 
by  the  lever.  A  counterfeit  of  the  proper  weight  will  not  enter  the  gauge.  A  counterfeit  that 
does  enter  will  not  move  the  lever.  The  form  and  position  of  the  stop  arc  of  such  convenience  that 
it  does  double  duty :  holding  the  coin  at  a  certain  point  on  the  lever  while  being  weighed,  and  afford- 
ing a  remarkably  quick  and  easy  means  of  accurately  adjusting  the  instrument.  This  adjustment  is 
so  fine  that  the  gold  test  is  sensitive  to  the  fifth  part  of  a  grain. 

COMPASSES.  An  instrument  consisting  of  a  pair  of  arms  jointed  together,  and  therefore  adjust- 
able at  any  angle.  It  }s  used  for  purposes  of  measurement,  and  for  describing  arcs,  circles,  or,  with 
the  aid  of  an  attachment,  scrolls.  Fig.  834  represents  the  ordinary  form  of  compass,  and  Figs.  885 
and  836  compass  dividers.  The  distinction  between  the  terms  **  compasses ''  and  "  dividers,^'  which 
are  often  indifferently  applied  to  the  same  instrument,  rests  upon  the  fact  that  the  true  use  of  com- 
passes is  to  describe  arcs,  etc,  while  that  of  dividers  is  to  divide  lines  into  equal  parts.  Whenever  it 
is  needful  to  lay  off  numerous  arcs  or  to  measure  without  special  accuracy  being  required,  an  ordi- 
nary compass  is  the  proper  instrument  for  the  work,  because  compass  legs  can  be  separated  and 
closed  together  in  less  time  than  is  required  for  the  shifting  of  divider  legs ;  but  to  measure  a 
length  easily  and  precisely,  spring  dividers,  such  as  are  shown  in  Fig.  836,  having  fine  points,  are 
best  adapted.    The  mode  of  adjusting  a  dividing  compass  to  a  length  on  a  rule  or  other  measure 
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consists  in  rotating  the  thumb-nut  until  the  two  diTiding  points  are  at  nearly  the  required  distance 
from  each  other ;  and  this  is  effected  by  putting  the  points  near  the  rule,  but  not  touching  iL  After 
this  the  final  adjustment  is  performed  by  softly  placing  one  point  upon  or  into  one  of  the  marka  on 
the  rule ;  and  while  this  point  is  held  in  the  maric  wi£  one  hand,  the  other  1^  is  screwed  in  or  oat 
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by  gently  working  the  nut  until  both  points  are  seen  to  be  in  the  marks.  To  avoid  wearing  the 
divider  screw  and  nut  to  a  needless  extent,  when  the  legs  require  shifting  a  great  distance  the  two 
legs  should  be  squee^d  toward  each  other  in  one  hand,  while  the  other  hand  is  used  to  rotate  the 
thumb-nut  during  the  time*it  is  not  in  contact  with  the  divider  leg. 

Compasses  are  sometimes  provided  with  a  detachable  conical  foot,  which  may  be  inserted  in  the 
mouth  of  a  hole  or  recess  in  order  to  enable  the  pointed  leg  to  describe  arcs  or  circles  around  the 
same.  An  ingenious  attachment  by  means  of  which  compasses  can  be  used  to  describe  scrolls, 
ogees,  or  other  irregular  curves  with  accuracy,  is  represented  in  Fig.  887.  It  consists  simply  of  a 
supporting  holder,  in  one  end  of  which  is  pivoted  a  co^ed  and  in  the  other  a  thin-edged  wheel. 
This  holder  has  a  sleeve  or  clamp  by  which  it  is  attachedto  one  of  the  compass  legs.  In  operation 
the  leg  not  carrying  the  device  is  held  still,  while  the  other  leg  is  swept  around,  and  at  the  same 
time  moved  inward  toward  the  fixed  point,  thus  forming  an  irr^ular  curve.  The  wheel  leaves  the 
necessary  mark  on  the  metal  or  wood — a  full  Ihie  if  the  thin-edged  roller  is  used,  or  a  dotted  one 
if  the  corrusated  wheel  is  employed.  In  laying  off  patterns  by  this  device  on  paper  or  wood,  blade- 
ened  manifold  paper  may  be  used  for  transferring  the  design  in  dark  lines. 

COMPOUND  ENGINE.    See  Enoinss,  Mjjunb. 

COMPRESSOR.    See  Air-Comfrbssors. 

CONCENTRATING  AND  SEPARATING  MACHINERY.  Apparatus  for  the  s^aration  of  com- 
minuted ore  according  to  the  gravity  of  its  particles.  Concentrating  machines  are  of  two  classes, 
according  as  the  separation  is  effected  through  the  i^ency  of  water  or  the  air-blast. 

Concentrating  MAomNES  using  Wateiu-Wi^.— The  idea  of  a  jig  was  originally  derived  from  the 
treatment  by  hand  of  ore  on  a  sieve  under  water.  By  plunging  the  sieve  down  suddenly  in  the 
water,  and  allowing  the  particles  to  come  again  to  rest  upon  it,  a  separation  is  effected ;  and  if  the 
stuff  has  been  sized,  and  the  operation  has  been  sufficiently  often  repeated,  the  denser  partides  are 
found  in  strata  under  the  less  dense.  If  the  mass  on  the  sieve  is  then  divided  into  horixontal  layers, 
ore  and  gangue  may  be  separated.  Much  attention  has  been  directed  to  the  construction  of  auto- 
matic or  continuously  working  jigs,  by  which  the  stuff  to  be  washed  enters  in  a  constant  stream,  and, 
after  being  washed  and  concentrated,  is  delivered  in  two  separate  portions  without  stopping  or  requir- 
ing manipulation.  In  sudli  machines  the  sieves,  instead  of  being  alternately  plunged  into  and  raised 
out  of  a  vessel  of  water,  are  made  stationary,  and  the  water  is  made  to  rise  and  fall  so  as  to  pass  in 
a  strong  current  through  the  meshes  of  the  sieve  and  the  layer  of  ore  above  it  This  motion  of  the 
water  is  produced  by  means  of  plungers  or  pistons  acting  below  the  sieve,  either  vertically  or  hori- 
zontally, or  by  elastic  diaphragms  which  are  alternately  pushed  out  and  in.  One  of  the  best  jigs  of 
the  continuously  working  class  is  the  invention  of  Rittinger.  It  is  represented  in  Fig.  888,  and  is 
characterized  by  the  inclination  of  the  grates  and  the  lowness  of  the  front  partition,  over  whidi  the 
poor  and  lighter  stuff  falls  continuously  and  with  very  little  water,  while  the  heavier  and  richer 
portions  fall  through  the  opening  or  slit  o  at  the  base  of  the  partition.  This  partition  is  the  ele- 
ment of  a  cylinder,  and  is  supported  upon  the  lever  or  arm  </,  so  as  to  be  movable  back  and  forth  in 
such  a  manner  that  the  opening  or  slit  o  may  be  increased  or  diminished  at  pleasure.  The  heavy 
stuff,  passing  through  the  opening,  falls  into  the  box  if,  from  which  it  is  removed  as  required.  The 
inclination  of  the  grate  in  this  machine  is  from  6**  to  8°.  It  is  fed  through  the  hopper  B^  which 
plunges  below  the  surface  of  the  stuff  accumulated  on  the  grate.  The  loss  of  water  which  occurs 
at  each  stroke  of  the  piston  is  replaced  from  a  reservoir,  Wj  at  the  back  of  the  apparatus.  Aooord- 
ing  to  Rittinger,  experience  has  shown  that  the  duty  of  self-acting  machines  of  this  kind  is  gener- 
ally three  times  as  great  as  that  from  the  ordinary  intermittent  working  apparatus. 

Rittinger  gives  the  following  general  dimensions,  derived  from  practical  experience,  as  the  best 
for  the  construction  of  jigs :  1.  The  opening  of  the  feed-hopper  should  be  of  from  2^  to  S  iiM^es 
area,  and  about  4  inches  above  the  sieve.  2.  The  length  of  the  sieve  should  be  at  least  24,  and 
better  80  inches,  and  its  inclination  about  half  an  inch  to  the  foot,  in  order  to  fadlitate  the  dis- 
charge. 8.  The  height  of  the  material  resting  on  the  sieve  should  not  be  over  4  inches  at  the 
lower  end. 
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Hmd^t  Coneeniraior^  Fig.  889,  consists  of  a  shallow  iron  pan,  6  or  6  feet  in  diameter,  supported 
by  a  vertical  shaft  in  the  centre,  and  made  to  oscillate  back  and  forth  by  means  of  cranks  on  a  shaft 
at  one  side,  and  joined  by  connecting-rods  to  the  periphery  of  the  pan.    The  pan  turns  upon  its 
tertical  axis  back  and  forth,  for  a  short  distance,  at  every  revolution  of  the  crank-shaft.    The  figure 
gives  a  sectional  elevation  of  the  machine.    It  is  made  wholly  of  iron ;  therefore  there  is  no  framing 
of  timbers  to  be  done  when  it  is 
set  np,  and  no  shrinking  and  leak- 
ing after  the  machine  has  been  al- 
lowed to  stand  idle  for  a  time.    A 
frame  gives  support  to  the  central 
pin  and  the  crank-shaft,  and  also 
to  arched  arms  H^  which  rise  over 
the  pan  and  sustain  the  upper  end 
of  the  vertical  shaft  B,    The  bot- 
tom of  the  pan  is  raised  in  the 
centre  around  the  shaft  nearly  to 
the  height  of  the  rira,  and  from 
this  it  descends  toward  the  periph- 
ery m  a  parabolic  curve,  by  which 
the  movement  of  the  particles  from 
the  centre  toward  the  circumfer- 
ence is  facilitated,  and  their  pas- 
sage in  the  other  direction  ob- 
strocted.    The  stuff  to  be  concen- 
trated is  delivered,  together  with 
the  water,  by  the  trough  N  to  the 
hopper  C7,  from  which  it  is  fed 
through  the  pipe  K  and  distribu- 
tor D  into  the  pan  near  its  outer 
edge.  This  feeding  is  not  confined 
to  one  pointy  but  is  made  to  ex- 
tend around  all  parts  of  the  cir- 
camferenoe,  by  causing  the  dis- 
tributor D  to  rotate  around  the 
v^ical  shaft.     This   is   accom- 

plisbed  by  the  movement  of  the  pan.  The  upper  edge  of  the  pan  is  a  continuous  ratchet,  into  which 
two  pawls  connected  vrith  D  drop  during  the  motion  of  the  pan  from  the  distributor,  and  in  the 
return  motion  give  a  velocity  to  the  distributor  equal  to  that  of  the  pan.  Continued  impulses  in  this 
way  keep  the  distributor  in  regular  rotation  around  the  shaft.  Rake-like  arms  are  bolted  to  a  flange 
on  the  bottom  of  the  hopper  &,  and  are  also  carried  around  with  the  distributor,  serving  to  separate 
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the  compact  mass  of  sand  and  sulphurets  as  it  settles,  and  also  breaking  the  scum  that  gathers  on 
the  sorfaoe.  The  accumulated  sulphurets  are  discharged  at  the  gate  E,  Each  machine  will  receive 
and  conoentrate  5  tons  of  stuff  every  24  hours. 

The  WaUr-CiAiwmn  Separator. — Various  forms  of  apparatus  have  been  devised  to  effect  the  sepa- 
ration of  the  grains  of  either  coarse  or  fine  stamp-stuff,  having  nearly  the  same  volume  but  differ- 
ing in  density,  by  allowing  them  to  fall  through  a  column  of  water  either  at  rest  or  in  motion.  Such 
madiines  may  be  regard^  as  modifications  of  the  jig ;  a  greater  length  of  fall  of  the  materials  in 
water  being  substituted  for  a  succession  of  short  falls,  the  result  of  the  repeated  shocks  or  jerks 
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given  to  the  sieve.  Apparatus  of  this  kind  forms  a  connecting  link  between  jigs  and  the  slime  sepa- 
rators.  These  machines  depend  for  their  operation  upon  the  difference  in  the  time  required  for  par- 
ticles to  fall  through  a  given  height  of  column  of  water,  which,  for  particles  of  equal  size,  is  in  the 
order  of  their  specific  gravities.  As  the  time  required  is  modified  by  the  bulk  of  the  particles,  a 
cai'eful  sizing  is  an  essential  prerequisite  to  the  success  of  this  form  of  concentrating  apparatus. 
One  of  the  simplest  forms  is  a  stationary  cylinder,  designed  by  Messi-s.  Iluet  &  Geyler  of  Paris,  h 
consists  of  two  stationary  concentric  cylinders,  kept  full  of  water  by  means  of  a  supply-pipe, 
while  a  portion  of  the  water  escapes  through  the  opening  in  the  conical  bottom  and  the  excess  over- 
flows  around  the  top.  Directly  below  the  aperture  in  the  bottom  of  this  cylindrical  vessel  a  receir- 
ing  tub  is  placed,  so  as  to  receive  the  water  and  ore  that  fall  through.  This  tub  is  divided  into 
compartments  and  rotates  around- a  central  vertical  axis.  The  stuff  to  be  concentrated  is  supplied 
at  intervals  at  the  top  of  the  cylinder.  In  falling  through  the  three  feet  of  water,  the  particles 
separate  according  to  their  specific  p^avity,  and  the  heaviest  arrive  first  at  the  outlet  and  are  caught 
in  one  of  the  compartments  of  the  tub.  As  the  next  grade  of  ore  reaches  the  outlet,  the  tub  has 
turned  so  as  to  bring  another  compartment  under  the  orifice,  and  the  stuff  is  thus  classified. 

Hundt's  settling-tub  operates  similarly,  but  differs  in  this,  that  the  receiving  tub  is  fixed  and  the 
water  column  is  made  to  rotate. 

Conical  separators  consist  of  a  series  of  five  or  six  cones  arranged  in  succession  one  below  the 
other.  Each  part  consists  of  two  cones,  one  inserted  in  the  other,  so  as  to  leave  an  annular  space  in 
which  water  flows  upward  from  a  reservoir  or  chamber  at  the  lower  or  pointed  end.  The  stuff  to 
be  concentrated  is  conveyed  by  a  launder  into  the  upper  cone,  and,  passing  through  holes,  encoun- 
tere  the  upward  current.  The  lighter  portions  are  at  once  carried  upward  and  over  the  upper  edge  of 
the  inner  cone,  and  fall  with  the  escape-water  into  an  annular  trough,  by  which  they  are  conducted 
away  to  the  next  lower  cone,  while  the  particles  of  sufficient  weight  to  resist  the  current  fall  through 
it,  and  accumulate  in  a  small  inverted  cone  in  the  chamber  below,  from  which  they  are  allowed  to 
drop  through  a  small  aperture  at  the  apex. 

Sizing  and  ConeeniraHoti  in  Sluices  and  Bocken, — ^All  concentrating  machines  work  to  better 
advantage  when  the  sands  are  of  uniform  size.  For  sizing,  pointed  boxes,  such  as  that  represented 
in  Fig.  840,  Are  simple  and  efficient  contrivances.    The  box  is  of  wood  and  wedge-shaped.    Its  length 
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depends  on  the  size  of  the  grain  desired  for  the  concentrating  machine.  The  shorter  the  box,  the 
larger  the  size  of  the  grain  (breadth  and  grade  of  the  sluices  or  the  velocity  of  the  sluice  current 
being  the  same).  The  sands  settling  in  the  box  arc  discharged  by  a  2-inch  iron  pipe  communicating 
with  the  interior  of  the  box  at  the  bottom,  reaching  to  the  top  of  the  water-level  in  the  sluice,  and 
provided  on  the  side  with  l^-inch  plug-holes  from  4  to  6  inches  apart  from  centre  to  centre.  The 
proportion  of  water  to  sands  is  regulated  by  opening  the  plug-holes  at  different  depths  below  the 
water-level,  the  lowest  hole  naturally  discharging  the  greater  quantity  of  water  with  the  sands  de- 
posited in  the  box.  The  sands  afterward  flow  thraugh  wooden  sluice-boxes  of  a  rectangular  section, 
provided  at  the  lower  end  with  a  self-raising  gate  acting  as  a  riffle,  in  which  the  heavier  portions  of 
the  sands,  consisting  of  sulphurets,  etc.,  form  a  deposit  near  the  head,  while  the  lighter  particles 
escape  over  the  gate.  For  every  two  boxes  or  two  sets  of  boxes  there  is  one  riffle-gate.  When  the 
sluice-sands  arc  subjected  to  a  further  concentration,  they  are  discharged  into  a  tank  by  lowering  the 
riffle-gate. 

The  rocker  represented  isometrically  in  fig.  841  consists  of  a  wooden  table  of  2.incl)  pine  planlc, 
20  inches  wide  and  10  feet  long,  supported  at  both  ends  by  wooden  rockers,  representing  a  section 
of  a  width  of  20  inches  and  depth  of  about  3  inches.  The  table  has  a  grade  of  about  1  inch  to  the 
foot,  which  can  be  increased  when  coarser  sands  are  worked.  The  concentrated  sluice-sands  are 
introduced  at  the  head  of  the  rocker,  and  a  stream  of  water  is  turned  on  them.  The  rocker  is  set 
in  motion  by  the  left  hand  of  the  workman,  giving  it  about  60  strokes  of  8  inches  a  minute.  For 
coarser  sands  a  greater  number  of  strokes  is  required.  The  lighter  sands  gradually  work  down, 
while  the  sulphurets  remain  nearer  the  head. 

Buddies  are  oblong  inclined  vats  in  which  stamped  ore  is  exposed  to  the  action  of  running  water, 
in  order  that  the  lighter  portions  may  be  washed  away  while  the  heavier  are  retained.  The  concarc 
buddle  of  Faine  &  Stevens  is  shown  in  Fig.  842.  There  are  generally  two  buddies,  one  for  the  coarser 
sluice-concentrates,  and  the  other  for  the  finer.  They  are  of  an  exterior  diameter  of  18  to  20  feet, 
and  interior  of  2^  feet.  The  vertical  shaft  is  supported  by  the  wooden  block  m,  carrying  the  jour- 
nal-box.   Attached  to  the  shafts  are :  1,  the  self-raising  riffle-pulley  y,  which  is  raised  by  means  of  i 
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rod  p,  reoeiving  its  upward  or  downward  motion  from  the  endless  screw  b  and  pinion-wheel ;  2,  the 
arms//  carrying  the  brusher ;  and  8,  the  sand-distributing  troughs  e  e.  The  clear-water  box  i  is 
sospended  by  the  wheels  v  v  on  an  annular  fiat  ring.  It  is  supplied  by  the  stationary  wooden  box  r, 
and  discharges  the  water  by  means  of  the  ut>n  pipe  k  into  Uie  sieve-boxes  y  and  z.    The  box  a  «  is 


944. 

SECTION 


fed  by  the  trongh  A  from  the  mixing-trough  y  and  sieve-box  z.    The  yertical  shaft  receives  its  motion 
by  the  pulley  a  and  bevel-gearing  ad. 

The  tossing  or  final  cleaning  of  sulphurcts  from  auriferous  sands  is  usually  performed  on  the  bud- 
die-headings  if  they  are  intended  to  be  treated  by  the  chlorination  process.  This  is  done  in  a  tossing 
tub  of  the  following  construction,  Fig.  843.  Through  the  axis  of  the  tub,  which  is  conical  in  form, 
passes  the  hollow  cast-iron  cone  c.  A  shaft  passing  through  this  cone  and  resting  on  a  journal 
underneath  carries  a  yoke  to  which  the  horizontal  stirrers  of  flat  iron  are  riveted.  Revolution  is 
oonunonicated  to  the  shaft  by  bevel-gearing.  The  hammers  are  set  in  motion  by  th^  pins  attached 
to  the  vertical  bevel-gear.  When  ready  for  tossing,  the  tub  is  filled  to  nearly  half  its  height  with 
water,  the  stirrers  are  set  in  motion,  making  48  revolutions  a  minute,  and  the  ore  is  shoveled  in  near 
the  periphery  of  the  tub  ^^^ 

When  neariy  full,    the  ^' 

yoke  is  lifted  out  by 
means  of  a  rope  and  pul- 
kjy  overhead,  and  the 
ninds  are  allowed  to  set- 
tle while  the  hammers  are 
set  in  motion,  making  96 
strokes  each  a  minute  to 
facilitate  the  rapid  set- 
tling of  the  Bulphurets 
and  sands.  When  the 
sands  have  settled,  the 
water  is  drawn  off  by  an 
iron  siphon,  and  the  skim- 
mings are  removed  to  a 
depth  of  2  inches  and 
thrown  out  as  waste.  The 
upper  half  of  the  sands 

remaining  are  retossed,  and  the  resulting  sands 
above  the  sulphurets  washed  again  in  the  huddle 
during  doubling.  The  lower  half,  of  about  6  to 
6  mches,  consisting  of  sulphurets  sufficiently  con- 
centrated, is  delivered  at  the  chlorination  works 
to  be  further  treated  for  gold.  (See  Chlorina- 
TI50  Machdvert.) 

GONCEKTBATING   MACHINES  UsiNG  AiR-BlAST. — 

Krom^B  Dry  Ore  Conceniraior. — ^A  sectional  view 
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of  Krom*s  dry  concentrator  is  given  in  Fig.  844. 
The  madiine  is  composed  essentially  of  the  following  parts :  a  receiver  Hy  to  hold  the  crushed  ore ; 
an  ore-bed  O,  on  which  the  ore  is  submitted  to  the  action  of  the  air ;  the  two  gates  Gy  one  to  regu- 
late the  flow  of  ore  from  the  receiver  ZT,  the  other  to  determine  the  depth  of  ore  on  the  ore-bed ; 
a  passage  (7,  in  which  the  concentrated  ore  descends,  and  roller  F^  to  effect  and  regulate  the  dis- 


Digitized  by 


Google 


376  CONCRETES  AND  CEMENTS. 

charge  of  the  same ;  a  fan  B,  to  give  the  puffs  of  air;  a  trip-wheel  lever  and  spring,  to  operate  the 
fan ;  and  a  ratchet-wheel  and  pawl,  to  impart  revolution  to  the  roller  F, 

The  mode  of  operating  the  machine  is  as  follows :  Ore  is  placed  in  the  receiver  H,  and  the  driving- 
pulley  set  in  motion.  The  trip-wheel,  fixed  on  the  opposite  end  of  the  pulley-shaft,  works  by  its 
cam-shaped  teeth  against  the  lever ;  and  by  the  alternate  action  of  this  wheel,  forcing  the  lever  in 
one  direction,  and  of  the  spring,  which  at  once  and  suddenly  carries  it  back  again,  the  fan  B  is  made 
to  swing  on  the  shaft  /,  sending  at  each  upward  movement  a  quick  and  sharp  puff  of  air  through 
the  ore-bed,  and  lifting  slightly  the  ore  lying  on  it.  As  there  are  six  projections  upon  the  trip-wheel, 
it  follows  that  the  moderate  speed  of  70  to  80  revolutions  of  this  per  minute  wUl  give  420  to  480 
upward  movements  of  the  fan  in  the  same  time,  and  consequently  a  corresponding  number  of  puffs 
of  air  to  agitate  the  ore ;  this  rate  is  sufficient  to  secure  steady  motion  of  the  heavy  balance-pulley, 
and  yet  not  so  fast  as  to  produce  any  unpleasant  jar  or  noise.  The  ore-bed  is  composed  of  wii^ 
gauze  tubes,  placed  at  distances  from  each  other  of  i^,  ^,  f ,  and  ^  of  an  inch,  according  to  the  grade 
of  ore  to  be  concentrated — the  finer  requiring  that  the  tubes  be  set  nearer  together,  while  the  coarser 
allow  of  their  being  farther  apart.  The  ore-bed,  situated  in  front  of  the  fan,  as  plainly  shown  m 
the  sectional  view,  is  formed  by  these  tubes,  their  ends  next  to  the  fan  being  open ;  and  the  air  from 
the  bellows,  entering  these,  escapes  through  the  top  and  sides  of  the  tubes,  agitating  the  ore  that 
lies  on  them,  and  also  that  between  them  near  the  surface.  The  ore  between  the  tubes  rests  on  that 
immediately  underneath,  in  the  passage  C,  and  sinks  as  fast  as  the  roller  F^  at  the  bottom,  effects 
its  discharge.  The  tubes  being  open  on  the  lower  side,  any  fine  ore  passing  through  the  meshes  of 
wire  gauze  simply  descends  with  the  main  body  C,  thus  preventing  anv  liability  of  the  tubes  to  filling 
up.  In  discharging  the  concentrated  ore  C,  the  roller  It  is  operated  (as  mentioned  above)  by  means 
of  the  ratchet-wheel  and  pawl,  and,  the  latter  being  carried  by  a  crank  on  the  trip-wheel^  it  f(^ows 
that  its  speed  is  governed  by  the  speed  of  this  wheel,  which  also  gives  motion  to  the  fan  JB ;  by  this 
connection  the  fan,  which  effects  the  concentration,  and  the  roller,  which  discharges  the  ooncentrated 
ore,  are  made  to  act  in  concert  with  each  other. 

CONCRETES  AND  CEMENTS.  The  term  concrete  is  applied  to  a  mortar  of  finely-pulverized 
quicklime,  sand,  and  gravel,  which  materials  are  first  mixed  dry,  made  to  the  consistence  of  mortar 
with  water,  and  thoroughly  worked.  The  most  approved  proportions  are  those  in  which  the  lime 
and  sand  are  in  the  proper  proportions  to  form  a  good  mortar,  and  the  gravel  is  twice  the  bulk  of 
the  sand.  The  bulk  of  a  mass  of  concrete  when  first  made  is  found  to  be  about  one-fifth  less  than 
the  total  bulk  of  the  dry  materials ;  but  as  the  lime  slakes,  the  mass  expands  about  three-eighths  of 
an  inch  in  height  for  every  foot  of  the  mass  in  depth.  The  use  of  concrete  is  now  mostly  restricted 
to  the  forming  of  solid  beds  in  bad  soils  for  foundations,  for  blocks  of  artificial  stone,  and  for  walls 
of  edifices. 

"  Bdton  ^'  is  the  term  applied  by  French  engmeers  to  any  mixture  of  hydraulic  mortar  with  frag- 
ments of  brick,  stone,  or  gravel.  It  is  generally  used  in  the  same  sense.  The  smallest  amount  of  mor- 
tar that  can  be  used  will  be  that  which  will  be  just  equal  in  volume  to  the  void  spaces  in  any  given 
bulk  of  the  broken  stone  or  gravel.  The  best  and  most  economical  b^ton  is  made  of  a  mixture  of 
broken  stone  or  brick  in  fragments  not  larger  than  a  hen's  egg,  and  of  coarse  and  fine  gravel  mixed 
in  suitable  proportions.  The  mortar  is  first  prepared  and  then  incorporated  with  the  finer  gravel ; 
the  resulting  mixture  is  spread  out  into  a  cake  about  6  inches  thick,  over  which  tiie  coarse  gravel 
and  broken  stones  are  uniformly  strewed  and  pressed  down,  the  whole  mass  being  finally  brought  to 
a  homogeneous  state  with  the  hoe  and  shovel. 

The  terms  **  b6ton  '^  and  "  concrete,'*  while  not  originally  synonymous,  have  become  almost  strictly 
so  by  usage.  The  matrix  of  b^ton  possesses  hydraulic  energy,  while  that  of  concrete  does  not ;  and 
herein  is  the  accurate  distinction. 

For  mixing  concrete,  a  boiler-iron  box,  placed  diagonally  on  a  shaft  and  rotated,  is  commonly  em- 
ployed, as  shown  in  Fig.  846.    The  ingredients  are  thrown  into  the  hopper  above,  and  thence  pass 
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through  the  open  door  into  the  box.  The  latter  is  then  revolved,  and  when  the  materials  are  thor- 
oughly  compounded  it  is  emptied  into  a  suitable  receptacle  placed  beneath.  Wheelbarrows  are  gen- 
erally used  for  conveying  the  concrete  from  where  it  is  mixed  to  wherever  it  is  needed ;  but  when 
large  quantities  arc  prepared  by  machinery  which  is  not  portable,  a  sling-cart  may  be  advantageously 
used.  The  box  should  be  of  stout  planks,  and  about  f ^  feet  long,  3^  feet  wide,  and  9  to  10  inches 
deep,  and  so  arranged  that  it  can  be  readily  slung  up  underneath  the  cart  by  means  of  a  windlass. 
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For  erecting  concrete  walls,  the  apparatus  devised  bj  Mr.  E.  £.  Clarke,  ilg.  846,  is  often  employed. 
It  consists  of  a  wooden  clamp,  the  vertical  parallel  arms  of  which  can  be  readily  adjusted  by  means 
of  traverse  screws  to  any  thickness  of  wall.  These  arms  support  the  planking  which  determines  the 
thirfpuHM  of  the  structure,  and  are  attached— one  fixed  and  the  other  movable — ^to  a  horizontal  brace. 
When  in  use  the  entire  apparatus  is  kept  in  position  by  securing  this  brace  to  some  fixed  point  of 
support  The  illustration  represents  the  apparatus  in  position  for  laying  a  hollow  concrete  wall,  not 
intended  to  be  furred  inside.  The  hollow  is  secured  by  means  of  a 
morable  plank,  called  a  core,  a  trifle  thinner  on  the  lower  than  on  ^ 

the  opper  edge,  so  that  it  can  be  moved  after  the  concrete  is  rammed 
around  it.  The  ties  between  the  inner  and  outer  walls  may  be  com- 
mon bricks,  and  these  are  placed  under  the  core,  in  each  of  its  posi- 
tiona,  as  the  building  progresses.  The  core  is  notched  on  the  lower 
edge,  so  as  to  fit  down  upon  the  ties  flush  with  their  lower  beds. 

A  more  simple  apparatus  for  making  concrete  walls  consists  merely 
of  a  boxing  of  planks  kept  in  place  by  upright  posts  on  the  exterior 
at  suitable  distances  apart,  say  4  or  5  feet.  The  lower  ends  of  the 
posts  are  mortised  and  keyed  into  horizontal  cross-pieces  called  fut- 
locks,  which  reach  entirely  through  the  wall,  and  are  withdrawn  and 
the  holes  filled  up  after  the  box  is  filled  with  concrete  and  a  new 
eoorse  is  to  be  commenced.  The  upper  ends  of  the  posts  may  be 
kept  in  position  by  similar  cross-pieces,  but  the  more  common  prac- 
tice is  to  confine  them  by  lashings  of  rope  or  cord,  tightened  or  loos- 
ened at  pleasure  by  a  stick  used  as  a  lever. 

Fence  or  railing  posts,  of  the  minimum  size  consistent  with  the 
requisite  degree  of  strength,  may  be  firmly  set  and  retained  perma-    [ 
neatly  in  their  upright  position  by  inserting  them  in  concrete  foun-  • 
dations.  The  mortar  for  this  purpose  need  not  be  very  rich  in  cement, 
and  in  quantity  might  barely  exceed  the  volume  of  voids  in  the  coarse 
material. 

Concrete  floors  are  frequently  used  in  fire-proof  buildings.  The 
eottcrete  is  in  some  cases  packed  in  between  the  iron  beams,  and  in 
others  is  used  in  the  form  of  sUbs  or  plates. 

The  quick-setting  varieties  of  hydraulic  cement  are  quite  exten- 
sively used  for  the  manufacture  of  drain  and  sewer  pipes.  The  mortar,  composed  of  2  to  2^  meas- 
ures of  clean  coarse  sand  to  1  measure  of  the  cement  powder,  mixed  with  a  small  quantity  of  water, 
is  moulded  by  special  machinery  into  pipe  in  sections  of  suitable  length.  These  sections,  when  joined 
together  with  cement-mortar,  form  a  continuous  water-tight  tube. 

Betan  bloekt/or  building  purposes  are  of  great  value  in  regions  where  stone  of  large  size  or  skilled 
labor  to  cut  the  same  is  scarce.  Such  blocks  have  been  employed  in  the  construction  of  the  new 
piers  and  docks  of  New  York.  The  material  employed  were :  1.  Portland  cement  of  two  brands, 
tested  to  withstand  a  tensile  strain  per  square  inch  of  not  less  than  200  lbs.  in  the  first  and  260  lbs. 
in  the  second  case.  2.  Seashore  sand,  sharp,  clean,  and  rather  coarse  than  fine,  used  without  any 
preparation.  8.  Broken  stone  (trap  rock),  not  too  large  to  pass  through  a  ring  2  inches  in  diameter, 
and  not  less  than  a  quarter  of  an  inch  in  snmllest  dimensions.  The  formulas  were :  1  volume  of 
cement,  2  of  sand,  and  5  of  stone ;  and  1  of  cement,  2^  of  sand,  and  5^  of  stone ;  the  unit  of  measure 
being  a  cement  barrel.  In  mixing,  2^  barrels  of  sand  were  spread  on  the  mortar-bed  to  the  depth  of 
8  Inches.  Cement  was  then  evenly  distributed  over  the  sand,  and  both  materials  were  mixed  with 
hoes ;  18  gallons  of  water  was  then  added,  which  produced  a  stiff  but  plastic  mortar.  In  the  mean 
time  5  or  6 1-  barrels  of  stone  were  spread  to  a  depth  of  6  inches  on  a  turning  platform,  and  on  this 
the  mortar  was  evenly  shoveled.  Thorough  mixing  with  shovels  followed,  and  finally  the  b^ton  was 
carried  to  the  moulds.  The  mass  was  then  evenly  and  partially  rammed,  a  86-lb.  rammer,  falling  6 
or  8  inches  by  its  own  weight,  giving  good  results.  The  moulds,  ranging  in  capacity  from  1  to  about 
8H  cubic  yaids,  were  made  of  2-inch  spruce  plank,  tongued,  grooved,  and  dressed  to  If  inch  thickness 
by  4^  inches  in  width,  nailed  with  80-penny  nails  to  pine  pieces  5x6  inches,  placed  28  inches  apart, 
and  capped  by  a  pine  pUte  5x8  inches,  into  which  the  uprights  were  mortised.  When  the  uprights 
were  arranged  to  enter  into  mortises  in  the  platform,  allowance  was  made  for  a  tenon  of  the  width 
of  the  apright.  If  indi  thick  and  2f  inches  long.  Tenons,  however,  were  successfully  dispensed 
with,  by  screwing  strips  to  the  platform  with  f -inch  kg-screws.  The  ends  of  the  moulds  were  dadoed 
into  the  side-pieces  and  secured  firmly  with  a  {-inch  iron  rod,  ending  with  a  crank-handle  nut  to 
draw  the  sides  closely  to  the  end  pieces. 

The  b^ton  made  as  above,  when  a  year  old,  weighed  per  average  of  10  blocks  156  lbs.  per  cubic 
foot ;  or  the  weight  of  a  cubic  yard  might  safely  be  taken  as  4,200  lbs.  When  immersed  in  water  as 
ioon  as  it  ooold  be  handled  safely,  at  45  days  old  it  yielded  to  a  crushing  force  of  420  lbs.  to  the 
square  inch,  or  say  80  tons  to  the  square  foot ;  and  under  the  Fame  conditions,  at  a  year  old,  it 
ytelded  to  a  crushing  force  of  1,520  lbs.  to  the  square  inch,  or  say  1 10  tons  to  the  square  foot.  When 
dried  In  air  it  yield«i  to  a  crushing  force  of  1,620  lbs.  per  square  inch,  or  say  116  tons  to  the  square 
foot.  Bdton  made  by  the  same  formula,  wherein  "  lime  of  Tell "  was  substituted  for  Portland  cement, 
after  45  days*  immersion  yielded  to  a  pressure  of  256  lbs.  per  square  inch,  or  say  18^  tons  per 
square  foot ;  after  a  year's  immersion  it  yielded  to  a  pressure  of  1,079  lbs.  per  square  inch,  say  79 
tons  per  square  foot ;  and  at  a  year  old  in  air  it  yielded  to  a  pressure  of  1,087  lbs.  per  square  inch, 
or  say  about  78  tons  per  square  foot  These  blocks  could  not  be  safely  handled  unless  at  least  a 
month  old,  and  then  the  comers  were  very  liable  to  injury;  while  blocks  made  with  Portland  cement, 
wdghing  nearly  58^  tons,  when  only  8  days  old,  were  easily  lifted  by  the  derrick.    The  cost  of 
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materials  ranged  from  about  |7.8d  to  |8.8S  per  cubic  yard ;  and  of  manual  labor,  including  caipen- 
ters  repairing  moulds,  etc.,  about  $5  per  cubic  yard. 

JSSton  Cotffnet,  so  called  from  its  inventor,  is  composed  of  dean  river-sand  4  or  5  parts  by  vol- 
ume, hydraulic  or  common  lime  1  part,  hydraulic  or  artificial  Portland  cement  one-quarter  to  three- 
quarters  part,  and  water  enough  to  moisten  the  materials.  The  compound  is  put  into  the  moulds 
in  successive  layers  from  1  to  3  inches  in  thickness,  and  is  packed  by  hand.  One  of  the  most  impor- 
tant  structures  of  this  material  is  the  monolithic  arch  of  St.  Denis,  France,  represented  in  fig.  847. 
This  was  erected  for  the  purpose  of  testing  the  b^ton.    The  span  is  196  feet  10  inches ;  elevation  of 


arch,  19  feet  8  inches ;  cross-section  at  X,  3  feet  11  inches  by  8  feet  8  inches ;  at  C,  6  feet  6  inches 
by  6  feet  6  inches.  The  composition  of  the  concrete  in  the  arch  consists  of  river-sand  4  partP, 
hydraulic  lime  1  part,  and  Portland  cement  one-half  part.  The  French  aqueduct  of  La  Vanne  is 
built  from  blocks  of  b^ton  (Toignet 

Ransome's  artificial  stone  consists  of  clean  river-sand,  the  grains  of  which  are  cemented  by  sili- 
cate of  lime.  This  stone  is  extremely  hard,  and  some  specimens  have  offered  as  great  a  resistance 
to  rupture  by  compression  as  the  best  sandstone  and  marbles. 

For  ooncrete  foundations,  see  Foundations  and  Breakwaters. 

Roman  Cement, — The  materials  employed  in  the  manufacture  of  this  cement  are  the  nodules,  of 
an  ovoidal  or  globular  form,  which  aro  found  in  the  London  clay,  and  known  by  the  name  of 
Septaria,  Tliey  are  calcined  in  perpetual  lime-kilns  with  coal,  in  which  a  very  moderate  and  well- 
reguUted  heat  is  carefully  preserved.  After  calcination  the  stones  are  ground  under  heavy  edge- 
stones  to  a  very  fine  powder,  which  is  sifted,  and  then  packed  in  casks  for  sale.  These  nodules  are 
found  in  many  localities  in  this  country. 

Roman  cement  is  one  of  the  most  powerful  hydraulic  mortars,  and  is  exceedingly  valuable,  not 
only  on  account  of  the  rapidity  with  which  it  hardens  (and  this  is  effected  in  a  very  few  minutes), 
but  because  when  hardened  in  considerable  masses  it  is  not  liable  to  crack. 

All  artificial  or  natural  hydraulic  limestones  are  soluble  (before  as  well  as  after  calcination)  in 
muriatic  acid,  with  the  separation  of  silica,  except  when  sand  or  some  similar  substance  has  been 
added  to  them. 

The  hydraulic  limestones,  when  they  do  not  contain  a  sufficient  quantity  of  lime  to  be  capable 
of  slaking  with  water,  must  be  very  finely  pulverized ;  it  is  only  by  this  high  state  of  division  that 
a  proper  action  can  ensue.  A  thorough  penetration  of  the  silicious  portion  by  the  lime  is  never  en- 
tirely effected,  but  a  certain  proportion  remains  inclosed  and  removed  from  the  sphere  of  action. 

Mortar. — ^A  mixture  of  slaked  lime  in  the  state  of  paste  with  sand  possesses  the  property,  when 
spread  in  thin  layers  between  bricks,  of  gradually  hardening  to  the  consistence  of  limestone,  and  thus 
cementing  the  bricks  together.  In  order  to  understand  the  principles  upon  which  mortar  is  mixed, 
it  is  necessary  to  become  acquainted  with  certain  facts  which  here  exert  the  greatest  influence. 

Conditions  of  Hardening, — Simple  lime,  in  the  state  of  paste,  likewise  hardens,  but  only  to  form 
a  loose  mass,  of  too  slight  consistence  to  bind  the  parts  of  a  wall  or  building  firmly  together.  It  is 
only  when  the  layer  of  lime  forms  a  very  thin  stratum,  as  between  two  polished  stones,  that  a  firm 
and  solid  cement  is  produced.  The  lime  must  be  prevented  from  forming  masses  of  any  consider- 
able thickness,  as  these  alwajrs  possess  a  very  slight  degree  of  cohesion.  The  lime  attaches  itself 
firmly  only  to  the  surface  of  the  building-stones,  which  differ  from  it  in  character,  and  this  surface 
should  be  extended,  as  it  were,  by  mixing  a  granular  potcder  with  the  lime.  This  leads  directly  to 
the  object  and  use  of  sand  in  the  mortar,  which  is  only  intended  to  bring  about  more  intimate  con- 
tact between  the  surfaces  of  the  stones  and  the  lime.  The  shape  of  the  bricks  and  hewn  stones  is 
so  irregular  that  crevices  of  a  line  at  least,  and  in  hewn  stones  often  of  an  inch  in  width,  are  left 
between  them  when  laid  one  upon  another.  Lime  alone  placed  between  the  stones  would,  conse- 
quently, be  in  layers  of  a  line  to  an  inch  in  thickness,  and  in  such  masses  would  never  bind.  If, 
however,  a  sandy  powder  of  any  kind  of  stone  is  mixed  with  it,  the  mass  of  lime  is  thus  dirided 
into  a  great  number  of  thin  layers,  or,  as  it  were,  fills  up  the  interstices  between  the  sand,  and,  find- 
ing everywhere  points  of  attachment,  binds  the  grains  of  sand  together,  and  extends  this  binding 
action  to  the  stones  themselves. 

It  is  further  known  that  even  the  best  mortar,  when  quickly  dried,  as  for  instance  on  the  stove, 
does  not  harden,  but  remains  friable  and  porous.  Although,  therefore,  mortar  placed  under  water 
remains  porous  and  will  not  bind,  yet  the  action  of  moisture  is  essential  to  make  it  harden  in  the 
air.    Lastly,  the  free  access  of  air  Is  also  absolutely  necessary  to  the  setting  of  mortar. 

Proportions  of  Mixture. — ^When  these  facts  are  borne  in  mind,  the  rules  to  be  observed  in  mixing 
mortar  will  be  obvious.  Although  many  kinds  of  stone  in  the  form  of  coarse  sand  are  applicable 
for  making  mortar,  as  limestone,  for  instance,  yet  quartz-sand  is  always  most  easily  obtained.  The 
grain  of  the  sand,  however,  is  a  matter  of  some  Importance.  Very  fine  sand  renders  the  mortar  too 
dense,  and  impedes  the  free  access  of  air ;  sand  in  grains  of  the  size  of  hay-seed,  particularly  if  it 
is  angular  or  sharp,  is  very  good  ;  the  interstices  become  too  large  to  be  entirely  filled  with  lime  if 
very  coarse  sand  is  employed.    It  is  then  advantageous,  particularly  when  irregularly  shaped  build- 
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ii^-stones  are  used,  to  mix  two  kinds  of  sand  together,  coarse  and  fine.  Fine  sand  can  only  be 
mixed  with  the  lime  when  the  mortar  is  intended  for  a  thin  coating  upon  the  surface  of  walls,  etc. 
The  more  irr^ular  the  sand  is,  the  better.  The  proper  proportion  of  sand  and  lime  is  a  most  impor- 
tant point  in  preparing  mortar ;  and  the  good  quality  and  solidity  of  the  mortar  are  more  influenced 
by  it  than  by  anything  else.    Errors  committed  in  the  mixing  can  never  be  subsequently  corrected. 

As  a  general  rule,  tne  lime  should  be  sufficiently  fine  to  cement  all  the  grains  of  sand  together, 
but  should  form  at  the  same  time  the  thinnest  possible  stratum  between  them.  The  surfaces  of  the 
grams  of  sand,  or  the  interstices  between  them,  should  therefore  be  only  just  coyered  with  the  lime 
in  a  half-liquid  state,  and  no  more.  The  rule  might  be  laid  down  in  the  following  terms  :  Let  as 
much  lime  be  mixed  with  the  sand  as  it  will  take  up  without  having  its  volume  increased.  Practi- 
cally, about  3  to  4  cubic  feet  of  sand  (or  six  times  the  weight)  are  added  to  1  cubic  foot  of  half- 
Hqaid  lime,  provided  the  lime  be  fat,  or  very  fat ;  poor  lime,  which  may  be  viewed  as  already  con- 
talnmg  a  certain  portion  of  sand,  will  not  bear  the  addition  of  more  than  2^  cubic  feet  of  sand  to 
1  cubic  foot  of  lime.  The  sand  should  be  pure ;  i.  e.,  it  should  not  contain  too  much  iron  or  clay, 
and,  least  of  all,  bog-earth  or  vegetable  matter. 

Hardenmg  or  SeUing — Ihne  required, — Although  mortar  sets  sufficiently  in  a  few  days,  or  weeks, 
to  enable  a  wall  to  withstand  pressure  and  the  like,  yet  the  hardening  proceeds  so  slowly  and  grad- 
ually that  it  only  attains  its  maximum  (in  which  case  a  wall  appears  as  if  constructed  of  one  piece 
of  stone)  after  years,  or  even  centuries.  The  apparent  superiority  of  mortar  in  olden  times  over 
that  in  the  present  is  solely  attributable  to  the  longer  time  which  has  been  allowed  it  to  harden  and 
set,  as  no  essential  difference  can  be  traced  in  the  mixture  of  the  ingredients.  Although  we  see,  on 
the  one  ^land,  that  old  buildings  can  only  be  destroyed  with  the  aid  of  powder,  yei  it  must  not  be 
forgotten,  on  the  other,  that  in  some  buildings  the  direct  converse  is  observed,  and  that  the  durable 
portions  only  have  been  enabled  to  withstand  the  ravages  of  time,  while  the  weaker  and  less  dura- 
ble parts  have  long  since  disappeared.  In  the  same  manner,  it  is  probable  that  some  buildings 
erected  in  our  own  age  will  stand  forward  to  posterity  as  patterns  of  solid  architecture,  just  as  those 
of  the  middle  ages  and  of  the  ages  of  Greece  and  Rome  appear  to  us  at  present. 

Strength  of  Cements. — ^Table  I.*  shows  the  tractile  strength  per  square  inch  of  cement  mortar 
42  days  old,  kept  in  open  air:  ' 
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The  following  conclusions  were  drawn  from  an  extended  series  of  experiments,  undertaken  to 
ascertain  the  adhesion  of  mortar  to  the  solid  materials  used  in  constructions : 

1.  That  particles  of  unground  cement  exceeding  one-eightieth  of  an  inch  in  diameter  may  be 
allowed  in  cement  paste  without  sand  to  the  extent  of  50  per  cent,  of  the  whole,  without  detriment 
to  its  adhesive  or  cohesive  properties,  while  a  corresponding  proportion  of  sand  injures  the  strength 
of  the  mortars  in  these  respects  about  40  per  cent.  2.  That  when  these  unground  particles  exist  in 
the  cement  paste  to  the  extent  of  66  per  cent,  of  the  whole,  the  adhesive  strength  is  diminished 
about  28  per  cent.  For  a  corresponding  proportion  of  sand  the  diminution  is  68  per  cent.  8.  The 
addition  of  these  siftings  exercises  a  less  injurious  effect  upon  the  cohesive  than  upon  the  adhesive 
property  of  cement  The  converse  is  true  when  sand,  instead  of  siftings,  is  used.  4.  In  all  the 
mixtures  with  siftings,  even  when  the  latter  amounted  to  66  per  cent  of  the  whole,  the  cohesive 
strength  of  the  mortars  exceeded  its  adhesion  to  the  bricks.  The  same  results  appear  to  exist  when 
the  siftings  are  replaced  by  sand,  until  the  volume  of  the  latter  exceeds  20  per  cent,  of  the  whole, 
after  whidi  the  adhesion  exceeds  the  cohesion.  5.  At  the  age  of  320  days  (and  perhaps  considerably 
within  that  period),  the  cohesive  strength  of  pure  cement  mortar  exceeds  that  of  Croton  front  bricks. 
The  converse  is  true  when  the  mortar  contains  50  per  cent,  or  more  of  sand.  6.  When  cement  is  to 
be  used  without  sand,  as  may  be  the  case  when  grouting  is  resorted  to,  or  when  old  walls  are  to  be 
repaired  by  injections  of  thin  paste,  there  is  no  advantage  in  having  it  ground  to  an  impalpable 
powder.  It  has  been  determined  that  most  American  cements  will  sustain  without  any  great  loss  of 
strength  a  proportion  of  lime  paste  equal  to  that  of  the  cement  paste,  while  a  quantity  equal  to  one- 
half  to  three-fourths  the  volume  of  cement  paste  may  be  safely  added  to  any  Roscndale  cement  with- 
oat  producing  any  essential  deterioration  of  the  quality  of  the  mortar.  By  the  use  of  lime  is  secured 
the  double  advantage  of  slow  setting  and  economy. 

Table  II.  shows  the  adhesion  to  Croton  front  bricks  and  fine-cut  granite  of  mortars  contaming 
different  proportions  of  sand.  The  mortar  was  of  the  consistence  ordinarily  used  for  brick-masonry, 
and  the  bricks  were  used  wet,  and  were  pressed  well  together  by  hand.  They  were  wetted  with  fresh 
water  every  alternate  day  for  29  days,  the  age  of  the  mortar  when  tested.  Each  result  is  the  aver- 
ts of  five  trials.  The  right-hand  column  shows  the  ratio  of  the  adhesive  strength  of  the  several 
mortars,  assuming  that  of  pure  cement  to  be  1. 

•  Tables  I,  11.,  HI.,  IV.,  and  V..  with  accompanrlng  notes,  ore  taken  by  permission  from  "  Limes,  Hydraolio  Co- 
and  MortatB,'*  l^  Geueral  Q.  A  OiUmore,  U.  8.  A    D.  Van  Nostrand,  publiaher,  New  York. 
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Tabu  IL 


ii 


1 

9 
8 

4 
5 
• 
T 
8 
0 
10 

u 

18 


OOXFOMTIOn  OF  TinS  MOBTAB. 


Pure  cement  paste 

'  volume  cement  powder,  1  volume  sand 

44  44  2  '* 

•*  "  **       8  ** 

M  44  H  ^  U 

U  M  M  5  44 

H  U  U  0  H 

Pure  cement  paste 

'  volume  cement  powder,  1  volume  sand 

M  U  U  2  4. 

U  M  U  g  M 

U  U  M  ^  M 


Mattffab  CmmbImL 


Croton  bricks... 

H  U 

a  i4 

M  H 

H  to 

U  U 

U  M 

Flne<cat  granite 


Povadtivfalm 
totaartb* 
Brtokt  Apvi. 


481 
215 
160 

04 

Tl 

68 

45 
440| 
882t 
201 
1461 
127 


▲db«i«ipcr 

Sqiitt*  I>efa,  b. 

Fbuda. 

Adhmkm. 

80.8 

1.00 

16.7 

0.61 

12.8 

0.40 

6.8 

0.«8 

6.8 

0.17 

4.8 

0.14 

8.8 

0.11 

27.6 

1.00 

80.8 

0.76 

12.0 

0.48 

8.2 

0.*8 

7.8 

0.28 

Table  III.  shows  the  ulthnate  strength  of  rectangular  parallelopipeds  (2"  x  2"  x  8")  of  cement 
paste  and  mixtures  of  cement  and  Ume  paste  without  sand,  formed  in  vertioal  moulds  under  a  pres- 
sure of  82  lbs.  per  superficial  indi,  and  broken  when  96  days  old,  on  supports  4  inches  apart,  by  a 
force  applied  at  the  middle.    The  mortars  were  kept  in  sea-water  from  the  time  thcj  were  one  daj  old. 

Tadlb  in. 


11 

PMtlntloB  of  «h«  Polat 
ialoehM. 

WclltlttiB 

iiiKW«%ht<r 

Mrkkl»d«r 

Uortm. 

lli»p.ct. 

tlmpMO. 

1 

8 

8 
4 

5 
6 
7 
8 
8 
10 
11 
18 
18 
14 
16 
16 
17 
18 
18 
80 
81 
98 
88 
24 
85 
86 
27 
88 

Pure  cement  paste  (average  of  two  trials) 

H                           M                                           U                           M 
M                           M                                           U                           M 

Cement  paste,  1  volume;  Ume  paste,  i  volnine .'.'.'.' 

M                                     M                                    U                               44               *  "  ' 
H                                     HUM               [|** 

******         1  volume.... 

H                                     H                                    H                               «4 

H                                     U                                    to                               M               "" 

******         1  volume!.'.! 

H                                           4«                                          44                                    44                 ^  ^ 
H                                     U                                    U                               M               *'" 

******         1  volume!!!! 

M                                     M                                    U                               **,... 

U                                     M                                    M                               M               *"  * 
M                                     H                                    M                               M                  *  " 

**            1  volume           **         1  volume.!!. 

U                       •          H                                  M                             **.... 
U                                     U                                    U                               M 

**             **             **           **!!!! 

**           1  volume           ** 

**                  **                 **               **.... 

u                         a                        u                     u          **" 

**             **             **           **!!!! 

.114 
.112 
.117 
.107 
.1,%5 
.160 
.147 

!if6 
.165 
.160 
.1.% 
.120 
.2(»0 
.180 

!i87 
.ISO 
.207 
.210 
.1^0 
.200 
.IW) 
.IbO 
.2IK) 
.220 
.280 
.270 

.196 
.168 
.198 
.1^7 
.250 
.260 
.245 

!250 
.2C5 
.200 
.196 
.200 
.800 
.220 

!896 
.295 
.825 
.880 
.800 
.820 
.298 
.290 
.800 
.840 
.260 
.860 

884 

967 
1,086 
1,084 
1,000 
996 
998 
981 
868 
847 
786 
768 
687 
670 
618 
688 
697 
674 
668 
660 
866 
868 
866 
876 
889 
816 
886 
280 

1,002|  nw. 
97r|    " 
616     *• 
66Ci    « 
6C9I    - 
8641    - 
806}    •» 

Other  mortars  of  light-colored  Rosendale  cements  and  lime,  mixed,  formed  into  blocks  of  tiie 
same  size,  preserved  and  broken  in  precisely  the  same  manner  as  the  foregobg,  gave  the  foUowiog 
results  when  85  days  old.    The  average  of  four  trials  is  given  in  each  case. 

Tabli  IV. 


NO.  OP 
MOBTAR. 

COMPOSmOlf  OF  THE  MOKTAB. 

g'^wya. 

1 
2 
8 

4 

Cement  paste.  1  volume :  Urofl  naste.  1  volume  ....     * .           . .     4, 4 

788 
728J 
782 
608 

vemempasie,!  voiume  ,  ume  jM«ie,  »  voiume..... ............................ ..^ 

**                     1             *♦                                  U                   1            H            

«                    1             "                                  M                   J            U            

Water-glass,  while  it  renders  common  mortar  hydraulic,  injures  its  strength  and  its  adhesire  prof>- 
erties,  and  is  greatly  inferior  to  cement  as  a  hydraulic  agent  in  both  efficiency  and  eocmomy,  irrespec- 
tive of  the  degree  of  energy  required. 

Table  V.  shows  the  strength  of  mortars  of  various  cements  made  into  prisms  2"  x  2"  x  8"  in 
vertical  moulds,  under  a  pressure  of  82  lbs.  per  square  inch,  and  broken  on  supports  four  indies 
apart,  by  a  pressure  midway  between  the  supports.  The  prisms  were  kept  in  sea-water  after  the 
first  24  hours,  and  were  320  days  old  when  broken.  The  breaking  weights  given  are  averaged  tnua 
many  trials.    The  cement  was  measured  in  powder. 
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Tabli  y. 


4 


KIKD  OF  CXMSHT  ITeBD. 


BBSAKiMO  VKIOnTB  OF  MOBTABS 
C0MP06SD  OF 


Oemaat,  Tol.  I,   0«iiMnt,ToL 
Sud,  ToL  1.      Baad,  toL  9. 


1 
S 

8 
4 
ft 
6 
T 
8 
9 
10 
11 
IS 
18 
14 

1ft 
18 
IT 
18 
19 


EngUflh  Portlftiid  (artlfldal) , 

Cumberland,  Maiyland 

Kewartc  and  Boaendale , 

Dekfleld  and  Baxter  (Koeendale) 

^Hoflknan'^Roflendale 

** Lawrence**  Boeendale 

Boond  TomMaiyland 

Utk»,  llUnoto. 

SbepherdBtown,  Virginia 

Akron,  New  York , 

Kinnton  and  Boeendale » 

Sandoakj,  Ohio 

Jamea  Blrer,  Virginia. 

e  Roman  cement,  Scotland 

The  following  were  broken  when  one  jrear  old  : 

LawrenoeTille  Mannthrtnring  Company  (Bosendale) , 

Sandoakj,  Ohio 

Kensington,  Connectiont 

lAwrenoe  Cement  Company  (Boeendale), ''  Hoflftnan  ^  Brand 
Boond  Top,  Maryland 


i;»« 

954 
641 


777 


747 
764 
720 
6ft4 

'ftftS 


808 
954 
87ft 


1,260 
920 
ftOO 
692 
607 

600 
756 
618 
651 
656 
464 


910 

'709 
911 
840 


960 
658 
600 
682 


662 
450 
606 
600 


880 


606 


Cruikinff  and  Tensile  Strength  of  the  Hydraulic  and  other  Cements  at  the  Philadelphia  Exhibition, 


VAX!  OF  BXHXBITOB  AHD  PLAOB  OF  XAMrFAOTUBB. 


CmsUog 
Stnngtli. 


1| 


T«adl« 
StNogtk. 


i 
u 


POBTLAXD  OBXBHT. 


Toeplfer,  Orawltf  A,  Co.,  Stettin,  Germany 

UolUck  ft  Co.,  London,  England 

Wooldham  Cement  Co.,  London,  England 

Baylor's  Portland  Cement,  by  Coplay  Cement  Co.,  Coplay,  near  Allentown,  Pa.,  U.  8. . . 

Wampum  Cement  and  Lime  Co.,  Mewcaatle,  Lawrence  Co.,  Pa.,  United  States 

PsTin  de  Lalkive,  Tell,  canton  of  Vlriers,  department  of  Arddche,  France 

A.  H.  Layers,  London,  England 

Francis  ft  Co.,  London,  Engkmd 

William  McKay,  Ottawa,  Canada 

Borst  ft  Boggencamp.  Delftyl,  Netherlands 

Longnety  ft  Co.,  Bonlogne-snr-Mer,  France 

Blga  Cement  Co.,  by  C.  X.  Schmidt,  Biga,  Bnssia 

Scanian  Cement  Co.,  Lomma,  near  Malmo,  Sweden 

Bruno  Hoffinark,  Port  Kund ,  Bsthland,  Bussli. 

BOMAK  AMD  OTHBB  OBMBKTS. 

1ft  Coplay  Hydraulic  Cement,  by  Coplay  Cement  Co.,  Coplay,  near  Allentown,  Pa.,  U.S... 

16  Charles 'IWnaln,ManMu^N.Y.,  United  States 

17  Allen  Cement  Ca,  SiegiHed^s  Bridge,  Pa.,  UnitedSUtee 

18  P.  Oaovreau,  Quebec,  Canada 

19  Biga  Cement  Ci>..  by  C.  X.  Schmidt,  Biga,  Bussia 

20  Anchor  Cement,  by  Coplay  Cement  Co.,  Coplay,  near  Allentown,  Pa.,  United  States 

21  Comberiand  Hydraulic  Cement  Co.,  Cumbertand,  Md.,  United  SUtes 

21  Sod^  Anonyme  des  chaoz  6minemment  hydrauliqoes  de  TUomme  d'Annes,  prds  ) 

Mont^imar,  France J 

28     Howe's  Cave  AsaocUtion,  Howe*s  Cave,  N.  Y.,  United  States,  No.  1 

24  **  **  u  a  »*  jjo  2 

25  •*  **  u  u  .,  jj^  3 

26  Sodetik  Anonlma  per  la  flibbricazione  del  oemente,  provinda  di  Beggio,  Emilia,  Italy,  ( 
1st  qnaUty f 

17     Sodeti  Anoniaia  par  la  Ikbbrloailone  del  oemente,  provinda  dl  Be^^o,  Emilia,  Italy, ) 
2d  quality. f 

28  Thomas  Oowdy,  of  Liroebonse,  Ontario,  Canada. 

29  A.  H.  lATers,  London,  England 


1,489 

1,880 

1,140 

1,078 

968 

981 

926 

907 

882 

826 

764 

698 

606 

680 


292 

276 
276 
284 


196 

184 

188 
17() 
170 

181 

154 

126 
122 


B0OTT*B  gBLBKTTIO  OBXBHT. 

PUent  Selenitic  Cement  Co^  London,  Eng.  (made  with  Howe's  Cave  lime  and  plaster). 

PABIAN  OBMBMTS. 

Fraads  ft  Co-  Loodon,  England,  1st  qnaltty 

2dquality i    606 

H.  Lavera,  London,  England. 205 


1,176 


20 


216 
216 
199 
184 
169 
158 
192 
168 
141 
182 
108 
184 
112 
154 


181 
169 
51 


^Tliis  cement  appeared  to  be  inferior  in  hydrauUo  energy  to  Boman  oement  generally,  and  had  probably  been 
h^wvd  t>y  age  and  ezposure. 
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All  the  cements  exhibited  at  the  Centennial  Exposition  were  carefully  tested  before  awards  were 
recommended,  by  mixing  them  dry  in  each  case  with  an  equal  measure  of  clean  sand,  tempering  the 
mixture  with  water  to  the  consistency  of  stiff  mason's  mortar,  and  then  moulding  it  into  briquettes 
of  suitable  form  for  obtaining  the  tensile  strength  on  a  sectional  area  1^  inch  square,  equal  to  2^ 
square  inches.  The  briquettes  were  left  in  the  air  one  day  to  set,  then  immersed  in  water  for  six 
days,  and  tested  when  seven  days  old.  After  thus  obtaining  the  tensile  strength  in  each  case,  the 
ends  of  the  broken  specimens  were  ground  down  to  1^-inch  cubes,  which  were  used  the  same  day 
for  obtaining  the  compressive  strength  by  crushing.  The  results,  averaged  from  a  number  of  trials 
with  each  sample  of  cement,  and  divided  by  2^  in  order  to  get  the  strength  per  square  inch,  are 
recorded  in  the  preceding  table. 

Teil  Hydraulic  Concrete  Stone. — The  Teil  stone  manufactured  by  the  Rre-proof  Building  Com- 
pany of  New  York  consists  of  artificial  blocks  of  Teil  hydraulic  concrete. 

The  hydraulic  lime  of  Teil  is  preeminently  a  hydraulic  cement,  containing  66  per  cent,  of  silicate 
of  lime.  It  is  mixed  with  sand,  pebbles,  broken  stone,  etc.,  and  the  concrete  thus  formed  hardens 
equally  well  under  water  as  in  the  air.  Its  strength  increases  with  age.  The  crushing  strength  of 
Teil  hydraulic  mortars,  according  to  well-authenticated  experiments,  is  220  lbs.  per  square  inch  at  the 
end  of  45  days,  and  614  lbs.  when  2  years  old.  Their  tensile  strength  is  41  lbs.  per  square  inch  at 
the  end  of  45  days,  and  164  lbs.  after  2  years.  In  artificial  blocks  of  stone  of  various  compositions, 
in  which  Teil  hydraulic  lime  is  largely  used,  the  crushing  strength  varies  from  2,600  to  7,500  lbs.  per 
square  inch,  and  the  tensile  strength  from  288  to  426  lbs. 

Blocks  of  Teil  hydraulic  concrete  10  feet  long,  6  feet  wide,  and  6  feet  high,  weighing  25  tons 
each,  are  used  in  the  construction  of  sea-walls,  piers,  etc.  They  are  placed  in  regular  courses  like 
masonry,  and  form  a  wall  of  great  strength.     (See  Breakwater.) 

This  material  is  also  suitable  for  the  construction  of  lighthouses,  for  which  it  can  be  made  in  sep- 
arate blocks  for  masonry,  or  the  building  of  whatever  size  can  be  built  of  a  single  mass  without  any 
joints.    The  lighthouse  of  Port  Said,  Fig.  848,  is  built  in  this  way  of  one  mass  of  Teil  concrete;  it 

648.  849 


is  180  feet  high,  and  rests  on  a  Teil  concrete  base  of  400  cubic  yards.    Fig.  849  represents  the  car- 
riage used  for  transporting  the  heavy  concrete  blocks  from  place  to  place. 

Cemxnts  for  Various  Purposes. — ^Air  and  water-tight,  for  casks  and  cisterns:  Melted  glue 
8  parts,  linseed-oil  4 ;  boil  into  a  varnish  with  litharge.  This  hardens  in  48  hours.  Plumbers' : 
Black  resin  1  part,  brick-dust  2.  Melt  together.  For  leaky  boilers :  Powdered  litharge  2  parts,  fine 
sand  2,  slaked  lime  1.  Mix  with  boiled  linseed-oil.  Apply  quickly.  Acid-proof;  A  paste  of  pow- 
dered glass  and  concentrated  solution  of  water-glnss.  Cutler's:  1.  Pitch  4  parts,  resin  4,  tallow  2, 
and  brick-dust  2.  2.  Resin  4,  beeswax  1,  bnck-dust  1.  3.  Resin  16,  hot  whiting  1,  wax  1.  This  is 
used  for  fastening  blades  in  handles.  For  ivory  or  mother-of-pearl :  Isinglass  1  part,  white  glue  2, 
dissolved  in  30  parts  hot  water  and  evaporated  to  6  parts.  Add  gum-mastic  •}^  part,  dissolved  in 
one-half  part  alcohol,  and  add  1  part  zinc-white.  Shake  up  and  use  waim.  Jeweler's,  for  uniting 
all  substances :  Gum-mastic  5  or  6  bits  as  large  as  a  pea,  dissolved  in  spirits  of  wine  suflScient  to 
render  all  liquid.  In  another  vessel  dissolve  the  same  amount  of  isinglass  in  rum  enough  to  make 
2  ounces  of  strong  glue,  adding  2  small  pieces  of  gum  ammoniacum,  which  must  be  moved  imtil  dis- 
solved.   Heat  and  mix  the  whole.    Keep  in  a  closely-corked  phial,  and  put  the  latter  in  boiling 
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water  before  using.  Black,  for  bottle-corks:  Pitch  hardened  by  the  addition  of  brick-dust  and 
resin.  For  jet :  Use  shellac,  wanning  the  edges  before  applying,  and  smoke  the  joint  to  make  it 
black.  For  meerschaum  or  china :  1.  Make  a  dough  of  garlic,  rub  on  the  edges,  and  bind  tightly 
together.  Boil  the  object  for  half  an  hour  in  milk.  2.  Use  quicklime  mixed  to  a  thick  cream  with 
wUte  of  egg.  Soft,  for  steam-boilers :  Red  or  white  lead  in  oil  4  parts,  iron  borings  3  parts.  Gas- 
fitters*  :  Resin  4^  parts,  wax  1,  Venetian  red  3.  Coppersmiths' :  Boiled  linseod-oil  and  red  lead 
made  into  a  putty.  This  is  used  to  secure  joints  and  on  washers.  For  emery  on  to  wood :  Equal 
parts  of  shellac,  white  resin,  and  carbolic  add  in  crystals.  Add  the  add  after  the  others  are  melted. 
Iron  and  emery :  Ck>at  the  metal  with  oil  and  white  lead,  and  when  hard  apply  the  emery  mixed  with 
glue.  French  putty,  hard  and  permanent:  Linseed-oil  1  parts,  brown  umber  4,  boiled  for  2 
hours,  one-eighth  port  white  wax  stirred  in.  Remove  from  fire  and  thoroughly  mix  in  white  lead  11, 
and  take  chalk  5^  parts.  India-rubber :  Fill  a  bottle  one-tenth  full  of  native  India-rubber  cut  into 
fine  shreds.  Pour  in  benzole  from  coal-tar  till  the  bottle  is  three-fourths  full.  The  rubber  will 
Bvell ;  and  if  the  whole  be  shaken  every  few  days,  the  mixture  will  become  as  thick  as  honey.  If 
too  thick,  add  benzole ;  if  thin,  add  rubber.  This  dries  in  a  few  minutes,  and  will  unite  backs  of 
books,  straps,  etc.,  very  firmly.  Chinese,  for  fancy  articles,  wood,  glass,  etc :  Finest  pale-orange 
shellac,  broken  small,  4  parts,  rectified  spirit  3  parts.  Keep  in  a  corked  bottle  in  a  warm  place 
until  dissolved.  It  should  be  as  thick  as  molasses.  Rust-joints:  1.  Clean  iron  borings  2  parts, 
flowers  of  sulphur  -f^y  sal-ammoniac  iV  ^*  Finely-powdered  iron  borings  1  part,  sal-ammoniac  ^^ 
flowers  of  sulphur  7^.  Pound  together  and  keep  dry.  For  use,  mix  1  part  with  20  of  pounded  iron 
borings,  and  mix  to  a  mortar  consistence  with  water.  For  making  metallic  joints  sound :  1.  Use  a 
putty  of  boiled  linseed-oil  and  red  lead.  2.  Use  a  putty  of  equal  parts  of  white  and  red  lead.  For 
electrical  and  chemical  apparatus :  Resin  6  parts,  wax  1,  red  ochre  1,  plaster-of-Paris  ^,  Melt  at 
moderate  heat.  For  mending  stone,  or  as  mastic  for  brick  walls :  Make  a  paste  of  linseed-oil  with 
clean  river-sand  20  parts,  litharge  2,  quicklime  1.  For  chucking  work  in  the  lathe:  1.  Black 
resin  8  parts,  yellow  wax  1 ;  melt  together.  For  use,  cover  the  chuck  to  one-sixteenth  of  an  inch 
thick,  spreading  over  the  surface  in  small  pieces,  mixing  it  with  one-eighth  of  its  bulk  of  gutta-per- 
cha in  thin  slices.  Heat  an  iron  to  dull  red,  and  hold  it  over  the  chuck  till  the  mixture  and  gutta- 
percha are  melted  and  liquid.  Stir  the  cement  with  the  iron  until  it  is  smoothly  mixed.  Chuck  the 
work,  Uy  on  a  weight  to  enforce  contact,  and  let  it  rest  for  half  an  hour  before  using.  2.  Burgundy 
pitch  2  parts,  resin  2,  yellow  wax  i,  dried  wax  2.  Melt  and  mix.  8.  Reshi  4  parts,  melted  with 
pitd)  1.  While  boiling  add  brick-dust  until  dropping  a  little  on  stone  shows  the  mixture  to  be  suf- 
fidently  hard.  Elastic,  for  leather  or  India-rubber :  Bisulphide  of  carbon  4  ounces,  shredded  India- 
robber  1  ounce,  isinglass  2  drachms,  gutta-percha  -^  ounce.  Dissolve,  coat  the  parts,  dry,  then  heat 
the  layer  to  melting,  place  and  press  the  parts  together.  Water-tight,  for  wooden  vessels :  Lime, 
day,  and  oxide  of  iron,  mixed,  kept  in  a  dose  vessel  and  compounded  with  water  for  use.  For 
leather,  straps,  etc :  Gutta-percha  dissolved  in  bisulphide  of  carbon.  Keep  tightly  corked  and 
cooL  It  should  be  of  the  consistence  of  molasses.  For  marble,  or  for  attaching  glass  to  metal : 
Plaster-of-Paris  soaked  in  a  saturated  solution  of  alum  and  baked  hard.  Grind  to  powder  and  mix 
with  water  for  use.  Can  be  colored  to  imitate  any  marble,  and  takes  a  fine  polish.  Impervious,  for 
corks,  etc :  Zinc-white  rubbed  up  with  copal  varnish.  Give  two  coats  so  as  to  fill  all  the  pores,  and 
finish  with  varnish  alone.  For  cracks  in  wood  :  1.  Slaked  lime  1  part,  rye  meal  2,  and  linseed-oil  2. 
2.  Use  a  paste  of  sawdust  and  prepared  chalk  with  glue  1  part,  dissolved  in  water  16.  8.  Oil-var- 
nish  thickened  with  equal  parts  of  litharge,  chalk,  and  white  and  red  lead.  For  wood  and  glass  or 
metals:  1.  Resin  and  caldned  plaster,  the  former  melted,  made  into  a  paste.  Add  boiled  oil  to  con- 
sistence of  honey.  2.  Dissolved  glue  and  wood-ashes  to  consistence  of  varnish.  Fire-proof  and 
water-proof :  Pulverized  zinc-white,  sifted  peroxide  of  manganese,  equal  parts.  Make  into  a  paste 
with  soluble  glass.  To  mend  iron  pots  and  pans :  Partially  melt  2  parts  sulphur,  and  add  1  part  fine 
black  lead.  Mix  well,  pour  on  stone,  cool,  and  break  in  pieces.  Use  like  solder  with  an  iron.  Lon- 
don cement,  for  glass,  wood,  china,  etc :  Boil  a  piece  of  cheese  three  times  in  water,  each  time  allow- 
bg  the  water  to  evaporate  Mix  the  paste  left  with  quicklime  For  aquaria :  1.  For  fresh- water 
aquaria :  Take  ^  gill  gold-size,  2  gills  red  lead,  1^  gill  litharge,  and  suffldcnt  silver  sand  for  a  thick 
paste.  This  sets  in  about  2  days.  2.  For  fresh  or  salt  water :  Take  ^  gill  powdered  resin,  1  gill 
dry  white  sand,  1  gill  litharge,  1  gill  plaster-of-Paris.  Sift ;  and  for  use  mix  with  boiled  linseed-oil, 
to  which  a  little  dryer  has  been  fuldeid.  Mix  15  hours  before  using,  and  allow  2  or  8  hours  to  dry. 
For  petroleum  lamps,  impervious  to  the  oil :  Resin  8  parts,  boiled  with  water  6  and  caustic  soda  1. 
Then  mix  with  half  its  weight  of  plaster-of-Paris.  This  sets  in  three-quarters  of  an  hour.  Roman: 
Green  copperas  3^  lbs.,  slaked  lime  1  bushel,  fine  gravel-sand  1  bushel.  Dissolve  the  copperas  m 
hot  water,  and  mix  all  to  proper  consistence.  Keep  stirred.  Glass  to  glass,  for  sign-letters,  etc. : 
Melt  in  a  water-bath  liquefied  glue  5  parts,  copal  varnish  16,  drying-oil  6,  oil  of  turpentine  2,  tur- 
pentme  8.  Add  slaked  lime  10.  Hydraulic :  Oxide  of  iron  1  part,  powdered  clay  8,  and  boiled  oil 
to  a  stiff  paste.  Stone :  Sand  20  parts,  litharge  2,  quicklime  1,  mixed  with  linseed-oil.  Leather 
and  doth,  for  uniting  parts  of  boots  and  shoes,  seams,  etc. :  Gutta-pereha  16  parts.  India-rubber  4, 
pitch  2,  shellac  1,  oil  2.  Mix  and  use  hot.  Mahogany  :  Shellac  melted  and  colored.  Colorless,  for 
paper :  Add  cold  water  to  rice-flour,  mix,  bring  to  proper  consistence  with  boiling  water,  and  boil  one 
minute  Water-proof,  for  dstem  stones :  1.  Whiting  100  parts,  resin  68,  sulphur  18^,  tar  9.  Melt 
together.  2.  Sand  100  parts,  quicklime  8,  bone  ashes  14,  mixed  with  water.  Transparent :  India- 
rubber  75  ports,  chloroform  60.  Mix,  and  add  mastic  15.  Cloth  to  iron :  Soak  the  cloth  in  a  dilute 
solution  of  galls,  squeezing  out  the  superfluous  moisture,  and  applying  the  cloth,  still  damp,  to  the 
surface  of  the  iron,  which  has  been  previously  heated  and  coated  with  strong  glue.  The  cloth  should 
be  kept  firmly  pressed  upon  the  iron  until  the  glue  has  dried.  For  cracks  in  stoves :  Finely-pulver- 
ind  iron  (procured  at  a  druggist^s)  made  into  a  thick  paste  with  water-glass.  The  hotter  the  fire, 
the  more  the  cement  melts  and  combines,  and  the  more  completely  does  the  crack  become  closed. 
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For  china,  glass,  etc  :  1.  Diamond  cement,  for  glass  or  china,  is  nothing  more  than  isinglass  boiled 
in  water  to  the  consistence  of  cream,  with  a  small  portion  of  rectified  spirit  added.  It  must  be 
warmed  when  used.  2.  White  lead  rubbed  up  with  oil  Articles  mended  with  this  must  stand  for  a 
month.  For  corks  of  benzine-bottles :  A  paste  of  concentrated  glycerine  (commonest  kind)  and  lith- 
arge. This  soon  hardens,  and  is  insoluble  in  benzine  or  any  of  the  light  hydrocarbon  oils.  For  caus- 
tic lye  tanks :  The  tanks  may  be  formed  of  plates  of  heavy  spar,  the  joints  being  cemented  together 
by  a  mixture  of  1  part  finely-divided  India-rubber  dissolved  in  2  parts  turpentine  oil,  with  4  parts 
powdered  heavy-spar  added.  Colored :  Soluble  glass  of  SS*"  B.  is  to  be  thoroughly  stirred  and  mixed 
with  fine  chalk  and  the  coloring  matter  well  incorporated.  In  the  course  of  6  or  8  hours  a  hard 
cement  will  set.  The  following  are  the  coloring  materials :  1.  Black :  well-sifted  sulphide  of  anti- 
mony. This  can  be  polished  with  agate  to  a  metallic  lustre.  2.  Gray-black :  fine  iron-dust.  8. 
Gray :  zinc-dust.  This  has  a  brilliant  lustre,  and  may  be  used  for  mending  zinc  castings.  4.  Bright 
green :  carbonate  of  copper.  5.  Dark  green :  sesquioxide  of  chromium.  6.  Blue :  Th^nard's  blue 
7.  Yellow:  cadmium.  8.  Bright  red:  cinnabar.  9.  Violet  red:  carmine.  10.  Pure  white:  fine 
chalk  as  above. 

Works  for  Reference. — "  On  Calcareous  Cements  and  Quicklime,"  Higgins,  London,  1780 ;  **  M6- 
moire  sur  Ics  Mortiers  Ilydrauliques,"  Treussart,  Paris,  1829 ;  *^  On  Calcareous  Mortars  and  Cem- 
ents," Vicat,  1837  ;  "  On  Limes,  Calcareous  Cements,  Mortars,"  etc.,  Pasley,  London,  1847  ;  "  Prtk- 
tische  Anleitung  zur  Anwendung  der  Cemente,"  Becker,  Berlin,  1861-68;  "Practical  Treatise  on 
Limes,  Hydraulic  Cements,  and  Mortars,"  Gillmore,  New  York,  1868 ;  "  On  Limes,  Cements,  and 
Mortars,"  Bumell,  1868 ;  "  Die  Hydraulischen  Mortel,"  Michaelis,  Leipsic,  1869 ;  '*  Traits  sur  TArt 
de  faire  de  bons  Mortiers,"  Charleville,  Paris ;  **  On  Calcareous  and  Hydraulic  Limes  and  Cements," 
Austin,  New  York,  1871 ;  "Experiments  on  the  Strength  of  Cements,"  Grant,  London,  1875 ;  "Port- 
land Cement,  its  Manufacture  and  Uses,"  Keid,  London,  1877.  See  also  "Reports  of  Conunissionere 
to  Paris  Exposition,"  1867. 

CONDENSERS.  When  the  exhaust  steam  from  an  engine  is  to  be  condensed,  it  can  be  brought 
into  direct  contact  with  the  condensing  water,  or  passed  over  surfaces  which  are  cooled  by  water  or 
air.  In  the  first  form,  or  jet  condenser,  the  exhaust  steam  mingles  with  the  condensing  water ; 
while  in  the  surface  condenser  the  fresh  water  resulting  from  the  condensation  can  be  used  to  feed 
the  boilers.  At  the  present  time,  when  steam  of  considerable  pressure  is  used  at  sea,  it  is  of  great 
importance  to  use  fresh  water  in  the  boilers,  since  water  deposits  solid  impurities  much  more  rapidly 
as  its  temperature  is  increased ;  and  nearly  all  modem  ocean  steamers  are  provided  with  surface 
condensers.  With  either  form  of  condenser,  as  ordinarily  constructed,  an  air-pump  is  required,  to 
remove  the  air  and  vapor ;  and  the  surface  condenser  is  provided  in  addition  with  a  circulating- 
pump,  to  force  water  rapidly  around  the  condensing  surfaces.  The  general  arrangement  of  a  snr- 
faoe  condenser,  such  as  is  used  in  connection  with  marine  engines,  is  shown  in  Figs.  860,  861,  and 

680.  85L  852. 


852.  It  consists  of  a  number  of  tubes  within  a  box  or  case.  The  exhaust  steam  passes  around  the 
tubes,  and  the  water  of  condensation  is  removed  by  the  air-pump  shown  in  Fig.  860.  Cold  water  is 
pumped  through  the  tubes  to  condense  the  steam  by  a  circulating  pump.  Fig.  862.  In  practice  there 
are,  of  course,  many  modifications  of  this  general  principle.  Sometimes  the  exhaust  steam  passes 
through  the  tubes  and  the  condensing  water  circulates  around  them ;  and  independent  air  and  circu- 
lating pumps  driven  by  small  engines  are  often  employed.    (See  Engines,  Stsam,  Marinb.) 

Some  interesting  notes  on  surface  condensers,  descriptions  of  early  forms,  and  general  discns* 
sions,  may  be  found  in  the  "  Transactions  of  the  Society  of  Engineers,"  1862,  and  "  Transactions  of 
the  Institution  of  Engineers  in  Scotland,"  vols,  iv.,  v.,  and  xL 

There  are  a  number  of  condensers,  designed  principally  for  use  in  connection  with  land  engines, 
that  require  no  air-pumps.  Prominent  among  these  are  Morton's  ejector  condenser  and  those  of 
the  same  class,  which  are  described  in  the  "  Transactions  of  the  Institution  of  Civil  Engineers," 
1872,  and  the  "  Transactions  of  the  Institution  of  Engineers  in  Scotland,"  1868,  1869.  The  papers 
referred  to  contain  much  interesting  and  useful  information.  The  minimum  amount  of  condensmg 
water  required  in  any  particular  case  can  be  calculated  by  table  I.  under  Expansion  of  Steam  akd 
Gases.  Suppose  the  pressure  of  steam  when  discharged  into  the  condenser  is  10  lbs.  above  lero,  that 
the  initial  temperature  of  the  injection  water  is  70*  F.,  and  the  final  temperature  116".    By  column  7 
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in  the  table  referred  to,  each  pound  of  steam  on  being  condensed  most  be  deprived  of  1141  —  88 
=  1058  units  of  beat,  and  each  pound  of  water  takes  up  116  —  70  =  45  units ;  so  that  the  least 

1058 
qutntity  of  water  necessary  to  condense  a  pound  of  steam  is  — —  =  28.5  lbs.    In  order  to  render 

45 

an  the  condensing  water  available,  it  should  be  brought  into  as  intimate  connection  with  the  steam 
as  possible.  To  this  end,  in  jet  condensers,  the  condensing  water  is  frequently  introduced  as  spray 
and  falls  on  a  scattering  plate,  while  in  surface  condensers  the  passages  are  small,  so  that  the  water 
shall  move  rapidly  and  be  divided  up  into  small  portions,  each  one  of  which  will  receive  heat 
quickly ;  and  if  it  were  not  for  the  increased  resistance  to  the  passage  of  the  water  that  follows 
from  decreasing  the  area,  it  might  be  advantageously  subdivided  to  a  much  greater  extent  than  ob- 
tains in  practice. 

The  size  of  a  jet  condenser,  according  to  ordinary  practice,  is  about  one-third  of  the  volume  of 
the  cylinder.  In  proportioning  surface  condensers,  a  very  ordinary  rule  is  to  make  the  condensing 
sarface  three-fourths  of  the  boiler-heating  surface ;  but  there  are  condensers  in  use  having  a  much 
less  proportion  of  surface.  There  are  examples  of  surface  oondenserd  condensing  10  lbs.  of  steam 
per  hour  per  square  foot  of  surface ;  but  the  more  usual  practice  is  probably  between  4  and  6  lbs. 
The  efficiency  of  a  condenser  depends  of  course  on  the  manner  and  velocity  with  which  the  con- 
densing water  passes  through  it,  as  well  as  upon  the  thickness  of  the  condensing  surfaces.  In 
some  experiments  by  Mr.  Joule,  where  each  condensing  tube  was  surrounded  by  another  tube  and 
water  was  driven  in  one  direction  through  the  annular  space,  while  steam  passed  through  the  tube, 
as  much  as  100  lbs.  of  steam  were  condensed  per  hour  per  square  foot  of  tube  surface  (Rankine's 
^^  Treatise  on  the  Steam  Engine,"  p.  266);  and  in  Engineering  for  Dec.  10,  1875,  is  an  account  of 
some  experiments  in  which  this  rate  of  condensation  was  exceeded. 

It  has  been  proposed  to  use  air  for  condensing  steam,  instead  of  water,  and  condensers  have  been 
constructed  on  this  principle.  The  efficiency  of  such  a  condenser  obviously  depends  on  the  velocity 
with  which  the  air  is  brought  into  contact  with  the  condensing  surface ;  and  in  one  form  of  air 
condenser  the  condensing  surface  was  made  to  revolve,  after  the  manner  of  a  fan.  For  notes  on 
the  theory  of  air  condensation,  account  of  an  experimental  condenser,  and  experiments  on  the  heat 
received  by  air  at  different  velocities,  see  Van  Nastrand^s  Eclectic  Engineering  Magazine^  i.,  527 ; 
the  SeienUfic  American^  x.,  265  ;  and  the  EngineeiHng  and  Mining  Journal^  xxiv.,  259.      B.  H.  B. 

GONE-PLATE.    See  Lathe  and  Dbill  Chccks. 

COXE-PULLEY.    See  Belts. 

COXFORMATOR.  An  apparatus  used  by  hatters  to  obtam  the  shape  of  the  head.  It  has  the 
form  of  a  hat  brim  and  crown,  and  is  composed  of  60  small  branches  of  ebony  held  close  to  the 
frame  in  which  they  slide  by  a  brass  spring  wire.  When  not  in  use,  the  inner  arms  of  these  branches 
tc^ether  form  an  elliptical  cavity ;  but  when  the  conf ormator  is  placed  on  the  head,  every  projection 
thereon  pushes  the  branches  more  or  less  outward,  the  wire  spring  pelding  and  the  cavity  assuming 
an  irr^pilar  shape.  Upper  inner  arms  of  the  branches  form  an  elliptical-shaped  aperture  in  the 
crown  of  the  apparatus,  which  assumes  the  same  shape  as  that  impressed  upon  the  branches  them- 
selves. On  these  arms  are  steel  points,  upon  which  a  piece  of  paper  is  pressed,  and  which  thus 
mark  on  the  paper  the  exact  conformation  of  the  wearer's  head  reduced  in  scale.  The  piece  bounded 
by  the  indented  line  is  then  cut  out,  and  placed  in  a  device  consisting  of  numerous  branches,  which 
are  slid  inward  until  they  touch  the  edge  of  the  paper  on  all  sides.  They  are  then  secured  in  place, 
and  their  outer  surfaces  form  a  block  exactly  corresponding  in  shape  to  the  head  measured.  Over 
the  block  the  hat  after  being  warmed  is  pressed,  and  thus  caused  to  fit  This  device  was  invented 
by  M.  AIli6  of  Paris  in  1843.    See  Sdeniific  Ameiieany  zxxviii.,  143. 

CONVERTER.    See  Steel. 

COPE.    See  PAiTERN-MAKiKa  AND  Moulding. 

CORK-CUTTING  MACHINERY.  Cork  is  the  soft  cellular  interior  bark  of  the  Quereus  tuber,  a 
species  of  oak  indigenous  to  Spain  and  Portugal.  It  is  removed  from  the  tree  by  making  several 
longitudinal  clefts  up  and  down  the  trunk,  and  then  girdling  the  latter  with  horizontal  incisions.  The 
first  crop  is  not  gathered  until  the  tree  has  attahied  the  age  of  15  years,  and  is  employed  only  for  infe- 
rior purposes.  Seven  years  afterward  the  tree  will  have  another  coating  of  bark,  which  is  stripped, 
and  a  new  supply  is  thereafter  gathered  about  every  6  years.  After  the  stripping  the  cork  is  in- 
spected and  assorted  according  to  size  and  quality,  that  of  the  finest  texture  being  most  valuable. 
The  inferior  portions  are  generally  sorted  out,  their  crust  burned  off,  and  sold  mostly  for  floats,  hence 
receiving  the  name  of  filahing-cork.  The  better  qualities  are  first  boiled  and  scraped,  and  then 
blackened  over  a  coal-fire,  the  object  being  to  make  the  surface  smooth  and  at  the  same  time  to  ooii- 
eeal  flaws.  After  being  forwarded  to  the  warehouse,  the  largest  slabs  are  cut  into  pieces  of  about 
H  feet  in  length,  18  inches  in  width,  and  ranging  from  half  an  inch  to  8  inches  in  thickness.  Dry- 
ii^  and  packing  in  bales  weighing  150  lbs.  each  follows,  and  the  cork  is  ready  for  exportation. 

In  this  country,  after  the  cork  is  received  at  the  factory,  it  undergoes  another  assorting,  and  a 
thorough  steaming  in  a  chest  designed  for  the  purpose,  the  latter  process  softening  the  cork  and 
rendering  it  easy  to  cut.  Various  machines  have  been  devised  for  cork-cutting.  In  one,  rapidly-re- 
volving circular  knives  are  used,  which  cut  by  a  drawing  motion,  as  crushing  strokes  simply  break 
the  cork  or  cause  it  to  crumble.  The  workman,  sitting  in  front  of  the  machine,  places  a  piece  of 
cork  of  suitable  size  in  a  revolving  spindle,  by  which  it  is  firmly  held.  The  spindle  is  raised  a  meas- 
ured distance,  and  the  edges  of  the  cork  come  in  contact  with  the  rotating  knife,  which  smooths 
them  off,  leaving  the  material  in  perfectly  cylindrical  form.  Another  method  is  to  place  the  rough 
bits  of  cork  in  grooves  on  the  circumference  of  a  wheel,  which,  working  automatically,  carries  each 
piece  to  a  point  where  its  ends  are  received  by  a  small  lathe.  The  cork  is  then  revolved  slowly, 
whUe  a  Urge  circular  knife  removes  a  thin  shaving,  thus  giving  it  the  neoessaiy  taper  and  a  smooth 
25 
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mnd  true  surface.    As  soon  as  a  oork  is  finished  by  the  automatic  lathe,  it  is  released  and  another 
substituted. 

Figs.  853  and  854  represent  one  of  the  latest  improved  machines  for  cork-cutting.  The  oork  from 
the  bale  is  first  passed  to  the  machine,  in  which  .^  is  an  iron  table  bolted  to  a  wooden  one  by  means 
of  the  brackets  Jb  and  E;  ^  is  a  guide-piece,  and  C  is  a  revolYing  disk  of  steel,  similar  to  a  drcalar 
saw,  but  having  the  edge  sharp,  the  bevel  of  the  blade  being  all  on  the  outside,  so  that  the  cork  shall 
not  jam.  The  pieces  of  oork  from  the  bale  are  laid  upon  the  table  A,  and  kept  against  the  guide 
or  gauge  J9,  whose  distance  from  the  knife  regulates  the  width  of  the  strips  the  cork  is  cut  into. 
The  cork  strips  next  pass  to  the  madihie  shown  in  Fig.  854,  in  which  A  A  A  A  represent  a  revolv- 
ing spindle,  driven  by  the  pulley  B  and  fitting  easily,  and  capable  of  being  slid  or  moved  horixon- 
tally  back  and  forth  throu^  the  bearings  provided  in  the  standards  C  C,  Upon  one  end  of  ^  is 
the  flange  D,  which  passes  down  into  a  recess  provided  in  the  lever  ^,  so  that  if  the  latter  is 
operated  laterally  the  spindle  A  A  A  A  will  also  be  operated  laterally.  /  is  the  cutter,  whidb  is 
formed  of  a  hollow  piece  of  cast-steel  tube,  parallel  in  its  bore,  and  mih  a  sharp  edge  produced  by 
beveling  off  the  outside.  F  represents  a  round  spindle,  which  passes  through  the  revolving  spindle 
A  A  A  Aj  the  laticr  being  made  hollow  to  receive  the  former.  The  spindle  F  protrudes  Into  and 
nearly  throu^  the  cutter  I.    It  is  supported  and  regulated  in  its  distance  up  the  spindle  A  A  A  A 

by  the  hand-screw  iT,  which  screws 
it  to  the  face  of  the  bracket  Oy  that 
end  of  the  spindle  F  being  fljit  and 
provided  with  a  long  slot.  J  ia  b. 
tail-stock  or  back-head,  adjostable 
by  the  screw-handle  if,  the  upper 
part  of  J  being  a  block  of  hard 
wood  denoted  in  the  drawing  by  K. 
The  gauge  L  is  adjustable  by  a  nut, 
as  shown.  The  operator  places  a 
strip  of  cork  on  the  gauge  X,  and, 
while  the  machine  is  running  at  a 
high  speed,  he  pulls  toward  him 
the  handle  Fy  thus  fordng  the  cot- 
ter through  the  cork  and  up  against 
the  wood  block  K,  He  then  moves 
the  handle  F  back  again,  which 
withdraws  the  cutter,  carrying  the 
cot  oork  in  the  bore  of  the  cutter  until  the  cork  meets  the  end  of  the  stationary  spindle  F^  whi<A 
retains  it,  and  the  cutter,  passing  back,  leaves  the  cork,  which  falls  down.  After  the  machine  it 
once  set,  therefore,  the  operator  has  nothing  to  do  but  to  feed  the  cork  strips  with  one  hand,  and 
operate  back  and  forth  the  handle  F  with  the  other  hand. 

To  taper  the  corks,  they  are  fed  by  hand  in  a  horizontal  position  down  an  inclined  trough  to  a 
vertically-operated  plunger,  having  its  upper  end  hollowed  to  receive  a  cork,  which  drops  into  this 
hollow  when  the  plunger  is  at  the  bottom  of  its  stroke.  It  is  then  carried  up  by  the  plunger  and 
held  for  an  instant  horizontally  level  with  a  rapidly  revolving  spindle,  similar  to  a  lathe-spindle,  bat 
having  a  flat  and  solid  end ;  then  a  stationary  spindle,  answering  to  the  dead  centre  of  a  lathe,  ap- 
proaches and  forces  the  end  of  the  cork  against  the  revolving  spindle,  which  by  friction  revolves  the 
cork.  At  the  back  of  the  position  now  held  by  the  revolving  oork,  and  luring  in  a  plane  inclined  to 
the  plane  of  the  length  of  the  cork,  is  a  large  revolving  steel  disk,  similar  in  form  to  that  shown  at 
C,  This  steel  blade,  while  revolving  at  a  high  speed,  is  traversed  over  the  top  of  the  revolving  cork, 
cutting  it  taper  and  of  the  necessary  diameter  from  end  to  end  at  one  cut.  As  soon  as  the  cork  is 
thus  turned,  which  takes  but  a  second,  the. driving  mandrel  recedes  and  releases  it,  the  plunger  falls; 
carrying  the  cork  with  it,  and  while  the  cork  falls  below  the  machine  the  oork-cutdngs  are  carried  by 
the  revolving  cutter  to  the  back  of  the  machine,  as  follows :  from  where  the  cutting  operation  it 
performed  for  about  one-third  of  the  circumference  of  the  disk-knife  it  is  provided  with  a  guard, 
which  retains  the  cuttings  upon  the  knife,  but  on  leaving  the  guard  the  centrifugal  force  throws  the 
cuttings  off  and  into  a  box  provided  to  receive  them.  The  capacity  of  each  of  these  machines  la 
about  260  gross  per  day. 

An  ingenious  cork-cutting  machine,  the  invention  of  M.  A.  Robert,  was  exhibited  in  the  Paris  Ex- 
position of  1678.  The  sheet  of  cork  is  first  cut  into  square  blanks  approximating  the  finished  oork 
in  size.  These  are  fed  down,  one  at  a  time,  between  vertical  guides,  and  descend  upon  a  table, 
where  they  are  met  by  a  clamp,  which  grasps  them  and  pushes  Siem  forward  between  spindles,  the 
under  one  of  which  is  spiked  and  the  upper  one  toothed.  While  held  in  these  the  cork  is  rotated  on 
its  vertical  axis  against  a  swiftly-moving  band-saw  blade  about  2  inches  in  width.  This  blade  if 
constantly  in  motion,  and  in  order  to  keep  it  sharp  a  horizontal  grindstone  is  provided.  The  stone 
is  actuated  at  intervals  by  a  cam-wheel  driven  by  a  worm  and  pinion  from  the  main  shaf^  so  that 
at  every  revolution  of  the  latter  the  grindstone  is  brought  into  contact  with  the  blade  and  rotated 
for  a  few  seconds. 

The  same  inventor  also  exhibited  a  small  machine  in  which  a  knife  was  moved  to  and  fro  by 
hand.    Strings  attached  to  the  knife-handle,  which  ran  on  guides,  rotated  the  spindles  between  whidi 
the  cork  was  secured. 
COTTER.    See  Gib  and  Cotter. 

COTTON-GIN.  A  machine  for  cleanshig  cotton  and  preparing  it  for  the  market  or  for  carding. 
The  most  simple  as  well  as  the  most  ancient  cotton-gin  is  the  roller-gin,  which  consists  of  fiated 
rollers  about  five-eighths  of  an  inch  in  diameter,  and  from  9  to  16  mches  long,  placed  parallel  in  a 
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frame,  which  keeps  them  almost  in  contact  The  rollers  revolTC  in  opposite  directions ;  the  cotton 
is  drawn  through  between  the  rollers,  while  the  seeds  are  prevented  from  passing  by  the  nan*ownes8 
of  the  space.  Tliis  machine  is  still  used  for  the  finer  and  longer-stapled  cottons,  but  the  operation 
is  tedious  and  expensive ;  and  the  saw-gin,  invented  by  Eli  Whitney  in  1793,  from  its  general  use, 
its  wondrous  effects  on  the  extension  of  cotton  cultivation,  and  its  influence  on  manufactures  and 
commerce,  may  now  claim  distinction  and  consideration  almost  exclusively  as  the  cotton-gin.  In  its 
main  features  this  machine  stlli  continues  as  first  invented  by  Whitney ;  but  in  various  details  and 
workmanship  it  has  been  the  subject  of  many  improvements.  Fig.  865  presents  a  perspective  view 
of  an  improved  cotton-gin,  and  Fig.  866  is  a  section  of  the  same.  In  the  latter,  a  is  the  grate-fall 
head,  or  end  of  breast;  6,  seed-board;  e,  saw-cylinder;  d^  saw;  e,  '^patent  detached  grate;"  /, 


screw  or  bolt  on  which  the  grate-fall  rests ;  jf,  back  board,  to  which  are  attached  the  back  grates 
and  "  patent  meter ; "  A,  grate-fall  hollow,  which  is  hung  upon  hinges,  and  may  be  raised  or  low- 
ered at  pleasure ;  t,  sliding-butt,  by  means  of  which  the  saw-tooth  may  be  made  to  assume  any  de- 
sired angle  with  the  curved  surface  or  front  of  the  grate;  j,  ** patent  brush;"  it,  sliding  mote- 
board  ;  I,  bottom  board. 

The  grato-fall,  or  bi-east,  into  which  the  seed-cotton  is  thrown,  is  formed  with  ends  or  heads  of 
cast-iron,  and  pear-shaped,  the  lower  and  back  side  being  composed  of  cast-iron  grates,  screwed 
fiimly  to  the  wood- work  of  the  breast ; 
the  saws  project  through  the  interstices 
between  the  grates  from  1  to  2  inches ; 
the  upper  and  back  part  of  the  grate- 
fall,  called  the  "  hollow,"  is  hung  upon 
hmges,  and  may  be  raised  or  lowered  at 
pleasure,  and  fastened  in  any  desired 
position  by  joint-bolts  through  the  grate- 

The  seed-board  makes  the  front  part 
of  the  breast,  and  stands  nearly  perpen- 
dicalar,  leaving  a  spaoe  between  it  and 
the  grates  for  the  discharge  of  the  seed ; 
it  is  hong  upon  pivots  at  the  top  at  each  ' 
end,  so  that  the  bottom  may  be  swung 
outward  and  the  hopper  emptied  at  any 
time.  When  ui  place  the  bottom  is  fast- 
ened by  small  slide-bolts.  The  position 
and  angle  of  the  seed-board  may  be  read- 
fly  varied  and  adjusted,  by  altering  the 
portion  of  the  slides  upon  which  the 
pivots  rest  These  slides  are  fixed  to 
the  grate-fall  heads  by  small  bolts  pass- 
ing through  slots,  having  a  nut  outside. 

The  grate-fall,  or  breast,  is  hung  to  the 
front  top  timber  of  the  frame  by  stout 
hinges  above  the  saw-cylinder,  and  the 

kmer  part  rests  upon  two  short  screws  in  the  front  piece.  That  part  of  the  hinge  or  butt  which  is 
attadied  to  the  top  timber  is  so  fixed  as  to  slide  up  or  down  by  means  of  slots  and  an  adjusting 
screw,  and  is  fastened  in  the  desired  position  by  bolt-nuts. 

The  saw-cylinder  is  made  of  wooden  staves,  about  2  inches  thick,  upon  an  iron  shaft,  and  turned 
In  a  lathe  of  a  uniform  diameter;  and  by  the  application  of  a  small  saw,  when  in  the  lathe,  grooves 
are  formed  to  receive  the  saw-segments,  which  are  made  of  the  best  cast-steel,  and  inserted  and 
fastened  into  these  grooves. 
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There  is  a  set  of  wooden  grates  behind  the  saw-cylinder,  and  a  row  of  hair  or  bristles,  called  the 
"  meter,**  to  separate  the  false  seeds,  motes,  and  dirt  from  the  ginned  cotton. 

The  brush  is  made  of  aboat  20  inches  diameter,  cylindrical,  having  slits  lengthwise  between  the 
rows  of  bristles  and  a  hole  around  the  shaft  to  receive  the  air  as  the  brush  revolves ;  and  a  rapid 
centrifugal  motion  is  given  to  the  air,  which  is  forced  out  with  great  power  between  the  rows  of 
bristles. 

Behind  the  brush  is  an  opening,  the  length  of  the  frame,  into  the  lint-room,  and  beneath  the 
brush  a  sliding  board,  called  the  mote-board,  which  may  be  slid  back  or  forward  for  the  purpose  of 
regulating  the  draft  of  the  gin,  and  properly  separating  the  motes,  dirt,  and  leaf  from  the  dean 
cotton. 

In  the  saw-gin,  as  ordinarily  constructed,  the  cotton  is  liable  to  collect  in  the  spaces  or  interstices 
between  the  grates,  and  around  them  above  the  saws,  thus  choking  or  clogging  the  grates,  and  pre- 
venting the  rising  and  free  escape  of  the  roll  of  seed-cotton.  The  patent  detached  grate,  instead 
of  being  attached  directly  to  the  wood  part  of  the  breast  at  the  top,  has  an  arm  or  brace  extending 
out  behind,  through  which  it  is  screwed  to  the  wood,  so  that  the  top  of  the  grate  stands  out  and  is 
detached  f  ram  the  wood,  and  has  a  space  behind  of  a  quarter  inch  or  more  between  it  and  the  wood, 
and  also  a  space  between  it  and  the  adjacent  grates ;  so  that  there  is  no  chance  for  the  cotton  to 
collect  above  the  saws,  and  the  choking  is  entirely  avoided. 

Many  efforts  have  been  made  to  improve  the  saw-gin,  so  as  to  separate  motes  and  other  impurities 
from  the  fibres  of  cotton.  By  some  this  has  been  essayed  by  means  of  rotating  brushes  acting  on 
the  fibres,  and  carrying  them  from  the  grate  to  the  stripping-brush,  rotating  in  a  reverse  direction  to 
the  saws.  Some  have  used  stationary  brushes,  through  which  the  saws  carry  the  fibres  to  be  stripped 
of  motes  and  other  impurities.  The  objection  to  these  is  that  they  act  on  the  cotton  only  when 
upon  the  teeth  of  the  saws,  and  therefore,  instead  of  separating  the  motes  and  other  impurities  from 
the  fibres  to  which  they  adhere,  sometimes  with  considerable  tenacity,  the  fibres  are  di'awn  out  with 
the  motes,  thus  occasioning  considerable  loss  of  cotton.  The  object  of  the  moter  is  to  avoid  this 
loss,  and  to  hold  on  to  the  motes  or  other  impurities,  as  the  fibres  are  stripped  from  the  saws  by 
the  stripping-brush,  the  fibres  being  under  the  operation  of  both  brushes  at  the  same  time.  The 
moter  also  more  effectually  stops  the  current  of  air  generated  by  the  rotation  of  the  stripping-brosh 
from  acting  on  the  fibres  before  they  are  cleaned,  than  if  located  at  a  greater  distance  from  the  point 
of  action  of  the  stripping-brush. 

ITie  Macarthy  Gin  is  designed  to  clean  large  quantities  of  cotton  expeditiously  without  occasioning 
any  injury  to  the  staple.  The  cotton  is  drawn,  by  a  leather  roller  having  shallow  diagonal  grooves 
which  will  not  admit  of  the  passage  of  a  seed,  between  a  metal  plate  called  the  '*  doctor,"  fixed  tan- 
gentially  to  the  roller,  and  a  blade  called  the  beater,  moving  up  and  down  in  a  plane  immediately  be- 
hind and  parallel  to  the  fixed  plate.  While  the  cotton  is  drawn  through  by  the  roller,  the  seeds 
are  forced  out  by  the  action  of  the  movable  blade.  Numerous  modifications  of  this  gin  have  been 
made,  and  in  some  cases  the  movable  blade  or  knife  is  made  to  work  horizontally  instead  of  verti- 
cally. The  double-action  gin  has  a  double  set  of  knives,  set  so  as  to  balance  each  other,  each  revo- 
lution of  the  crank  giving  two  strokes  of  the  knife. 

The  .Cowpcr  Lock-Jaw  Gin. — In  this  machine  the  jaw  which  locks  fast  the  cotton  fibre  is  formed 
by  the  nipping-blade,  which  is  caused  to  approach  and  nip  the  fibre  on  the  roller  at  the  time  it  is 
traveling  at  the  same  surface  speed  and  in  the  same  direction.  While  the  fibre  is  so  held,  the  beater 
acts  on  and  pushes  away  the  seeds  close  to  the  nipping-blades,  and  separates  them  from  the  fibre 
close  to  the  seed.    The  nipping- blade  then  returns  to  its  former  position,  moving  in  the  opposite 


858. 


direction  to  the  surface  of  the  roller.  A  fresh  sup- 
ply of  cotton  is  then  drawn  in  and  grasped,  when  the 
mip  is  repeated. 

The  Knife-RoXier  Gin. — This  has  the  same  roller 
as  the  Macarthy  gin,  with  the  steel  blade  or  press- 
ing knife  pressed  against  its  surface  by  springs  and 
screws.  A  knife-roller  is  substituted  for  the  beater- 
plate  used  in  the  Macarthy  machine.  It  consists  of 
a  spindle  carrying  oval  plates  of  about  6  inches  in 
diameter.  These  plates  are  placed  diagonally  with 
the  axis  on  which  they  arc  fixed;  and  being  oval, 
when  caused  to  revolve  the  blades  or  knives  draw 
the  cotton-seed  alternately  rijrht  and  left  along  the 

edge  of  the  pressing  knife,  while  the  ginning  roller  pulls  away  the  fibre  from  the  seed  and  It  f^b 
through  a  grating.  There  is  a  guai*d  which  prevents  the  seed  from  being  broken  between  the  gin- 
ning roller  and  the  edges  of  the  knives  on  the  knife-roller. 
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Th6  Seatterffood  NeedU-Oin. — A  notable  improvement  has  been  made  in  Scattergood^s  "  needle- 
gin,*^  in  which  the  teeth  are  needle-pointed,  and  set  in  Babbitt  metal,  causing  less  injui'y  to  the  staple 
than  the  old  saws.  The  circles  or  rings  of  teeth  are  each  composed  of  10  sections,  one  of  which  can 
be  easily  replaced  when  injured.  One  of  these  gins,  of  60  rows  of  teeth,  will  gin  a  bale  of  cotton 
per  hour,  and  requires  about  6  horse-power.  The  method  of  setting  the  teeth  is  shown  in  Fig.  867. 
The  bent  teeth  necessary  to  form  a  section  are  placed  in  a  mould,  and  the  soft  metal  poured  aroimd 
them.  The  number  of  sections  (10)  required  for  a  circle  are  then  placed  between  two  iron  disks  of 
the  proper  diameter,  which  fit  into  a  groove  on  the  section,  and  an  axial  hole  in  which  also  fits 
on  the  central  shaft.  This  process  is  repeated  imtil  the  desired  length  of  cylinder  is  obtained,  when 
by  means  of  a  screw  cut  on  the  shaft,  and  its  proper  nut,  the  whole  cylinder  is  firmly  drawn  to- 
gether. 

This  pn,  having  two-fifths  more  space  between  the  teeth  than  the  saw-gin  for  the  same  number  of 
teeth,  will  at  the  same  velocity  clean  a  larger  amount  of  cotton,  while  the  rounded  teeth  will  not  in- 
jure the  staple  like  those  of  the  saw.    It  has  also  a  self-acting  feed-motion. 

The  machine,  ¥\^,  868,  has  a  box  occupying  the  top  of  the  gin.  An  endless  rotating  apron  of 
slats  forms  the  bottom,  while  an  upright  endless  rotating  apron  of  slats  forms  the  front,  and  a  rota- 
tion; toothed  roller  forms  the  lower  front  comer.  The  lower  apron  brings  the  seed-cotton  forward 
and  against  the  toothed  roller ;  the  roller,  having  a  slightly  accelerated  motion,  seizes  the  cotton  and 
carries  it  over  itself,  when  it  drops  into  the  hopper  ^f  the  gin.  The  upright  apron  lifts  the  snper- 
flaous  cotton  up  and  away  from  the  roller,  and  keeps  turning  the  whole  mass  of  seed-cotton  in  the 
hopper  over,  thereby  shaking  out  much  of  the  dirt  and  sand  and  opening  the  cotton ;  by  its  action 
all  tendency  of  the  cotton  to  jam  and  choke  in  the  machine  is  avoided.  An  easy  adjustment  of  the 
upright  apron  changes  the  feed  at  the  will  of  the  operator. 

Table  showing  claimed  Capacity  of  various  CoUon^Qina, 


NAME  OF  GIN. 

SiB«. 

ptrHow. 

UMABKS. 

Whttner 

SO-aaw. 
12.inoh, 
40    " 
40    " 
80    *♦ 
14    »* 
40    " 

90 
8   to  12 
25   to  50 
80   to  80 
48f  to76 
2I|to86 
60   to  160 

Maximum  on  long-stapled  cotton. 

M                                            U                             it 

Maearthy.  hud  machine 

Same,  single  actioD 

Sa-ne,  self  feeding,  doable  action.. 
Cowner  look-iaw.  oower 

vowper  looymw,  ^^     ••  ;;• 

Knlfe-roUer 

For  an  aceonnt  of  a  trial  of  cotton-gins  in  Manchester,  England,  in  1872,  see  Journal  of  the  Society 
of  Artty  XX.,  252.    These  experiments  show  advantages  in  favor  of  the  roller-gins.    S.  W.  (in  part). 

COTTON-PRESa    See  Press. 

COTTOX-SPINNING  MACHINERY.  Under  this  heading  are  grouped  the  machines  which  con- 
vert raw  cotton  into  yam  ready  for  weaving,  namely :  I.  Openers ;  II.  Eveners  and  lappers ;  UI. 
Garding-machines ;  IV.  Drawing-frames ;  V.  Mules  and  other  spinning  machines ;  YI.  Spoolers ; 
VIL  Warping  apparatus ;  VIII.  Dressing  apparatus.    These  will  be  successively  considered. 

Of  late  years  the  processes  of  cotton  manufacture  have  been  materially  changed  in  some  respects, 
and  especially  in  the  means  used  for  opening  the  cotton  from  the  bale  and  preparing  it  for  the  card. 
The  old  "  willow  "  is  now  entirely  superseded  in  the  best  mills  by  the  improved  "  opener,"  which 
deh'vers  the  cotton  taken  from  the  bale  in  a  tightly-wound  "  lap,"  instead  of  in  loose  light  masses, 
which  were  liable  to  take  fire  if  there  was  any  gritty  or  gravelly  matter  among  the  cotton,  as  is  often 
the  ease.    Such  fires  are  very  troublesome  to  extinguish  if  onco  ignited. 

L  Ths  Ofbner  confines  the  cotton  in  an  iron  casing  imtil  it  emerges  in  the  sheet  to  be  wound  up 
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into  a  lap,  ready  to  be  transferred  to  the  second  machine,  or  lapper,  where  three  of  the  opener  laps 
are  usually  drawn  down  in  thickness,  and  united  in  one,  which  in  its  turn  is  taken  to  the  card.  Two 
thii^  are  required  to  be  accomplished  by  these  machines :  first,  the  thorough  opening  and  loosening 
of  the  matted  cotton  as  taken  from  the  bales ;  and  second,  the  removal  of  sand,  stones,  and  seed, 
kft  by  the  gin,  which  are  always  found  to  a  greater  or  less  extent  in  the  cotton  as  put  up  for  market. 
Fig.  869  represents  an  improved  opener,  built  by  the  Kitson  Machine  Company  of  Lowell,  Mass., 
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and  used  in  some  of  tbe  prin- 
cipal cotton  mills  of  this  coun- 
try. The  feed-table  or  endless 
apron  A  receives  tbe  cotton  and 
carries  it  to  tbe  feed-rolls  B, 
The  rolls  Care  the  pulling  or 
preparing  rolls,  and  run  twenty 
times  faster  than  the  rolls  B ; 
they  consequently  pull  the  mat- 
ted bunches  of  cotton  apart, 
and  drop  them  in  a  softened 
condition  into  the  gauge-box  2>. 
The  rolls  F  and  E  receive  this 
cotton  from  the  gauge-box  D  in 
a  sheet  of  uniform  thickness, 
and  carry  it  to  the  beater  G  in 
the  opener.  By  the  force  of 
this  beater  it  is  blown  through 
the  circles  H  and  trunks  J  to 
the  condenser  X^  connected  with 
which  is  the  exhaust-fan  J/^ 
which  carries  off  the  dust, 
and  aids  in  pulling  the  cotton 
through  the  trunk.  The  entire 
bottom  of  tbe  trunk  /  is  made 
of  hoop -iron  slats  standing 
edgewise  a  short  distance  apart, 
and  tbe  cotton,  after  being  well 
opened  by  tbe  preparing-rolls  C 
and  beater  O^  and  blown  over 
this  sieve-like  arrangement,  is 
thoroughly  cleaned.  The  roll 
K  and  the  screen  L  in  the  con- 
denser X  slightly  compress  the 
cotton  as  it  passes  between  them 
and  drops  into  tbe  gauge-box 
O.  Tbe  ratchet-roll  N  acts  as 
a  clearer  for  the  screen  Z,  and 
at  the  same  time  throws  out 
the  surplus  cotton  if  tbe  ^uge- 
box  becomes  too  full.  P  is  a 
glass  door  by  which  the  opera- 
tor can  see  the  height  of  cot- 
ton in  tbe  gauge-box.  Tbe  con- 
struction of  this  gauge-box  and 
its  connection  with  tbe  rolls  8 
and  screen  R  are  such  that  tbe 
cotton  is  measured  in  one  uni- 
form sheet  to  tbe  lapper  or 
scutcher,  through  which  it  pass- 
es and  comes  out  in  tbe  form 
of  an  even  lap,  ready  for  tbe 
finisher-Iapper  or  canl  It  is 
claimed  for  this  trunk  arrange- 
ment of  machines  that  tbe  cot- 
ton is  cleaned  in  a  more  thor- 
ough manner  than  by  tbe  old 
process;  that  it  will  not  dog 
in  passing  through,  neither  Is 
there  danger  from  fire;  that 
the  cotton  is  measured  off  by 
the  gauge-box  evener  than  It 
can  be  spread  by  band,  thus 
insuring  an  evener  lap ;  and 
that  tbe  trunk,  taking  out  the 
greater  bulk  of  sand  and  grit 
before  it  reaches  tbe  lapper, 
saves  tbe  wear  and  tear  of  the 
same.  This  machine  will  open 
and  clean  4,000  lbs.  of  cotton 
per  day,  with  an  expenditure 
of  about  8  horse-power. 
Another  form  of  cotton-open- 
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er  and  picker,  as  built  by  Messrs.  Whitehead  &  Atherton  of  Lowell,  Mass.,  is  represented  in 
Figs.  860,  861,  and  862.  The  cotton  as  taken  from  the  bale  is  spread  loosely  on  the  feed-apron 
A^  irhich  delivers  it  to  the  feed-rolls  B^  from  which  it  is  taken  by  the  hinged  beater  or  whip- 
per  C,  the  details  of  which  are  shown  in  the  smaller  drawings  on  the  right,  Fig.  862,  in  which 
are  exhibited  the  beaters  which  strike  the  cotton,  and  which  are  rectangular  loops  of  best  Nor- 
way iron  hanging  on  rods,  which  are  supported  by  the  arms.  The  whole  is  driven  by  a  bclt>pul- 
ley,  and  the  rapid  motion  causes  the  whippers  to  assume  a  radial  position,  as  represented  in  Fig. 
862,  and  strike  the  cotton  from  the  feed-rolls,  with  a  blow  which  is  sufficient  to  remove  the  seeds 
and  dirt,  which  fall  through  the  gratings  shown  in  the  elevation,  while  the  cotton  is  carried  on 
to  the  wire-gauze  cylinders  EE*^  from  which  the  air  is  exhausted  by  the  fan  M,  Passing  through 
between  these  gau2e  cylinders,  the  cotton  goes  to  another  pair  of  feed-rollers  F^  from  which  it  is 
again  taken  by  the  beater  G^  and  carried  on  as  before  to  the  gauze  cylinders  /  and  /",  the  air 
from  which  is  exhausted  by  the  fan  N.  The  beater  /  again  throws  the  cotton  forward  to  a  third 
pair  of  ^uze  cylinders,  exhausted  by  the  fan  O,  and  from  these  it  passes  through  the  condensing- 
rollera  A,  and  is  wound  up  in  a  lap  or  sheet  at  L.  The  leaf-extractors  D  and  H  are  large  cylinders 
fitted  with  buckets  like  those  of  an  overshot  wheel  on  their  periphery,  and  revolving  slowly  in  a 
reverse  direction  to  that  of  the  cotton,  as  shown  by  the  arrow.  The  cotton  is  thrown  by  the  beater 
against  the  edges  of  these  buckets,  and  much  light  material  which  has  not  fallen  through  the  ** grids'' 
Of  gratings  is  caught  in  them,  and  dropped  in  their  revolution  into  the  dust-box  under  the  machine. 

The  peculiar  merit  and  novelty  of  this  machine,  which  is  now  very  extensively  used,  Ues  in  the 
hinged  or  flexible  beater,  which,  while  delivering  an  eflPectual  blow  on  all  the  cotton  which  is  fairly 
looM,  will  yield  to  a  hard  mat  or  cake,  such  as  is  often  found  in  heavily-pressed  cotton,  until  the 
soccesnve  rapid  blows  have  so  loosened  it  as  to  permit  its  easy  separation,  thus  avoiding  much  of  the 
jar  and  wear  to  the  machine  incident  in  the  use  of  the  rigid  beater,  and  also  saving  power.  These 
machines,  as  represented  in  the  outs,  have  been  found  by  actual  test  to  open  and  clean  4,000  to 
6,000  lbs.  of  cotton  per  day,  with  an  expenditure  of  less  than  2  horse-power  per  1,000  lbs. 

The  lap  which  is  taken  from  these  machines  now  passes  to  the  second  picker  or  Upper,  when 
three  laps  are  united  and  drawn  down  into  one,  which  is  taken  to  the  card.  This  operation  is  in- 
tended to  secure  evenness  in  the  thickness  of  the  sheet  delivered  to  the  card,  and  this  object  is  also 
aided  by  the  improved  "  evener,"  as  illustrated  and  described  below. 

IL  EvBNKBS  AND  Lappkbs. — The  object  of  an  evener,  applied  to  a  finisher-lapper,  is  to  regulate 
the  supply  of  cotton  which  passes  through  the  machine  so  that  laps  of  any  required  weight  can  be 
obtained,  without  being  compelled  to  weigh  the  cotton  on  to  the  feed-apron  of  the  breaker-lapper.  To 
aocomplijh  this  result,  a  number  of  different  kinds  of  eveners  have  been  invented,  many  of  which 
have  been  open  to  the  serious  and  fatal  objection  of  not  being  sensitive  enough  to  produce  an  even 
weight  of  laps,  in  consequence  of  the  construction  of  the  evener  being  such  that  the  feed-rolls  were 
obliged  to  serve  the  double  purpose  of  holding  the  cotton  while  being  operated  upon  by  the  beater 
(oeoessitating  a  great  weight  upon  the  feed-rolls  to  hold  the  cotton)  and  to  even  the  supply  of  the 
same  passing  through  the  machine. 

The  construction  of  the  Whitehead  k  Atherton  evener,  represented  in  FSgs.  868  to  866,  is  such 
that  its  only  office  is  to  regulate  the  supply  of  cotton,  while  the  feed-rolls  have  no  direct  connection 
with  the  evener  to 


d 


a 


hiterfere  with  its 
sensitiveness.  In 
Figs.  863, 864,  PP 
are  two  feed-rolls 
for  holding  the 
eotton  while  being 

acted  upon  by  the  beater.  TT  9xe  two 
of  eight  evener-plates,  between  which  and 
the  roll  V  the  cotton  passes  to  the  feed- 
Tolla.  These  plates  are  connected  by  means 
of  rods  R  R  to  the  levers  in  the  box  8^ 
which  are  connected  with  the  lever  6^,  at- 
tached to  the  shipper-lever  J^  which  op- 
erates the  quadrant  belt-shippers  L  L. 
During  the  passage  of  the  cotton  over 
the  evener-plates,  should  an  uneven  sur- 
face present  itself,  the  plates  immediately 
under  the  part  that  is  uneven  operate,  and 
either  increase  or  reduce  the  supply  of  the 
cotton  to  the  beater,  as  is  required  to  pro- 
duce a  given  weight  of  lap.  The  cotton, 
being  delivered  as  evenly  as  possible  in 
this  manner  to  the  lapper,  passes  through 
two  more  beaters,  which  complete  the 
cleaning  and  prepare  it  for  the  next  op- 
eration. 

Fig.  865  is  a  perspective  view  of  the 
finisher-lapper.    At  A^  A^,  A*  are  the  rests 

for  laps  from  the  opener.    jBis  the  beater-cylinder;  C,  wire-gauze  condenser-cylinder;  and  2>,  the 
fioted  roll  for  joining  the  laps. 

III.  Cabduto  Machuies. — ^From  the  apparatus  thus  far  described  the  cotton  emerges  in  the  form  of 
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a  very  clean,  light,  downj  fleece  called  a  lap,  conslBting  of  short  fibres  thoroughly  disentangled. 
But  these  fibres  are  not  parallel ;  they  lie  across  each  other  at  every  imaginable  angle,  and  any 
attempt  to  combine  them  together  in  this  state  would  be  fruitless ;  they  must  be  rendered  parallel, 

86& 


imtitti'  w.  laiiii' 


and  to  effect  this  is  the  object  of  carding.  This  is  an  important  process,  as  regularity  and  perfec- 
tion in  carding  are  essential  to  the  fineness  and  beauty  of  the  cloth.  Cards  are  formed  of  strips  of 
leather,  in  which  are  inserted  small  staples  of  wire  called  teeth,  having  the  projecting  ends  slightly 
bent  in  one  direction.  The  strips  of  leather  are  fastened  to  flat  surfaces  or  cylindei's  of  wo<xi  or 
metal,  and  the  cotton  is  passed  between  two  or  more  of  these  surfaces.  The  teeth  of  cards  are  of 
various  sizes,  being  thicker  or  slenderer  to  adapt  them  to  coarse  or  fine  materials.  It  is  essential 
that  the  teeth  should  be  all  alike,  equally  distributed,  and  equally  inclined  over  the  surface  of  the 
leather.    The  teeth  are  implanted  by  pairs,  and  retained  in  it  by  the  cross  part  c  (/,  Fig.  866,  at 

right  angles  with  the  teeth.  The 

^ ^  866.  leather  must  therefore  be  pierced 

with  twin  holes  at  the  distance 
c</,  and  in  such  a  manner  that 
the  slope  of  the  holes  in  refer- 
ence to  the  plane  of  the  leather 
be  invariably  the  same ;  for  oth- 
erwise, the  teeth  would  vary  with 
the  angle  of  inclination,  and  the 
card  would  be  irregular.  The  leather  should  be  of  the  same  thickness  throughout,  so  that  all  the 
teeth  may  project  an  equal  distance.  Card-making  requires  a  degree  of  precision  which  is  hardly 
possible  with  hand  work,  and  cards  arc  now  manufactured  exclusively  by  machinery. 

Strict  uniformity  is  necessary  as  to  the  size,  shape,  obliquity,  and  length  of  the  teeth,  and  also  in 
the  angle  which  they  bear  to  the  cylindrical  surface  around  which  they  are  placed.  The  action  of 
the  cards  will  be  understood  from  Fig.  866.  If  the  two  cards  a  and  h  on  the  left  be  moved  in  op- 
posite directions,  as  indicated  by  the  arrows,  with  a  tangled  tuft  of  cotton-wool  between  them,  the 
fibres  will  bo  seized  by  all  the  teeth,  one  card  pulling  them  one  way  and  the  other  pulling  them  in 
the  opposite  direction.  The  fibres  are  thus  disentangled  and  laid  in  parallel  lines,  each  card  taking 
up  and  retaining  a  portion  of  the  cotton.  All  the  cotton  may  be  gathered  on  one  card  by  reversing 
the  position  of  the  two,  and  placing  them  as  shown  on  the  right  of  Fig.  866.  Then,  by  drawing  the 
upper  card  a  over  the  lower  one  6,  the  teeth  of  the  latter  offer  no  resistance,  but  give  up  their  cotton 
to  the  upper  card. 

The  following  is  a  description  of  the  card-making  machine  invented  by  Mr.  Whittcmore.  Long 
sheets  or  fillets  of  leather,  of  suitable  length,  breadth,  and  thickness  for  making  cards,  are  stretched 
by  winding  the  fillets  upon  a  roller  or  drum,  from  which  it  is  conducted  upward  between  guide-rollers 
to  a  receiving-roller  at  the  top  of  the  machine,  where  it  is  held  by  a  cramp,  by  which  means  the  leather 
is  kept  stretched. 

The  holes  are  pierced  in  the  leather  to  receive  the  wire  staples  or  teeth  of  the  card  by  means  of  a 
sliding  fork,  the  points  of  which  are  presented  to  the  face  of  the  leather,  while  the  fork  b  made  to 
advance  and  recede  continually  by  the  agency  of  levers,  operated  by  rotatory  cams  upon  a  revolving 
main  shaft.  The  leather  fillet  is  shifted  so  as  to  bring  different  parts  of  its  surface  opposite  to  the 
points  of  the  sliding  fork,  so  that  the  holes  shall  be  pierced  at  regular  distances.  This  is  done  by 
cams,  which  shift  the  g^ide-rollers  and  confining-drums  laterally  as  they  revolve,  and  consequently 
move  the  fillet  of  leather  at  intervals  to  the  distance  required  between  the  holes. 

The  wire  of  which  the  teeth  of  the  card  are  made  is  fed  from  a  coil  on  one  side  of  the  mainline, 
and  brought  forward  at  intervals  by  a  pair  of  sliding  pincers,  moving  to  and  fro  through  the  agency 
of  levers,  operated  by  rotatory  cams  upon  the  main  shaft.  The  pincers  having  advan<^  a  distanoe 
equal  to  the  length  of  wire  intended  to  form  one  staple  or  two  points,  this  length  of  wire  is  pressed 
upon  exactly  in  the  middle  by  a  square  piece  of  steel,  and  being  there  confined,  a  cutter  is  brought 
forward  which  cuts  it  off  from  that  part  of  the  wire  held  in  the  pincers.    The  length  of  wire  thus 
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separated  and  confined  is  now,  by  a  movement  of  the  machine,  bent  up  along  the  sides  of  the  square 
steel  bolder,  and  shaped  to  three  edges  of  the  square,  that  is,  formed  into  a  staple ;  and  in  the  same 
way  the  wire  is  cut  and  bent  into  staples  as  long  as  the  machine  is  in  operation. 

The  wire  staple  is  held  with  its  points  or  ends  outward  in  close  proiimity  to  the  forked  piercer 
before  described,  and  by  another  movement  the  staple  is  moved  forward,  its  points  entering  the  two 
holes  previously  made  in  the  leather  by  the  sliding  fork. 

While  the  wire  staple  is  being  thus  introduced  into  the  leather,  its  l^s  or  points  are  to  be  bent, 
that  is,  formed  with  a  knee  or  angle.  This  is  done  by  a  bar  or  bed,  which  bears  up  against  the 
under  side  of  the  wire  staple  when  it  has  been  passed  half  way  into  the  holes  in  the  leather,  and 
another  bar  above  it,  being  brought  down  behind  the  staple,  beuds  it  over  the  resisting  bar  to  the 
angle  required,  forming  the  knee  in  each  leg.  A  pusher  now  acts  behind  the  staple,  and  drives  it 
home  into  the  leather,  which  completes  the  operation. 

In  this  manner  a  sheet  of  card,  sometimes  called  card-clothing,  is  made,  of  the  kind  usually  em- 
ployed for  carding  wool,  cotton,  or  other  fibrous  materials.  The  wire  staples  are  set  in  the  leather, 
sometimes  in  lines  crossing  the  sheets,  which  is  called  ribbed,  or  in  oblique  lines,  called  twilled, 
which  variations  arc  produced  by  the  positions  of  the  notches  or  steps  on  the  periphery  of  the  cam 
or  indented  wheel,  which  shifts  the  guide-rollers  that  hold  the  leather  fillet  as  described. 

The  carding  engine  consists  of  one  or  more  cylinders,  covered  with  card  leather  or  clothing,  and  a 
set  of  plane  surfaces  similarly  covered,  made  to  work  against  each  other,  but  so  that  their  points  do 
not  come  into  absolute  contact  The  action  of  the  machine  is  substantially  similar  to  that  of  the  old 
hand-cards,  which  were  simply  wire  brushes  drawn  past  each  other  by  hand  in  the  manner  already 
described.  For  making  coarse  yams  one  carding  process  only  is  employed ;  but  for  finer  yams  the 
eotton  is  first  passed  tiiiough  a  breaker  carding  engine,  which  performs  the  first  rough  carding;  and 
the  slivers  delivered  by  this  arc  then  doubled  by  laying  together  a  large  number  of  them  side  by  side 
and  overlapping  one  another,  so  as  to  obtain  sufficient  thickness  and  breadth  of  material  to  allow  of 


a  farther  carding.  The  lap  thus  formed  is  fed  into  a  second  or  finisher  carding  engine.  As  numy 
as  96  slivers  from  a  breaker  card,  each  drawn  out  of  a  separate  can,  are  laid  together  by  a  doubling 
machine  into  a  single  thickness  for  the  supply  of  the  finisher,  in  order  that  the  mixing  of  the  cotton 
may  be  more  thoroughly  effected,  and  more  perfect  uniformity  insured  in  the  sliver  delivered  by  the 
finisher.  For  the  finest  qualities  of  yam  the  finii^her  card  is  itself  used  as  a  breaker,  and  the  sliver 
delivered  by  it  is  afterward  combed  by  a  combing  machine.  Fig.  867  shows  the  general  arrange- 
ment of  the  mechanism  of  a  carding  engine  such  as  is  used  as  a  finisher.  The  lap  £,  formed  of  a 
number  of  slivers,  in  this  case  from  the  breaker  card,  laid  together  into  a  fiecce  by  the  doubling 
madiine,  is  carried  by  the  feed-roller  G  to  the  Iteker-in  If,  The  latter  draws  the  cotton  into  the 
machine,  so  that  its  filaments  are  immediately  seized  by  the  large  cylinder  Ay  which  generally  rotates 
at  a  much  higher  speed  than  the  drum  JI.  The  cotton  is  then  teased  out  by  the  teeth  of  a  "  fancy 
roller,"  M,  which  runs  in  the  same  direction  as  the  main  cylinder.  Its  teeth,  however,  are  bent  for- 
ward in  the  direction  of  motion,  and  it  therefore  requires  to  be  driven  at  a  higher  velocity  than  the 
cardhig  cylinder,  and  has  accordingly  a  surface  speed  of  2,000  feet  per  minute,  that  of  the  main 
cylinder  being  about  1,600  feet.  The  cotton  is  thus  taken  from  the  teeth  of  the  main  cylinder  and 
thrown  against  those  of  the  stripper  C.  The  fibres,  having  thus  been  subjected  to  a  preliminary 
oirdhig,  are  again  swept  off  the  teeth  of  the  stripper,  moving  at  only  400  feet  per  minute,  by  the 
higher  speed  of  the  main  carding  cylinder.  In  some  machines  more  rollers  and  strippers  are  added, 
80  that  knots  taken  out  by  the  first  drums  and  retumed  to  the  cylinder  are  again  caught  by  others. 
Passing  the  combination  of  rollers,  the  fibres  are  next  brought  into  contact  with  the  cards  of  the  top 
flats  D,  which  arrest  knots  and  bold  them  until  the  enUnglement  is  removed,  or  until  the  flat  is 
ttken  out  and  cleaned,  which  is  occasionally  done.  The  teeth  of  these  flats  are  set  to  face  those  of 
the  carding  cylinder  A,  and  travel  forward  in  the  same  direction  as  the  surface  of  the  cylinder,  but 
at  a  very  sbw  rate.    ^Die  flats  are  arranged  to  work  at  a  slight  inclination  to  the  surface  of  the  card- 
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ing  cylinder,  so  that  the  delivering  side  of  each  flat  is  closer  to  the  cylinder,  and  a  wider  space  is  left 
at  the  entering  side  between  the  flat  and  the  cylinder  for  the  cotton  to  enter.  The  angle  thus  formed 
is  called  the  bevel  of  the  flat.  On  quitting  the  carding  cylinder  each  flat  in  turn  is  stripped  of  any 
impurities  by  a  vibrating  comb.  The  flats  are  further  cleaned  by  the  brush  /,  and  their  surface  is 
kept  true  by  an  emery-wheel,  V, 

The  fleece  of  straightened  fibres,  which  now  lie  in  parallel  rows  among  the  teeth  of  the  cylinder 
card,  is  removed  by  the  doffer  iT,  which  is  covered  by  a  spiral  fillet  of  cards  revolving  at  a  much 
slower  rate  than  the  cylinder,  and  in  a  diff'erent  direction.  From  the  doffer  the  fleece  is  removed  by 
a  vertically  reciprocating  comb  /,  called  the  doffer-kni/ey  which  has  a  rapid  motion  tangential  to  the 
surface  of  the  teeth.  The  material  is  then  contracted  into  a  sliver  by  condensing  rollers,  which,  re- 
volving at  a  relatively  greater  velocity  as  the  sliver  proceeds,  slightly  draw  it,  and  tend  to  make  the 
fibres  parallel.  Thence  the  sliver  is  coiled  down  in  the  can  O.  The  coiler  consists  of  a  revolving 
plate  having  an  eccentric  aperture,  through  which  the  sliver  is  passed  from  a  pair  of  rollers  above 
the  plate.  The  can  is  also  made  to  revolve  with  a  slow  motion  in  the  opposite  direction  to  the  coiler, 
and  the  centre  line  of  the  latter  is  eccentric  to  the  axis  of  the  can,  whereby  the  sliver  delivered  from 
the  coiler  describes  a  succession  of  curves  in  the  can,  which  form  coils  continually  crossing  eadi 
other,  so  that  when  the  sliver  is  removed  its  parts  do  not  adhere  together. 

The  breaker  carding  machine  differs  from  that  above  described  in  having  a  series  of  pairs  of  card- 
ing rollers  or  workers  and  clearing  rollers  or  strippers,  an-anged  around  the  entire  upper  surface  of  the 
main  cylinder.  In  each  pair  of  rollers  the  fibre  undergoes  combing  out  and  straightening.  The  means 
for  taking  the  cotton  upon  the  main  cylinder  and  delivering  it  in  coils  are  similar  to  those  already  de- 
tailed. Carding  machines  are  sometimes  made  which  are  a  combination  of  the  breaker  and  fiidsher 
card,  having  rollers  and  clearers  on  the  side  of  the  cylinder  next  the  feeder,  and  fiats  on  the  side  next 
the  doffer.  The  finisher  carding  machine  was  formerly  constructed  without  the  licker-in,  the  main 
cylinder  taking  the  fieece  directly  from  the  feeding  roller.    This  caused  the  fibres  to  dog  the  cards. 

For  the  purpose  of  aharpetting  the  teefk,  when  a  carding  engine  is  first  filled  with  new  sheets, 
fillets,  etc.,  the  cylinders  are  put  in  motion  the  right  way,  and  a  light  emery-board,  about  4  inches 
broad,  is  traversed  over  the  top  of  the  cylinders  with  a  very  delicate  hand  ;  this  is  called  facing  up 
the  teeth,  because  the  points  of  the  wires  are  running  against  the  board,  and  is  intended  to  cot 
down  any  single  wires  that  may  be  too  long,  ^t^ter  running  the  cylinders  in  this  way  about  15  min- 
utes, their  motions  are  reversed,  and  they  are  mounted  on  the  main  and  doffing  cylinders ;  these  ire 
denominated  the  fast-grinders,  and,  after  being  properly  set,  are  caused  to  revolve  in  an  opposite 
direction  to  the  card-cylinders.  This  operation  is  continued  until  the  whole  of  the  teeth  on  both 
cylinders  are  ground  down  to  one  uniform  length ;  but,  during  the  process  of  grinding,  the  emery 
cyluiders  are  made  to  traverse  a  little  each  way,  so  as  to  grind  the  wires  to  a  round  point,  and  pre- 
vent them  from  being  hooked.  The  cards  are  then  dressed  up — first  with  a  brush  dusted  with  dialk, 
and  then  with  emery-boards,  called  strickles ;  this  latter  process  is  called  sharpening,  and  is  contm- 
ued  daily  to  the  breakers,  and  every  second  day  to  the  finishers.  The  fast-grinders  are  not  applied 
above  once  a  year,  or  only  when  the  cylinders  on  some  part  of  the  surface  have  become  higher  than 
on  the  other  parts,  or,  technically,  "  off  the  truth.**  By  this  method  of  grinding  the  cards  when 
necessary,  and  sharpening  them  every  working  day,  they  are  always  in  good  order,  and  consequently 
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produce  more  perfect  work :  also,  when  the  practice  of  sharpening  is  oontlnued  daily,  it  can  be  done 
in  much  less  time ;  two  men  can  easily  sharpen  80  carding  engines  in  the  space  of  4  hours.  The 
card-belts  being  all  fitted  with  buckles,  no  time  is  lost  in  making  them  long  or  short,  for  the  purpose 
of  reversing  the  motion  of  the  cylinders.    The  tops  are  also  brushed  out  and  sharpened  once  a  week. 
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Fig.  868  represent  the  carding  engine  ordinarily  used  in  New  England,  as  built  by  the  Lowell 
Machine  Shop,  with  Wellman  &  Woodman's  improved  self-stripper.  The  compound  cam  and  mangle- 
wheel  Bf  driven  from  the  pulley  Ay  traverses  slowly  from  back  to  point  of  the  card,  and  returns  over 
ita  path  by  means  of  the  semicircular  mangle-rack  C,  stopping  in  its  progress  at  each  alternate  top 
flat,  which  being  raised  from  its  seat  by  the  spring  bar  E^  driven  from  a  cam  on  the  opposite  side  of 
the  card  to  the  one  shown  in  the  drawing,  the  cleaner-comb  D  is  passed  under  it,  and  on  being  drawn 
out  removes  the  dirt  and  short  cotton  from  the  top  flat,  leaving  it  held  by  the  curved  wires  shown 
in  ^e  drawing,  until  such  a  quantity  has  accumulated  as  to  make  it  necessary  to  remove  it  by  hand. 
This  **  stripper,'*  which  was  introduced  in  1866,  has  now  become  of  universal  use,  not  only  saving 
a  large  amount  of  hand-labor,  but  also  causing  much  less  injury  to  the  card-clothing  than  was  caused 
bj  hand-stripping,  from  its  even  and  steady  motion.  This  motion  is  so  arranged  by  cams  as  to  strip 
the  alternate  flats,  numbered  1,  8,  6,  7,  etc,  in  its  passage  from  back  to  front  of  the  card,  while  on 
ita  return  it  cleans  those  numbered  2,  4,  6,  8,  etc.  By  the  form  of  the  different  cams  and  gears, 
the  traverse  motion  of  the  stripper  is  arrested  at  each  flat  for  the  necessary  length  of  time  required 
to  lift  the  flat,  strip  it,  and  return  it  to  its  seat  before  moving  to  the  next  one.  The  same  form  of 
card  is  used  for  both  breakers  and  flnishers,  and  the  sliver  of  cotton  is  delivered  from  the  doffer- 
oomb  into  the  "  railway-box,"  a  long  box  or  trunk  running  the  length  of  the  section  of  cards  imme- 
diately under  the  doffer,  in  which  an  endless  belt,  of  leather  or  canvas  coated  with  India-rubber, 
ooareys  the  slivers  from  the  section  of  cards  in  a  parallel  state  to  the  railway  or  lap  head,  which  is 
fliinply  a  set  of  rolls  placed  at  the  end  of  the  section. 

In  the  case  of  the  breaker-railway  or  *'  lap-head,"  as  it  is  called,  Fig.  869,  the  slivers  of  a  large 
number  of  cards,  not  often  lees  than  64  or  more  than  96,  are  wound  into  a  broad  flat  lap  of  the  width 


of  the  finisher-card,  to  which  they  are  transferred.  This  lap-head  is  shown  in  perspective  in  the 
engraving.  The  cards  for  this  would  usually  be  arranged  in  4  or  6  sections  of  16  each,  according  to 
the  width  of  the  mill,  and  placed  longitudinally  in  the  same ;  while  at  the  end  of  each  section  a 
belt  running  transversely  would  receive  the  slivers  from  that  section,  uniting  in  one  broad  sheet  at 
the  lap-head,  which  would  stand  in  line  with  the  last  section. 

The  section  of  finisher-cards  is  usually  not  less  than  8  nor  more  than  16  cards,  and  the  railway- 
head  to  the  finishers  consists  of  a  set  of  drawing-rolls,  as  described  in  the  '*  drawing-frame,"  usually 
with  a  draught  of  from  3  or  4  to  1.  At  this  point  the  sliver  is  delivered  into  cans,  which  are  carried  to 
the  drawing-frame.  The  number  of  cards  in  a  section,  and  the  draught  of  the  railway-head,  are  regu- 
lated by  the  fabric  to  be  produced,  it  not  being  considered  advisable  that  the  railway-sliver  should 
weigh  over  100  grains  per  yard.  This  sliver,  on  leaving  the  drawing-rolls,  passes  through  a  conical 
tube  or  "  trumpet,"  accurately  bored  to  a  given  size,  which,  by  a  system  of  levers  acting  on  a  belt  in 
tiie  interior  of  the  machine,  driven  by  one  of  a  pair  of  conical  drums  or  pulleys,  so  changes  the 
speed  of  the  front  rolls  that  the  sliver  keeps  its  full  size  and  weight  when  one  of  the  cards  is  acci- 
dientally  or  intentionally  stopped.  This  apparatus  is  known  as  '*  Hayden's  railway  evener  and  draw- 
mg  regulator,"  Fig.  870.  It  is  the  invention  of  Newell  Wyllis  of  Glastenbury,  Conn.,  and  D.  W. 
Hayden  of  Providence,  R.  I.,  and  has  been  improved  by  George  Draper  of  Ilopedale,  Mass. 

Still  another  form  of  card  which  has  given  successful  results  under  practical  test,  invented  and 
boilt  by  Messrs.  Foss  &  Pevey  of  Lowell,  Mass.,  is  represented  in  Fig.  871.  This,  by  using  more 
flats,  aims  to  produce  the  same  result  at  one  carding  which  formerly  required  two,  thus  saving  one- 
half  the  room  in  the  mill,  and,  as  shown  by  the  test  annexed,  one-third  of  the  power  and  labor. 
The  power  required  to  drive  cards  varies  with  the  amount  of  cotton  carded  per  day,  varying  from 
ooe-rixth  to  one-third  of  a  horse-power  per  card,  including  railway-heads,  which  respectively  take 
about  1^  horse-power  for  the  breaker  hip-head,  and  one-hidf  horse-power  for  the  finisher-railway ; 
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and  the  amount  of  cotton  to  produce  the  above  results  varies  from  27  lbs.  per  day,  single  carding, 
to  60  lbs.  per  day,  double  carding. 

The  following  gives  the  results  of  a  power  test  of  the  Foss  k  Pevey  under-flat  cotton  card,  can- 
ducted  at  the  Massachusetts  Mill,  Lowell,  Mass.,  August  1,  1878:  Eight  top-flat  breakers  (old  style) 

took  2.264  horse-power;  eight 
top-flat  finishers,  with  railway, 
2.679 ;  allowance  for  lap-heads, 
as  by  previous  tests,  .264.  Six- 
teen top-flat  cards,  carding  620 
lbs.  cotton  per  day,  took  5.207 
horse-power ;  eight  Foss  k  Pevey 
cards,  including  railway,  carding 
520  lbs.  cotton  per  day,  took 
8.277;  saving  in  power,  1.930, 
besides  the  t^aving  in  room  and 
attendance,  the  quality  and  quan- 
tity of  work  being  the  same. 

The  "top-flat*'  system  of  card- 
ing, as  already  described,  is  the 
one  which  has  been  generally 
adopted  in  the  United  States; 
but  numerous  important  varia- 
tions have  been  lately  introduoed, 
notably  in  the  new  combination 
card  of  the  Whitin  Machine  Com^ 
pany,  which  adds  the  "  worker 
and  stripper,**  as  used  in  wool 
cards,  to  a  part  of  the  top  flats. 
In  this  cafe  the  cotton  is  taken 
from  the  feed-rolls  by  a  lidcer- 
in,  which  delivers  it  to  the  main 
cylinder,  and  the  flats,  which  it 
reaches  first,  collect  the  larger 
part  of  the  leaf  and  shells  be- 
fore it  reaches  the  workers,  by 
which  it  is  evenly  distributed. 
This  form  of  card  is  intended 
to  work  from  80  to  100  lbs.  of 
cotton  per  day,  or  double  the 
amount  allowed  to  the  flat  card.  A  card  is  largely  used  in  England,  in  which  the  positions  of  the 
parts  are  exactly  reversed,  the  cotton  being  leveled  by  the  workers  and  strippers  before  going  to  the 
top  flats,  which  catch  the  dirt  and  waste. 

Another  form  of  English  card  i»  known  as  the  roller  card,  and  has  no  top  flats  at  all,  but  uses  the 
workers  and  strippers  entirely.  A  card  of  this  kind  has  been  introduced  in  this  coimtry  by  the 
Messrs.  Gambrill  of  Baltimore, 

and  is  known  as  the  Gambrill  *"• 

card.  One  of  these  cards  will 
turn  out  from  160  to  180  lbs. 
of  cotton  per  day ;  it  takes  out 
less  waste  and  cleans  the  cotton 
less  thoroughly  than  the  flat 
card,  but  is  very  serviceable 
with  clean  cotton  or  for  coarse 
work. 

Still  another  form  of  English 
card  is  represented  in  Fig.  872, 
in  which  the  top  flats  are  at- 
tached to  an  endless  chain,  which 
travels  slowly  in  the  same  direc- 
tion as  the  surface  of  the  main 
cylinder,  and  by  the  operation 
of  which,  as  shown  in  the  cut, 
each  card-flat  is  reversed  in  po- 
sition as  it  leaves  the  cylinder 
to  return  to  the  starting-point. 
It  is  then  stripped  by  a  cleaner- 
card,  which  is  stationary  at  that 
place. 

IV.  t)RAwiNG-FRAUES. — ^Thc  cotton  leaves  the  carding  engine  in  the  state  of  a  delicate,  flat,  nar- 
row strip  or  ribbon,  called  a  sliver ;  and  these  slivers  have  now  to  be  converted  into  drawings  by 
being  elongated,  narrowed,  and  thinned  to  a  still  more  delicate  condition.  In  the  first  place  the  sliv- 
ers arc  collected  in  tall  cans,  from  two  to  six  in  number,  on  one  side  of  the  **  drawing-frame,**  and 
are  from  thence  carried  upward  to  two  or  more  pairs  of  rollers,  the  two  rollers  of  each  pair  revolving 
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in  contact.  Here  all  the  sliTera  or  oardings  are  collected  into  one  group,  and  are  drawn  between  the 
rollers  by  the  rotation  of  the  latter.  Now,  if  these  rollers  all  revolyed  equally  fast,  the  cotton 
would  leave  them  with  the  same  united  thickness  as  when  it  entered ;  but  the  last  pair  revolve 
quicker  than  the  first,  so  as  to  draw  out  the  cotton  into  a  more  attenuated  ribbon,  because  the  more 

878. 


stowly  revolving  rollers  do  not  supply  the  material  fast  enough  for  the  maintenance  of  the  original 
thickness.  This  is  perhaps  the  most  important  principle  in  the  whole  range  of  the  cotton  manufac- 
ture ;  for  it  is  exhibited  alike  in  the  present  process  and  in  the  next  two  which  follow.  All  the  sliv- 
ers  are  connected  into  one  after  leaving  the  rollers,  and  the  united  drawing  passes  through  a  kind  of 
trumpet-shaped  funnel,  and  thence  is  conducted  into  a  tall  can,  round  the  interior  of  which  it  coils 
itsell    One  consequence  of  the  drawing  process,  if  properly  conducted,  is  that  the  drawing  is  per- 


fectly equal  in  thickness  in  every  part,  and  formed  of  parallel  fibres ;  and  in  order  to  insure  this,  the 
drawing  is  repeated  more  than  once,  each  narrow  ribbon  being  **  doubled  '*  with  others  before  each 
successive  drawing. 

The  drawing-frame  as  built  by  the  Lowell  3Iachinc  Shop  is  represented  in  Fig.  873.  The  cans 
which  have  received  the  sliver  from  the  railway-head,  which  is  in  reality  a  "  first  drawing,"  are 
pUoed  behind  the  frame,  and  the  attenuated  sliver  is  delivered  at  the  front  through  the  rolls  A, 
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Two  or  more  of  these  sliTers  are  united  at  the  trumpet  B^  and  compressed  by  the  condenser-rollg  C, 
and  delivered  again  into  cans  which  stand  on  the  rotating  plate  i>  D,  to  which  a  reciprocatine  action 
from  right  to  iSt  and  vice  vena  is  given  by  the  shaft  K    The  drawing-frame,  as  now  usuaUy  built, 
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has  4  pairs  of  oonsecutive  rolls,  the  speed  of  which  varies  according  to  the  quantity  and  quality  of 
the  work  desired.  The  draught  or  attenuation  in  the  machine  will  vary,  accordingly,  from  8  to  4^  to  I, 
and  the  speed  of  the  different  rollers  may  be  approximately  stated  as  follows :  first  pair,  100  rerolu- 
tions  per  minute ;  second  pair,  126  revolutions ;  third  pair,  180  revolutions ;  fourth  pair,  800  reTola- 
tions.  It  will  be  seen  by  this  that  the  draught  is  arranged  to  come  between  the  first  and  second  and 
the  third  and  fourth  pairs  of  rollers,  the  last  being  the  greatest,  and  that  between  the  second  and 
third  pairs  barely  sufficient  to  keep  the  fibres  in  tension.  The  average  power  of  the  drawing-frame 
may  be  taken  at  one-tenth  hoi'se-power  for  each  delivery. 

jKovinff-I^amea. — ^Two  sets  of  drawing-frames,  known  as  first  or  second  drawing,  are  usually  em- 
ployed, and  from  the  second.  Fig.  874,  the  sliver  passes  to  the  roving-frame,  where  it  is  brought  to  the 
state  of  roving.  In  many  rospects  the  process  of  roving  is  similar  to  that  of  drawing,  inasmuch  as  it 
draws  out  the  cotton  to  a  state  of  still  greater  attenuation ;  but  as  the  cotton,  in  its  now  reduced 
thickness,  has  scarcely  cohesive  strength  enough  to  make  the  fibres  hold  together,  the  roving  has  a 
slight  twist  given  to  it,  by  which  it  is  converted  into  a  loose  kind  of  thread,  or  spongy  cord. 

The  "  bobbin-and-fly  frame  "  consists  of  a  system  of  vertical  spindles,  on  each  of  which  is  placed 
a  reel  or  bobbin,  and  also  a  kind  of  fork  called  a  **  fly,"  still  farther  removed  than  the  bobbin  from 
the  axis  of  the  spindle.  The  drawing  or  delicate  sliver  of  cotton  is  first  drawn  through  or  between 
rollers,  and  elongated  to  the  state  of  a  roving ;  then  this  roving  passes  down  a  tube  in  one  prong 
of  the  fork  or  fly,  and  becomes  twisted  by  the  revolution  of  the  fly  round  the  bobbin,  while  at  the 
same  time  the  twisted  roving  becomes  wound  with  great  regularity  upon  the  bobbin.  The  machine 
in  fact  performs  three  different  and  distinct  operations :  it  first  attenuates  the  '* drawing*'  to  a  state 
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of  still  greater  thinness  and  delicacy  than  it  had  before ;  it  then  gives  to  the  roving  thus  produced 
a  slight  twist,  sufficient  to  enable  the  fibres  to  cohere ;  and,  lastly,  it  winds  this  twined  roving  upon 
a  bobbin,  on  which  it  is  conveniently  transferred  to  the  spinning  machine.    Instead  of  the  bobbin- 
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tnd-fly  frtme,  in  this  ooontry  the  apeeder  and  stretcher  are  more  commonly  used,  especially  on  the 
eoarse  yams.  The  principal  difference  in  the  two  machines  is  that^  while  in  the  fly  frame  the  flyer 
b  like  an  inverted  U,  and  is  screwed  to  the  top  of  the  spindle,  requiring  to  be  unscrewed  and  repUoed 
each  time  the  bobbin  is  dropped,  in  the  speeder  it  is  in  the  form  of  a  flattened  ellipse,  as  shown  in 
the  engraving,  and  of  double  the  length  of  the  bobbin,  thus  permitting  the  removal  of  the  latter 
without  disturbing  the  flyer.   From  two  to  four  of  these  maohinea  are  successively  employed  to  reduce 
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the  roving  to  the  proper  size  for  the  yam  to  be  produced,  doubling  the  roving  to  insure  greater  even- 
ness before  drawing  at  each  operation. 
The  mechanism  of  the  Lowell  speeder,  as  generally  adopted  at  present  in  the  United  States  for 
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coarse  yams,  is  essentially  the  same  as  that  of  the  fly  frame,  its  principal  feature  consisting  of  the 
**  differential  motion,"  so  called,  invented  by  Aza  Arnold  of  Providence,  R.  T.,  in  1828,  and  intro- 
duced by  Henry  Houldsworth  in  England  in  1826.  By  this  motion  the  velocity  of  the  surface  of  the 
bobbin,  which  is  continually  increasing  in  diameter  with  each  successive  layer  of  roving,  is  kept  uni- 
form, and  takes  up  the  roving  exactly  as  fast  as  it  is  delivered  by  the  presser  or  finger  of  the  flyer. 
This  differential  motion  may  be  briefly  described  as  follows,  by  reference  to  Fig.  876 :  A  is  the  main 
or  driving  shaft  of  the  machine,  to  which  power  is  given  through  the  pulleys  V  V,  The  train  of 
gears,  B,  B^,  B^^  etc.,  transmit  motion  to  the  drawing-rolls  C,  C\  etc ;  and  the  small  bevels  a  and  b 
carry  the  flyer  F^  which  is  always  driven  at  the  same  speed,  the  amount  of  twist  being  regulated  by 
the  speed  of  the  rolls  (7,  C\  which  can  be  varied  by  changing  the  gears  j8,  B\  etc.    These  motions 
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are  positive  and  uniform  during  the  operation  of  the  machine  on  any  given  size  of  roving.  The 
roving,  coming  from  the  rolls  C\  passes  downward  through  the  hollow  tube  of  the  flyer  to  a  presser, 
by  means  of  which  it  is  wound  on  the  bobbin  E,  As  this  bobbin  increases  in  size  with  eveiy  layer 
that  is  wound  upon  it,  a  variable  motion  must  be  given  to  it  to  keep  the  surface  velocity  the  same, 
and  thus  avoid  breaking  the  tender  roving.  This  is  accomplished  as  follows :  A  gear  Q  on  the  shaft 
A  drives  the  bevel-gear  1  through  the  pinion  H,  I  communicates  motion  through  Jto  L^  and  thence 
through  Mf  iV,  and  O  to  the  shaft  P,  which,  by  means  of  the  small  bevels  c  and  d,  drives  the  spindle 
D  and  the  bobbin  E.  Were  the  bevel-gear  J  stationary,  the  motion  transmitted  would  be  the  same 
as  that  received,  only  reversed  in  direction ;  but,  in  order  to  accomplish  the  desired  result,  it  is  given 
a  motion  around  the  centre  of  the  shaft  H I  hy  having  its  own  axle  inserted  in  the  web  of  the 
large  gear  K^  which  moves  freely  on  the  shaft  H  /,  and  to  which  motion  is  given  by  the  pinion  T^ 
which  is  driven  from  the  shaft  H  by  the  gears  shown  at  Q  and  the  cone-pulleys  It  and  r,  and  the  belt  S, 
Now,  if  the  gear  AT  be  made  to  revolve  around  the  shaft  H  ly  carrying  with  it  the  fulcrum  of  tiie 
bevel  (/,  it  is  obvious  that  the  motion  of  the  bevel  L  and  its  consequent  train  of  gears  will  either 
be  advanced  or  retarded,  according  to  the  direction  given  to  the  geat  K,  In  order  to  retard  the 
revolutions  of  the  bobbin  in  proportion  to  its  constantly  increasing  diameter,  the  gear  K  is  there- 
fore made  to  move  in  the  same  direction  with  the  bevel  I;  and,  as  each  successive  layer  of  roving  is 
put  on  to  the  bobbin,  its  velocity  is  inci-eased  by  the  shifting  of  the  belt  S  from  left  to  right  on  the 
cone  pulleys  i?r  by  a  ratchet  motion  not  shown  here,  but  which  is  operated  by  the  same  action 
which  lifts  and  lowers  the  bobbin  for  each  successive  layer.    This  is  done  by  raising  and  lowering 


suum-jui^m-^ 
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the  rail  IF,  in  which  the  spindlea  are  stepped,  the  spindles  being  splined, 
and  sliding  up  and  down  throuf^h  the  driving-gear  d.  The  exact  pn^r- 
tions  are  not  given  in  this  drawing,  the  object  being  only  to  explain  the 

motion,  which  is  one  of  the  most  beautiful  and  important  in  its  effects  of  any  in  the  process  of 

cotton-spinning. 
Fig.  876  is  a  rear  view  of  the  ordinary  form  of  English  roving-frame,  exhibiting  ihe  genera!  ai^ 

rangement  of  the  gearing ;  and  Fig.  877  is  a  front  view,  showing  the  spindles  and  the  gears  by  which 
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they  are  driven.    These  madiines  are  built  by  nearly  all  the  principal  makers  of  cotton  machinery 
m  Uie  United  States,  and  are  generally  used  for  fine  yams. 

Draper's  filling-frame,  figs.  878  and  879,  the  invention  of  Messrs.  George  Draper  k  Sons  of 
Hopedale,  Mass.,  is  designed  to  aeoomplish  the  object  of  spinning  a  soft-twist  bobbin  of  weft,  like 
the  mole  '*  oop,"  for  use  in  the  shuttle.    The  great  difficult  in  previous  attempts  to  accomplish  this 

879. 


purpose  has  been  that,  when  the  yam  was  being  wound  on  the  spindle  at  the  extreme  or  **  nose  " 
of  the  cop,  the  pull  on  the  traveler  was  so  directly  radial  that  it  reduced  the  size  of  the  yam,  by 
stretching  it,  to  a  finer  number  than  when  it  was  winding  on  the  base  of  the  cop,  where  the  pull 
was  more  tangential  This  objection  the  Messrs.  Draper  seek  to  obviate  by  diminishing  the  speed 
of  the  front  rolls  at  the  time  the  yarn  is  winding  on  the  small  barrel  of  the  bobbin,  so  as  to  give 
less  draught  at  that  time,  and  consequently  a  coarser  yam  is  delivered  from  the  rolls ;  but  it  is 
reduced  to  its  proper  size  by  the  tension  between  the  traveler  and  the  bobbin.  This  is  accom- 
plished by  the  use  of  the  cone-pulleys  A  B^  by  which  the  front  rolls  are  driven  independently  of  the 
others,  and  the  driving-belt  on  which,  (7,  is  traversed  from  right  to  left  by  the  shipper  D,  which 
in  turn  is  moved  by  the  chain  E^  connected  with  the  lift  motion,  which  gives  the  traverse  to  the 
ring-rail  in  such  a  manner  that,  when  the  rail  is  up  at  the  top  of  the  wind,  the  front  rolls  are  re- 
ceiving a  slower  motion  than  when  it  is  down  on  the  base  of  the  cone.  The  drawings  will  fully 
explain  all  the  details.  This  frame,  though  a  very  recent  invention,  is  beiog  widely  introduced,  as  it 
produces  a  soft-twist  weft,  similar  to  that  spun  on  the  mule,  with  great  rapidity,  and  occupies  but 
on^half  the  floor  space  of  the  mule  in  a  mill,  while  it  can  be  tended  by  a  cheaper  class  of  operatives. 
26 
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All  preTious  attempts  to  spin  weft  in  the  frame  directly  upon  the  spindle  without  the  use  of  a  bobbin 
have  proved  failures  eventually.    The  use  of  the  bobbin  also  saves  50  per  cent  of  the  waste. 
Spinning-Frames, — The  roving,  having  been  reduced  to  the  proper  size  for  the  intended  number  of 

880. 


yam,  now  goes  to  the  spinning-machine,  which  may  be  a  throstle  or  mule ;  the  ring-throetle  being 
generally  used  in  the  United  States  for  warp,  and  the  mule  for  weft,  though  either  machine  is  occa- 
sionally employed  for  both  purposes.  Fig.  880  shows  the  ring  spinning-frame  of  the  latest  pattern, 
as  built  by  the  Whitin  Machine  Company. 

The  principle  of  the  ring  spinning-frame  is  very  simple.    The  spindle  is  driven  by  a  band  from  a 
central  cylinder,  and  the  lx)bbui  is  held  upon  the  spindle  by  a  slight  friction,  and  revolves  with  it, 


881. 
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the  yam  being  wound  upon  the  bob- 
bin by  the  friction  of  a  "  traveler  "  or 
small  metal  hook,  which  is  carried  by 
the  yam  around  a  ring  of  hardened 
iron,  which  is  concentric  to  the  spin- 
dle, as  in  Fig.  881,  where  A  represents 
the  plan  and  section  of  the  ring,  E  the 
ling-rail  which  carries  it,  and  which 
rises  and  falls  to  give  the  traverse  to 
the  yam  on  the  bobbin  jB,  which  is 
carried  by  the  spindle  C,  and  gives 
the  proper  twist  to  the  yam.  D  is 
the  traveler,  which  is  carried  by  the 
thread  F,  and  the  resistance  or  "  drag  " 
of  which  winds  the  thread  on  the  bob- 
bin as  fast  as  it  is  delivered  by  the 
spinning-rolls,  the  operation  of  which 
is  identical  with  that  of  the  rolls  in 
the  drawing  and  roving  processes,  be- 
ing the  fundamental  principle  as  in- 
vented by  Ark  Wright. 

Great  improvements  have  been  made 
since  1870  in  the  construction  of  the 
spindles  and  bobbins.  The  first  of  these 
was  the  invention  of  Oliver  Pearl  of 
Lawrence,  Mass.,  and  consisted  in  cut- 
ting off  2\  inches  from  the  top  of  the 
spindle,  thus  lessening  the  tendency  to 
vibration,  boring  out  the  bobbin  to  a 
thin  shell,  and  then  strengthening  it 
by  reenforces,  or  bushings,  at  the  bot- 
tom, top,  and  centre,  the  centre  bush- 
ing being  at  the  height  of  the  top  of  _ 
the  spindle,  and  by  its  adhesion  thereto, 

combined  with  the  adhesion  of  the  bush  at  the  bottom,  getting  friction  enough  to  be  carried  around 
with  the  spindle.    This  reduction  of  weight  above  the  bolster  admitted  of  a  much  laiger  reduction 
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J,  Old  spindle.  C  Gtrwd's  pplndle. 

^  Pearrs  epindle.        />,  Babbelh^s  spiodla 

£y  Bawyer^s  spiodle. 
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below,  so  that  the  weight  of  the  spindle  was  reduced  from  12  or  13  ounces  to  6  or  6  ounces,  and  the 
bobbin  from  1^  ounce  to  half  an  ounce,  saving  one-third  of  the  power  required  to  drive  the  spin- 
ning in  a  mill,  or  one-sixth  of  the  whole  power  required  in  the  manufacture. 

A  reference  to  Fig.  882  will  show  the  difference  from  the  old  form  of  spindle,  and  also  the  forms 
of  the  Sawyer  spindle,  which  was  patented  by  Jacob  II.  Sawyer  of  Lowell  in  1871,  the  Garsed  spindle, 
and  the  Rabbetb  spindle. 

In  the  Sawyer  spindle  the  bolster,  or  upper  bearing,  is  at  the  top  of  a  tube,  which  reaches  half-way 
np  into  the  bobbin,  the  latter  being  chambered  out  to  receive  it,  and  supported  on  the  spindle  by  two 
**buflhe3,^'  or  reenforccs,  one  at  the  top  of  the  bobbin,  and  one  just  above  the  tubular  bolster.  By 
this  arrangement  the  centre  of  gravity  of  the  full  bobbin  is  brought  down  close  to  the  fulcrum,  and 
the  vibration  of  spindle  and  bobbin  lessened  still  further  than  by  FearPs  patent,  with  a  somewhat 
greater  saving  of  power,  the  spindle  being,  as  before,  reduced  to  6  or  6  ounces. 

Another  light  spindle  was  introduced  by  Richard  Garsed  of  Frankford,  Philadelphia,  in  1872, 
in  which  the  bobbin  is  chambered  out  for  half  its  height  from  the  bottom,  or  nearly  to  the  top  of 
the  spindle,  and  a  reenforce  inserted  at  the  bottom,  two  steel  wires  passing  through,  forming  a 
dutch,  which  engages  on  a  squared  shoulder  on  the  spindle,  just  above  the  bolster,  and  driving  the 
bobbin  by  a  positive  motion,  the  pit  of  the  bobbin  at  the  top  of  the  spindle  not  being  tight  enough 
to  cause  friction. 

Still  another  form,  introduced  in  1871-72,  is  the  '^Rabbeth"  spindle,  built  by  Fales  k  Jenks  of 
Fawtucket,  R.  I.,  in  which  the  bobbin  is  similar  to  that  of  the  Sawyer,  but  in  which  the  spindle  runs 
in  a  tube  full  of  oil,  a  sleeve  carrying  the  driving-whorl,  on  its  lower  end,  being  so  attached  to  the 
spindle  as  to  overhang  the  tube,  and  with  it  be  introduceid  into  the  lower  half  of  the  bobbin,  which 
is  partially  supported  and  diiven  by  it 

Many  thousands  of  each  of  these  forms  of  light  spindle  are  now  in  operation,  saving  from 
83  to  40  per  cent,  of  the  power  formerly  required,  or  admitting  of  being  used  at  such  increased 
velocity  as  materially  to  increase  the  product  of  a  given  number  of  spindles  with  the  same  power  as 
before. 

y.  MuiiSS. — ^In  these  machines  the  rovings  are  delivered  from  a  series  of  sets  of  drawing-rollers  to 
spindles  placed  upon  a  carriage,  which  travels  away  from  the  rollers  while  the  thread  is  being  twisted,  ^ 
and  returns  toward  the  rollers  while  the  thread  is  being  wound.  The  drawing  and  stretihing  action 
of  the  mule-spinner  makes  the  yam  finer  and  of  a  more  uniform  tenuity  than  the  mere  drawing  and 
twistmg  action  of  the  throstle.  As  delivered  by  the  rollers,  the  thread  is  thicker  in  some  parts  than 
fai  others ;  and  the  thicker  portions,  not  being  so  well  twisted,  are  softer  and  yield  more  readily  to 
the  stretching  power  of  the  mule,  by  which  means  the  twist  becomes  more  equable  throughout  the 
yam.  Throstle-spinning  is  seldom  employed  for  numbers  higher  than  40  or  50  hanks  to  the  pound, 
because  smaller  yam  would  not  have  strength  enough  to  bear  the  drag  of  the  bobbin ;  but  in  mule- 
spinning  the  yam  Is  built  upon  the  spindles  without  subjecting  it  to  appreciable  strain.  The  mule- 
carriage  carrying  the  spindles  recedes  from  the  rollers  with  a  Telocity  somewhat  greater  than  the 

«88. 


rate  of  delivery  of  the  reduced  roving,  the  rapid  revolution  of  the  spindles  giving  a  twist  to  the  yam 
which  stretdies  it  further.  When  the  rollers  cease  giving  out  the  rovings,  the  mule-spinner  still 
continues  to  recede,  its  spindles  revolving,  and  thus  the  stretching  is  effected.  The  distance  to  which 
the  spindles  recede  from  the  rollers  while  both  are  in  action  is  called  a  stretch.  This  is  usually  from 
64  to  66  inches.    The  space  oyer  which  the  carriage  moves  in  excess  of  the  paying  out  of  the  rollers 
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is  called  the  gaining  of  the  carriage.  The  space  traversed  by  the  carriage  after  the  paying-oat 
action  of  the  rollers  is  stopped  is  called  the  second  stretch  ;  during  this,  the  spindles  aro  rerolved 
very  rapidly  to  save  time.  When  the  drawing,  stretching,  and  twisting  of  the  yam  are  aocomptisbed, 
the  mule  disengages  itself  from  the  parts  of  the  machine  by  which  it  has  been  driven,  and  the  car- 
riage is  return^  to  the  rollers,  the  thread  being  then  wound  upon  the  spindle.    The  specific  differ* 
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enoe  between  the  action  of  the  throstle  and  the  mule  is,  that  the  former  has  a  continuous  action  upon 
the  roving,  drawing,  twisting,  and  winding  it  upon  the  spindle ;  while  the  mule  draws  and  twista  at 
one  operation  as  the  carriage  runs  out,  and  then  winds  all  the  lengths  upon  the  spindles  as  the  ca^ 
riage  runs  in.* 

iTie  Mason  Self-Actor  Mule. — ^As  an  example  of  the  best  form  of  American  construction  of  this 

68& 


machine,  we  present  in  Figs.  883  to  886  views  of  the  self-actor  mule  constructed  by  Mr.  WilHtm 
MaFon  of  Taunton,  Mass.  Fig.  883  is  a  perspective  view.  Fig.  884  an  elevation  of  the  oPPJ?J* 
side,  and  Figs.  886  and  886  plan  and  elevation  of  carriage  and  drawing-rolls.    This  mule  dinert 


•  Knighrs  *^  Mechanical  Dictionaiy.*' 
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from  all  others  mainly  in  the  manner  in  which  all  the  movements  appertaining  specially  to  a  self- 
actor  are  produced.  In  most  other  varieties  the  carriage  is  nm  in  by  means  of  a  rope  being  wound 
upon  a  kind  of  spiral  scroll-wheel,  the  grooves  in  which  the  rope  winds  commencing  with  a  small 
dUmeter  on  one  side,  and  increasing  in  diameter  until  the  carriage  has  arrived  at  the  middle  of  its 
course,  and  then  diminishing  on  the  other  side  of  the  scroll  until  the  carriage  reaches  the  end  of  the 
stretch.  The  carriage  is  then  hauled  out  by  another  rope  wound  on  a  grooved  cylinder  that  is  uni- 
form m  diameter.  These  ropes  need  constant  adjusting,  as  they  are  liable  to  stretch  and  vary  with  the 
changes  in  the  weather.  In  the  Mason  mule  the  carriage  is  run  in  by  a  crank  motion.  A  crank-pin 
is  fixed  in  a  large  whed,  which  by  a  pitman  or  connecting-rod  is  attadied  to  a  rack,  the  rack  plying 
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mto  a  pinion-wheel,  on  the  shaft  of  which  is  a  large  wheel  that  gears  into  another  pinion  on  another 
shaft  that  extends  the  whole  length  of  the  mule  on  its  back  side  near  the  floor.  On  this  back  shaft 
are  a  number  of  small  chain-wheels,  carrying  endless  chains  that  pass  imder  the  carriage  and  around 
small  pulleys  at  the  front  of  the  machine.  These  chains  may  be  two,  three,  or  four  in  number, 
aooordhig  to  the  length  of  the  carriage  and  number  of  spindles.  The  carriage,  being  attached  to 
the  chains,  is  not  only  run  in  through  the  intervention  of  the  train  of  machinery  leading  back  to  the 
crank,  but  is  also  drawn  out  by  the  same  train  independent  of  the  crank,  as  will  be  described  fur- 
ther on.  The  chains  also  hold  the  carriage  perfectly  square  and  straight  Thus  the  crank  in  running 
half  a  revolution  will,  through  this  train,  run  the  caniage  in  and  give  it  the  same  motion  over  its 
course  as  that  of  the  piston  of  a  steam-engine,  which  is  the  sweetest  reciprocating  motion  that  can 
be  produced.  The  carriage  can  be  run  in  in  less  time  with  this  motion  than  any  other,  and  it  starts 
and  stops  at  a  dead  point  without  the  slightest  concussion  or  jar.  The  drawing-rolls  are  driven  from 
the  main  shaft  through  a  train  of  gear-wheels,  and  the  band-pulleys  that  drive  the  spindles  are  on 
the  same  shaft  The  carriage  is  driven  out  by  gearing  extending  from  the  front  drawing-roll  to  the 
same  train  that  runs  it  in.  Thus,  when  the  carriage  arrives  out,  the  crank  has  returned  to  the 
proper  position  to  run  it  in  again.  The  back-off  motion  and  the  depression  of  the  faller  are  also 
produced  by  a  crank  through  the  medium  of  the  necessary  devices,  which  enables  this  operation  to 
be  performed  quickly  and  smoothly  without  jerking  or  shaking.  In  the  winding,  a  small  quadrant  is 
employed  in  combination  with  a  cam,  the  stuape  of  which  is  so  arranged  as  to  correct  the  imperfec- 
tions of  the  quadrant  as  it  is  ordinarily  used.  These  mules  work  very  quietly  and  smoothly,  without 
shodcB  or  ooncossions,  and  can  be  run  rapidly,  and,  it  is  claimed,  with  from  49  to  60  per  cent  less 
power  than  other  varieties. 

The  space  required  for  a  pair  of  mules  depends  upon  the  number  and  gauge  of  the  spindles,  and 
the  relative  position  of  the  heads.  If  the  latter  are  not  set  opposite  to  each  other,  a  pair  of  mules  can 
be  erected  in  a  width  of  16  feet  from  outside  to  outside  of  creel-box ;  18  feet  gives  ample  room.  To 
ascertun  the  length  of  a  mule  with  any  required  number  of  spindles  and  gauge,  multiply  the  number 
of  spindles  by  the  gauge  and  add  68  inches. 

7%«  Parr-Curtis  Mule. — ^This  mule.  Figs.  887  to  890,  is  representative  of  the  best  English  practice, 
and  is  built  by  Messrs.  Curtis,  Sons  k  Co.,  Phoenix  Works,  Manchester.  It  is  based  on,  and  im- 
proved from,  the  original  mule  of  Richard  Roberts.  The  motions  are  as  follows :  The  rollers  deliver 
the  yam,  the  carriage  is  taken  out,  and  the  spindles  are  turned  by  bands  from  drums  to  which  mo- 
tion is  giren  by  the  twist-pulley  M,  The  next  motion  is  backing  off  the  spindles  to  uncoil  a  suffi- 
cient quantity  of  yam  to  allow  the  faller  to  descend,  and  carry  with  it  the  yam  to  the  point  where  it 
is  to  begin  to  be  wound  upon  the  spindles.  The  carriage  is  then  drawn  in,  and  the  spindles  receive 
the  yam,  so  distributed  as  to  form,  a  cop.  Fig.  887  is  a  side  view  of  the  headstock,  with  the  carriage 
in  position  of  half  stretch.  Fig.  838  is  a  plan  of  the  headstock,  with  a  portion  of  the  rollers  on 
eadi  side,  and  of  the  carriage  in  the  same  position  as  in  Fig.  887.  Fig.  889  shows  the  details  of  the 
regulator,  and  Fig.  890  the  change-clutch  mechanism. 

Motion  is  given  to  the  machine  by  the  driving-pulleys  C,  which  drive  the  twist-pulley  M  by  the 
rim-shaft  /,  which,  by  means  of  the  bevel-gears  A^  Fig.  888,  also  gives  motion  to  the  roller-shaft 
B,  and  through  that,  by  the  gears  n,  to  the  taking-out  shaft  if,  on  which  a  drum  carries  the  band 
L,  whidi  passes  around  a  carrier-pulley  on  the  front  of  the  headstock,  and  returns  to  the  front  of 
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the  carriage ;  the  other  end  being  also  fastened  to  the  back  of  the  carriage  at  a,  and  similar  drums 
at  each  end  of  the  shaft  being  connected  to  the  ends  of  the  carriage.  The  twist-band  e  passes  from 
the  twiflt-puUey  M  to  the  front  of  the  headstock  around  the  carrier-puUeys  P  p^  drivmg  in  its  pas- 
sage the  pullejrs  k  on  the  drum-shaft  R^  from  which  smaller  bands  are  carried  directly  to  the  spindles 
8^  fig.  687.    The  upright  shaft  jT,  Fig.  887,  is  driven  by  bcTel-gears  on  the  hub  of  one  of  the  pul- 
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leys  C,  and,  through  another  bevel-gear,  gives  motion  to  the  winding-scroll  Z7,  Fig.  887,  around 
which  the  band  e  passes  through  the  carriage,  and  is  made  fast  to  a  take-up  ratchet  on  the  front 
side,  and  draws  in  the  carriage  to  the  roller-beam,  when  the  stretch  and  twist  are  completed.  When 
the  belt  is  on  one  of  the  pulleys  (7,  the  carriage  is  drawn  out,  and  the  rollers  are  put  in  revolution, 
by  the  shafts  B  and  JT,  driven  by  the  rim-shaft  //  and  when  the  stretch  is  completed,  a  spring 
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shipper  throws  the  belt  upon  the  other  pulley  C,  which  by  the  bevel-gear  drires  the  shaft  Ty  and  by 
means  of  the  scrolls  U  draws  back  the  carriage  to  its  starting-point.  While  the  drawing-out  shaft 
iT  is  in  operation,  the  shaft  a,  driven  from  it  by  the  bevel-gears  dy  drives  through  the  gears  o  the 
cross-shaft  w,  a  pinion,  ^,  Fig.  887,  which  works  in  the  segment-gear  g  of  the  quadrant  arm  i), 
raising  it  to  a  perpendicular  position.  Down  this  arm  runs  a  screw,  as  seen  in  Fig.  887,  on  whidi 
moves  a  nut  to  which  is  attached  a  chain,  the  other  end  of  which  passes  round  and  is  fastened  to 
the  drum  r  in  the  carriage,  which  is  geared  to  the  drum  i^,  which  drives  the  spindles.  When  the 
carriage  is  drawn  in,  this  quadrant  holds  back  on  the  chain,  thereby  revolving  the  drum  r,  and 
through  it  the  drum  i2,  giving  motion  to  the  spindles  S^  Fig.  887,  and  winding  up  the  yarn  already 
produced ;  the  change  of  position  of  the  nut  on  the  quadrant,  as  the  latter  drops  over  to  a  horizontal 
position,  increasing  the  tension  of  the  chain,  and  consequently  the  speed  of  the  spindles,  as  the  yarn 
is  wound  from  the  larger  diameter  of  the  cop  down  to  the  smaller  one  of  the  spindle  itself.  By 
means  of  a  ratchet  and  click  the  screw  in  this  quadrant  is  given  a  rotatory  motion,  which  qarries 
the  nut  at  each  stretch  further  toward  the  end  of  the  quadrant,  thus  describing  increased  arcs,  and 
thereby  causing  the  spindles  to  turn  at  each  stretch  more  slowly  at  the  banning  and  more  quickly 
toward  the  end  of  each  winding-on,  the  faller-wire  beginning  the  winding-on  each  time  at  a  higher 
point  on  the  spindle.  When  the  double  cone  which  forms  the  base  of  the  cop  is  completed,  the 
winding-on,  guided  by  the  quadrant  2),  remains  constant,  as  the  nut  does  not  move  any  more,  while 
the  faller  aS^r  each  stretch  continues  to  lay  on  the  yam  successively  at  a  higher  point  on  the  spindle. 
The  faller  and  counter-faller  shafts  are  shown  at  y.  Fig.  888,  operating  arms  i  i  and  wires  c. 
Motion  is  given  to  these  from  the  scroll  6  on  the  drum-shaft,  through  the  chain  and  lever  shown. 
Their  operation  is  too  well  known  to  need  further  description. 

On  a  cam-shaft,  driven  from  the  upright  shaft  T  by  the  bevels  and  pinion,  are  cams  (not  shown) 
for  engagmg  and  disengaging  the  clutch,  which  stops  and  starts  the  rolls  as  required,  and  also  for 
stopping  and  starting  the  drawing-out  motion.  The  change-clutch  W  (see  Fig.  890)  on  this  shaft, 
which  effects  these  changes,  is  operated  by  the  lever  A,  attached  to  the  inside  of  the  headstock,  the 
cams  on  each  end  of  which  are  struck  and  moved  by  rollers  attached  to  the  carriage  as  it  reaches 
each  end  of  the  stretch,  and  which  engages  and  disengages  this  clutch,  one-half  of  which  is  fast  to 
the  sleeve  N,  sliding  on  the  shaft,  and  the  motion  of  which  shifts  the  belt  on  the  pulleys  C,  and 
effects  the  other  changes  mentioned  above. 

The  backing-off  motion  is  given  to  the  twist-pulley  if  by  a  friction-clutch,  which  is  put  in  opera- 
tion for  a  few  seconds  when  the  belt  is  shifted  from  one  pulley  C  to  the  other. 

The  regulator-shaft  1,  with  the  snail  2,  shown  in  detail  in  Fig.  889,  is  operated  by  a  dog  or  finger 


4,  which  is  attached  to  the  carriage  and  connected  with  the  coimter-faller.  Should  the  yam  be 
wound  too  tight  on  the  cop,  the  strain  on  the  counter-faller  depresses  it,  allowing  the  dog  8  to  fall, 
so  as  to  engage  in  the  snail  2,  and  give  a  rotary  motion  to  the  shaft  1,  whidi  is  communicated  by  the 
gear  8  to  the  screw  on  the  quadrant,  and  releases  the  nut  v,  so  as  to  slacken  the  strain  a  little.  The 
screws  on  the  quadrant  Q  and  the  regulator-shaft  1  are  run  back  by  hand  when  the  cop  is  com- 
pleted. It  is  impossible  to  describe  all  the  details  of  the  motions  without  a  great  number  of  en- 
gravings of  parts ;  but  it  is  believed  that  the  above  description  will  convey  to  a  mechanic  a  sufiicient 
idea  of  the  operations  of  this  mule. 

VI.  Spooling. — ^The  yam,  having  been  taken  from  the  spinning-frame,  is  now  to  be  prepared  for 
the  loom,  which  is  accomplished  by  the  use  of  three  consecutive  machines,  forming  parts  of  one 
system,  the  first  of  which  is  the  spooler,  as  represented  in  Fig.  891.  This  machine  has  a  two- 
fold  purpose :  first,  to  transfer  the  yam  from  the  small  bobbin  on  which  it  is  spun,  containing  from 
1,200  to  1,800  yards,  to  a  large  spool,  holdmg  from  18,000  to  20,000  yards,  which  is  done  to  save 
labor  in  the  next  operation  of  warping,  by  putting  so  many  yards  of  yam  on  the  spool  that  the 
warper  will  not  have  to  be  stopped  to  piece  ends ;  and  second,  by  passing  the  yam  through  a  fine 
slot  in  the  guide  which  leads  it  on  to  the  spool,  to  detect  lumps  or  weak  places,  either  of  which  will 
break  the  yam  at  the  guide,  and  which  being  removed,  and  the  sound  thread  tied  with  a  fimi  and 
even  knot,  leaves  it  in  condition  to  run  through  the  warper  without  breaking. 

The  construction  of  this  machine  is  very  simple,  consisting  of  merely  a  main  cylinder  or  drum,  driving 
from  60  to  120  strong  upright  spindles  carrying  the  thread  spools,  with  the  accompanying  bobbin- 
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holders  and  thread-guides.  The  "  Wade  bobbin-holder,''  the  invention  of  A.  M.  Wade  of  Lawrence, 
Mass.,  is  a  recent  and  yaloable  improyement,  by  which  a  semi-cylindrical  cup  or  trough,  Ay  Fig.  892,  is 
fobstitnted  for  the  spindle  formerly  used  to  hold  the  bobbin  from  which  the  yam  is  to  be  wound. 

891. 


The  bobbin  is  simply  laid  in  this  cup,  from  which  it  is  preyented  from  "jumping"  by  a  pair  of  bent 
wires  B,  hung  loosely  from  a  pivot  a  few  inches  above,  but  allowing  perfect  freedom  of  rotation.    This 
permits  bobbins  spun  on  any  spindle  to  be  spooled  off  equally  well  in  the  same  spooler.    The  loosely 
hung  wires  close  together  as  the  bobbin  is 
unwound,  always  keeping  it  in  its  place, 
but  are  so  light  as  to  cause  less  friction 
than  was  due  to  its  rotation  on  the  spin- 
dle formerly  used.  A  spooler  of  100  spools 
will  require  one-quarter  horse-power,  and 
spool  off  2,000  lbs.  of  80  yam  per  week. 

yn.  Warpimq. — ^The  next  machine  is  the 
warper^  which  prepares  the  yam  for  the 
drmer.  In  the  improved  form  of  warper 
made  by  Messrs.  George  Draper  &  Son  of 
Hopedale,  Mass.,  a  V-shaped  frame,  called 
a  **  creel,"  receives  a  sufficient  number  of 
the  laige  spools,  already  filled,  to  form  from 
one-eighth  to  one-fourth  of  the  proposed 
warp,  usually  between  800  and  400— -this 
bcmg  as  large  a  number  of  threads  as  can. 
be  properly  attended  to  at  this  machine.  From  this  creel  the  threads  are  brought  together  into  a 
flat  sheet  between  a  pair  of  guide-bars  drawn  through  a  "  reed,"  which  spaces  them  at  equal  dis- 
tances, and  then  pass  between  a  pair  of  light  rollers  over  a  movable  or  rise  roll,  through  a  second 
pair  of  rolls,  and  then  through  what  is  called  the  warper-box,  which  consists  of  a  frame  carrying  a 
number  of  light  hooked  wires  equal  to  the  number  of  threads  to  be  warped.  In  this  machine  as 
described  these  wires  are  loosely  hinged,  in  such  a  manner  as  to  fall  backward  when  not  kept  in  ^ 
nearly  perpendicular  position  by  the  friction  of  the  threads,  over  one  of  which  each  wire  is  hooked. 
From  the  wires  the  yam  goes  to  the  "  section-beam,"  so  called,  on  which  it  is  wound,  and  to  which 
is  communicated  the  power  to  drive  the  machine. 

So  long  as  all  the  threads  are  unbroken,  the  machine  once  started  runs  smoothly ;  but  if  one  thread 
breaks,  its  wire  falls  backward  to  a  horizontal  position,  and  catches  in  a  light  "  vibrating  bar,"  the 
interruption  of  the  motion  of  which,  by  means  of  a  spring  and  lever,  throws  off  the  driving  belt  and 
stops  the  machine.  The  "  rise-roll "  now  comes  into  operation ;  and  being  so  hung  in  slotted  guides 
at  either  end  as  to  have  perfect  freedom  of  motion  perpendicularly,  and  so  balanced  by  weights 
oidemeath  as  always  to  lift  with  gentle  pressure,  it  at  once  rises  sufficiently  to  "take  up  the  slack" 
of  the  yam,  which  for  an  instant  continues  to  be  delivered  by  the  spools,  the  motion  of  which  is  not 
arrested  by  the  stopping  of  the  machine.  After  the  broken  thread  is  mended  by  the  attendant,  the 
wire  is  lifted  to  its  place,  and  the  machine  is  again  started.  When  the  section-beam  is  filled,  it  is 
removed  and  taken  to  the  dresser. 

Tin.  Dbkssimo. — ^The  dressing  machine  at  present  entirely  superseding  all  others  is  an  English  in- 
vention, known  as  the  "sUsher  "  dresser ;  and  Fig.  898  represents  the  most  improved  form  as  built  by 
the  Lowell  Machine  Shop,  in  which  A  A  are  the  section-beams,  as  taken  from  the  warper,  ^the  size- 
trough  and  "  squeeze-rolls,"  C  (7  the  drying  Cylinders,  D  the  lease-rods,  and  E  the  loom-beam  on 
whidi  the  warp  as  finally  prepared  for  the  loom  is  wound. 

The  section-beams,  having  been  filled  at  the  warper,  are  taken  to  the  "  slasher,"  where  four  or  more, 
as  required  to  form  the  warp,  are  placed  in  their  positions,  and  the  yam  from  them  is  then  carried 
throu^  hot  starch,  kept  so  by  a  steam-pipe,  in  the  size-box  B ;  and  the  superfluous  size  being 
squeeaeed  out,  while  the  body  of  the  thread  is  by  the  same  pressure  well  filled,  it  passes  around  the 
large  drying  cylinders  C  C7,  made  of  copper  or  galvanized  iron,  then  through  the  lease-rods  i), 
where  Uie  threads  are  separated,  and  is  finally  wound  on  the  loom-beam  E,    In  order  to  form  the 
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"  lease,''  so  called,  by  which  the  threads  arc  separated  into  two  equal  parts  or  "  sheds  *'  for  the 
weaver,  a  piece  of  thread  or  string  is  passed  between  the  threads  coming  from  the  section-beams,  at 
the  first  start,  so  as  to  divide  2  from  2,  or  3  from  3,  as  may  be ;  after  passing  the  drying  cylinders 
one  of  the  iron  lease-rods  is  substituted  for  this  string,  and  the  different  threads  of  each  half  are 
further  subdivided  by  the  successive  ones,  so  that  no  two  threads  shall  be  stuck  together  by  the  size. 
As  each  beam  is  filled  a  fresh  lease-string  is  run  through  for  the  use  of  the  weaver.    Another  form 


of  slasher,  instead  of  drying  cylinders,  passes  the  yam  through  a  closed  box  heated  by  steam-pipes, 
in  which  the  air  is  kept  in  circulation  by  a  fan«  This  form  is  by  some  considered  preferable  for  fine 
yam. 

Works  for  Heference.—'^Jlfind-Book  on  Cotton  Manufacture,"  Geldard,  New  York,  1867;  "The 
Science  of  Modem  Cotton-Spinning,"  Leigh,  London,  1876.  S.  W. 

COUPLING,  CAR.    See  Railway  Car. 

COUPLINGS  AND  CLUTCHES.  Couplings  for  shafts  arc  divided  into  two  classes,  couplings 
(proper)  and  clutches.  The  chief  difference  between  the  two  is,  that  a  coupling  is  a  permanent  con- 
nection, or  rather  one  which  requires  some  time  and  labor  to  take  apart,  while  a  clutch  is  a  junction 
that  can  be  disconnected  instantly  by  suitable  mechanism  embodied  in  it.  Whatever  the  form  of 
coupling  used,  it  should  be  of  such  a  nature  that  the  strength  and  rigidity  of  the  line  of  shafts  shall 
be  at  least  as  great  at  the  joints  as  elsewhere. 

CouPLiNGS.---One  of  the  simplest  forms  of  coupling  is  the  flange  or  plate  coupling.  This,  as  shown 
in  Figs.  894  and  895,  consists  of  two  flanges  fitted  independently  to  the  ends  of  the  shafts  to  be 
united,  and  then  secured  together  by  through  bolts  a  a. 

Some  millwi-ights  have  contented  themselves  with  fitting  the  flanges  loosely  to  the  shafts,  and  driv- 
ing in  a  taper  key  or  wedge  to  secure  them  in  place ;  but  this  is  always  bad  practice  in  either  coup- 
lings or  pulleys,  as  the  taper  key  tends  not  only  to  burst  the  hub,  but  also  to  confine  the  contact  to  a 
single  line,  and  thus  to  increase  the  chances  for  it  to  work  loose.  The  plate-coupling,  fitted  acourtte- 
ly  and  forced  on  the  shafts  under  pressure,  faced  up  in  place,  and  secured  by  closely-fitting  bolts  in 
reamed  holes,  is  undoubtedly  qualified  to  fulfill  the  requirements  of  strength  and  rigidity ;  but  it  is 

open  to  three  serious  objections:  it  re- 
quires skilled  labor  and  additional  time  to 
fit  the  shaft  to  the  coupling;  it  necessi- 
tates the  use  of  open-sided  or  hook  hang- 
ers, which  are  needlessly  heavy  and  ex- 
pensive ;  and  finally,  it  involves  the  use  of 
pulleys  made  in  separate  halves,  to  be  bolt- 
ed together  upon  the  shaft.  These  disad- 
vantages— all  entailing  increased  first  cost 
and  constant  inconvenience  whenever  it 
becomes  necessary  to  disconnect  the  shafts  in  order  to  change  pulleys  or  for  any  other  purpose- 
finally  led  to  the  introduction  of  adjustable  couplings.  These  have  almost  entirely  supplanted  the 
plate-coupling  in  the  United  States,  and  have  made  large  progress  abroad.  Numerous  patterns,  all 
more  or  less  successful,  are  now  made.  For  description  we  select  one  of  the  oldest  of  them,  and 
one  which  is  claimed  to  fulfill  best  the  conditions  of  a  perfect  adjustable  coupling.  These  may  be 
enumerated  as  follows :  it  must  secure  the  shafts  so  that  their  axes  will  form  a  continuous  straight 
line ;  it  must  be  rigid  and  strong,  as  already  noted ;  it  must  grasp  each  shaft-end  independently,  but 
with  the  same  force ;  it  must  be  able  to  accommodate  itself  to  slight  differences  in  diameter,  and  must 
do  this  without  being  thrown  out  of  centre ;  it  must  be  easily  and  quickly  put  on  and  taken  off;  and 
it  must  be  cheaply  made.  The  patent  dovhle-cone  viso-coupling^  Figs.  896  and  897,  made  by  Messrs. 
William  Sellers  &  Co.  of  Philadelphia,  consists  of  three  principal  parts,  an  outer  sleeve  a  and  two 
internal  sleeves  h  6,  Fig.  897.  The  external  sleeve  is  cylindrical  outside,  but  is  bored  a  double  taper 
inside;  that  is,  its  inner  surface  has  the  form  of  two  conical  frusta  meeting  in  the  centre  of  the 
coupling.    The  internal  sleeves  are  bored  to  fit  the  shaft,  and  arc  turned  outside  to  fit  accurately  into 


894.  896. 
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the  taper  holes  in  a,  but  are  large  enough  to  remain  say  three^ighths  of  an  inch  apart  when  put  into 
the  opposite  ends.  Both  the  shell  a  and  the  cones  6  6  are  provided  with  slots  in  which  may  fit  the 
eqoare  bolts  ecc;  and  the  latter  have  also  a  key  way  in  the  centre,  and  are  rendered  elastic  by  slot- 
ting  quite  through  in  one  of  the  bolt  grooves.  *  If  now  the  cones  be  put  into  the  shell,  the  bolts  in- 
Berted,  and  the  nuts  screwed  down,  it  will  be  seen  at  once  that  the  cones  will  be  forced  into  the  shell, 
will  oontract  in  doing  so,  and  will  bind  on  the  shaft  with  a  force  proportioned  to  the  power  exerted 
to  drive  the  cones  into  the  shell ;  and  it  is  manifest  that  this  acts  in  no  way  to  spoil  the  alignment 
of  the  shafts  or  to  throw  the  coupling  out  of  centre.  The  fundamental  principle  of  tHe  Sellers  coup- 
ling is  the  use  of  an  external  sleeve  surrounding  two  flexible  internal  sleeves,  which  grasp  the  end 

896. 


of  each  shaft  independently ;  and  this  principle,  first  applied  in  this  device,  is  that  upon  which  all  of 
the  better  class  of  adjustoble  couplings  have  since  been  made.  When  coupling  together  shafts  of 
difTerent  sizes,  it  is  best  to  reduce  the  larger  size  to  the  smaller,  and  to  use  a  coupling  of  that  size, 
thus  saving  in  weight  and  first  cost  (fig.  898). 

Special  couplings  have  been  devised  to  connect  shafts  whose  axes  do  not  form  a  continuous  straight 
Hne.  For  thii  purpose  strong  spiral  (or  helical)  springs  have  been  used ;  but  probably  the  best  known 
device  is  what  is  known  as  Hooke's  universal  joint,  from  the  inventor.  Dr.  Robert  Uooko.  The  ob- 
ject of  this  coupling  is  to  unite  shafts  which  are  inclined  to  each  other  in  the  line  of  direction,  and 
wfaidi  do  not  therefore  admit  of  being  rigidly  connected,  as  in  ordinary  cases.    This  coupling  is  very 


887. 


commonly  employed  in  light  machinery,  as  in  steeple  clocks,  for  taking  off  the  index-motion,  and  is 
then  usually  constructed  by  forming  an  arc  on  the  two  extromities  which  it  is  intended  to  connect, 

and  forming  the  joint  by  a  central  cross  (b+bYihe  extremities  of  the  aro  on  the  end  of  one  shaft 

being  jointed  to  the  arms  a  a,  and  the  extremities  of  the  arc  on  the  other  shaft  to  the  arms  6  5,  at 
right  angles  to  the  former.  But  this  simple  mode  of  construction  is  not  adequate  to  the  purposes 
for  which  the  coupling  is  required  in  a  line  of  shaft-gearing ;  in  this  case,  although  the  principle  is 
not  in  any  way  changed,  the  construction  is  much  more  substantial.  Figs.  899  a  and  899  b  represent 
a  form  of  it  adapted  to  heavy  strains.    A  is  a  strong  disk  keyed  on  the  end  of  each  shaft,  carrying  a 


889a 


889  b. 


pair  of  bearings  for  the  reception  of  the  gudgeons  formed  on  the  extremities  of  the  cross.  Fig.  899  b 
is  a  face  view  of  one  of  the  disks,  showing  the  cross  in  its  place,  with  its  alternate  journals  disen- 
gaged. In  Fig.  899  a  the  shafts  are  shown  at  nearly  the  limit  of  the*  angle  to  which  the  single 
joint  ought  to  be  applied.  This  angle  ought  not  to  exceed  15" ;  when  a  higher  angle  is  introduced, 
the  rotatory  motion  becomes  very  sensibly  irregular,  and  the  friction  is  greatly  increased.  This 
defect  may  be  obviated  by  using  a' double  joint. 

Clutches. — Of  these  devices  there  are  two  kinds — ^those  which  cause  a  positive  engagement  or 
Snteriocking  of  the  connected  parts,  and  those  which  determine  the  junction  of  the  latter  by  close 
frictional  contact.  The  weight  of  advantace  is  in  favor  of  the  latter  system,  through  its  preventing 
the  shock  otherwise  due  to  the  sudden  starting  of  the  machinery. 

In  the  clatch  represented  in  Fig.' 900,  which  belongs  to  the  former  class,  a  and  b  are  the  two  parts 
of  the  coupling,  formed  on  the  acting  faces  into  alternate  projections  and  recesses,  such  as  they 
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correspond  to,  and  exactly  fitting  into  each  other  when  in  gear.  The  part  a  is,  in  this  example, 
cast  on  a  spur-wheel,  from  which  the  motion  of  the  shaft  is  supposed  to  be  taken  off.  Both  of  the 
parts  a  and  6  are  to  a  certain  extent  loose  on  the  shaft ;  the  former  being  capable  of  moving  round 
on  it,  though  depriyed  of  longitudinal  motion  by  washers  and  pins  marked  «,  and  the  latter  being 
free  to  slide  on  the  shaft,  though  prevented  from  turning  on  it  by  a  sunk  key,  which  slides  in  a  slit 
inside  the  dutch  or  sliding  piece  b.  The  mechanism  is  put  into  gear  by  means  of  the  handle  d^  whkh 
terminates  in  a  fork  with  cylindrical  extremities  e  ;  and  it  is  obvious  that  by  the  contact  of  the  flat 
faces  of  a  and  6,  the  latter  will  immediately  carry  with  it  the  other  part  at  the  same  speed  as  the 
shaft.  Supposing,  now,  that  the  motion  of  the  wheel  a  is  suddenly  accelerated,  the  oblique  faces  of 
the  couplings  immediately  fall  out  of  contact,  and  slide  free  of  each  other,  leaving  the  couplings 
clear,  and  the  shaft  free  to  continue  in  motion.  In  the  old  form  of  this  contrivance,  known  as  the 
sliding  bayonet  clutch,  the  part  6,  instead  of  the  tooth-like  projections  on  the  face,  had  two  or  more 
prongs  wbiich  laid  hold  of  corresponding  snugs  cast  on  the  face  of  the  part  a — which,  moreover,  was 
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usually  a  broad-belt  pulley  introduced  with  a  view  to  modify  the  shock  on  the  gearing  on  throwmg 
the  clutch  into  action.  In  an  older  form  still  the  pulley  was  made  to  slide  end-long  on  the  shaft  A 
form  analogous  to  this  was  known  as  the  '*  lock-pulley."  Instead  of  the  end-long  motion  common  to 
the  other  modes,  the  parta  were  **  locked  "  together  by  a  bolt  fixed  upon  the  side  of  the  pulley,  and 
.  which,  when  shifted  toward  the  axis,  engaged  with  an  arm  of  a  cross,  of  which  the  part  6,  in  Fig. 
900,  is  the  modem  representative.  The  bolt  was  worked  by  means  of  a  key  and  stop,  the  turning  of 
the  key  throwing  back  the  bolt,  and  thereby  unlocking  and  disengaging  the  pulley. 

One  of  the  simplest  forms  of  f rictional  clutches  is  the  friction-cone  clutch  represented  in  Figs.  901  a 
and  901  b.  It  consists  of  an  exterior  and  interior  cone,  ab;  a  is  fastened  to  the  shaft  A^  while 6 
slides  in  the  usual  way  on  the  feather  /  of  the  shaft  B;  pressing  b  forward,  its  exterior  surface  is 
brought  in  contact  with  the  interior  conical  surface  of  a ;  this  should  be  done  gradually ;  the  sur- 
faces of  the  two  cones  slip  on  each  other  till  the  friction  overcomes  the  resistance,  and  motion  is 
transmitted  comparatively  gradually,  and  without  danger  to  the  machinery.    It  must  be  observed 
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that  the  longer  the  t^per  of  the  cones,  the  more  difficult  the  disengagement ;  but  the  more  blunt  the 
eonea,  the  more  difficult  to  keep  the  surfaces  in  contact.  The  limiting  angle  o^  resistance  for  sur- 
fiaces  of  cast-iron  upon  cast-iron  is  8°  89',  and  this  angle  with  the  line  of  shaft  will  give  a  very  good 
angle  for  the  surfaces  of  the  oonesof  this  material.  When  thrown  into  gear,  the  handle  of  the 
lever  or  shipper  is  slipped  into  a  notch,  that  it  may  not  be  thrown  out  by  accident. 

Another  friction-cone  clutch  is  represented  in  Fig.  902.  The  two  parts  of  this  coupling,  e  and  <f, 
are  arranged  on  the  shaft  6,  in  the  same  manner  as  in  Fig.  900.  a  is  a  shaft  driven  by  means  of 
bevel-gear  off  the  main  sbait  5,  its  motion  being  derived  from  the  latter  shaft  through  the  coup, 
ling,  c  is  an  interior  cone  cast  upon  the  back  of  the  bevel-wheel ;  cf  is  an  exterior  cone  having  the 
same  taper  as  the  cone  <r,  such  that  by  means  of  the  handle  e  it  may  be  moved  into  contact  with  the 
interior  cone.  The  surfaces  being  supposed  to  be  well  fitted  to  each  other,  the  cone  d  will  by  its 
friction  drive  the  cone  e,  and  thereby  also  the  upright  shaft  When  either  of  the  shafts  a  or  6  is 
accidentally  stopped,  the  cones  immediately  fall  out  of  gear,  and  the  connection  is  broken.  They 
are  held  in  gear  by  means  of  a  screw,  or  more  commonly,  and  perhaps  better,  by  a  weight. 

Another  mode  of  accomplishing  the  same  purpose  in  small  machinery,  by  means  of  an  epicyclic 
train,  is  represented  by  Fig.  903.  In  this  the  shaft  AAia  continuous,  and  supposed  to  be  that 
through  which  the  motive  power  is  transmitted.  The  wheel  a  is  fast,  but  the  wheels  marked  6  and  e 
nm  loose  on  this  shaft.  The  two  pinions  d  d  have  their  bearings  in  the  wheels  c  c,  and  gear  with  the 
two  opposite  bevel-wheels,  a  and  6.  (One  of  these  pinions  only  is  requisite  to  complete  the  motion, 
the  second  being  introduced  merely  to  maintain  the  equipoise  of  the  system.)  If  now  motion  be 
given  to  the  shaft  ^  ^,  it  is  dear  that  the  wheel  6,  which  is  loose,  will  be  made  to  revolve  in  the 
contrary  direction  to  the  wheel  a,  which  is  fixed,  by  means  of  the  carriers  dd  ;  but  no  motion  of  the 
wheel  Cy  if  dighUy  opposed,  will  ensue ;  and  so  long  as  this  last  remains  at  rest,  the  wheels  a  and  b 
will  have  the  same  angular  velocity  in  opposite  directions.  But  if  the  motion  of  the  wheel  6  be 
opposed  by  means  of  a  friction-gland  «,  which  can  be  tightened  by  means  of  the  T-screw  marked  / 
to  any  degree  required,  the  teeth  of  that  wheel  will  serve  as  fulcra  to  the  carrier  pinions  d  d,  which, 
becoming  levers  of  the  second  kind,  with  the  resistance  at  their  axes,  will  carry  round  the  wheel  e 
with  half  the  velocity  of  the  prime  mover  a,  and,  gearing  with  the  wheel  A,  on  the  main  spindle  of 
the  machine  to  be  impelled,  will  transfer  to  it  the  motion  which  itself  receives.  We  have  supposed 
the  wheel  6  to  be  held  absolutely  still,  but  it  is  obvious  that  it  may  be  brought  gradually  to  rest  by 
means  of  the  friction-gland ;  and  as  the  wheel  c  can  attain  motion  only  as  the  motion  of  the  wheel  b 
is  reduced,  and  can  attain  its  full  speed  only  when  b  is  brought  to  rest,  it  is  dear  that  the  wheel  A, 
and  consequently  the  machine,  may  be  brought  into  action  without  the  slightest  degree  of  shock,  and 
may  moreover  be  driven  at  any  yelodty  less  than  the  maximum  that  may  be  desired. 

Another  mode  of  obviating  shock  in  starting  machinery,  which  has  been  long  in  use,  is  repr^ented 
by  Fig.  904.  On  the  shaft  IB  is  fixed  a  drum  or  pulley,  which  is  embraced  by  a  friction-band  a  as 
ti|fatly  afl  may  be  found  necessary ;  this  band  is  provided  with  projecting  ears,  with  which  the  prongs 
6  6  of  a  fixed  cross  on  the  driving-shaft  A  can  be  shifted  into  contact.  This  cross  can  be  shifted 
Old-long  on  its  shaft  A,  but  is  connected  to  it  by  a  sunk  key,  so  that,  being  thrown  into  gear  with 

908. 
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the  ears  of  the  friction-band,  the  shaft  being  in  motion,  the  band  slips  round  on  its  pulley  until  the 
friction  becomes  equal  to  the  resistance,  and  the  pulley  gradually  attains  the  motion  of  the  clutch. 
The  arms  and  sockets  c  c,  which  are  keyed  firmly  on  the  shaft  A,  are  used  to  steady  the  prongs  and 
to  remove  the  strain  from  the  shifting  part. 

Among  the  most  improved  friction-clutches  manufactured  are  that  made  by  Messrs.  Brown  & 
Sharp,  in  whose  device  friction  is  produced  by  forcing  two  shoes  against  the  interior  surface  of  a 
flange  by  means  of  a  combination  of  the  lever  and  inclined  plane,  and  that  made  by  Messra.  Bur- 
well  k  Bates,  which  embodies  a  combination  of  wedges  and  lever  to  draw  a  flexible  strap  around  a 
hub,  thus  operating  on  the  shaft  or  pulley  to  be  moved  with  less  leverage  than  the  other  devices,  but 
dispensing  with  the  heavy  flange  which  the  others  require.  Fig.  905  represents  the  Mason  clutch, 
whidi  is  manufactured  by  Volney  W.  Mason  &  Co.  of  Providence,  R.  I.    A  movement  of  the  sleeve 
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^  along  the  shaft  A  forces  out  or  draws  in  the  segments  E^  whose  adhesion  to  the  flange  £  makes 
the  required  frictioy,  which  maj  be  regulated  in  amount  by  the  adjustable  arms  of  the  toggle-joint 

905. 


The  clutch  should  be  so  placed  that  when  in  action  the  toggles  will  have  passed  a  trifle  bejond  the 
straight  line,  so  that  there  will  be  no  tendency  for  them  to  flj  out  or  to  produce  a  pressure  omFot 
on  the  shifting  lever. 

CRANES  AND  DERRICKS.  The  common  lifting  crane  consists  of  an  arm  or  jib  jointed  to  a  post 
From  the  outer  end  of  this  arm  a  tie  connects  with  the  post.  A  weight  suspended  from  the  end  of 
the  jib  then  tends  to  pull  the  latter  downward,  but  the  tie  holds  it  back  and  is  thus  brought  into  a 

state  of  tension.    The  jib  is  at  the  same  time  pushed  down- 
906.  ward  on  its  joint,  and  is  therefore  a  strut    Thus  the  down- 

ward pull  of  the  weight  is  by  this  contrivance  decomposed  into 
two  forces,  one  of  which  is  resisted  by  a  tie,  the  other  by  a 
strut.  The  strains  on  these  portions  are  determined  as  fol- 
lows :  Through  C,  Fig.  906,  draw  C  P  parallel  to  the  tie  -4  jB; 
and  P  Q  parallel  to  the  strut  CB;  then  -ff Pis  the  diagonal 
of  the  parallelogram  whose  sides  are  each  equal  to  B  C  and 
B  Q,  Let  B  Pbe  considered  to  represent  a  downward-pulling 
force  of  20  lbs.  This  may  be  decomposed  (see  Statics)  into 
the  forces  represented  by  B  Q  and  B  C,  But  A  Bis  equal  to 
B  Qy  since  each  of  them  is  equal  to  CP;  also  BP  Is  equal  to 
A  C.  Hence,  the  weight  of  20  lbs.  being  represented  by  A  C,  the  strain  along  the  lie  will  be  repre- 
sented by  the  length  A  B,  and  that  along  the  strut  by  the  length  B  C.  If  we  suppose  ^  j9  to  be 
3  feet  long,  C  £  to  be  3  feet  6  inches,  and  A  C  I  foot,  it  follows  that  the  strain  along  the  tie  J  ^ 
equals  (8  x  20)  60  lbs.,  and  along  the  strut  (8.5  x  20)  70  lbs.,  when  the  weifjht  of  20  lbs.  is  sus- 
pended. In  every  other  case  the  strains  along  the  tie  and  strut  can  be  determined  when  the  sus- 
pended wciirht  is  known  by  the  proportionality  to  the  sides  of  the  triangle  formed  by  the  tie,  the  jib, 
and  the  upriiiht  post. 

Suppose,  however,  that  in  practice  the  engineer  is  called  upon  to  erect  a  crane  to  sustun  a  weight 
of  10  tons,  according  to  the  numerical  proportions  we  have  employed  for  illustration :  the  strain  along 
the  tie-rod  would  be  80  tons,  and  therefore  the  tie  must  at  least  be  strong  enough  to  bear  a  pull  of 
that  extent ;  but  it  is  customary  in  good  engineering  practice  to  make  the  machine  of  about  ten  times 
the  strength  that  would  just  be  sufficient  to  sustain  the  ordinary  load.  Hence  the  crane  must  be 
so  strong  that  the  tic-rod  would  only  be  broken  by  100  tons  suspended  from  the  chain ;  that  is,  by  a 
strain  of  300  tons  upon  the  tie-rod.  This  large  incrcaj^e  is  necessary  on  account  of  the  jerks  and 
other  occasional  great  strains  that  arise  m  the  raising  and  lowering  of  heavy  weights.  For  a  crane 
intended  to  raise  10  tons,  the  engineer  must  therefore  design  a  tie-rod  which  not  less  than  800  tons 
would  tear  asunder ;  and  knowing  the  strength  of  the  proposed  material  per  square  inch  of  section, 
it  is  easy  to  determine  a  section  of  tie-rod  capable  of  withstanding  the  strain  noted.  In  the  same  way, 
the  strain  on  the  jib  amoimting  to  36  tons,  the  jib  should  be  ten  times  as  strong  as  a  strut  which  would 
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oollapse  under  that  strain.    It  is  also  necessary  to  secure  the  upright  support  yery  firmly  to  resist 
the  poll  of  the  tie.    The  hoisting  machine  may  of  course  be  of  any  suitable  form.    (For  a  complete 

faphic  demonstration  of  the  properties  of  cranes,  etc.,  see  **  Experimental  Mechanics,"  Ball,  New 
ork,1871.) 

The  same  considerations  apply  to  the  structures  known  as  derricks  and  shears.    Thus  a  crane 
represented  at  1,  Fig.  907,  possesses  essentially  a  jib  A^  tie  B,  and  post  C,    The  derrick  2  has  a 


single  strut  F,  sustained  by  the  guy  E,  Shears  have  two  struts  similarly  sustained.  The  gin,  4, 
is  merely  a  framework  of  three  or  more  legs.  There  is  still  another  structure  forming  a  second  class 
of  derrick,  namely,  the  boom  derrick  or  balanced  derrick,  6.  In  this  case  the  boom  D  is  swung  to 
its  mast  at  the  middle,  and  the  weight  W  is  balanced  by  a  counterpoise  P.  In  some  instances  the 
opporite  arm  to  that  which  sustains  the  weight  is  shortened  and  braced  by  guys  leading  to  the  mast 
aboTe  and  below. 

The  distinction  between  the  appellations  crane,  derrick,  etc.,  is,  however,  not  very  minutely  kept, 
and  in  many  instances  is  practically  disregarded.  Thus  a  hoisting  apparatus  traveling  on  an  eleva- 
ted railway,  so  as  to  raise  loads  from  beneath,  is  known  as  a  traveling  or  overhead  crane,  although 
the  essential  features  of  the  crane  already  noted  are  wholly  absent 

Crakes. — In  Fairbaim*s  tubular  crane,  the  jibs  are  made  of  metal  plate^so  arranged  and  com- 
luned  as  to  form  a  connected  series  of  tubular  or  cellular  compartments.    Fig.  908  is  a  vertical 
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section  of  a  crane  of  this  kind  adapted  to  lift  a  weight  of  about  8  tons.  Fig.  909  is  an  elevation  of 
the  same ;  Figs.  910  and  911  are  cross-sections  on  the  lines  aby  cd ;  and  Fig.  912  a  transverse  verti- 
cal section  on  the  line  ik,  AAia  the  jib,  which  in  its  general  outline  is  of  a  crane-neck  form,  but 
rectangular  in  its  cross-sections,  as  shown  in  Fig.  911.  The  four  sides  are  formed  of  metal  plates 
firmly  riveted  together.  Along  the  edges,  the  connection  of  the  plates  is  effected  by  means  of  pieces 
of  angle-iron.  The  connections  of  the  plates  at  the  cross-joints,  on  the  convex  or  upper  side  of  the 
pby  are  made  by  the  riveting  on  of  a  plate  which  covers  or  overlaps  the  ends  of  the  two  plates  to  be 
joined ;  the  rivets  at  this  part  are  disposed  as  represented  in  fig.  913  (a  plan  of  the  top  plates),  and 
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knbwn  as  "  chain-riveting.'*  BB  is  the  pillar,  which  is  firmly  secured  by  a  base-plate  p  to  a  stone 
foundation,  and  fits  at  uie  top  into  a  cup-shaped  bearing,  which  is  firmly  secured  to  the  side- 
pkites  of  the  jib  at  or  near  to  the  point  where  the  curvature  commences,  and  on  which  bearing  the 
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jib  is  free  to  revolve.  Fig.  912  is  a  transverse  vertical  section  of  the  lower  part  of  the  jib,  showing 
the  manner  of  fitting  the  bearings  for  the  chain-barrel  (which  is  placed  in  the  interior),  and  the  spin- 
dles and  shafts  of  the  wheel-gearing  by  which  the  power  is  applied  thereto.  D  is  the  diain-polley, 
which  is  mserted  in  an  aperture  formed  in  the  top  of  the  jib.  The  chain  passing  over  this  pulley 
enters  the  interior  of  the  crane,  and  is  continued  down  to  the  chain-barrel,  i^  is  a  pulley  or  roller, 
which  is  interposed  about  half-way  between  the  chain-pulley  and  the  chain-barrel,  for  the  purpose 
of  preventing  the  chain  from  rubbing  against  the  plates.    Fig.  914  is  a  plan  of  the  lower  plates. 

914. 
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Fig.  916  is  a  vertical  section  of  another  crane,  constructed  on  the  same  principle  as  that  which  has 
just  been  described,  but  calculated  for  lifting  much  greater  weights  (say  20  tons) ;  it  differs  in  barii^ 
the  lower  or  concave  side  ^  ^  of  the  jib  strengthened  by  means  of  three  additional  plates,  J^  J;  J; 
whereby  the  interior  is  divided  into  one  hirge  and  three  smaller  cells,  as  shown  in  Figs.  916  and  917, 


915. 


which  are  cross-sections  on  the  lines  a  b  and  c  d  of  Fig.  915.    This  arrangement  of  the  cells  to 
strengthen  the  lower  or  concave  side  is  advisable,  in  ordeif  to  obtain  suflBcient  resistance  to  the  com- 
pression exerted  by  the  load  lifted,  without  unnecessarily  increasing  the  weight  of  the  other  parts. 
Fig.  918  represents  an  elevation,  and  Fig.  919  a  plan,  of  a  movable  crane,  arranged  and  used  for 
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laying  the  Toiissoirs  in  the  inverted  arches  of  the  United  States  Dry  Dock  at  Brooklyn,  New  York,  by 
Wm.  J.  McAlpine.  This  crane  has  been  used  for  hoisting  stone  weighing  from  10,000  to  16,000  lbs. 
at  the  extremity  of  the  arm,  wliich  describes  a  circle  of  50  feet  diameter.    It  has  also  been  used 
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6CAUB.-J  inch  =  8  feet 

with  an  oat-rigger,  by  which  stonee  from  8  to  5  tons  weight  were  hoisted  10  feet  beyond  the  extrem- 
ity of  the  arm.  A  similar  crane  was  used  by  the  same  engineer  in  the  construction  of  the  locks  of 
the  enlarged  Erie  Canal.    A  movable  sheave  traversed  along  the  arm  of  the  crane,  which  was  kid 

919. 
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on  an  hidHiation  toward  the  mast  of  20"*.    By  the  use  of  the  "  Siamese  blocks,"  the  stone  is  moved 
toward  oc  fVom  the  mast  and  hoisted  or  lowered  with  the  accuracy  requisite  for  setting  fine-cut  stone. 
Fig.  920  is  a  side,  and  fig.  921  an  end  elevation  of  a  foundry  erane^  as  constructed  at  the  Lowell 
27 
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Machine  Shop.  It  is  operated  as  follows :  The  weight  is  suspended  from  the  sheave  J^  and  is  raised 
by  the  chain  passing  over  the  pulleys  H  and  K^  and  around  upon  the  barrel  C,  either  by  the  boom  A 
or  the  pinion  X,  according  to  the  weight  to  be  raised.  The  pulley  H  is  suspended  from  a  carriage 
supported  by  the  wheels  E  and  F^  traversing  on  rails  at  the  top  of  the  cope,    ^lotion  in  or  out  is 

MO. 


scrcw-piie  Deneatn  oy  lour  wrougni-iron  dors  eacn  6  incnes  m  aiamcier. 

The  central  pin  is  of  wrought-iron,  and  about  13|  inches  in  diameter.  It  connects  the  crane  to  the 
centre  pivot  or  bed.  The  platform-girders  are  floored  on  the  top  with  timber,  to  which,  and  direct  to 
the  girders  themselves,  the  bed-plate  of  the  hydraulic  engine  for  winding  the  chains  and  revoUing 
^  the  crane  is  bolted.  The  stays  for  the  jib  are  of  wrought-iron,  and  are  supported  from  the  ii*>^ 
other  cross-stays,  as  shown  in  the  engraving.    The  mainstays  are  of  cast-iron,  and  trussed  together 


Digitized  by 


Google 


CRANES  AND  DERRICKS. 


419 


923. 


by  diagonal  stays  of  the  ordinary  character.  A  wrought-iron  platform,  lightly  constructed,  is  sus- 
pended at  the  extremity  of  the  jib,  for  facilitating  the  means  of  access  to  jib-end  sheaves.  A  wrought- 
iron  ballast-box,  capable  of  holding  about  100  tuns  of  gravel  or  slag  bfdlast,  is  attached  to  the  plat- 


form-girders at  the  back  of  the  crane,  for  the  purpose  of  counterweighting  the  full  weight  of  the 
load.  This  counterweight,  together  with  the  natural  stiffness  of  the  crane,  is  sufficient  to  oyercome 
the  resistance  of  the  load. 
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Hydraulic  Cranes  have  of  late  years  been  introduced  with  great  advantage  where  water  under  suffi- 
cient pressure  is  available.  The  form  of  hydraulic  crane  used  at  Sir  William  Armstrong's  works  is 
represented  in  Fig.  923.  The  jib  and  pillar  of  the  crane  are  of  wrought-iron,  and  revolve  in  top  and 
bottom  bearings.  The  crane  has  three  motions,  namely,  lifting,  turning,  and  traversing,  all  of  which 
are  effected  by  hydraulic  power.  The  lifting  cylinder  A  is  made  of  double  power,  that  is,  it  will  lift 
slowly  or  quickly  as  desired,  by  a  ram  and  piston  arrangement,  the  highest  power  being  equal  to  20 
tons ;  the  ram  is  11  inches  in  diameter,  and  the  piston  16^  inches  in  diameter,  the  length  of  stroke 
being  6  feet  8  inches.  The  turning  cylinders  B  are  applied  in  the  usual  manner  at  the  foot  of  the 
crane  pillar,  the  rams  being  each  4^-  inches  diameter,  with  6  feet  stroke ;  and  both  the  lifting  and 
the  turning  cylinders,  with  their  valves,  are  fixed  in  a  chamber  beneath  the  level  of  the  floor.  A 
three-port  slide-valve  is  used  for  the  two  turning  cylinders,  and  mitre-valves  for  the  lifting  cylinder. 
The  chain  from  the  lifting  cylinder  is  carried  upward  through  the  crane  pillar,  bending  over  a  sheare 
C  at  the  top  of  the  pillar,  and  passes  successively  over  the  pulleys  of  the  traveling  carriage  D  and 
the  running  block  E^  and  is  finally  made  fast  at  the  extremity  of  the  jib.  For  the  purpose  of  over- 
hauling the  ram  of  the  lifting  press,  a  small  press  is  placed  between  the  two  turning  presses  B;  kdA 
the  overhauling  action  is  effected  by  a  chain  being  attached  to  the  sliding  head  of  the  lifting  ram  at 
/.  The  pressure  in  the  overhauling  press  is  constant,  and  its  action  is  therefore  equivalent  to  that 
of  a  counterweight ;  the  ram  is  4|  inches  diameter,  with  8  feet  6  inches  stroke.  For  effecting  the 
traversing  motion  of  the  load  suspended  at  the  hook,  the  traveling  carriage  D  is  hauled  inward  and 
outward  by  two  presses  H  fixed  to  the  back  of  the  crane  pillar,  and  connected  by  chains  with  the 
traveling  carriage ;  the  ram  of  each  press  is  6^  inches  diameter,  with  a  4  foot  7  inch  stroke.  The 
alternating  action  of  these  presses,  which  is  precisely  the  same  as  that  of  the  presses  B  used  for  the 
turning  motion,  is  regulated  by  a  three-port  slide-valve  ^attached  to  the  front  of  th^ pillar,  with  a 

lever  at  each  side  for  workiug  it.    The  wa- 
994.  tor  is  supplied  to  and  discharged  from  these 

presses  by  two  pipes  which  pass  through 
the  top  bearing  of  the  pillar,  and  the  coU' 
nection  between  the  valve  and  these  pipes 
is  effected  in  each  case  by  a  trunnion-jomt 
uXJJ. 

Wall  Crane.—Fig,  924  shows  an  exam- 
ple of  Appleby's  hand-power  wall  cranes. 
These  cranes  may  be  fixed  on  any  wall,  pier, 
or  column  of  the  foundry  or  forge ;  and  so 
convenient  are  they  that  a  traveler  may  be 
arranged  over  them  if  necessary.  In  foon- 
dries  several  of  these  cranes,  fixed  diagonal- 
ly with  each  other,  are  especially  useful  for 
the  lighter  branches  of  the  work,  as  the 
floor  in  the  centre  will  by  this  means  be 
entirely  free  for  the  heavier  duties  of  the 
overhead  traveler,  such  as  lifting  heavy  cast- 
ings or  ladles.  The  traveler  is  not  then 
wanted  for  the  lighter  part  of  the  work,  as 
this  is  managed  by  the  smaller  cranes  per- 
haps more  expeditiously  Uian  with  the  heav- 
ier ones. 

Overhead  TVavders  are  made  of  various 
designs,  the  chief  points  to  be  observed  in 
their  construction  being  the  making  of  the  main  girders  sufficiently  strong  for  the  weight  they  will 
be  required  to  support ;  and  in  those  worked  by  hand-power,  the  gearing  should  be  of  espeoallj 
good  construction,  for  it  must  be  borne  in  mind  that  the  gross  weight  of  both  traveler  and  load  has 
to  be  moved  every  time  the  crane  is  put  into  operation.  The  girders  are  of  several  forms,  some  hav- 
ing timber  beams  and  wrought-iron  truss  and  tie  rods,  while  others  arc  of  wrought-iron  of  various 
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sections.    The  heavier  varieties  are  fitted  with  a  central  or  platform  girder,  which  to  a  great  extent 
supports  the  weight  of  the  lifting  and  working  gear  with  its  framework. 

Fig.  926  shows  a  traveler  with  the  main  and  platform  girder  composed  of  wrought-iron,  rolled  in 
H  section  and  trussed.    This  form  of  traveler  is  frequently  used  where  lightness  is  required  with  a 
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loDg  spaa.  The  general  arrangement  of  the  crab-gearine  is  as  follows :  The  lif tmg  gear  is  single 
and  double  purchase,  and  the  power  is  increased  bj  blocks  or  chains,  the  upper  sheaves  for  wluoh 
are  carried  in  the  transom  on  the  top  of  the  side-frames  of  the  crab.    The  chain-barrel  is  keyed 


into  the  large  spur-wheel  to  relieve  the  shaft  from  torsion,  the  ratchet-wheel  is  cast  to  the  flange  of 
the  barrel,  and  the  brake-ring  is  cast  to  the  spur-wheel ;  the  brake-strap  is  lined  with  wood,  and 
fitted  with  a  band-lever.  It  will  be  seen  that  the  two  traveling  motions  are  on  one  centre ;  the  lon- 
gitudinal motion,  being  the  heaviest  work,  is  given  bj  the  crank-handle ;  the  lighter  work  of  the 
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transverse  motion  is  given  by  the  hand-wheel,  and  as  the  attendant  can  have  one  band  on  it  and  the 
other  on  the  crank-handle,  a  load  can  be  simultaneously  moved  transversely  and  longitudinally  any 
short  distance  required,  a  condition  most  favorable  to  some  operations. 

Figs.  926,  927,  and  928  represent  an  English  wire-rope  crane  for  lifting  heavy  work  rangbg  from 
15  tons  downwai-d ;  it  has  a  span  of  40  feet,  and  traverses  a  length  of  180  feet  The  three  different 
motions  for  longitudinal  traverse,  cross-traverse,  and  hoisting  are  all  derived  from  one  endless  eted- 
wire  rope,  three-quarters  of  an  inch  diameter,  and  weighing  2  lbs.  per  yard.  This  rope  is  driten  at 
a  speed  of  4  miles  an  hour,  by  means  of  a  clip-pulley  fixed  at  one  end  of  the  shop,  which  is  driven 
by  belts  and  gearing  from  the  engine  working  in  the  shop.  The  rope  extends  the  whole  length  of 
one  side  of  the  shop,  going  and  returning  on  the  same  side  at  the  level  of  the  traveler,  and  passing 
round  a  loose  pulley  at  the  further  end.  The  rope  is  entirely  unsupported  between  the  two  ends,  and 
is  not  strained  tight,  but  hangs  loose  with  only  a  slight  tension,  because  the  peculiar  action  of  the 
clip-pulley  allows  of  the  whole  power  being  communicated  to  the  rope  by  the  grip  of  the  pulley 
through  half  of  its  circumference,  even  when  the  tail-rope  is  entirely  slack.  The  clip-pulley  Ay  Fig. 
926,  fixed  at  the  end  of  the  shop,  is  speeded  to  drive  the  wire  rope  B  B  &t  the  rate  of  4  miles  an 
hour,  and  lays  hold  of  the  rope  with  an  amount  of  grip  proportionate  to  the  strain  thrown  upon  the 


rope  by  the  load,  releasing  it  from  its  grasp  when  the  rope  has  passed  the  centre  line.  The  constroc- 
tion  and  fixing  of  the  movable  jaws  or  clips  round  the  circumference  of  the  clip-pulley  is  shown  in 
Figs.  927  and  928.  At  one  end  of  the  traveling  platform  C  of  the  crane  is  fixed  another  clip-pnllcy 
Dj  of  the  same  size  and  construction,  round  which  the  same  wire  rope  passes,  making  three-quarters 
of  a  turn.  The  rope  then  passes  on  to  the  further  end  of  the  shop,  and  round  the  groove-pullej  £ 
at  that  end.  This  pulley  is  centred  in  a  sliding  frame  provided  with  an  adjusting  screw  G,  for  list- 
ening up  the  rope  to  any  tension  required.  It  has  not  been  found  necessary  to  have  any  sliding  wei^t 
attached  to  this  frame,  for  variable  tension  of  the  rope. 

The  lifting  gear  consists  of  a  very  long  cast-iron  nut  or  screwed  barrel  ffJI^  extending  nearly  the 
whole  length  of  the  traveler,  as  shown  in  the  plan,  Fig.  929 ;  and  inside  the  barrel  works  a  short 
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screw  7,  sliding  on  two  feathers  upon  the  long  shaft  J  J,  which  is  driven  by  a  friction-clutch  from  the 
clip-pulley  D  on  the  traveler,  so  that  by  the  revolution  of  the  shaft  the  screw  is  traversed  ak)ng  with 
the  barrel.  The  long  driving-shaft  J  is  supported  at  intermediate  points  of  its  length  by  the  two 
sliding  brass  steps  KIC^  sliding  along  freely  with  the  barrel  B^  and  kept  apart  from  each  other  at 
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the  distance  of  half  the  length  of  the  barrel  bj  the  rod  L ;  by  this  means  the  shaft  /  is  never 
left  unsupported  for  more  than  half  its  length.    One  end  of  the  hoisting-chain  being  attached  to 
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the  screw.f  rame  if.  Fig.  929,  the  chain  iV  passes  along  through  the  inside  of  the  barrel  J7,  round 
a  pulley  P  at  the  further  end  of  the  traveler;  then  over  a  pulley  on  the  cross-traversing  car- 
riage R,  Fig.  927,  down  to  a  snatch-hook,  and  up  again  over  a  second  pulley  on  the  carriage 
R;  and  the  end  is  attached  to  the  nearest 

extremity  of  the  traveller  at   T.    The  crane  982. 

has  two  speeds  for  the  lifting  gear,  one  being 
at  the  rate  of  6  feet  per  minute,  the  other 
at  the  rate  of  8  feet  per  minute;  and  at  the 
latter  speed  the  crane  is  calculated  to  lift  15 
tons. 

Travtiing  Cranes. — Y\^.  980  represents  a 
portable  crane  constructed  by  Messrs.  W.  Sel- 
lers k  Co.  It  is  designed  to  accompany  goods 
care,  and  to  be  used  in  loading  and  unloading 
freight  at  way  stations  on  railways.  The  chain, 
passing  over  sprocket-wheels,  is  coiled  in  a  box 
on  the  platform.  This  arrangement  permits 
the  use  of  a  very  much  longer  chain  than 
is  admissible  when  wound  on  a  drum  in  the 
ordinary  manner,  and  diminishes  the  size, 
parts,  and  amount  of  machinery  required  in 
the  lu>isting  gear.  The  swinging  gates  serve 
to  spread  the  base  of  the  car  in  any  re- 
quired direction  when  the  crane  is  in  use. 
These  gates  ordinarily  lock  to  the  side  of  the 
car. 

Fig.  931  represents  a  large  7-ton  steam  travel- 
ing crane  built  by  Messrs.  Appleby  of  London. 
The  engines  are  carried  on  a  base-plate  which 
rotates  on  friction-rollers.  The  boiler  and  ma^ 
dunery  serve  as  a  counterbalance  to  the  weight 
to  be  lifted.    The  work  is  done  with  a  pair  of 
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direct-acting  steam-cylinders  placed  sligbtlj  on  the  incline,  one  outside  each  side-frame,  tbe  crsnk- 
pins  being  fitted  into  a  pair  of  balanced  disk-plates.  In  addition  to  the  usual  lifting  and  tuining 
motions,  each  crane  has  a  neat  arrangement  for  traveling  by  steam,  and  for  altering  the  radius  of 
the  jib  by  the  same  agency.  The  engine-shaft  between  the  side-frames  carries  a  bcTel-wheel,  mtde 
fast  or  loose  on  tbe  shaft  by  means  of  a  toothed  clutch,  for  driving  an  oblique  worm-shaft  gearing 
into  a  tangent  wheel  on  the  derridc-chain  barrel  for  raising  or  lowering  the  jib,  the  worm-whea 
securely  locking  the  wheel  in  any  position.  A  broad  spur-wheel  is  geared  on  the  crank-shaft,  and 
works  a  narrow  wheel  below  it  on  a  weigh-shaft,  which  has  a  small  crank-pin  at  each  end  equal  in 
length  to  the  stroke  of  the  slide-valves.  The  narrow  wheel  can  be  moved  by  a  hand-lever  laterally 
about  4  inches  on  a  spiral  feather,  thus  reversing  the  valves  for  running  the  engines  in  either  direc- 


tion. A  pair  of  spur-wheels  are  placed  on  the  left  side  of  the  crank-shaft,  and  gear  into  wheels  on 
the  couDtcrshaft  below.  One  pair  of  these  wheels  are  of  equal  and  the  other  of  unequal  diameters, 
and  either  pair  can  be  made  drivers  by  means  of  a  double-toothed  clutch.  Provision  is  made  for 
working  the  crane  by  hand  if  necessary  through  the  shaft,  which  also  carries  a  set  of  bevel-wheels 
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and  double  friction-oones  for  driving  the  slewing  and  traveling  motions.  As  this  shaft  has  two 
speeds  communicated  to  it  from  the  en^ne-shaf tj  it  will  impart  two  speeds  to  the  slewing  and  travel- 
ing motions.  The  motion  from  this  set  of  wheels  is  transmitted  through  a  train  of  wheels  to  the 
spar-wheel  on  the  column,  which  is  twice  the  depth  of  the  pinions  gearing  into  it  The  pinions  are 
placed  at  different  heights,  so  that  the  slewing  pinion  clears  the  pinion  driving  the  traveling  gear, 
which  is  fixed.  To  travel  the  crane,  the  bodj  is  fixed  to  the  carriage,  and  the  wheel  revolving  on 
the  erane-post  drives  the  traveling  mechanism.  The  friction-cones  are  operated  by  an  eccentric  lever, 
and  can  be  thrown  into  contact  while  the  engine  is  running,  the  jib  being  put  in  motion  gradually. 
On  the  cones  being  reversed,  they  act  as  a  brake  and  arrest  the  motion  of  the  jib.  A  pinion  sliding 
on  a  feather  in  and  out  of  gear,  with  a  spur-wheel  on  the  barrel-shaft,  conveys  the  lifting  motion 
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from  the  cdimtcr-sbaft.  This  pinion  is  withdrawn  for  lowering,  and  the  descent  of  the  load  is  con- 
trolled by  a  strap-brake  worked  from  a  foot-lever,  which  is  fitted  with  a  pawl  and  ratchet,  bo  that 
the  load  can  be  left  suspended  at  any  point  of  its  descent.  As  the  slewing  motion  can  be  put  into 
action  through  the  cones  while  a  load  is  being  raised  or  lowered,  considerable  saving  of  time  is 
effected.  The  speeds  of  working  are  in  direct  relation  to  the  loads.  As  many  as  60  or  70  loads 
may  be  lifted  and  turned  around  in  an  hour  with  the  quick  speed. 

Fig.  9S2  represents  an  overhead  traveling  crane  as  arranged  for  the  loading  of  vessels  along  river- 
fronts  and  docks.  As  constructed  at  the  docks  of  Middlesborough,  England,  the  traveling  stage  or 
gantry  of  each  crane  has  a  span  of  23  feet  from  centre  to  centre  of  the  rails.  The  clear  height  is 
17  feet  6  inches,  and  the  traveling  wheels  are  12  feet  apart.  The  crane  and  the  whole  of  the  sub- 
structure is  designed  for  a  working  load  of  6  tons  at  the  maximum  radius  of  21  feet 

Derricks. — Fig.  983  represents  a  common  form  of  derrick  used  for  the  setting  of  small  stones. 
The  mast  is  supported  in  upright  position  by  radial  guys,  made  fast  severally  to  posts  set  firmly  in 
the  ground.  The  weight  to  be  raised  is  attached  to  the  lowest  block,  which  is  suspended  by  means 
of  another  block  to  the  end  of  the  boom.  The  rope  passes  over  the  pulley  or  sheave  in  or  on  the 
boom,  and  thence  over  another  near  the  top  of  the  mast ;  thence  passing  down  parallel  to  the  mast, 
it  is  attached  to  a  barrel  or  drunv,  and  can  be  taken  up  or  let  out  by  means  of  a  gear  and  pinion  and 
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crank,  thereby  raisinjir  or  lowering  the  weight.  The  boom  can  be  raised  or  lowered  by  means  of  the 
rope  at  the  bottom  of  the  mast,  which  is  passed  two  or  three  times  round  a  small  fixed  cylinder,  and 
is  united  to  the  end  of  the  boom  by  a  system  of  blocks.  By  the  slacking  of  this  rope,  the  boom 
may  be  lowered  while  the  weight  is  suspended,  which  enables  the  workmen  to  take  up  the  stone  at 
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one  distance  from  the  mast,  and  lay  it  at  another  more  remote.    The  machine  is  swung  into  position 
by  a  small  rope  attached  to  the  end  of  the  boom  or  to  the  weight  itself. 

Fig.  934  represents  Savage's  derrick  as  improved  by  Mr.  McAlpine,  and  used  at  the  Brooklyn  Dry 
Dock  for  the  laying  of  the  heaviest  stone.  It  differs  somewhat  in  its  arrangement  from  the  simple 
machine  already  described.  It  will  be  seen  that  the  hook  for  the  suspension  of  the  weight  is  sup- 
ported  by  two  blocks.  By  tracing  the  position  of  the  rope  No.  1,  it  will  be  seen  that  by  it  the  right- 
hand  (me  of  these  blocks  can  be  raised  or  lowered  by  means  of  the  cranky  pinion,  gear,  and  barrel 
No.  1  of  the  crab,  at  the  opposite  end  of  the  boom ;  in  a  similar  way,  the  left-hand  block  is  raised 
by  rope  No.  2.  Thus  it  will  be  seen  that,  by  the  winding  up  of  rope  No.  1  on  the  barrel,  a  motion 
upward  and  outward  is  given  to  the  suspended  weight,  whereas  by  the  winding  up  of  No.  2  the 
weight  is  raised  upward  and  onward.  Again,  if  rope  No.  1  alone  be  slackened,  the  weight  is  lowered 
outwardly.    By  these  means  the  stone  may  be  deposited  at  any  spot  within  reach. of  the  boom. 

In  Fig.  935  is  represented  the  large  floating  derrick  used  for  lifting  blocks  of  biion  weighing  as 
much  as  100  tons,  in  the  construction  of  the  stone  piers  for  the  city  of  New  York.  The  float  is  of 
rectangular  form,  one  side  being  76  feet,  the  other  70  feet ;  its  depth  is  13  feet.  It  is  stiffened  by 
16  trusses  made  similar  to  the  well-known  Howe  truss.  The  tower  which  carries  the  ring-post  and 
booms  is  made  of  twelve  pieces  of  Georgia  pine,  14  by  14  inches  at  the  lower  ends,  63  feet  3  inches 
in  length,  and  12  by  12  inches  at  the  upper  end;  these  legs  are  stiffened  by  struts  and  braces.  The 
lower  ends  of  these  legs  are  fastened  into  a  heavy  cast-iron  circle.  At  their  upper  extremities  the 
legs  are  brought  close  together,  and  are  held  by  a  casting  of  circular  form,  to  which  they  are  bolted. 
This  casting  is  made  with  a  recess  which  is  filled  with  spherical  rollers,  which  rest  against  a  casting 
fitted  to  the  ring-post,  so  that  its  lateral  pressure  where  it  passes  the  tower  causes  but  little  friction. 
The  front  or  hoisting  boom  of  the  derrick  consists  of  two  plate-iron  box  girders  22  inches  deep  by 
9}  inches  wide ;  the  upper  and  lower  members  of  these  girders  are  of  channel  iron  three-fourths  of  an 
indi  thick ;  the  side  plates,  which  are  riveted  to  them,  are  three-eighths  of  an  inch  thick.  All  the  rivet- 
holes  are  drilled.  These  girders  are  spaced  24  inches  asunder,  and  are  held  in  position  at  the  ring- 
post  ends  by  being  inserted  in  deep  sockets  formed  in  a  heavy  casting  which  cndi-cles  the  post.  The 
boom  is  supportej  by  18  diagonal  rods  2^  inches  in  diameter,  made  of  iron.  These  converge  near 
the  top  of  the  ring-post,  and  are  secured  to  it.  The  following  are  the  chief  dimensions  of  the  struc- 
tures: Length  of  float  71  feet,  breadth  66,  depth  18;  length  of  hoisting  boom  60  feet  3  inches,  of 
back  boom  50  feet  8|^  inches;  length  from  end  to  end  of  boom,  110  feet  6 J  inches ;  height  of  tower, 
62  feet  3  inches ;  height  of  ring-post  above  tower,  49  feet  8  inches ;  total  length  of  ring-post,  62  feet ; 
height  from  bottom  of  float  to  top  of  ring-post,  127  feet  3  inches. 

CHANK.    A  crank  is  a  lever  or  bar  movable  about  a  centre  at  one  end,  and  capable  of  being 
turned  round  by  a  force  applied  at  the  other  end ;  in  this  form  it  has  been  used  from  the  earliest 
times  as  a  handle  to  turn  a  wheel.    When  the  crank  is  attached  by  a  con- 
necting-rod to  some  reciprocating  piece,  it  furnishes  a  combination  which  is 
extremely  useful  in  machinery. 

Let  C  Py  Fig.  936,  represent  an  arm  or  crank  centered  at  (7,  and  connected 
by  means  of  a  link  or  connecting-rod,  P©,  with  a  point  Q^  which  is  con- 
struned  to  move  in  the  line  C  E  V.  The  formula  (7  Q  =  a  cos  (7  4- 
r  6*  —  a*  sin*  C  gives  the  position  of  Q  for  any  given  position  of  the  crank 
C  P  ;  a  being  the  len^h  of  the  crank,  h  the  length  of  the  connecting-rod,  and 
C  the  crank-angle  P  U  D.    The  space  D  Bia  (Med  the  throw  of  the  crank. 

The  eccentric  circle  supplies  a  ready  method  of  obtaining  the  motion  given 
by  a  crank  and  link.  In  Fig.  937,  a  circular  plate  movable  about  a  oentre  of 
motion  at  C  imparts  an  osdlLatory  movement  to  a  bar  Q  2>,  which  is  capable 
of  sliding  between  guides  in  a  vertical  line  D  Q,  pointing  toward  C.  Since 
P  Q  remans  constant  as  the  plate  revolves,  it  is  evident  that  Q  moves  up  and 
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down  in  the  line  C  />,  just  as  if  it  were  actuated  by  the  crank  C Pand  the  connecting-rod  P  Q;  the 
length'  of  the  connecting-rod  is  in  this  case,  therefore,  equal  to  the  radius  of  the  rotating  circle.  It  is 
obrious  that  an  arrangement  of  this  kind  would  be  little  used,  by  reason  of  the  oblique  thrust  on  the 
bar  QD,    A  second  and  more  useful  form  is  shown  in  Fig.  938,  where  the  bar  Q  D  terminates  in  a 
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half  hoop  which  fits  the  circle.    The  fonn  usually  adopted  in  practice  is  derived  at  onoe  from  this. 
A  circular  plate  is  completelj  encircled  bj  a  hoop,  to  which  a  bar  is  attached. 

The  m'ank  vfith  an  infinUe  Unk  is  shown  in  Jblg.  089.  Suppose  the  roller  at  Q  to  be  replaced  bj  a 
cross-bar  Q  Ry  standing  at  right  angles  to  D  C ;  m  the  circle  revolves,  it  wiD 
cause  the  bar  to  reciprocate,  C  P  will  remain  constant,  imd  P  Q  will  always  be 
at  right  angles  to  i2  ^,  and  will  therefore  remain  parallel  to  C72>  in  all  positions. 
The  crank  with  an  infinite  linl£  also  appears  under  the  guise  of  a  smuh-plate. 
Here  a  circular  plate,  BFy  Fig.  940,  is  set  obliquely  upon  an  axis,  A  C,  and  bj 
its  rotation  causes  a  sliding  bar  P  Q,  whose  direction  is  parallel  to  ^  C,  to  oscil- 
late continually  with  an  up-and-down  movement,  the  friction  between  the  end  of 
the  bar  and  the  plate  being  relieved  by  a  small  roller. 

In  the  reciprocating  engine,  which  is  the  ordinary  form  of  construction,  the 

rectilinear  motion  of  the  piston  is  transmitted  through  a  connecting-rod  to  the 

crank,  and  there  changed  into  rotary  motion.    It  is  evident,  therefore,  that  the 

two  ends  of  the  connecting-rod  travel  different  distances  in  the  same  space  of 

time,  one  end  describing  a  path  which  is  equivalent  to  the  diameter  of  a  circle  m 

which  the  other  end  of  the  connecting-rod  passes  through  half  a  revolution  in  the  same  time;  so 

that  the  distances  described  by  the  two  ends  are  as  1  to  l.S'TOS,  this  being  the  ratio  of  the  diameter 

to  the  semi-circumference  of  a  circle.    Let  the  circle  in  Fig.  941  represent  the  path  described  by  the 
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centre  of  the  crank-pin  in  one  revolution  of  the  engine.  Suppose  D  i^  is  the  position  of  the  crank, 
and  0  F  the  position  of  the  connecting-rod,  when  the  piston  is  at  the  point  Q  in  the  line  A  By  which 
represents  the  stroke.  If  the  pressure  on  the  piston  at  this  point  is  represented  by  the  line  Q  E, 
by  drawing  a  perpendicular  HI  to  the  line  A  B  2X  the  point  H^  O  I  will  be  the  effect  of  the  givoi 
pressure  in  the  direction  of  the  connecting-rod,  and  F  K^  equal  to  G  ly  will  be  the  force  transmitted 
by  the  connecting-rod  from  the  piston  to  the  crank-pin.  But  the  only  part  of  this  force  which  can 
produce  motion  in  the  crank  is  that  which  acts  tangentially  to  the  circle  at  /,  or  in  a  perpendicular 
direction  to  the  crank  D  F,  To  determine  the  magnitude  of  this  tangential  force,  draw  JCL  paral- 
lel to  the  position  of  the  crank,  and  FLy  drawn  perpendicular  to  the  crank,  will  be  the  tangential 
force  required.    In  Fig.  941  the  semi-circumference  is  divided  into  10  equal  parts,  and  the  tangential 


pressure  Is  determined  for  each  in  the  manner  indicate  above.  If  the  pressures  so  determined  are 
then  laid  off  on  perpendiculars  to  a  base  line  representing  the  path  of  the  crank-pin,  dividing  it  into 
10  equal  parts,  the  extremities  of  the  perpendiculars  can  be  connected  by  a  curve,  whidi  gives  the 
rotative  effect  at  every  point  of  the  revolution.  This  is  illustrated  in  Figs.  942,  948,  and  944,  which 
are  diagrams  of  rotative  effect  for  connecting-rods  of  different  lengths.    It  will  be  seen  that  the 
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rotatiTe  efTecl  is  unevenly  distributed  through  the  two  quadrants  of  the  semi-revolution,  on  account 
of  the  angularity  of  the  connecting-rod,  and  that  this  irregularity  diminishes  as  the  connecting-rod  is 
lengthen^    With  a  oonnecting-rod  of  infinite  length,  representing  the  case  in  which  there  is  no 


No.1. 


angularity  of  connecting-rod,  as  in  the  yoke  connection,  there  is  no  irregularity  in  the  two  quadrants. 
It  will  be  seen  that  with  any  length  of  connecting-rod  the  rotative  effect  at  any  point  is  generally  less 
than  the  corresponding  pressuro  on  the  piston ;  and  that  at  the  ends  of  the  stroke,  when  the  crank 
is  "  on  the  centre,**  the  rotative  efTect  is  zero.  From  these  facts  some  have  supposed  that  thero  is  a 
loss  of  power  in  its  transmission  by  this  form  of  connection ;  but,  as  has  frequently  been  shown, 
ibis  opinion  is  not  well  founded.  Power,  it  must  be  remembered,  cannot  be  produced  without 
motion ;  and  since  the  crank-pin  travels  through  a  larger  distance  than  the  piston,  it  requires  a  less 
mean  pressure  to  give  the  same  power  as  is  exerted  by  the  piston.  The  reader  who  desires  to  in- 
vestigate this  subject  more  fully  will  find  discussions  in  Scott  RusselPs  **  Treatise  on  the  Steam  En- 
gine ;**  in  the  Seientific  American  for  Aug.  22,  1874 ;  and  in  the  Iron  Age^  Sept  26,  1878. 

In  the  year  1849  the  Society  of  Arts  offered  a  prize  "  for  the  best  collection  of  diagrams  (with  ex- 
planations) to  illustrate  the  action  of  the  forces  on  a  crank  or  cranks  turned  from  a  horizontal  direct- 
action  steam  cylinder  or  cylinders ;  the  effect  of  various  proportions  of  connecting-rods,  and  degrees 
of  expansion  of  steam,  being  shown.*'  The  following  diagrams  were  communicated  to  the  Society 
m  accordance  with  their  invitation,  by  W.  Pole,  C.  E.,  and  obtained  the  silver  Isls  medal. 

The  varieties  of  expansion  taken  in  these  diagrams  aie  three,  viz. : 

Steam  admitted  during  the  whole  stroke  (Nos.  4,  6,  6), 
"  "  half  the  stroke  (Nos.  7,  8,  9). 

"  "  one-fourth  the  stroke  (Nos.  10,  11, 12). 

The  varieties  of  length  of  connecting-rod  liave  also  been  taken  at  three,  viz. : 

Connecting-rod  indefinitely  long,  supposed  to  act  always  in  parallel  directions  (Nos.  1,  4,  7, 10). 

Gonnecting-rod  five  times  the  length  of  crank,  which  may  represent  about  the  ordinary  length 
(Nos.  6,  8,  II). 

Connecting-rod  three  times  the  length  of  crank,  or  about  the  shortest  made  (Nos.  6,  9, 12). 

Diagram  No.  1  is  explanatory  of  the  action  of  the 
forces  in  the  transmission  of  the  power  from  the  pis- 
ton to  the  crank,  for  im  indefinite  length  of  connecting- 
rod.    The  piston-rod  is  shown  by  the  long  dotted  line. 

The  object  of  diagrams  Nos.  4  to  12  is  to  exhibit  the 
values  and  variations  of  the  forces  at  the  beginning  and 
end  of  the  engine ;  i.  e.,  the  pressure  of  steam  on  the 
piston,  and  the  force  turning  the  crank  round. 

Each  set  of  these  diagrams  contains  a  figure  showing 
tbe  pressure  on  the  piston  at  all  points  of  the  stroke, 
on  the  plan  of  rectangular  codrdinates;  the  abscissa 
representing  the  space  passed  over  by  the  piston,  and 
the  ordinate  the  corresponding  pressure.    Thus,  when 

the  piston  has  moved  from  0  to  z.  No.  7,  or  -h  of  the  whole  stroke,  the  steam-pressure  upon  it  is 
rq)reBented  by  the  line  x  y.  The  scale  given  under  the  left-hand  figure,  in  Nos.  4,  6,  6,  and  which 
also  applies  to  Nos.  7  to  12,  shows  the  position  of  the  crank  corresponding  to  any  dven  position  of 
the  piston :  thus,  in  No.  6,  it  is  seen  by  inspection  that  when  the  piston  has  passed  through  -^7  of 
its  course,  the  crank  has  passed  through  about  81  **  from  the  dead  point,  and  so  on. 

The  rig^t-hand  figure  in  each  diagram  represents  the  tangential  or  working  force  acting  on  the 
crank-pin  at  every  point  of  its  semi-revolution  from  J^  to  ^,  Nos.  1,  2,  and  S.  The  curve  of  this 
figure  is  also  laid  down  by  rectangular  coordinates ;  the  path  of  the  crank-pin  (reduced  to  a  straight 
line)  forms  the  line  of  the  abscissa,  while  the  ordinates  express  the  oorrespondiDg  forces.  Thus,  in 
Na  5,  when  the  crank-pin  has  moved  from  0  to  o,  or  120**  from  the  dead  point,  the  tangential  force, 
tending  to  turn  it  round,  is  represented  by  the  line  o  o.  The  additional  scale  under  this  diagram 
shows  the  position  of  the  piston  corresponding  to  any  given  position  of  the  crank;  thus,  in  No.  5, 
when  the  crank  is  at  140°,  the  piston  has  moved  through  -j^  of  its  stroke,  and  so  on.  The  lines  rep- 
resenting the  forces  are  measured  by  a  scale,  which  is  appended  to  diagram  4.  The  pressure  of  the 
steam  upon  the  piston,  while  th^  steam-valve  is  open,  is  made  =  100  on  the  scale ;  and  the  ratio  of 
any  other  force  to  this  pressure  is  therefore  easily  ascertained  by  simple  measurement. 

In  No.  4,  the  connecting-rod  is  supposed  indefinitely  long ;  the  pressure  on  the  piston  is  uniform 
at  100.  The  tangential  force  on  the  crank-pin  begins  at  0  when  the  crank  is  at  the  dead  point, 
increases  to  100  when  it  arrives  at.  90*",  and  diminishes  again  to  0  in  the  same  ratio  as  the  increase. 
The  mean  valne  of  the  force,  throughout  the  semi-revolution,  is  =  68.6,  which  x  the  space  passed 
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through  bj  the  crank-pin  is  exactly  =  the  pressure  on  the  piston  x  the  length  of  its  stroke ;  or,  in 
other  words,  the  ai*ea  of  the  figure  efg  =  the  pai-allelogram  abed.  The  result  is  in  aooordanoe 
with  the  principle  of  "  conseryation  of  via  vivay^  bj  which  we  know  that  (neglecting  friction)  the 
amount  of  power  or  work  given  out  at  the  crank-pin  is  equal  to  that  performed  by  the  steam  on  the 
piston. 

In  No.  5  is  seen  the  effect  of  the  connecting-rod  being  made  five  times  the  length  of  the  crank. 
Here  the  tangential  force,  commencing  at  0,  arrives  at  a  maximum  value  of  about  102  when  the 
crank  has  passed  through  about  SO**. 
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In  No.  8,  where  the  connecting-rod  is  three  times  the  length  of  the  crank,  the  tangential  force 
arrives  at  a  maximum  value  of  about  106  when  the  crank  has  passed  through  about  75''. 

It  will  be  perceived,  however,  that  these  variations  make  no  difference  in  tlie  mean  force  through- 
out the  whole  figure ;  the  effect  of  the  connecting-rod  being  merely  to  vary  in  a  slight  degree  the 
distribution  of  the  force  over  the  path  of  the  crank-pin,  without  affecting  the  total  amount  of  power 
conveyed  to  it  by  the  machinery.  The  comparative  merits  of  long  and  short  connecting-rods,  in 
other  points  of  view,  Involve  considerations  which  it  would  be  out  of  place  to  introduce  here. 

The  return  stroke,  or  the  other  semi-revolution  of  the  crank,  does  not  exactly  correspond  with  the 
figures  shown  in  diagrams  6  and  6,  owing  to  the  reversed  condition  of  the  connecting-rod.  The 
nature  of  the  variation  will  be  seen  in  No.  6*,  where  the  tangential  force  is  shown  for  an  entire  rev- 
olution of  the  crank.  It  will  be  observed  here  that  the  force  at  10°  (commencing  at  A')  oorre* 
spends  with  that  at  350*",  at  60°  with  800%  and  so  on. 
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No8.  Y,  8,  9  show  the  effect  of  cutting  off  the  steam  at  half  the  stroke.  Here  the  mean  pressure 
on  the  piston  is  =  84.6,  and  the  mean  tangential  force  on  the  crank-pin  is  =  54,  the  equality  be- 
tween the  areas  of  the  ric^ht-  and  left-hand  figures  being  still  preserved.  The  power  of  the  en^e  is 
diminished  in  the  proportion  of  1000 :  846,  although  the  economy  is  much  increased,  as  is  well  known. 

Nos.  10,  11,  12  show  the  effect  of  cutting  off  the  steam  at  one-fourth  of  the  stroke.  Here  the 
mean  pressure  on  the  piston  is  =  59.6,  the  mean  tangential  force  is  =  88,  and  the  power  of  the 
engine  is  reduced  from  100  to  69.6. 

Nos.  9*  and  12*  show  the  values  of  the  tangential  force  through  an  entire  revolution  of  the  crank, 
in  the  cases  above  alluded  to  under  corresponding  numbers. 
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The  combined  ftction  of  two  engines,  with  cranks  fixed  at  right  angles  with  each  other,  is  shown 
in  six  cases  out  of  the  nine  prcTiously  described ;  .namely,  with  three  variations  in  the  degree  of  ex- 
pansion, and  two  in  the  length  of  connecting-rod.    The  curve  of  tangential  forces  is  laid  down  for 
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two  cranks  in  diagrams  4,  7,  10,  6*,  9*,  and  12* ;  in  the  three  former  for  half  a  revolution  (the 
other  half  being  precisely  similar),  and  in  the  three  latter  for  a  whole  revolution  of  the  crank.  It  is 
presumed  that  these  figures  will  be  understood  without  any  further  description.  As  an  example :  at 
By  No.  9*,  one  crank  is  supposed  to  have  traveled  130"  from  the  dead  poiat  Ey  No.  8,  the  tangen- 
tial force  on  it  being  expressed  by  the  line  0  p* ;  the  second  crank  will  then  have  traveled  220**  iSom 
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the  same  point,  and  the  combined  tangential  force  will  be  represented  by  the  line  $  p*.  The  undula- 
tions of  the  upper  line  will  therefore  represent  the  inequalities  of  the  working  power  in  the  crank- 
shaft throughout  its  whole  revolution. 

In  laying  down  the  forces  in  these  diagrams,  the  following  points  have  been  assumed : 

(a.)  That  as  long  as  the  steam-valve  remains  open,  the  pressure  of  the  steam  in  the  cylinder  is 
uniform.     This  is  not  always  the  case  in  practice,  but  must  generally  be  assumed  in  calculation. 

(6.)  That  after  the  steam-valve  is  closed,  the  steam  expands  according  to  Mariotte's  law,  the  pres- 
sure varying  inversely  as  the  volume.  This  is  the  usual  assumption.  The  causes  of  variation  from 
this  law  are  treated  of  in  works  on  the  steam-engine,  but  cannot  be  comprised  in  an  investigation 
of  the  present  nature. 

(e,)  That  no  power  is  lost  by  friction  in  the  transmission  of  the  force  through  the  machine. 

(d)  The  influence  of  the  clearance  space  on  the  vohirae  of  the  steam,  in  expanding,  has  been  neg- 
lected. This  is  but  of  small  moment,  and  its  introduction  would  have  interfered  materially  with  the 
simplicity  and  clearness  of  the  diagrams. 
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(tf.)  The  moTing  parts  are  supposed  to  bave  no  weight  or  mass,  the  forces  being  coDsidered  in  a 
statical  point  of  view  onlj. 

The  curves  have  been  formed  by  finding  the  length  of  ordinates  at  convenient  distances  apart,  and 
tracing  a  curved  line  through  the  points  thus  obtained. 

The  methods  of  determining  crank  diagrams  from  the  conditions  of  actual  practice  are  fully  de- 


M& 


^A2£f 


Digitized  by 


Google 


CRANK.  438 


scribed  and  illustrated  in  Porter's  work  on  the  "  Steam-Engine  Indicator,"  and  Rigg's  "  Practical 
Treatise  on  the  Steam-Engine."  The  graphical  determination  of  the  correction  for  acceleration  and 
retardation  of  the  reciprocating  parts,  described  below,  is  from  the  last-named  work.  Figs.  945, 
946,  and  947  give  the  rotative  effect  for  connecting-rods  4,  6,  and  6  times  the  length  of  crank  re- 
spectively, at  every  twentieth  of  the  revolution  of  the  crank,  for  any  pressure  on  the  piston.  They 
are  carefully  laid  out  from  the  same  constructions  as  were  made  in  determining  Figs.  942,  943,  and 
944,  and  will  be  found  useful  in  practice.  The  manner  of  constructing  and  using  them  needs  but 
little  explanation.  Suppose,  in  either  figure,  that  the  pressure  on  the  piston  when  it  is  in  a  position 
on  the  forward  stroke  corresponding  to  a  crank-angle  of  144'',  or  on  the  return  stroke  corresponding 
to  a  crank-angle  of  86°,  is  equal  to  the  line  A  B.  It  is  only  necessary  to  set  a  pair  of  dividers  to 
this  distance,  and  then  move  one  point  along  the  base  line  until  the  other  point  incloses  the  given 
distance  in  a  perpendicular  direction  between  the  base  and  the  line  marked  '^  Reference  Line,"  when  • 
the  corresponding  distance  C  B^  which  represents  the  rotative  pressure 
0  for  the  given  point,  can  be  measured  directly.    The  same  method  is  to 
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the  length  of  the  diagram,  to  represent  the  stroke  of  the  piston,  so  that  its  outer  extremity  is  five 
tiroes  3  C  from  the  point  C,  Then  find  the  points  of  stroke  corresponding  to  the  several  crank 
positions  laid  off  in  the  circle,  observing  that  the  last  position  on  the  forward  stroke  is  the  first 
position  on  the  return  stroke,  the  next  to  the  last  on  the  forward  is  the  second  on  the  return,  and 
so  on.  (The  references  to  forward  and  return  stroke  are  for  direct-acting  engines,  the  forward 
stroke  being  that  in  which  the  piston  moves  from  the  end  of  the  cylinder  that  is  farthest  away 
from  the  crank.  In  back-acting  engines,  where  the  cylinder  is  between  the  guides  and  crank,  the 
forward  stroke  corresponds  to  the  return  stroke  in  direct-acting  engines.)  The  points  so  deter- 
mmed  on  the  line  representing  the  stroke  of  the  piston  are  then  to  be  transferred  to  the  indicator 
diagrams,  Figs.  948,  949,  and  perpendiculars  erected,  as  shown.  It  will  be  seen  from  these  figures 
that  while  the  crank-pin  is  passing  over  successive  equal  intervals,  the  corresponding  spaces  through 
which  the  piston  moves  are  unequal.  Now,  as  the  crank  is  revolving  at  a  practically  uniform  speed, 
it  is  evident  that  the  motion  of  the  piston  is  being  accelerated  during  one  portion  of  the  stroke,  and 
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retarded  during  the  other.  Force  is  required  to  produce  this  acceleration,  and  is  ^ren  out  during 
the  retardation ;  so  that  the  indicator  diagrams,  Figs.  948, 949,  do  not  represent  the  true  distribution 
of  pressure  on  the  piston.  The  force  absorbed  by  the  reciprocating  parts  is  greatest  when  the  en- 
gine is  on  the  centre,  and  at  this  time  its  value,  in  pounds  per  square  inch  for  a  connecting-rod  of 
infinite  length,  is 

0  000841  X  /re^**^^^*^^'^  ^^  ^'^"^'x  /^^^6^*  ®'  reciprocating\      /radius  of  crank,\ 


\  gine  per  minute  /      \^       parts,  in  pounds,      )     \        in  feet, 
area  of  piston  in  square  inches. 
If,  for  example,  an  engine  has  a  cylinder  20  inches  in  diameter  and  4  feet  stroke,  and  makes  60 
revolutions  per  minute,  the  weight  of  the  reciprocating  parts  being  500  lbs.,  the  foregoing -expression 
gives  for  the  accelerating  pressure,  in  pounds  per  square  inch, 

0.000841  X  3600  x  600  x  2       ^  ^ 
814l6  -  ^•^• 

Having  determined  the  accelerating  pressure  at  the  commencement  of  stroke  for  a  connecting-rod 
of  infinite  length,  in  the  case  under  consideration,  make  A  B^  Fig.  951,  equal  to  this  pressure  <hi  the 

»5i. 


scale  of  the  indicator  diagrams,  figs.  948,  949,  and  with  A  B 
as  a  radius  describe  the  circle  A  ED,  As  die  connecting- 
rod  in  this  instance  is  five  times  the  length  of  the  crank, 
make  B  e  equal  to  one-fifth  of  A  B^  and  draw  the  diameter 
TEtX  right  angles  \jo  A  D,  At  the  extremities  of  this  diam- 
eter  draw  lines  parallel  to  A  i),  and  lay  off  on  these  lines 
distances  T H,  E C^  each  equal  to  -Be.  Find  P,  the  centre 
of  a  circle  passing  through  the  points  H^  e,  and  C,  and  draw 
the  arc  He  C^  wiSi  Pc  as  a  radius.  Divide  the  scmi-drcom- 
ference  A  ED  into  10  equal  parts,  and  through  the  points  of 
division  draw  lines  parallel  to  -4  -D.  Then  Ae^  ab,  ed^  e/, 
etc.,  represent  the  pressures  absorbed  in  accelerating  the  re- 
ciprocating parts,  and  E  (7,  108*'  ifc,  126'*/,  etc,  represent  the 
pressures  given  out  during  retardation  for  the  forward  stroke, 
and  exactly  the  opposite  for  the  return  stroke.  These  pres- 
sures are  then  to  be  transferred  to  the  diagrams.  Figs.  94S, 
949,  and  added  or  subtracted,  according  as  they  represent 
pressures  absorbed  or  given  out.  In  this  manner  the  out- 
lines of  new  diagrams,  which  show  the  true  distribution  of 
pressure  on  the  piston,  and  whidi  are  distinguished  by  being 
shaded,  arc  produced.  To  transfer  these  pressures  to  the 
crank  diagram,  make  A  &,  Fig.  962,  equal  to  the  distance 
traveled  by  the  piston  in  one  revolution,  on  the  same  scale 
as  the  previous  diagrams.  A  method  of  drawing  a  drcum- 
ference  corresponding  to  a  given  diameter  that  is  exceedingly 
accurate  is  shown  in  the  figure.  AB  \b  the  given  diameter. 
At  the  extremity  A  erect  the  perpendicular  A  F;  make  A  C 
equal  to  the  radius,  and  divide  it  into  6  equal  parts.  From 
Bj  the  oUier  extremity  of  the  given  diameter,  lay  gSBD 
equal  to  one-fifth  ot  A  C^  vad  D  E  equal  to  two-fif As  of 
AC;  draw  the  straight  lines  CD,  CE,  make  A  F  equal  to 
CDy  imd  draw  FG  paraUel  to  CE;  then  A  G  will  be  the 
circumference  of  the  circle  whose  radius  is  A  B,  Divide  this 
circumference  into  20  equal  parts,  which  can  be  done  as  indi- 
cated by  the  dotted  lines.  From  A  draw  a  straight  line  A  H^ 
and  lay  off  from  A  toward  U  any  distance  20  times.  Conr 
nect  the  last  point  H  with  (?,  and  through  the  several  points 
of  division  draw  lines  parallel  to  H  O^  mich  wUl  divide  ul  G 
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into  20  equal  parts.  Erect  perpendiculars  at  the  several  points  of  division  which  correspond  to  the 
crank  positions  in  Fig.  950.  *  Find  from  the  diagram  Fig.  946  the  rotative  pressures  corresponding 
to  the  pressures  in  the  shaded  diagrams,  Figs.  948,  949,  and  lay  them  off  on  the  corresponding  per- 
pendicuUrs  in  Fig.  962.  A  curve  drawn  through  the  points  so  determined,  as  indicated,  will  rep- 
resent the  effective  pressure  on  the  crank-pin  during  a  revolution ;  and  if  the  area  included  between 
this  curve  and  the  base  line  is  measured,  a  line  representing  the  mean  pressure  ban  be  drawn  paral- 
lel to  the  base  line,  including  an  area  equal  to  that  between  the  curve  and  the  base  line.  This  equiv- 
alent area  is  distinguished  by  shading  in  Fig.  952,  and  it  will  be  seen  that  it  is  so  drawn  as  to  add 
an  area  equivalent  to  that  cut  oft  from  the  original  crank  diagram.  The  area  of  an  irregular  figure 
nmilar  to  that  in  Fig.  952  can  be  measured  with  great  accuracy  by  an  instrument  called  the  planim- 


eter,  which  calculates  mechanically  the  area  of  a  figure  whose  boundaries  are  traversed  by  a 
pcnnter ;  or  it  can  be  computed  by  the  aid  of  Simpson's  rule,  which  is  explained  in  most  works  on 
mensuration,  among  which  may  be  mentioned  Prof.  Rankine's  "  Useful  Rules  and  Tables." 

The  effect  of  the  reciprocating  parts  on  the  distribution  of  pressure  throughout  the  stroke  of  the 
piston  was  first  pointed  out  by  Charles  T.  Porter,  and  the  Porter-Allen  engine  is  designed  to  produce 
an  even  distribution  by  the  application  of  this  principle.  It  is  easy  to  see  that  by  varying  the  weight 
of  the  reciprocating  parts,  and  the  speed  of  the  engine,  almost  any  desired  distribution  of  pressure 
may  be  effected. 

See  Slidb-Valvb  for  a  table  showing  piston  and  crank  position^  for  connecting-ix>ds  of  different 
lengths.  The  formulas  by  which  they  were  computed  are  appended,  as  well  as  rules  for  the  estima- 
tion of  rotative  effect,  the  latter  being  taken  from  H.  Tresca's  "  Course  in  Applied  Mechanics."  If 
e  =  ratio  of  length  of  connecting-rod  to  length  of  stroke,  r  =  fraction  of  stroke  completed  when 
crank  angle  =  C^  and  a  =  distance  from  centre  of  cross-head  to  centre  of  shaft : 

For  the  forward  stroke— 

a  =  c  -H  0.6  —  r 

^      a»  +  0.26  -  c« 

COS.  C7= 

a 

a  =  ^<^  +  0.26  -  c  X  COS.  (180"-  C  -  arc  sin.  ^^)]* 
r  =  (?  +  0.6  —  a 
For  the  return  stroke — 

a  =  c  —  0.6  -H  r 

COS.  (180°  —  C)  =  a»  +  0.26  - 1^ 


I* 
t  =  p  +  0.26  -  c  X  COS.  (C-  arc  sin.  *-^|^l* 


r  =  a  +  0.6  —  <j 
If  P  =  pressure  on  piston,  p  =  corresponding  rotative  pressure  on  crank-pin,  a  =  crank  angle, 
/  =  length  of  connecting-rod,  and  r  =  length  of  crank — 

^  L       (^  —  r«  X  sin.«  a)i  J  R.  H.  B. 

CRAPIXG  MACHINR    See  Cloth-finishino  Machinert. 

CROWN  GLASS.    See  Glass-makino. 

CRUCIBLES.  Vessels  used  for  the  fusion  of  certain  metals,  for  assaying,  and  generally  for  many 
other  chemical  purposes  in  which  intense  heat  is  employed.  The  principal  requisites  of  a  good  cru- 
cible are,  that  it  should  be  capable  of  enduring  the  strongest  heat  without  becoming  soft  or  losing 
modi  of  its  substance ;  that  it  should  not  crack  on  being  exposed  to  sudden  alternations  of  temper- 
ature ;  that  it  should  withstand  the  corrosive  effect  of  the  substance  fused  in  it ;  and  lastly,  that  it 
should  be  sufficiently  strong  to  support  the  weight  of  the  molten  metal  when  lifted  from  the  furnace. 
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Crucibles  which  become  tender  at  a  high  temperature  are  then  liable  to  break  or  crumble  when 
grasped  with  the  tongs,  and  are  very  dangerous. 

Clay  crucibles  are  made  of  fire-clay,  mixed  with  silica,  burnt  clay,  or  other  infusible  matter.  In 
order  to  counteract  the  tendency  clay  has  to  shrinking  at  high  temperatures,  the  other  substances  are 
mixed  with  it.  The  proportion  of  burnt  to  raw  day  may  be  varied,  but  two-thirds  raw  clay  to  one- 
third  burnt  clay  is  a  very  common  proportion.  It  is  necessary  that  there  should  be  a  sufficient 
quantity  of  raw  clay  to  produce  the  proper  degree  of  plasticity  for  working.  The  unbumt  fire^ay 
must  be  ground,  as  must  also  the  burnt  clay,  the  latter  generally  consisting  of  old  crucibles  or  glass- 
pots,  which  have  been  exposed  to  high  temperatures.  The  surfaces  of  these  old  pots  must  bo 
cleaned  from  all  extraneous  matter,  and  their  vitrified  coating  be  chipped  oif.  Clays  which  contain 
a  maximum  quantity  of  pure  silica  are  best  adapted  for  the  most  infusible  crucibles,  if  in  addition 
they  are  comparatively  free  from  such  injurious  admixtures  as  lime  or  iron ;  and  the  infusible  proper- 
ties  can  be  strengthened  by  additions  of  burnt  clay,  such  as  we  have  indicated,  or  of  powdered 
coke  and  plumbago.  The  celebrated  Berlin  crucibles  are  made  from  8  parts  fire-clay,  4  parts  blade 
lead,  6  parts  powdered  coke,  8  parts  old  ground  crucibles.  Another  mixture  is  2  parts  fire-da?,  1 
part  ground  gas-coke.  The  materials  should  be  as  free  from  lime  as  possible,  well  kneaded  together, 
and  slowly  dried  in  a  kiln.  When  fire-clay  is  not  easily  obtainable,  as  a  substitute  for  it  steep  com- 
mon clay  in  hot  hydrochloric  add,  wash  it  well  with  hot  water,  and  dry  it 

The  crudbles  in  most  common  use  in  Birmingham  and  its  neighborhood,  as  well  as  in  Sheffield, 
England,  are  made  of  a  fire-clay  found  near  Stourbridge,  which  is  generally  mixed  with  some  other 
substance,  such  as  powdered  coke,  in  order  to  lessen  itg  tendency  to  contract  when  strongly  heated. 
The  following  are  about  the  average  proportions :  4  parts  fire-clay,  2  burnt  clay  cement,  1  ground 
coke,  1  ground  pipe-clay.  These  Stourbridge-clay  crucibles,  or  casting-pots,  are  only  careftilly  dried, 
but  not  burned  until  required  for  use,  when  they  are  put  into  the  melting-furnace  first  with  the  month 
downward,  and  when  red-hot  are  taken  out,  and  put  in  again  with  the  mouth  upward.  The  mdttng- 
pots  or  crudbles  employed  by  Mushet  in  the  manufacture  of  cast-steel,  or  homogeneous  metal,  were 
made  by  mixing  kaolin  or  china  clay  with  black  or  gray  fire-day  from  the  coal  measures,  and  pul- 
verized old  pots,  the  clays  being  passed  through  riddles  having  64  to  100  meshes  to  the  square  inch. 
The  proportions  used  by  Mushet  are  5  parts  by  measure  fire-clay,  5  parts  kaolin,  1  part  old  pot,  and 
1-1-  part  coke-dust ;  the  ingredients  being  well  mixed,  and  then  kneaded,  tempered,  and  moulded  in 
the  usual  way. 

When  it  is  necessary  to  protect  a  crudble  from  the  corrosive  action  of  the  material  to  be  melted 
in  it,  it  can  be  lined  with  charcoal  powder  or  black  lead.  In  a  small  crucible,  the  powder  may  be 
made  into  a  paste  with  a  little  gum-water  or  molasses,  and  rammed  into  the  crucible,  the  central 
cavity  being  afterward  shaped  by  a  small  rammer  of  the  desired  form.  For  larger  crudblei»,  a  mix- 
ture of  anthracite  powder,  powder  of  gas-retort  carbon,  or  gas-tar  may  be  employed.  To  test  cnici- 
bles  as  to  power  to  resist  corrosion,  protoxide  of  lead,  or  a  mixture  of  protoxide  of  lead  and  dioxide 
of  copper,  is  melted  in  the  crucible.  If  a  clay  crucible  is  not  permeated  or  corroded  by  this  mixture 
to  a  sensible  extent  after  a  short  time,  it  may  be  considered  capable  of  resisting  all  ordinary  corro- 
sions in  practice.  As  a  rule,  clay  crucibles  resist  permeation  and  corrosion  in  the  proportion  of  the 
fineness  and  regularity  of  grain,  but  their  tendency  to  crack  is  increased  in  the  same  ratio. 

Cornish  crucibles  are  prindpally  used  for  assaying  copper ;  they  are  made  of  a  clay  found  in  some 
parts  of  Cornwall,  and  the  smaller  sizes  are  capable  of  resisting  sudden  alternations  of  temperature, 
a  quality  which  is  probably  due  to  the  large  proportion  of  silica  mixed  with  the  clay,  but  they  are 
rapidly  corroded  by  melted  oxide  of  lead.  Hessian  crucibles  were  formerly  employed  to  a  mudi 
greater  extent  in  metallurgical  operations  than  they  are  at  present.  They  are  made  principally  from 
a  clay  found  at  Gross- Almerode,  and  in  their  composition  resemble  very  closely  the  Cornish  crud- 
bles. The  form  is  triangular,  and  they  are  generally  packed  in  nests  of  six,  the  smaller  sizes  fitting 
into  the  larger.  These  crucibles  are  tolerably  lasting  at  moderate  temperatures,  but  are  apt  to  fuse 
when  exposed  to  very  great  heat.  Several  kinds  of  French  crucibles  are  manufactured,  some  of 
which  are  of  very  excellent  quality,  especially  those  of  Beaufay,  called  the  creweta  de  Parity  and 
those  of  Deycux,  termed  a'cuscta  de  Saveignies,  Both  kinds,  however,  contain  a  large  percentage 
of  oxide  of  iron,  which  renders  them  objectionable  for  some  purposes.  London  crudbles  arc  of  a 
reddish-brown  tint,  very  close-grained,  and  capable  of  resisting  the  corrosive  action  of  oxide  of  lead, 
but  liable  to  crack  when  suddenly  heated.  They  are  made  of  various  sizes,  from  2^  inches  up  to  8^ 
inches  in  height.  For  special  metallurgical  or  chemical  purposes,  crucibles  are  sometimes  composed 
of  platinum,  lime,  bone-dust,  magnesia,  pure  carbon,  and  other  materials. 

Crucibles  are  made  of  various  forms  and  sizes,  according  to  the  kind  of  work  for  which  they  are 
intended ;  those  used  for  assaying  are  scarcely  larger  than  a  lady's  thimble,  while  others  made  for 
zindng  shot  will  hold  as  much  as  800  lbs.  of  molten  zinc.  Some  are  nearly  cylindrical,  others  trian- 
gular, and  others  skittle-shaped.  -4,  Fig.  953,  shows  the  pot  and  cover  employed  in  melting  steel, 
while  -fl  is  a  common  form  of  crucible  for  brass  and  the  like.  Small  crucibles  are  generally  kiln- 
bumt  before  being  used ;  larger  crucibles  are  usually  dried  gradually  in  hot  stoves.  Where  tlic 
crucibles  or  pots,  as  they  are  familiarly  termed,  are  made  of  fire-clay  and  upon  the  works,  the  pot 
flask,  or  mould,  and  plug  are  commonly  of  the  forms  C  and  />.  The  pot  mould  is  of  cast-iron,  with 
two  ears  cast  upon  it  to  lift  it  by.  Its  inside  is  the  shape  of  the  outside  of  the  pots ;  it  is  turned 
smooth,  and  is  open  at  the  bottom  as  well  as  the  top.  There  is  a  loose  bottom  made  to  fit,  but  not 
so  small  as  to  pass  through ;  this  has  a  hole  in  the  centre,  three-quarters  of  an  inch  in  diameter. 
When  in  use  it  stands  upon  a  low  post  firmly  fixed  in  the  ground,  which  also  has  a  hole  5  or  6  indies 
deep  in  its  centre.  The  plug  which  forms  the  inside  of  the  pot  is  of  lignum  vitae ;  it  has  an  iron 
centre  which  projects  through  it  about  5  inches,  corresponding  in  size  with  the  hole  at  the  bottom  of 
the  mould. 

The  clay  for  a  steel-pot  weighs  about  24  lbs. ;  it  is  moulded  upon  a  strong  bench  into  a  short  cylin- 
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der,  and,  the  inside  of  the  mould  having  been  well  oiled,  the  clay  is  dropped  into  it,  and  the  plug, 
also  oiled,  forced  into  the  clay,  while  the  projection  finds  the  hole  in  the  loose  bottom  in  the  centre 
of  the  mould,  which  guides  the  plug.  The  plug  is  driven  down  2  or  8  inches  by  tne  blows  of  a  heavy 
mallet  on  the  top  of  the  iron  head ;  it  is  then  taken  out  to  be  oiled  again  by  putting  a  piece  of  round 
iron  through  the  hole  in  the  iron  head  to  lift  by,  giving  it  at  the  same  time  a  screwing  motion.    It  is 
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then  driven  by  the  mallet,  while  the  clay,  rising  up  between  the  plug  and  the  mould,  reaches  the  top. 
The  clay  is  cut  even  with  the  top  of  the  mould  by  passing  the  knife  round  between  it  and  the  flask 
or  mould  several  times,  holding  it  inclined  toward  its  centre.  The  mould  is  now  taken  and  set  with 
its  loose  bottom  upon  a  small  post  fixed  in  the  floor,  and  gently  allowed  to  rest  upon  it.  This 
poshes  up  the  bottom  with  the  pot  upon  it ;  and  the  hole  being  filled  with  a  bit  of  clay,  the  pot 
is  finished.  When  the  pots  are  suflSciently  hard  to  bear  handling,  they  are  placed  to  dry  upon  rows 
of  shelves  against  the  flues  in  the  furnace,  where  they  remain  from  10  to  14  days.  Before  use  they 
are  annealed  by  being  placed  from  17  to  20  hours  in  a  special  annealing  furnace ;  and  they  are  taken 
directly  from  this  and  placed  for  use  hot  into  the  melting-furnace. 

Crucibles  are  frequently  made  on  an  ordinary  potter's  wheel,  and  special  machines  arc  also  em- 
ployed for  the  same  purpose.  One  of  these,  T.  V.  Morgan's  machine  for  making  either  large  or 
small  crucibles,  is  illustrated  by  Fig.  954.    The 

peculiar  mechanical  arrangement  consists  in  fit-  96L 

ting  the  former,  or  forming  tool  employed  in  the 
apparatus,  so  that,  in  addition  to  being  capable 
of  an  up-and-down  movement,  the  former  is  free 
to  be  moved  and  adjusted  horizontally  as  the 
cmdblc  is  being  moulded,  and  according  to  the 
required  size  or  thickness  of  the  crucible.  When 
a  crucible  is  to  be  made,  the  frame  is  pulled  down 
to  cause  the  former  to  enter  the  plastic  material, 
which  is  placed  in  a  mould,  on  a  revolving  lathe 
or  jigger,  as  usual ;  and  when  the  former  reaches 
the  bottom  of  its  course,  a  catch  on  one  of  the  up- 
rights secures  the  frame  in  position.  The  thread- 
ed rod  is  then  turned,  to  cause  the  former  to 
move  horizontally  and  spread  the  plastic  mate- 
rial against  the  side  of  the  mould.  Finally,  the 
back  end  of  a  lever  carried  on  the  top  of  the 
frame,  and  free  to  move  backward  by  means  of 
a  slot  or  otherwise,  is  inserted  into  a  hole  formed 
for  the  purpose,  and  its  forward  end  is  pressed 
down  by  hand,  so  that  the  lever  bears  forcibly 
upon  the  frame,  and  prevents  all  vibration  or 
movement  of  the  former.  When  the  crucible  is 
finished,  the  handle  is  turned  to  bring  the  former 
to  the  centre  of  the  crucible,  the  lever  is  moved 
forward  out  of  its  hole,  the  catch  released,  and 
the  frame  raised  up  by  a  balance-weight.  The 
operation  is  then  repeated  for  the  next  crucible, 
and  8o  on.  Fig.  954  is  a  section  of  Morgan's  ap- 
paratus, a  is  the  former,  or  forming  tool ;  it  is 
fitted  to  a  block  6,  which  is,  as  before  stated,  free 
to  be  moved  horizontally  in  a  frame  e  by  means 
of  a  screw  d!,  taking  into  a  corrresponding  thread 
in  a  nut  in  the  block  b  ;  the  ends  of  the  screw  d 
work  in  fixed  nuts  on  the  frame  c,  and  the  right- 
hand  end  is  provided  with  a  handle  a,  which  is 
turned  according  as  the  former  a  and  block  b  are  required  to  be  moved.  The  frame  e  is  free  to 
move  up  and  down  in  slots  formed  in  two  uprights,  and  its  weight  is  counterbalanced  by  weights  k  k, 
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on  the  end  of  chains  or  cords  passed  over  pulleys  and  connected  to  the  frame,  n  is  a  catdi  o&  the 
upright  to  secure  the  frame  e  in  position  when  the  former  a  reaches  its  lowest  position,  o  is  the 
mould  into  which  tfte  plastic  material  is  fed ;  this  mould  is  carried  on  an  ordinary  lathe  or  jigger  i>, 
to  which  rotary  motion  is  imparted  as  usual.  When  the  frame  e  is  caught  by  the  catch  n,  and  the 
mould  is  caused  to  rotate,  the  screw  d  is  turned  hy  its  handle  ^,  so  as  to  cause  the  former  a  to  more 
horizontally,  and  spread  the  plastic  material  against  the  side  of  the  mould ;  and  when  it  has  been 
moved  to  the  required  distance,  which  is  r^ulated  by  a  scale  on  the  frame,  the  back  end  of  a  lever 
',  carried  on  the  top  of  the  frame  and  free  to  move  backward  by  means  of  a  slot,  is  inserted  into  a 
lole  formed  In  an  upright,  and  its  forward  end  is  then  pressed  down  by  the  attendant  so  that  this 
lever  bears  forcibly  upon  the  frame  c  and  prevents  vibration  or  movement  of  the  former.  When 
the  crucible  is  finished,  the  handle  ff  is  turned  to  bring  the  former  a  to  the  centre  of  the  crodble, 
the  lever  q  is  moved  forward  out  of  its  hole,  the  catch  n  is  released,  the  frame  is  raised  up,  and  the 
mould  is  removed  in  the  ordinary  manner ;  all  being  then  ready  for  the  next  operation,  ti  is  a  hor- 
izontal bar,  under  the  platform  and  hinged  at  10,  while  its  front  end  extends  to  the  front  of  the  ap- 
paratus, z  is  a  block  on  the  bar  u,  and  y  is  a  collar  on  the  lathe-shaft.  When  it  is  required  to  stop 
the  revolution  of  the  lathe,  the  attendant  moves  the  bar  u  on  its  hinge  10,  so  as  to  bring  the  blodi  z 
against  the  collar  y.  2  is  a  horizontal  bar  or  guide  for  the  bar  u.  (The  foregoing  is  abridged  from 
Spretson's  "  Casting  and  Founding.") 

For  graphite  crucibles  the  foliated  form  of  graphite  (see  Graphite)  is  emf>loyed,  and  it  undergoes 
grinding  as  a  preliminary  process.  It  should  not  be  ground  so  fine  as  to  lose  the  appearance  of 
scales.  With  the  plumbago  thus  prepared  is  mingled  a  small  proportion  of  kaolin  or  china  clay, 
varying  according  to  the  use  for  which  the  crucible  to  be  made  is  intended.  To  every  10  parts  of 
graphite  is  also  added  7  parts  of  a  gray  clay  which  is  imported  from  Elingenberg  in  Bavaria,  besides 
a  little  ground  charcoal,  the  latter  to  secure  porosity.  These  ingredients  are  mixed  dry ;  water  is 
afterward  added,  and  the  compound  passes  to  a  huge  cast-iron  cylinder  capable  of  holding  about  8 
tons.  Here  thorough  stirring  is  done  by  means  of  arms  arranged  radially  on  a  central  vertical  rota- 
ting shaft  Each  arm,  besides  having  four  vertical  beveled  blades,  is  made  flat  above  and  beveled 
below,  so  that  the  mass  undergoes  a  kneading  which  secures  its  rapid  and  homogeneous  mixing.  The 
material  emerges  of  the  consistence  of  thick  dough,  and  is  at  once  moulded  into  cradbles.  This  is 
done  either  by  hand  or  machinery,  special  forms  being  made  in  the  former  way. 

The  machine  process  is  exactly  the  same  as  that  in  common  use  by  potters  for  moulding  plates, 
teacups,  etc  A  plaster  mould  is  prepared,  which  is  placed  on  the  rotating  whecL  Into  this  the 
ball  of  graphite  dough  is  placed ;  and  as  the  mould  rotates,  a  former  is  brought  down  into  it  from 
above,  which  carries  the  material  out  against  the  sides  and  forms  the  inner  cavity,  according  to 
gauges  previously  adjusted.  The  mould  is  then  taken  from  the  lathe ;  and  after  the  crucible  has 
become  dry  enough,  the  latter  is  turned  out,  placed  upside  down  on  the  wheel,  and  its  exterior 
smoothed  by  hand. 

The  baking  process,  which  next  ensues,  does  not  differ  from  that  followed  by  potters.  Eadi  cru- 
cible is  inclosed  in  a  large  fire-clay  vessel,  known  as  a  *^  sagger,"  and  a  number  of  these  are  heaped 
up  in  the  kiln.  A  **  number  "  in  crucible-making  means  2  lbs.  of  material.  When  the  baking  is 
finished  the  crucibles  emerge  hard,  and  varying  m  color  from  grayish  white  to  blue-gray.  The  dif- 
ference in  hue  la  no  criterion  of  quality,  and  is  sunply  due  to  crad^s  or  other  imperfections  in  the 
sabers. 

In  point  of  size,  plumbago  crucibles  hold  from  2  ounces  up  to  600  lbs.  Their  average  lifetime  in 
brass-making  is  from  86  to  46  heats.  Clay  crucibles  can  be  used  but  once.  For  melting  steel  they 
will  run  from  4  to  6  times,  and  longer  if  coated  with  a  mixture  of  fire-clay,  plumbago,  charcoal  (or 
better,  gas-carbon),  and  silica  (pure  fine  quartz  sand).  Care  should  be  taken  to  remove  slag  from  l^e 
surface  after  each  melting.  Old  steel-pots  are  freed  from  slag,  ground  up,  and  remanufactured  into 
crucibles.  The  same  **  metal "  used  for  crucible-making  is  also  formed  into  plugs  or  valves  in  tht 
ladles  used  for  conveying  molten  steel,  made  by  the  Bessemer  process,  to  the  moulds.  Plumbago 
crucibles  may  be  generally  employed,  except  in  cases  where  a  flux  is  used,  as  the  flux  would  eat  the 
clay  from  the  plumbago.  In  using  them,  they  should  be  kept  in  a  dry  place,  the  least  dampness  being 
fatal.  It  is  well,  for  the  first  time  of  using,  to  put  the  crucible  in  the  furnace  at  the  time  of  light- 
ing the  fire,  so  that  it  heats  up  gradually  with  its  surroundings.  The  pot  should  be  placed  in  the 
fire  and  not  on  it,  and  the  fire  should  surround  it  to  the  very  top. 

CRUSHER.    See  Breaker  or  Crusher. 

CULTIVATOR.    See  Agricultural  Machinery. 

CUPEL.    See  Assaying. 

CUPOLA  FURNACE.    See  Furnace,  Cupola. 

CURD-KNIVES.    See  Dairy  Apparatus. 

CUT-OFF.    See  Engines,  Steam,  Stationary  Reciprocatino. 


DAIRY  APPARATUS.  The  following  list  comprises  the  apparatus  and  supplies  necessary  for 
the  fitting  up  of  a  dairy  factory  for  the  manufacture  of  cheese  and  butter,  receiving  the  milk  of  about 
450  cows : 


1  steam-boiler,  4  horse-power,  and  fittings. 

2  600-gallon  steam-vats,  complete. 

1ft  cheese-press  screws,  20  inches  long,  1}  inch 
diameter. 
1  milk-conductor  (can  to  vats). 
1  curd-knife,  18  blades,  20  inches  long. 
1  curd-knife,  horizontal  blades,  6  x  20  inches. 


1  set  hoisting-crane  castings. 

1  curd-scoop. 

1  set  stendl-plates,  for  dating  dieeses. 

1  set  stencil-plates,  paste,  sponge,  and  bniah. 

1  wrench.  No.  8. 

1  large  slate. 

2  thermometers. 
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1  scrubber  mop. 
1  cheeae-tryer. 

1  steun-eiiguiey  4  horse-power. 
IdgalTanized  iron  cheese-hoops,  with   follower 

15  inches  diameter. 
1  standard  scales,  600  lbs. 
1  standard  scales,  240  lbs. 
1  weight-can,  60  gallons,  large  faucet 
1  cord-pail. 
1  best-pail. 

1  factory  stencil-plate. 

2  rennet  jars,  15  gallons. 
1  factory  account-book. 

1  set  of  milk-testing  instruments. 

1  curd-milL 

1  set  casters  for  curd-sink. 

1  siphon,  with  Talve  and  faucet 


1  siphon  strainer. 
Patent  milk-pans. 
Factory  chums. 
Butter-bowls. 
Butter-moulds. 
Butter-workers. 
Cheese-bandage. 
Linen  strainer. 
Annotto. 

Steam-pipes,  joints,  valves,  etc. 
Belting. 
Ck>oler-pails. 
Pans. 

Press  and  cap  cloths. 
Rennets. 
Dairy  salt  (F.  F.) 


Milk  is  delivered  at  the  dairy  in  cans,  of  which  there  are  several  varieties  in  use.  They  are 
made  with  only  one  seam,  and  the  bottoms  are  of  wrought-iron,  and  tinned.  Their  capacity  is 
from  15  to  50  gallons. 

Ventilated  milk-cans  are  used  in  order  to  allow  the  "  animal  odor'*  of  the  milk  to  escape,  so  that 
the  milk  will  not  become  tainted.  Undoubtedly,  if  milk  from  cows  in  abnormal  conditions  is  to  be 
tetnsported,  ventilation  will  be  of  great  advantage ;  but  if  it  is  positively  known  that  the  milk  is 
from  cows  in  perfect  health,  ventilation  is  entirely  unnecessary,  as  has  been  practically  demonstrated 
by  Hardin's  method  of  making  butter,  where  every  favorable  condition  is  present^  to  injure  the 
milk  if  the  "animal  odor"  possessed  any  such  injurious  properties.  Still,  for  fear  that  the  milk 
from  one  cow  in  an  abnormal  condition  might  be  mixed  with  the  rest  of  the  milk,  ventilated  cans 
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are  of  great  value,  and  their  more  general  use  is  desirable.  The 
simplest  ventilator  is  one  invented  by  L.  B.  Arnold,  and  repre- 
sented in  Fig.  055.  It  is  made  by  cutting  a  circular  orifice  in 
the  cover  of  a  can,  and  soldering  over  the  aperture  a  piece  of 
coarsely  perforated  tin,  or  of  wire  cloth,  giving  the  latter  a  mod- 
erate depression  in  the  middle.  Around  the  outside  of  the  wire 
doth  is  soldered  a  flange  of  tin,  2  inches  high,  to  prevent  loss 
of  milk. 

Hilk  Is  sometimes  aSrated  before  it  is  put  into  the  cans  for  transportation.  If  such  be  the  case, 
Uie  atmosphere  must  be  pure  and  street,  and  free  from  any  injurious  offensive  odor.  The  deodoriz- 
ing tftrainer  and  cooler^  invented  by  Bussey,  is  simply  a  stndner-pail,  raised  about  2  feet  above  the 
can,  and  arranged  so  tiiat  the  milk  falls  in  a  spray  into  the  can.  Another  method  of  aeration  was 
iarented  by  Jones  k  FanUmer,  and  consists  in  fordng  air  into  the  milk.  Fig.  956  shows  the  manner 
in  which  this  is  accomplished. 

Vtmdtfor  Setting  Milk, — The  old  method  of  setting  milk  in  small  tin  pans  is  rapidly  being  limited 
to  the  farm-house.  The  pans  hold  from  8  to  10  quarts,  are  light,  and  are  easily  handled.  They 
cool  the  milk  readily  without  the  use  of  water,  and  are  easily  cleansed ;  but  they  are  not  smtable 
for  large  dairies.  Another  method  of  setting  milk  is  in  large  pails,  which  are  usually  made  of  sheets 
of  tin  24  X  20  inches,  and  are  from  19  to  22  inches  high,  and  nearly  8  inches  in  diameter.  These 
pails  are  filled  with  milk  within  4  or  5  inches  of  the  top,  and  are  then  placed  in  "  pools  "  to  allow 
the  cream  to  rise.  Care  must  be  taken  that  the  surface  of  the  milk  in  the  pails  is  not  above  that 
of  the  water  in  the  pools. 

An  attempt  has  been  made  by  Mr.  Hardin  to  do  away  with  the  "  pools  "  for  setting  milk,  by  the 
introduction  of  a  sort  of  refrigerator.  His  method  is  shown  in  Fig.  957.  As  it  is  the  nature  of 
heated  air  to  ascend,  the  ice-shelf  is  placed  in  the  top  of  the  box,  to  secure  uniform  temperature.  A 
Sfnoe  of  1  inch  is  left  open  on  each  side  of  the  shelf,  to  allow  the  air  to  pass  around  the  ice.  The 
drippings  from  the  ice  are  utilized  to  the  extent  of  4  inches  in  the  bottom  of  the  box.  The  cans  are 
made  with  a  perforated  rim  on  the  bottom,  to  allow  the  water  to  pass  under  them.  The  covers  of 
the  cans  fit  outside,  so  as  to  shed  the  water,  and  prevent  any  of  the  drippings  from  the  ice  gettjng 
into  the  milk. 

A  milk-can  designed  to  take  the  place  of  the  water-pools  and  deep  pails  mentioned  above  is  repre- 
sented in  Fig.  958.  A  complete  set  consists  of  four  pans,  with  wooden  vats  containing  them,  and 
the  framework  on  which  they  stand,  together  with  the  supply  water-pipe,  skinmier,  etc. ;  also  all 
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spouts  necessary  to  operate  them.  The  water  is  first  passed  through  the  centre  of  the  milk  and 
near  the  surface,  after  which  it  surrounds  the  pan  completely^  always  standing  higher  than  the  milk, 
to  prevent  drying  of  the  cream.  The  size  of  the  milk-pans  varies ;  some  hold  8  gallons,  others  90 
gallons  of  milk  at  a  time. 


Another  method  of  setting  milk  for  cream  is  by  means  of  shallow  pans,  of  which  there  are  a  great 
many  varieties  in  use. 
The  Orange  County  milk-pan  is  shown  in  Fig.  959,  and  a  section  of  the  pan  in  Fig.  960,  from 


which  it  will  be  seen  that  A  represents  the  milk-pan,  which  is  made  of  tin.  The  water-vat  B  is 
made  from  galvanized  sheet-iron.  The  patent  water-regulator  ^  is  a  hollow  tube  that  can  be 
raised  or  lowered  at  pleasure.    The  situation  of  the  top  of  this  regulator  determines  the  depth  of 
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the  water  in  the  vat.  The  water  rises  in  the  Tat  around  the  milk-pans 
to  the  top  of  the  regulator,  then  passes  down  through  it  into  the  pipe 
Fy  and  is  conducted  off.  With  this  device  the  temperature  is  per- 
fectly controlled.  The  bottom  of  the  water-vat  is  supported  by  a 
movable  board-bottom  in  the  rack,  and  between  this  board-bottom  and  the  metal  water-vat  is  put  a 
waterproof  lining,  which  is  a  non-conductor  of  heat,  and  which  prevents  the  atmosphere  of  the  room 
from  coming  in  contact  with  the  bottom  of  the  vat,  thereby  leaving  all  the  cooling  properties  of  the 
I      ■  water  to  be  used  upon  and  to  control  the  temperature  of  the  milk.    At  each  end 

^Bfnl  of  the  pan  in  the  vat  there  is  a  space  for  ice  to  be  stored,  and,  as  it  melts,  the 


is  made  in  double  racks  also,  as  shown  in  Fig.  961.    When  so  arranged,  the  upper  pan  is  reached  b? 
means  of  a  movable  platform,  which  is  kept  under  the  rack,  and,  when  wanted,  is  drawn  out    By 
use  of  the  double  rack  a  set  for  80  cows  can  be  used  in  a  room  8  x  10  feet 
The  iron-clad  pan  is  represented  in  Fig.  962.    The  illustration  shows  the  pan  fitted  with  steam 
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appftratus,  so  that  the  temperatare  of  the  milk  may  be  held  at  pleasure.  If  the  "  scalding  process  " 
for  raising  cream  be  adopted,  the  attachments  to  this  pan  render  it  very  applicable  for  such  object ; 
or  if  the  ordinary  process  be  employed,  the  cold-water  pipes  connected  with  the  pan  adapt  it  to  that 
njstem.    In  Fig.  962,  pipes  A  are  for  the  water-supply,  F  the  waste-water  pipe,  G  the  sour-milk 
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pipe,  and  opposite  C  on  the  other  side  is  placed  a  thermometer  for  regulating  the  hot  and  cold  water. 

(For  conversion  of  milk  into  butter,  see  Churns.) 
Sutter-  Workers. — The  common  wooden  bowl  and  ladle  are  still  in  use  in  small  dairies  for  working 

batter,  and  are  undoubtedly  the  best  for  the  manufacture  of  butter  on  a  small  scale.    For  an  exten- 

give  manufacture,  though,  other  devices  become 
more  economical. 

An  improved  butter-worker  is  shown  in  Pig. 
968.  It  consists  of  an  ordinary  butter-bowl 
attached  to  a  stand,  on  which  it  is  free  to  re- 
volve. A  ladle  is  attached  to  a  lever  over  the 
bowl  in  such  a  manner  that  it  can  be  worked 
up  and  down,  from  one  side  of  the  bowl  to  the 
other,  and,  in  fact,  in  all  directions.  **  Reid's . 
butter-worker  "  is  shown  in  Fig.  964.  It  con- 
sists of  a  tray  and  a  roller  with  paddles,  which 
is  turned  by  a  crank,  and  traverses  from  end 
to  end  of  the  tray.  The  roller  can  be  readily 
removed  when  desired,  which  leaves  a  table  to 
weigh  and  print  ott  of. 

Butter  Packages. — Butter  is  packed  in  firkins, 
in  half  firkins,  m  kegs,  and  in  pails.    The  best 

firkins  and  kegs  are  made  of  white  oak,  heavily  hooped,  and  the  sides  neatly  turned. 
An  improved  form  of  butter-tub  and  cooler  is  shown  in  Fig.  965.    It  is  made  of  white  cedar, 

and  bound  with  galvanized  iron  or  brass  hoops.    Within  the  tub  is  fitted  a  tin  cooler,  having  a 

movable  chamber  for  ice  at  each  end.    On  the  tin  is  constructed  a  series  of  ledges,  on  which  rest 

the  shelves  for  supporting  the  butter  (print  butter) ;  it  is  used  without  shelves  for  roll  butter. 

906. 


Chkese-icakiko. — Cheese -VaU. — Quite  a  variety  of  cheese-vats  are  in  use,  but  as  they  are  built 
mostly  alike,  a  description  of  the  most  prominent  ones  will  be  all  that  is  necessaiy.    They  all  consist  • 
of  a  large  inner  vat  of  tin,  generally  capable  of  holding  from  400  to  660  gallons  of  milk,  suspended 
in  a  wooden  envelope,  leaving  a  space  between  the  two  for  steam  or  water,  or  to  heat  or  cool  the 
same.    The  tin  vnt  is  arranged  so  that  it  may  be  removed  at  pleasure. 

Fig.  966  represents  a  cheese-vat  and  engine  complete.    The  vat  has  a  capacity  of  600  gallons. 
The  wooden  envch>pe,  or  vat,  is  generally  made  of  well-seasoned  pine.    The  tin  for  the  inner  vat  is 


Digitized  by 


Google 


442 


DAMPER. 


967.  imported  expressly  for  this  pur- 

pose.   They  yary  in  size  from 
f  12  to  16  feet  long,  and  from  3 

to  3i  feet  wide,  and  19  mcfaes 
deep.  In  small  creameries  and 
farm-dairies,  cheese-vats  called 
"  self-heaters  ^'  are  often  used. 
There  are  several  methods 
for  warming  milk  and  heating 
curds ;  but  Prof.  Arnold  states, 
after  trying  them  all,  that 
"throwing  steam  directly  un- 
der the  milk  or  whey  to  be  heat- 
ed is  the  simplest  and  cheapest 
way;  dry  steam  between  the 
Tats  is  most  convenient,  and 
water  heats  most  evenly,  and 
holds  the  heat  the  longest,  but 
is  most  difficult  to  control" 
Steam  is  the  most  popular 
method  for  heating,  and  will 
probably  continue  so  in  the 
large  creameries. 

Curd-Knives. — In  Fig.  967  are  shown  a  number  of  perpendicular  and  horizontal  curd-knives. 
When  the  curd  has  become  of  the  proper  consistence,  it  is  cut  in  half-inch  cubes,  first  by  the  perpen- 
dicular knife,  both  lengthwise  and  crosswise,  and  then  with  the  horizontal  knife. 


Curd-mills  are  usually  placed  over  the  vats,  so  that  when  the  curd  is  ground  it  falls  into  the  latter. 
The  object  is  to  disint^rate  the  curd,  so  that  it  may  be  more  equally  salted. 

Cheeae-Preas. — ^The  gang-press  is  shown  in  Fig. 
968.  This  press  is  constructed  horizontally,  and 
the  cheese  is  pressed  in  gangs  from  1  to  12  in  cadi 
press,  and  in  a  horizontal  position,  as  shown  in  the 
figure.  In  Fig.  969,  ^  is  a  hoop ;  By  the  side  of  the 
follower  next  the  cheese,  showing  the  elastic  ring, 
also  representing  the  peiforated  bottom  seen  below 
B;  Cy  the  other  side  of  the  follower,  showing  grooves 
in  which  are  holes  for  the  passage  of  the  whey ;  D, 
bandager,  on  which  the  bandage  is  placed,  and  the 
bandages  inserted  in  the  hoop,  the  lower  edge  rest- 
ing on  the  ledge  seen  on  the  inside  of  the  hoop, 
nearly  the  width  of  the  bandage  from  the  top,  form- 
ing a  smooth  surface  on  the  inside  of  the  hoop. 
In  Figs.  970  and  971  are  shown  a  curd  agitator 
and  scoop  of  simple  construction,  which  will  need  no  description*  H.  A.  H.,  Jr. 

DAMPER.  A  valve  placed  in  an  air-duct  by  which  the  latter  is  opened  or  closed  more  or  less,  in 
order  to  regulate  the  air-supply  and  so  increase  or  diminish  the  energy  of  combustion.  Dampers  are 
of  various  forms,  usually  in  the  shape  of  butterfly  valves,  hinged  fiaps,  or  sliding  or  rotating  grates. 
They  bear  the  same  relation  to  the  air-pipe  or  flue  as  does  the  valve  or  faucet  to  the  duct  for  steam 
or  liquids.  The  term  "damper"  is  also  applied  to  the  padded  finger  in  a  piano  movement  whidi 
comes  against  the  strings  and  limits  the  period  of  the  vibrations.    (See  Pianoforte.) 

Dampers  for  Sfeam-Boilers. — ^The  area  of  a  damper  depends  on  the  height  of  the  chimney ;  and 
where  there  is  only  one  boiler,  it  may  have  the  same  area  as  the  chimney,  if  that  is  properly  pro- 
portioned to  the  power  of  the  boiler.  (See  Chimney.)  As  an  approximate  rule,  we  may  give  110  -J- 
\/JI=Ay  in  which  ^=the  height  of  the  chimney  in  feet,  and  ^  =  the  area  of  the  damper  in 
square  inches  per  horse-power;  thus,  for  a  chimney  100  feet  high,  we  have  110-f-10  =  ll  inches 
per  horse-power.  The  form  of  damper  is  arbitrary,  and  must  often  be  varied  to  suit  the  form  of  the 
flue ;  but  for  ordinary  cases  we  may  adopt  standat*d  sizes,  a  convenient  proportion  being  3  to  1,  and 
thus  we  have  the  sizes  and  powers  given  in  the  following  table.  The  powers  of  other  sizes  may  be 
easily  calculated  by  the  numbers  in  the  fourth  line  of  the  table.  Thus,  say  we  require  the  size  for  a 
large  damper  to  a  set  of  boilers  300  horse-power  for  a  chimney  100  feet  high :  the  table  gives  11 
inches  per  horse-power,  and  we  have  800  x  11  =  8,300  square  inches  for  the  area  required ;  and  if 
the  height  was  fixed  at  6  feet,  or  72  inches,  the  width  must  be  3300  -t-  72  =  46  inches. 
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TabU  showing  Sixes  of  Dampers  to  Steam-BoiUrs,  wUh  different  Heights  of  Chimneg. 

on  Heat.) 


{From£oz 


SIZE  OF  THE 

DAMPER  IN 

INCHES. 


«x  18 

7  x21 

8x24 

9  x27 

10  x80 

12  x8« 

14  x43 

16x48 


HdOBT  OF  OHUfKXT  DC  JKBT. 

40 

eo 

so 

100       1         120 

150 

SQUAKX  nfOHKS  Or  DAXPSB  PSB  HOBSE-POWXB. 

17.4 

14.2               12.4                11.0 

10.0 

9.0 

HOB8E-POWZX  or  THB  BOILSR. 


6.2 

8.5 

11 

14 
17 
2ft 
84 
44 


7.6 

8.7 

9.9 

10.8- 

10 

12 

18 

15 

18 

16 

18 

19 

17 

20 

22 

24 

21 

29 

23 

80 

81 

85 

40 

48 

41 

47 

58 

59 

M 

62 

70 

77 

12 
16 
23 
27 
84 
48 
65 
85 


Fig.  972  represents  an  improved  form  of  domper-regulator,  in  which  the  lever  D  is  the  continua- 
tion of  a  siphon  pipe  C7,  weighted  at  one  end  with  the  weight  E^  at  the  other  end  with  the  metal 
receivers  F^  and  all  in  connection  with  the  valves  in  the  collar  A.  The  action  is  as  follows:  With 
a  moderate  amoont  of  heat  passing  up  the  chimney,  the  water  in  the  boiler  £  remains  at  or  near  the 
boiling-point,  and  the  valves  remain  closed;  but  as  soon  as 
the  v(3ume  of  heat  is  materially  increased,  steam  is  generated,  ^^' 

which  forces  a  portion  of  the  water  through  the  siphon  pipe 
C  mto  the  lower  metal  receiver.  The  weight  of  the  water 
overcomes  the  weighted  end,  and  the  disk  descends,  partially 
opening  the  air-valves  in  the  smoke-pipe,  admitting  a  current 
of  cold  air,  which  serves  to  reduce  the  force  of  the  draught  in 
like  proportion.  Any  further  increase  in  the  volume  of  heat 
passing  into  the  smoke-pipe  will  likewise  increase  the  steam- 
pressure,  forcing  a  greater  weight  of  water  into  the  receivers, 
opening  the  air-valves  wider,  and  reducing  the  force  of  the 
draught  to  its  lowest  point  necessary  for  combustion.  As 
soon  as  the  fire  is  checked  and  the  smoke-pipe  cools,  the  water 
gradually  returns  to  the  boiler,  reversing  the  action. 

DAMS.    See  Babbaob. 

DEFECATING  PAN.    See  Sugar  Maohinebt. 

DENSITY.    See  Dynamics. 

DERRICK.    See  Cbanes  and  Derricks. 

DEVIL.     See  Paper  Machineby,  and  India-Rubbeb   Ma- 

CHINEBY. 

DIAMOND.  The  diamond  is  the  hardest  substance  in  nature ;  and,  in  common  with  some  other 
crystalline  bodies,  it  is  harder  at  the  natural  angles  and  edges,  and  also  at  the  natural  coat  or  skin  of 
the  stone,  than  within,  or  in  its  general  substance.  Its  peculiar  hardness  is  probably  altogether  due 
to  its  highly  crystalline  form,  as  by  analysis  the  diamond,  charcoal,  and  plumbago  are  found  to  be 
neaHy  identical ;  the  first  is  absolutely  pure  carbon,  the  others  arc  nearly  so. 

The  primitive  form  of  the  diamond  is  that  of  a  regular  octahedron ;  it  is  like  two  square  pyramids 
joined  base  to  base ;  the  four  sides  of  the  pyramids  meet  at  the  angle  of  90"*,  their  bases  at  the 
angle  of  190**  or  thereabouts.  Many  of  the  diamonds  merge  from  the  form  of  the  octahedron  into 
that  of  the  sphere,  or  a  very  long  eg^y  in  which  cases,  although  a  disposition  to  the  development  of 
the  6  points,  each  formed  by  the  meeting  of  4  surfaces,  exists,  they  are  curiously  twisted  and  con- 
torted. The  Count  de  Boumon  published  upward  of  100  forms  of  crystallization  of  the  diamond, 
but  the  irregular  octahedrons  with  round  facets  are  those  proper  for  glaziers'  diamonds. 

The  extreme  point  of  any  diamond  may  be  employed  to  scratch  glass  with  a  broad  white  streak, 
and  detach  its  particles  in  a  powder,  but  such  glass  will  break  with  difficulty  (if  at  all)  through  such 
a  scratch ;  whereas  the  almost  invisible  fissure,  made  when  the  rounded  edge  is  slid  over  the  glass 
with  but  slight  pressure  and  almost  without  causing  any  sound,  is  that  which  produces  the  effective 
eut ;  and  the  cut  or  split  thus  commenced  will  be  readily  extended  through  the  entire  thickness  of 
the  glass,  when  the  extremities  of  the  sheet  are  bent  with  the  fingers  or  appropriate  nippers. 

The  following  figures  represent,  say  two  or  three  times  magnified,  the  forms  of  diamonds  that 
would  be  most  proper  for  various  tools ;  but  it  will  be  remembered  they  are  only  selected  as  near  to 
the  respective  shapes  as  they  can  be  found,  either  among  imperfect  diamonds,  or  from  fragments 
split  off  good  stones  in  the  first  stage  of  their  manufacture  for  jewelry ;  these  pieces  are  known  as 
diamond  bort.  The  diamonds  are  mostly  fixed  in  brass  wires,  by  first  drilling  a  shallow  hole  for  the 
insertion  of  the  stone,  which  is  imbedded  slightly  below  its  largest  part,  and  the  metal  is  pinched 
around  it.  Shellac  is  also  used  for  cementing  them  in,  and  spelter  or  tin  solders  may  be  fused 
around  them  with  the  blow-pipe,  but  pinching  them  in  annealed  brass  is  preferred.  When  diamond 
tools  larger  than  those  made  of  crystals  or  thin  splinters  are  required,  diamond  powder  is  applied 
apon  metal  plates  and  tools  of  various  forms,  which  serve  as  vehicles,  and  into  which  the  particles 
of  diamond  powder  aro  imbedded,  either  by  slight  blows  of  th'e  hammer  or  by  simple  pressure. 
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In  the  oolistniction  of  jeweled  holes,  and  hi  similar  works,  the  rubies  and  sapphires,  although 
sometimes  split,  are  more  commonly  slii  with  a  plate  of  iron  3  or  4  inches  in  diameter,  mounted  on  a 
lathe,  and  charged  on  the  edge  with  diamond  powder  and  oil.  When  sliced,  they  are  ground  parallel 
one  at  a  time  on  a  flat  plate  of  copper  (generally  a  penny  piece),  mounted  on  the  lathe,  and  into  the 
turned  face  of  which  small  fragments  of  diamond  have  been  hammered ;  this  is  called  a  roughing- 
milL  A  similar  plate  with  finely  washed  diamond  powder  is  used  for  polishing  them.  The  rubiefl 
are  afterward  cemented  with  shellac,  on  the  end  of  a  small  brass  chuck,  turned  cylindrical  on  their 
edges,  and  beveled  for  burnishing  into  the  metal  rings.  They  are  also  turned  concave  and  convex  on 
their  respective  faces,  the  turning  tool  being  a  fragment  or  splinter  of  diamond,  fixed  in  a  brass  wire. 


X7 
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In  Fig.  973,  a  represents  the  flat  view  and  h  the  edge  view  of  such  a  tool,  but  of  the  form  more  usu- 
ally selected  for  turning  hardened  steel,  viz.,  an  egg-shaped  diamond  split  in  two,  the  circular  end 
being  used  with  the  flat  surface  upward  ;  the  watch  jeweler  uses  any  splinter  having  an  angular  corner. 

The  eontfez  surfaces  of  the  rubies  are  polished  with  concave  grinders  of  the  same  sweeps,  the  first 
of  copper,  the  next  glass,  and  the  last  pewter,  with  three  sizes  of  diamond  powder,  which  is  obtained 
principally  from  Holland,  from  the  men  who  cut  diamonds  for  jewelry,  an  art  which  is  more  exten- 
sively followed  in  that  country  than  elsewhere.  The  watch  jewelers  wash  this  powder  in  oil,  after 
the  same  manner  that  will  be  hereafter  explained  in  regard  to  emery. 

In  drilling  the  rubies,  they  are  chucked  by  their  edges,  and  a  splinter  of  diamond,  also  mounted  in 
a  wire,  is  u^.  Should  the  drill  be  too  conical,  the  back  part  is  turned  away  with  a  diamond  tool  to 
reduce  it  to  the  shape  of  e ;  and  from  the  crystalline  nature  of  the  stone,  some  facets  or  angles 
always  exist  to  cause  the  drill  to  cut.  The  holes  in  the  rubies  are  commonly  drilled  out  at  two  pro- 
cesses, or  from  each  side,  and  are  afterward  polished  with  a  conical  steel  wire  fed  with  diamond 
powder.  In  producing  cither  very  small  or  very  deep  holes,  a  fine  steel  wire,  d,  is  used,  with  dia- 
mond powder  applied  upon  the  end  of  the  same,  the  limit  of  fineness  being  the  diameter  to  whidi  the 
steel  wire  can  be  reduced.  In  drilling  larger  holes  in  china  and  glass,  triangular  fragments  of  dia- 
monds are  fixed  in  the  cleft  extremity  of  a  steel  wire,  as  in  e  and  /,  either  with  or  without  shellac. 
Another  common  practice  of  glass  and  china  menders  is  to  select  a  tolerably  square  stone,  and  mount 
it  as  at  ^  in  the  end  of  a  taper  tin  tube,  which  wears  away  against  the  side  of  the  hole  so  as  to  be- 
come ver)'  thin,  and  by  the  pressure  to  embrace  the  stone  by  the  portions  intermediate  between  its 
angles.  The  stone  is  from  time  to  time  released  by  the  wearing  away  of  the  metal,  but  these  work- 
men are  dexterous  in  remounting  it ;  and  that  the  process  is  neither  difficult  nor  tedious  to  those 
accustomed  to  it,  is  proved  by  the  trifling  sum  charged  for  repairing  articles,  even  when  many  of 
the  so-called  rivets  (or  rather  staples)  are  cemented  in ;  they  employ  the  upright  drill  with  a  cross 
staff.  A  similar  diamond  drill  mounted  in  brass  has  been  used,  with  the  ordinary  drill-bow  and 
breast-plate,  for  drilling  out  the  hardened-steel  nipple  of  a  gun,  which  had  been  broken  short  off  m 
the  barrel ;  no  material  difficulty  was  experienced,  although  the  stone  appeared  to  be  so  slenderly 
held.  For  larger  holes,  metal  tubes  such  as  A,  fed  with  diamond  powder,  are  used ;  they  grind  out 
an  annular  recess,  and  remove  a  solid  core.  Copper  and  other  tools  fed  with  emery  or  sand  may  be 
thus  used  for  glass,  marble,  and  various  other  substances.  The  same  mode  has  been  adopted  for 
cutting  out  stone  water-pipes  from  within  one  another  by  the  aid  of  steam  machinery. 

At  i  is  represented  the  conical  diamond  used  by  engravers  for  the  purpose  of  etching,  either  by 
hand  or  with  the  various  machines  for  ruling  etching  grounds,  medals,  and  other  works.  Coni- 
cal diamonds  are  tamed  in  a  lathe  by  a  fragment  of  another  diamond,  the  outside  skin  or  an  angle 
being  used ;  but  the  tool  suffers  almost  as  much  abrasion  as  the  conical  point,  from  their  nearly  equal 
hardness ;  therefore  the  process  is  expensive,  although  when  properly  managed  entirely  successful 

To  conclude  the  notice  of  the  diamond  tools,  k  and  /  show  the  side  and  end  views  of  a  splinter 
suitable  for  cutting  fine  lines  and  divisions  upon  mathematical  instruments.  The  similitude  between 
this  and  the  glazier's  diamond  will  be  remarked,  but  in  the  present  case  the  splinter  is  selected  with 
a  fine  acute  edge,  as  the  natural  angle  would  be  too  obtuse  for  the  purpose.  Mr.  Ross,  with  a  dia- 
mond point  of  this  kind,  was  enabled  to  graduate  ten  circles  upon  platinum,  each  degree  subdivided 
into  four  parts ;  at  the  end  of  which  time  the  diamond,  although  apparently  none  the  worse,  was 
accidentally  broken.  A  steel  point  would  have  suffered  in  the  graduation  of  only  one-third  of  a 
single  circle  upon  platinum,  so  as  to  have  called  for  additional  pressure  with  the  progress  of  the 
work,  which  in  so  delicate  an  operation  is  of  course  highly  objectionable. 

Diamcmd-ciUiing, — Of  the  forms  into  which  the  rough  diamond  is  cut,  the  br^ianl,  Fig.  974,  dis- 
plays the  lustre  of  the  stone  to  the  greatest  advantage.  It  is  described  as  obtained  by  two  truncated 
pyramids  united  together  by  one  common  base,  the  upper  pyramid  being  much  more  truncated  than 
the  lower,  a  is  the  crown  and  e  the  collet,  the  two  principal  divisions  formed  by  the  girdle  c.  ^  d 
is  the  table,  and  the  opposite  side  below,  the  culasse.  The  faces  are  called  facets,  and,  includhig 
table  and  culasse,  may  number  64.  TJie  rose  diamond,  Fig.  975,  has  a  crown,  but  no  collet ;  that 
is,  one  side  is  flat;  and  it  is  usually  made  from  stones  and  fragments  which  would  not  witboot 
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I06B  fonn  good  brilliants.    Then  there  are  table  diamondt,  which  are  flat  and  haye  little  lustre, 
and  b€utara  diamonds,  or  those  of  mixed  shapes. 

In  Fig.  976  is  represented  an  enlarged  section  of  the  rough  gem,  showing  the  grain,  along  which  it 
may  be  as  cleanly  cleft  as  a  piece  of  wood.  The  resemblance  to  the  latter  substance  is  increased  by 
the  fact  that  there  are  so-called  knots,  which  cause  a  conchoidal  instead  of  a  straight  clean  fracture. 


978. 


The  first  process  is  termed  **  cleaying.^*  On  a  small  table  in  front  of  the  workman  is  a  box 
divided  into  two  compartments,  the  farthest  containing  a  covered  tray  for  the  reception  of  stones. 
The  other  division  is  made  deeper  and  has  a  false  bottom,  being  finely  perforated.  The  diamond  is 
secured  in  a  knob  of  cement  (brick-dust  and  rosin)  on  the  end  of  a  spindle.  The  fragment  of  a 
stone  that  has  already  been  operated  upon  is  fastened  in  a  second  spindle  in  a  similar  manner. 
Next,  with  an  implement  in  each  hand,  the  cleaver  brings  the  diamonds  together,  steadying  the 
shanks  of  his  tools  against  two  metal  projections  on  the  edge  of  the  box  before  him.  Applying  the 
second  diamond  to  the  rough  gem,  with  a  quick  grinding  motion  he  rapidly  cuts  a  notch  in  the  latter. 
As  hardly  any  two  stones  arc  aliite,  and  no  rule  can  be  laid  down  for  the  work,  some  idea  may  be 
gained  of  the  consummate  skill  which  enables  a  man  to  pick  up  a  tiny  fragment,  glance  at  it  once, 
and  instantly  detect,  not  only  flaws  or  streaks,  but  where  they  are  located,  in  the  heart  or  on  the 
surface ;  to  make  up  his  mind  exactly  what  microscopic  pieces  must  be  renooved,  their  size,  and  how 
they  may  be  cut  to  turn  them  to  best  account ;  and,  finally,  how  to  so  divide  the  stone  as  to  pro- 
duce the  best  color.  Placing  the  spindle  containing  the  gem  upright  before  him,  the  operator  places 
one  of  his  knives  directly  over  the  cleft.  The  knife  used  is  nothing  more  than  a  piece  of  steel, 
perfectly  flat,  with  a  square  edge,  and  about  6  inches  long.  It  is  ground  blunt  purposely ;  for  if  it 
were  keen,  the  hai'd  stone  would  quickly  turn  the  edge.  Tapping  the  back  of  the  blade  lightly 
with  his  iron  rod,  the  artist  splits  off  a  fragment,  and  then  melts  his  cement  and  removes  the  parts. 

The  cutter  employs  the  same  form  of  box  as  that  used  by  the  cleaver,  and  the  diamonds  are  fast- 
ened by  cement,  as  before,  in  the  ends  of  spindles.  The  cutter's  labor  is  purely  "  diamond  cut  dia- 
mond." The  stone  to  be  cut  is  held  in  its  setting  firmly  in  the  left  hand,  while  the  cutting  piece  is 
moved  by  the  right.  Both  gems  are  of  course  affected  by  the  mutual  abrasion,  but  the  attention  of 
the  workman  is  directed  to  but  one.  Very  slowly  the  faces  are  ground  away ;  no  measurements  are 
taken  or  angles  calculated  ;  the  eye  is  the  only  guide,  and  it  seems  to  be  a  faultless  one.  As  soon 
IS  the  first  stone  is  finished,  the  diamond  used  for  cuttmg  it  is  operated  upon,  so  that  diamond  No. 
2  is,  in  turn,  cut  by  No.  8,  this  by  No.  4,  and  so  on.  At  this  stage  the  gems  present  no  different 
appearance  from  rough  quartz  pebbles.  The  friction  dulls  them,  for  they  are  ground  together  with 
considerable  force,  the  workman  being  obliged  to  protect  his  hands  by  thick  coatings  against  the 
robbing  action  of  the  tool.  An  ingenious  machine  for  automatically  accomplishing  this  work  was 
exhibited  at  the  Paris  Exposition  of  1878.  The  diamond  to  be  cut  is  placed  in  its  dopp  and  fastened 
m  a  reciprocating  crank-rod.  The  cutting  diamond  is  secured  in  an  adjustable  rest  which  has  an 
up-and-down  motion,  and  which  also,  by  a  worm  and  pinion,  may  be  rotate  in  a  horizontal  plane. 
A  feed-motion  is  provided,  whereby  the  diamond  to  be  cut  is  fed  up  to  the  cutting  diamond.  This 
machine  works  with  considerable  accuracy,  and  is  easily  managed  by  a  girl. 

The  diamonds  are  next  set  to  prepare  for  polishing.  The  dopp  in  which  the  gem  is  imbedded 
is  a  copper  cup  about  1^  inch  in  diameter,  provided  with  a  stem  of  stout  wire  of  the  same  metal, 
and  filled  with  plumber's  solder.  This  is  filled  with  solder,  and  placed  in  a  charcoal  furnace.  When 
the  solder  becomes  plastic,  the  diamond  is  inserted.  The  polishers  are  seated  before  long  tables, 
on  which  are  swiftly  rotating  horizontal  disks  fastened  on  vertical  spindles,  the  lower  ends  of  which 
revolve  in  anti-friction  steps  at  the  rate  of  2,000  turns  a  minute.  The  disks,  or  skives^  are  circular 
plates  of  a  composition  containing  both  iron  and  steel.  They  are  ground  in  lines,  at  an  angle 
from  centre  to  circumference,  so  as  to  hold  the  oil  and  diamond-dust  used  in  the  polishing  opera- 
tion. Three  diamonds,  set  as  above  described,  are  ground  at  once  by  each  polisher.  The  stem  of 
the  dopp  is  fastened  in  tongs  or  clamps,  the  extremity  of  the  latter  being  supported  by  legs  an  inch 
or  so  high.  Two-thirds  of  the  dust  ground  off  in  the  cutting  is  allowed  to  polish  each  diamond,  and 
this,  mixed  with  oil,  is  applied  to  the  stone  by  quills.  The  adjusting  of  the  gem  on  the  disk  requires 
woniderful  accuracy,  in  order  that  exactly  the  proper  facet  be  ground  and  no  more  ;  for  the  slightest 
mistake  might  cut  away  an  angle  and  produce  serious  damage  to  the  stone.  So  sensitive  is  the 
touch  of  the  artist,  that  he  tells  by  pressing  on  the  stem  of  the  dopp  exactly  whether  it  lies  true 
agamst  the  shive  or  not,  and  by  his  fingers  adjusts  the  stone  over  incredibly  minute  angles  and 
(fistances.    This  goes  on  until  each  facet  is  brought  to  the  requisite  brilliancy. 

Industrial  Utilization  of  the  Carbon. — ^The  carbon,  or  block  diamond,  is  used  to  point  edge  or  face 
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tools  for  drilling,  reaming,  sawing,  planing,  turning,  shaping,  earring,  engraving,  and  dressing  flint, 
grindstones,  whetstones,  emeiy,  corundum,  or  tripoli  wheels,  indium,  nickel,  enamels,  crystals,  glan, 
porcelain,  china,  steel,  hardened  or  otherwise,  chilled  iron,  copper,  and  other  metals.  (See  Rocc 
Drills,  and  Stone-workimo  Maohuiert.)    In  fig.  977  are  represented  some  of  the  various  forms  to 
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which  diamonds  or  carbons  are  ground.  Points  No.  1,  2,  and  8  are  shaped  carbons  used  for  woridng 
and  turning  grind  and  other  kinds  of  stones,  emery-wheels,  etc.  No.  4  is  a  diamond-point  with  angles 
of  60",  us^  for  dividing  on  metal  or  for  turning  out  screw-taps,  etc.  No.  6  is  a  diamond  barley- 
com  cutter,  used  by  watch  and  pencil-case  makers,  eta  No.  6  is  a  carbon  double-sized  trapezoid, 
used  in  various  positions  for  marking  or  working  stone.  No.  7  is  a  diamond  chisel-point  for  ton- 
ing metal.  No.  8  is  a  carbon  drill-faced  parallelogram  for  pointing  combination  drill-heads  for 
stones.  No.  9  is  a  diamond  quadrangular  prism.  No.  10  is  a  carbon  truncated  prism  for  stone.  Na 
11  is  similar  to  No.  8.  No.  12  is  a  carbon  truncated  prism  for  facing  or  edging  ring  or  cylinder 
drills,  saws,  etc,  for  stone.  No.  18  is  a  carbon  quadrangular  drill-point  for  stone.  No.  14  is  a  car- 
bon reamer  for  stone,  etc  No.  16  is  a  carbon  block,  used  for  the  same  purpose  as  No.  12.  No. 
16  is  a  diamond  graver  for  metal,  etc  No.  17  is  a  flat  octahedron  carbon  drill-point  for  stone, 
glass,  etc  No.  18  is  a  flat  ovoid  used  for  the  same  purpose.  No.  19  is  a  carbon  tetrahedron,  used 
for  the  same  as  Nos.  10  and  12.  No.  20  is  a  pyramidal  diamond-point.  No.  21  is  a  carbon  truncated 
prism.  No.  22  is  a  diamond-pointed  reamer.  No.  28  is  a  carbon  flat-pointed  driU.  No.  24  is  a  dia- 
mond chisel-point  No.  26  is  a  diamond  double-inclined  plane  wedge.  No.  26  is  a  carbon  quadran- 
gular wedge  for  turning  stone,  etc  No.  27  is  an  acute  conical-turned  diamond-point  for  engraring 
and  etching  on  steel,  etc  No.  28  is  a  diamond  in  its  natural  crystallized  hexahedron  form,  as  found 
in  the  mines.  The  above  illustrated  diamond  and  carbon  points  or  cutters  range  in  size  from  one- 
sixteenth  to  10  carats  each  (a  carat  is  equal  to  4  grains). 

DIAMOND  TOOLS.    See  Diamond,  Rock  Drills,  and  Stone-working  Machinery. 

DIES.    See  Taps,  Stocks,  and  Dies. 

DIFFERENTIAL  PULLEY.    See  Blocks. 

DIFFERENTIAL  SCREW.  A  mechanical  device  for  obtaining  great  pressure  through  the  pro- 
longed action  of  a  small  amount  of  power.  Two  screw-threads  of  different  degrees  of  inclinatioo 
are  formed  upon  the  same  spindle,  A  B,  Fig.  978,  the  spindle  itself  passing  through  two  nuts,  one  of 


978 
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^^ 


which,  Ey  is  part  of  a  solid  frame  along  a  groove  in  which  the  other,  2>,  slides.  Let  the  numbers  5 
and  4  represent  the  pitches  of  the  screws  at  E  and  D.  Then,  upon  turning  A  B  onoe,  the  nut  />  is 
carried  forward  through  a  space  6,  and  is  brought  back  again  through  a  space  4 ;  it  therefore  ad- 
vances through  the  difference,  1,  of  these  intervals. 

DIFFERENTIAL  TACKLE.    See  Blocks. 

DISINTEGRATOR.    See  Mills.  . 

DISTILLING  APPARATUS.  The  vessel  used  for  generating  the  vapor  in  distillation,  if  of 
large  size,  is  called  a  sliU,    Distillation  as  carried  on  by  the  chemist  is  usually  by  means  of  retold 
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and  the  vessel  that  receiTes  the  distilled  matter  is  called  a  receiver  ;  this  is  perhaps  the  most  simple 
method  of  disdlling.  The  distillation  of  coal  in  the  manufacture  of  illuminating  gas  is  conducted  in 
ci8t4ron  retorts,  and  Is  an  example  of  this  form  of  distiUation« 

There  arc  two  distinct  operations  in  the  production  of  ardent  s^nrits.  The  one  is  the  conTersion 
of  certain  vegetable  principles  into  alcohol,  the  other  the  separation  of  the  alcohol  from  other  sub- 
stances  with  which  it  is  necessarily  blended  in  its  production.  The  vegetable  principle  which  is 
essential  to  the  formation  of  alcohol  is  sugar,  and  this  is  sometimes  used  directly,  as  when  molasses 
and  like  products  are  subjected  to  immediate  fermentation,  or  it  is  indirectly  obtained  by  subjecting 
amylaceous  gndns  to  certain  processes  by  which  the  starch  they  contain  is  first  converted  into 
Bog&r,  and  the  sugar  afterward  alcoholized.  For  this  latter  purpose,  the  various  grains  are  subjected 
to  the  operation  of  bruising  or  ma&hing^  and  infused  under  constant  agitation  in  a  proper  quantity 
of  water  in  the  mash-tun.  In  this  way  the  woih  is  obtained,  which  is  run  into  the  fermenting  vats, 
where,  mixed  with  a  small  quantity  of  yeast,  it  is  subjected  to  the  process  of  fermentation,  which 
requires  from  6  to  12  days,  the  term  varying  with  the  mass  of  liquid  and  the  temperature  of  the 
atmosphere.  As  the  fermentation  progresses,  the  wash  attenuates;  when  this  attenuation  reaches  the 
maximum,  the  wash  is  drawn  into  the  still  and  subjected  to  heat  By  this  means  the  more  volatile 
matter,  passing  over  first,  is  condensed  in  the  worm,  and  yields  spirit  In  general,  the  wash  is  first 
subjected  to  distillation,  from  which  a  weak  spirit  is  obtained ;  then  this  spirit  is  redistilled,  from 
which  proof  spirits  are  obtuned ;  the  stronger  spirits,  being  the  most  volatile,  are  the  first  to  pass  over. 

979. 


Of  stills  there  is  almost  an  endless  variety,  differing  not  in  essential  prindples,  but  in  detail.  We 
instance  one  of  the  earliest  improved  stills,  that  invented  by  Gorty,  and  afterward  much  simplified 
by  Messrs.  Shears  &  Sons. 

F5g.  979  is  a  representation  of  this  still.  A  is  the  body  of  the  still,  into  which  the  wash  is  put ; 
B is  the  still-head ;  C  CCsae  three  plates  of  copper  fitted  into  the  upper  part  of  the  boxes  D D  D, 
which  are  kept  at  a  regulated  temperature  by  water  being  conducted  over  their  outer  surface,  by  means 
of  the  pipe  E  and  the  distributing  pipes  GOG,  The  spirit  vapor  then  rising  from  the  body  of 
the  still  meets  a  check  at  the  lowest  plate  (7,  by  reason  of  the  coolness  occasioned  by  the  water ; 
this  condenses  the  grosser  part  of  the  vapor  and  throws  it  back,  while  the  lighter  proceeds  on  to 
the  second  plate  (7,  where  a  further  coolness  condenses  another  portion  of  the  v  por,  leaving  a  mud) 
purer  spirit  to  encounter  the  increased  coolness  at  the  third  plate  C.  Here  tho  last  separation  takes 
place;  the  aqueous  and  oleaginous  particles,  being  unable  to  sustain  the  temperature  maintained,  fall 
back  condensed,  and  only  a  very  strong  spirit  passes  over  in  the  gooseneck.  By  means  of  the 
cock  jP,  in  the  pipe  E,  the  supply  of  water  to  the  boxes  2)  can  be  very  exactly  r^ulated  ;  and,  as 
a  natural  consequence,  the  temperature  can  be  very  accurately  adjusted.  If  the  temperature  of 
the  upper  box  be  kept  at  174**,  for  example,  the  alcoholic  vapor  which  passes  over  will  be  com- 
posed of  90  per  cent,  of  pure  alcohol,  or  65  over  pi-oof ;  but  with  a  temperature  of  194"  F. 
the  vapor  will  contain  only  66  per  cent  pure  alcohol,  or  80  over  proof,  a  is  a  screw-cap, 
through  which  a  jet  of  steam  or  water  may  be  sent  to  clear  away  the  deposits,  which  otherwise 
will  more  or  less  accumulate  on  the  upper  surfaces  of  the  plates  C.  At  the  lower  end  of  the 
worm-pipe  is  affixed,  by  means  of  the  brass  swivel-joint  screw  ff,  a  gas  apparatus.    The  pecu- 
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liar  form  of  the  pipe  I^  into  which  the  spirit  runs  from  the  worm,  cauBes  it  to  be  filled  shortlj 
after  the  still  commences  working ;  while  the  other  branch  pipe  K  rises  to  some  height,  theo 
returns,  and  is  immersed  in  the  small  box  L  to  the  extent  of  about  2  inches  in  water.  The  gas 
from  the  still  escapes  by  this  pipe  through  the  water,  as  the  pressure  can  be  but  trifling.  It  is  held 
that,  by  means  of  this  gas  apparatus,  the  distillation  proceeds  in  a  partial  vacuum,  and  that  thereby 


980. 


there  is  a  great  economy  in  fuel.  As  the  spirit  enters  the  worm  at  so  much  lower  a  tempera- 
ture than  in  the  old  stills,  so  much  water  is  not  required  to  cool  the  spirit  vapor  as  would  be  othw^ 
wise.  A  still  of  400  gallons  is  said  to  woric  off  four  to  five  charges  in  the  day  of  12  hours,  yield- 
ing a  spirit  on  an  average  of  85  per  cent,  over  proof;  which,  for  rum,  is  considered  the  most  ad- 
vantageous strength  to  run  it  at. 

Fig.  980  is  another  arrangement  of  the  same  kind  of  still,  being  the  addition  of  the  common  still 
A  to  the  patent  still  B,  In  this  case  the  contents  of  B  are  drawn  down  from  time  to  time  into  J, 
and  those  of  A  run  off  as  dunder,  the  spirit  from  A  being  conducted  into  B.  One  fire  heats  both 
stills ;  and  it  is  stated  that,  by  the  general  adaptation  and  arrangement,  a  very  large  quantity  of  fise 
spirit  is  produced  by  the  consumption  of  a  very  inconsiderable  amount  of  fuel. 

In  Fig.  981  is  represented  Derosne's  still.  It  consists  of  two  boilers,  A  A  \  ^  first  rectificator, 
5/  a  second  rectificator,  C/  a  wine-heater,  D,  containing  a  dcphlegmator ;  a  condenser,  F;  a  sup- 
ply-regulator, E^  for  controlling  the  flow  of  wine  from  the  reservoir  ^,  which  is  accomplished  by 
means  of  a  floating  ball.  The  still  is  worked  in  the  following  manner :  The  boilers  are  about  tm>- 
thirds  filled  with  wine,  or  the  liquor  to  be  subjected  to  distillation,  through  the  cocks  e  c\  The 
proper  quantity  is  indicated  by  the  glass  gauges  d  d.  Wine  from  the  reservoir  G  is  then  let  into 
the  funnel  J^  by  which  the  condenser  F  and  the  wine-heater  D  are  filled.  On  the  application  of 
heat  the  low-wine  vapors  pass  from  the  lower  into  the  upper  boiler  through  the  pipe  Z^  the  extrem- 
ity of  which  is  enlarged  and  perforated  with  small  holes.  Here  the  vapors  are  condensed,  increas- 
ing the  strength  of  the  wine  in  the  upper  boiler,  and  consequently  lowering  its  boiling-point  The 
vapors  ascend  into  the  rectificators  B  and  C  The  lower  rectificator,  B^  contains  a  number  of  shil- 
low  pans  perforated  with  holes,  and  a  number  of  spherical  disks,  also  perforated  with  holes,  placed 
above  them,  in  pairs,  the  convexity  of  each  disk  being  upward,  and  receiving  the  drip  of  the  shal- 
low pan  next  above  it.  This  drip  is  produced  by  warmed  wine  which  flows  from  the  wine-hcatCT 
through  the  pipe  X.  By  these  means  the  vapors  ascending  from  the  upper  boiler  have  their  more 
watery  portions  condensed,  while  the  alcoholic  vapor  continues  to  ascend.  The  dripping  wine  also 
has  a  portion  of  its  alcohol  expelled  in  the  form  of  vapor,  which  ascends  with  the  vapor  coming 
from  below  into  the  upper  rectificator  through  the  orifice  O  in  its  bottom.  This  upper  rectificator 
communicates  through  the  tube  M  with  a  wonn  (which  is  the  dcphlegmator)  in  the  wine-warroer  /), 
the  worm  ending  in  the  tube  m,  which  again  terminates  in  the  worm  contained  in  the  condenser  F 
through  a  cylindrical  connection  in  its  upper  part.  The  worm  in  -F  terminates  in  a  small  vesf6l,  -^^ 
which  is  furnished  with  an  alcoholometer.  The  alcohol  in  N  flows  from  its  upper  part  into  the 
cistern  H,  The  upper  rectificator  C  is  divided  into  a  number  of  compartments  by  as  many  horizon- 
tal partitions,  each  disk  having  an  orifice  in  its  centre,  like  the  orifice  at  O.  To  each  of  these  ori- 
fices on  the  upper  side  of  the  partition  is  adjusted  a  short  open  vertical  tube.  A  short  distance 
above  each  tube  is  placed  an  inverted  pan,  having  its  edges  descending  about  three-fourths  of  an 
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inch  below  the  level  of  the  opper  orifice  of  the  tube.  As  the  vapor  ascends  from  the  lower  rectifi- 
cator  into  the  opper  one,  a  portion  of  it  condenses  and  collects  upon  the  bottom  of  the  compart- 
mentSf  until  it  rises  slightly  above  the  edges  of  the  inverted  pans  and  nearly  to  the  upper  orifices 
of  the  tubes.  When  Uiis  takes  place  the  vapor  can  only  pass  upward  by  forcing  its  way  under  the 
edges  of  the  pans,  by  which  means  the  more  watery  portion  is  still  further  condensed,  the  more 
alcoholtc  vapor,  having  a  higher  tension,  retaining  its  gaseous  form,  and  passing  on  through  the  tube 
JTinto  the  dephlegmatory  worm  in  the  wine-heater,  there  to  be  partially  condensed ;  which  process 
beats  the  wine  surrounding  the  worm.  A  phlegma  collects  in  the  lower  convolutions,  which  may 
be  drawn  off  by  means  of  the  pipes  ppp^  and  transferred  at  pleasure  either  into  the  tube  m  or 
mto  the  upper  rectificator.  The  purer  alcoholic  vapors  which  aiise  pass  through  the  dephlegmator 
into  the  condensing- worm  in  the  condenser  F^  whence  they  flow  in  liquid  form  into  the  vessel  N^  and 
thence  into  the  dstem  H,  The  strength  of  the  alcohol  produced  by  this  still  depends  upon  the 
number  of  wuidings  of  the  dephlegmator,  and  the  number  of  partitions  in  the  upper  rectificatori 


981. 


I>erosne*6  still  requires  but  little  fuel,  distills  rapidly,  and  yields  a  good  spirit,  which  may  be  varied 
in  strength  at  pleasure ;  but  it  is  rather  complicated,  and  may  with  advantage,  especially  when  spir- 
its of  only  one  strength  are  required,  be  replaced  by  a  simplification  of  it,  devised  by  Laugier. 

In  Fig.  982  is  represented  the  Savelle  still  in  Springer  k  Co.'s  great  spirit  and  yeast  manufactory 
at  Maisons-Alfort,  near  Paris,  France,  which  is  said  to  be  capable  of  utilizhig  daily  66,000  lbs.  of 
barley,  rye,  and  com,  mixed  in  equal  proportions. 

In  order  to  obtain  regular  working  witli  such  large  quantities  of  material,  two  conditions  have  to- 
be  fulfilled :  1.  Perfect  cleanliness  throughout  the  whole  apparatus,  and  the  avoidance  of  any  stop- 
page in  the  inner  system  of  tubes ;  2.  The  complete  separation  of  the  liquids  produced. 

The  first  condition  is  substantially  obtained  by  the  swift  passage  downward  of  the  material  sub- 
jected to  distillation.    Having  to  travel,  in  passing  through  the  apparatus,  410  feet,  it  accomplishes 
the  descent  in  6  minutes.    This  gives  a  speed  of  18.66  inches  per  seoond,  and  it  is  easily  seen  that 
with  so  rapid  a  movement  interior  stoppages  are  nearly  impossible. 
29 
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Each  section  of  the  distillatioii  column  is  proTided  with  five  bronze  observation  tubes,  whidi  allow 
of  an  examination  of  the  interior  without  interruption  of  the  working.  The  second  condition,  whidi 
relates  to  the  separation  of  the  liquid,  is  well  fulfilled.  The  liquid  subjected  to  distillation,  wbidi, 
as  aboTe  stated,  forms  a  continuous  stream  410  feet  long,  is  trayersed  in  every  direction  bj  the 
steam,  which  carries  with  it  the  alcohol  formed.  The  intimate  commingling  of  steam  and  liquid  to 
be  distilled  causes  a  complete  absorption  by  the  former  of  the  alcohol  contained  in  the  latter. 
Besides  this,  the  operation  of  distillation  is  hastened  by  the  preparatory  warming  apparatus,  pro- 
vided with  large  heating  surfaces,  which  utilizes  the  lost  heat  of  the  mass  of  alcoholic  steam  issu- 
ing from  the  distillation  column,  and  therefore  saves  a  good  deal  of  fuel.  As  there  is  no  stoppage 
in  the  working,  it  is  necessary  that  a  complete  separation  of  the  alcohol  should  take  place  regularly, 
and  that  none  should  be  lost  in  the  residuary  liquors,  which  run  out  from  the  base  of  the  column. 
This  result  is  assured  by  the  steam-regulator,  which  maintains  constant  working  conditions.  Every- 
thing has  been  arranged  so  that  the  matter  to  be  distilled  should  be  kept  as  long  as  possible  in 
contact  with  the  steam.  The  disposition  described  induces  an  enei-gctic  separation  of  the  contents 
of  the  material  to  be  distilled,  facilitates  the  departure  of  the  subsidiary  products,  gives  a  working 
season  of  eight  consecutive  months,  and  allows  of  a  passage  through  the  apparatus  of  15,400,000 
lbs.  of  material  without  any  cleaning  being  needed. 

The  material  to  be  distilled  is  first  carried  by  the  feeding-pipe  m  into  the  alcohol-wanner  C, 
which,  as  above  stated,  transmits  to  it  the  lost  heat  of  the  column  below,  thereby  partially  condens- 
ing the  alcoholic  vapor.  After  this  preparation  it  passes  by  the  pipe  A;  on  to  the  upper  surface  of 
the  rectangular  copper  distillation  column  A^  which  is  composed  of  25  rectangular  sections,  boond 
together  by  cast-iron  clamps,  and  supported  on  a  framework  of  iron.  In  this  column  the  distillatioa 
and  gradual  and  methodic  enrichment  of  the  alcoholic  vapors  take  place ;  here  the  material  spreads 
in  thin  layers  trayersed  in  every  direction  by  the  steam  brought  in  by  the  pipe  i,  and  the  introdno- 
tion  of  which  is  regulated  by  the  admission-yalve  of  the  steam-regulator  F,  A  constant  temper- 
ature is  maintained  by  this  latter,  and  the  feeding  is  regulated  by  the  screw  admission  code  2.  The 
foam-breaker  B  stops  and  returns  to  the  column  the  substances  carried  over  by  the  current  of  alco- 
holic vapor  passing  to  the  alcohol-warmer.  The  tubular  cooler  D,  arranged  in  compartments,  re- 
qdves  cold  water  ftt)m  the  reservoir  H  by  the  pipe  n,  and  communicates  with  the  graduated  gauge 
luid  discharge  F,  which  measures  the  flowing  of  the  phlegm.  The  condensation,  whidi  is  paitiallr 
accomplished  hi  the  condenser  or  alcohol-warmer,  is  finished  in  the  cooler  D.  The  large  cyUnder 
O  is  used  tor  the  reception  from  the  column,  and  drawing  off  by  means  of  the  conduct  o,  of  the 
residuary  products ;  j  is  the  delivery-pipe  of  the  regulator  I^;  h  and  /  are  tubes  which  cany  the  alco- 
hol from  the  distillation  column  to  the  foam-breaker  and  alcohol-warmer ;  r  is  the  return-pipe  from 
the  foam-breaker  to  the  column,  and  « the  air  pipe  of  the  alcohol-warmer. 

DITCHER.    See  Aobicultural  Machinery. 

DIVIDERS.    See  Compasses. 

DIVIDING  MACHINE.  An  apparatus  used  for  marking  the  graduations  of,  or  dividing,  astro- 
nomicid,  geodetical,  or  other  mathematical  instruments,  enabling  the  same  to  be  accomplished  auto- 

988.  984. 


matically,  and  with  great  exactness.    Figs.  983,  984,  and  985  represent  the  dividing  madiine  uaed 
in  the  United  States  Coast  Survey  Office,  and  rendered  automatic  by  the  late  Mr.  Joseph  Saxton. 

The  machinery  for  rendering  the  dividing  machine  automatic  consists  of  a  brass  wheel  A^  aboot 
20  inches  in  diameter,  mounted  on  the  axis  B,  Fig.  988.    One  of  the  anns  of  the  wheel  A  has  a  slit 
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eitemding  from  near  the  centre' of  the  rim ;  m  this  slit  is  fixed  the  crank-pin  so  that  it  can  be  placed 
it  any  required  distance  from  the  centre.  On  the  edge  of  the  wheel  is  turned  a  groove,  in  which 
rans  a  cord  for  driving  the  wheeL  On  the  other  end  of  the  axis  is  fixed  the  wheel  C,  which  is  geared 
into  the  wheel  2>,  on  the  lower  end  of  the  vertical  shaft  E^  fig.  984.  On  the  upper  end  of  the  same 
shaft  is  another  wheel  F^  eeared  into  the  wheel  (?,  on  the  horizontal  shaft  H.  On  the  end  of  the 
shaft  J7  is  a  wheel  /,  which  gears  into  the  wheel  /,  on  the  axis  K,  The  wheels  (7, 2>,  F^  O^  /,  and  J 
are  all  bevel-wheels,  having  the  same  number  of  teeth  (60),  and  work  into  each  other  at  right  angles. 

The  shaft  E  has  on  it  a  sliding-jolnt  X,  for  altering  its  length ;  the  shaft  H  is  turned  and  ground 
of  uniform  thickness,  so  that  it  may  slide  accurately  throu^  the  socket  of  the  wheel  Oy  and  also 
thioogh  its  bearing  at  if,  in  which  it  turns.  The  axis  K  has  on  it  two  eccentrics,  N  and  O  ;  N 
to  raise  the  tradng-point^  and  0  to  move  it  horizontally.  One-half  of  the  circumference  oi  N  \b 
concentric  with  the  axis  on  which  it  turns,  so  as  to  keep  the  point  up  while  the  crank-wheel  moves 
half  a  revolution,  and  is  moving  the  dividing  plate.  The  other  is  eccentric  to  the  axis  about  one- 
tenth  of  an  inch,  so  as  to  let  the  point  rest  on  the  circle  while  it  is  making  the  division.  The 
eooentric  O  has  about  one-eighth  of  its  circumference  concentric  to 
the  axis ;  the  rest  is  described  from  a  point  about  one-eighth  of  an 
faicfa  from  the  centre.  N  and  0  must  be  fixed  on  the  axis  with  re- 
gard to  each  other,  so  that  N  will  raise  the  point  before  O  begins  to 
move  it  back,  and  both  with  r^ard  to  the  crank-wheel  Ay  so  that 
the  pcnnt  will  be  raised  before  the  crank  begins  to  move  the  dividing- 
plate,  and  keep  it  np  until  it  is  done  moving,  and  O  has  moved  the 
pdni  badL  and  then  let  it  down  before  0  b^ins  to  let  it  return. 
The  axis  K  has  also  on  it,  near  the  end,  a  small  cog  P,  to  shift  the 
ratchet-wheel  Q  one  tooth  every  revolution  of  K,  The  ratchet-wheel 
has  60  teeth,  and  is  kept  in  its  proper  position  by  the  detent  spring 
R,  In  front  of  the  wheel,  and  fastened  to  it  by  two  screws,  is  a  dr- 
oular  plate  8^  Figs.  988  and  985,  with  20  notches  in  its  edge,  the  deepest  one  for  the  longest  line,  or 
0**,  the  next  for  80',  and  the  shallowest  for  15',  and  the  edge  of  the  plate  for  the  5'  Unes. 

The  segment  T,  Figs.  988  and  985,  is  fixed  on  the  vertical  part  of  the  tracmg-f  rame  U^  and  has  a 
pin  in  the  end  at  F,  of  such  a  size  that  it  can  drop  into  the  notches  in  /9,  as  they  are  brought  under 
it  by  the  revelations  of  the  ratchet-wheel,  and  so  regulate  the  length  of  the  division  lines.  The 
time  of  raising  the  ratchet  must  be  when  the  stop-pin  is  raised  out  of  the  notch,  by  the  motion  of 
the  traces  backward.  To  give  motion  to  the  screw,  a  stout  fusee-chain  is  used,  one-eighth  of  an 
inch  broad  and  one-fourteenth  of  an  inch  thick,  which  answers  well ;  one  end  is  attached  to  the 
ratchct-barrd  IT,  round  which  it  is  wound  five  or  six  turns ;  the  other  end  is  attached  to  the  crank- 
pb  X  Near  the  lower  end  of  the  diain,  at  F,  is  a  small  tube,  containing  a  strong  spiral  spring, 
arranged  like  the  common  spring  weighing-machine,  but  having  a  motion  of  only  about  one-eighu 
of  an  indi ;  the  spring  must  be  so  strong  as  not  to  give  by  the  force  required  to  turn  the  screw,  but 
only  to  give  a  little  when  the  ratchet  comes  up  to  the  stop,  and  the  crfuik  is  just  passing  the  lower 
centre.  Between  the  spring  and  the  crank-pin  is  an  arrangement  for  lengthening  or  shortening  the 
diain,  when  it  is  arranged  for  making  a  larger  or  smaller  division  ;  for  Siis  purpose,  two  pieces  of 
brass  wire,  about  6  indies  long,  having  a  screw  cut  on  them  their  whole  length,  and  each  filed  away 
one4ialf,  and  two  small  milled  nuts,  tapped  with  the  same  thread,  are  run  on  each  ;  the  two  wires 
are  laid  together,  and  the  nuts  screwed  up  until  they  embrace  both  wires,  as  shown  at  Z,  Fig.  988. 

The  crank-pin  is  fixed  on  a  slide,  projecting  beyond  the  nut  which  fastens  it,  so  that  It  may  be 
extended,  if  necessary,  beyond  the  circumference  of  the  wheel ;  or  by  reversing,  it  may  be  brought 
quite  to  tiie  centre.  When  the  divisions  are  to  have  the  long  end  toward  the  centre,  a  jointed  lever, 
as  shown  at  a.  Fig.  986,  is  used.  It  is  screwed  fast  to  the  cross-bar  6,  Figs.  984  and  985,  directly 
over  the  eccentric  O,  and  connected  to  the  vertical  frame  U  tX  e^  and  the  stop-pin  V  is  shifted  to 
the  other  end  of  T;  and  the  abutting  piece  /,  on  ^,  is  to  be  removed,  when  the  eccentric  O  will  act 
against  the  lever  a  at  d^  and  move  the  point  in  an  opposite  direction.  The  tradng-frame  is  made  to 
fdlow  the  eocentric,  by  a  weight  and  cord  passing  over  a  pulley  and  hooked  to  the  vertical  part  of 
the  tracing-frame  at  «  «,  F!g.  985. 

When  5ie  adjustment  is  made  for  dividing  with  the  long  end  of  the  division  lines  toward  the 
cireomference  of  the  drde,  all  the  wheels  connecting  the  axis  if  with  the  axis  B  should  be  marked 
with  a  dot  on  the  tooth  and  space  in  which  it  works,  and  a  line  should  be  drawn  on  the  shafts  E  and 
Hy  and  a  corresponding  mark  on  the  sockets  through  which  they  pass,  so  that  they  may  always  be 
fastened  in  the  same  position.  The  axis  if  should  have  two  short  pins  fastened  on  it,  and  notches 
hi  the  ends  of  the  sockets  J^Tand  0,  to  fix  them  in  their  proper  posidon  when  the  lines  are  toward 
the  cireomference  or  centre,  as  the  case  may  require.  The  slit  in  the  crank-wheel  A,  in  which  the 
crank-pin  is  fastened,  should  also  be  graduated,  showing  the  distance  of  the  pin  from  the  centre,  for 
eadi  degree,  minute,  and  second  that  may  be  required  in  dividing. 

By  marking  the  podtion  of  each  part  of  the  machine  in  this  way,  much  time  and  trouble  will  be 
aavoi  in  making  the  necessary  changes  for  different  kinds  of  dividing,  whether  it  be  in  the  number 
or  the  direction  in  which  the  long  lines  are  to  be  extended.  The  tradng-point  should  be  adjusted  so 
as  not  to  be  raised  more  than  about  the  thirtieth  of  an  inch,  or  it  wSl  be  liable  in  descending  to 
make  a  small  dot  at  the  conmiencement  of  each  line,  which  would  injure  the  appearance.  In  the 
drawing,  the  eccentric  N\b  represented  as  acting  on  the  tail  of  the  tradng-frame,  but  it  is  l>etter  to 
make  it  act  on  a  steel  pin  in  the  dde  of  the  tail. 

By  this  arrangement  of  the  crank  for  turning  the  dividing-screw,  the  stops  of  the  ratchet  are 
,  brought  in  contact  when  the  crank  is  passing  its  centres,  and  the  motion  of  the  screw  is  so  slow 
that  it  is  not  possible  for  the  stops  to  strike  so  hard  as  to  do  any  injury,  and  the  dividing  may  be 
done  with  great  rapidity. 
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Rutherfurda  Ruling  Engine. — One  of  the  most  accurate  and  delicate  dividing  machines  jet  devised 
is  the  ruling  engine  contrived  by  Mr.  L.  M.  Rutherfurd  of  New  York,  for  making  gratings  of  fine 
lines  on  glass,  for  use  in  lieu  of  prisms  in  the  spectroscope.  The  apparatus  is  represented  in  Fi^ 
986.  On  a  hollow  cast-iron  block  are  cut,  at  right  angles  to  each  other,  two  V-shaped  guides,  (h 
one  of  these  guides  slides  the  iron  plate  i),  moved  bv  means  of  a  screw  acting  in  a  nut  attached  to 
its  under  surface.  On  this  plate  is  fastened  the  plane  of  glass  or  speculum  metal  which  is  to  be 
ruled.  On  the  other  guide  slides  the  plate  L  /,  having  a  reciprocating  motion  given  to  it  by  a  lever, 
the  action  of  which  will  be  described  further  on.  To  this  plate  is  attached  the  tool-holder  cariTing 
the  diamond-pointed  cutter.  The  motive  power  of  the  machine  is  a  small  turbine,  from  which  passes 
a  cord  around  the  driving-wheel.  On  this  driving-wheel  is  a  pin  to  which  is  jointed  the  connecting- 
rod  A  F.  This  connecting-rod  is  hollow,  and  in  it  moves  a  rod  which  is  constantly  pressed  toward 
the  pin  on  the  driving-wheel  by  the  spring  shown  at  A.  When  the  rod  A  F  moves  upward,  the  arm 
F I  oscillates  on  its  rocking  shaft  (the  end  of  which  is  seen  in  the  figure,  projecting  horizontally), 
until  the  end  /  of  this  arm  comes  against  the  fixed  pin  placed  under  it,  and  in  contact  with  which  it 
is  shown  in  the  drawing.  Just  before  this  upward  movement  of  the  rod  A  F  begins,  the  pawl  H 
falls  into  a  notch  on  the  wheel  B^  which  is  attached  to  the  screw  of  the  engine,  and  during  the  up- 
ward motion  of  the  rod  A  F  the  pawl  H  presses  against  the  notched  wheel  and  rotates  it  a  definite 
fraction  of  an  entire  revolution.  The  pawl^  having  completed  its  "throw,"  the  crank-pin  on  the 
driving-wheel  passes  its  upper  centre,  and  then  the  slotted  lever  O  lifts  the  pawl  out  of  the  teeth  of 
the  wheel  By  so  that  no  jarrings  or  tremors  are  given  to  the  machine  while  the  pawl  is  retreating  to 
take  a  fresh  hold  on  the  feed-wheel  B,  A  pin  attached  to  the  connecting-rod  passes  through  a  elot 
in  the  tube  A  F^  and  serves  to  hold  the  two  together  when  the  rod  is  making  its  downward  motioD. 

The  amount  of  rotation  to  be  given  to 
^^-  the  feed-wheel  B  is  regulated  by  rotat- 

ing to  the  right  or  to  the  left  the  col. 
lar  on  the  rock-shaft,  to  which  the 
pawl  H  is  jointed.  Directing  atten- 
tion to  the  plate  X  /,  to  which  is  at- 
tached the  cradle  N  carrying  the  dia- 
mond-pointed rod  Jf,  we  observe  at  K 
the  right-hand  end  of  a  rod  the  ex- 
tremities of  which  pass  through  holes 
in  the  iron  frame  of  the  engine.  This 
rod  is  moved  parallel  to  the  V-gnideof 
the  plate  L  J  by  means  of  an  oscillating 
lever  which  works  in  a  vertical  slot 
attached  to  the  rod  A",  and  is  fixed  on 
the  same  rock-shaft  which  carries  the 
lever  F  L  Projecting  upward  from 
the  rod  A  is  a  short  rod  whoK  end  is 
'shown  at  L,  This  rod  moves  in  a 
short  slot  cut  in  the  direction  of  the 
length  of  the  plate  X  </,  as  shown  m 
the  figure. 

The  action  of  the  cutting  point  of 
the    tool  M  can  now  be  explained. 
While  the  pawl  H  is  rotating  the  feed- 
wheel  By  the  rod  L  presses  against  the 
left-hand  end  of  its  slot  and  moves 
the  slide  /  from  right  to  left    The 
plate  /  cannot  move,  as  above  indi- 
cated, until  the  rod  L  touches  the  left- 
hand  end  of  its  shot;  and  when  it  reaches  this  position  the  left-hand  end  of  the  rod  K  has  moved 
to  the  left  sufficiently  to  press  against  the  lower  point  of  the  cradle  Ny  and  hold  the  diamond-pointed 
tool  M  elevated  above  the  plate  of  glass  or  speculum  metal  durinj;  the  entire  left-hand  motion  of  the 
plate  J,    When  the  end  F  of  the  lever  F I  descends,  the  rod  K  moves  from  left  to  right,  and  the 
projecting  pin  has  to  move  up  to  the  right-hand  end  of  its  slot  before  it  can  push  the  plate  Jxo  the 
right.     During  this  motion  of  X  in  its  slot,  the  left  end  of  the  rod  K  has  allowed  the  diamond-pomt 
on  3/ to  rest  on  the  glass  plate,  bo  that  before  the  plate/  begins  its  right-hand  motion  the  diamond- 
point  is  at  rest  on  the  plate  to  be  ruled.    The  plate  /now  moves  to  the  right,  and  the  diamond-point 
cuts  a  line.    But  the  diamond-point  is  lifted,  before  the  right-band  motion  of  the  plate  /  ceases,  by 
the  side-arm  0  of  the  cradle  N  coming  against  the  inclined  surface  of  the  side-piece  P.    The  dia- 
mond is  thus  raised,  and  is  held  in  this  position  by  the  depression  of  O  against  P  until  the  left-band 
end  of  K  has  moved  up  to  the  cradle  and  holds  the  tool  elevated  during  the  motion  of  the  plate  J  to 
the  left.    After  this  motion  has  ceased,  the  diamond  is  lowered  to  the  glass  plate,  and  another  cot  t? 
made ;  and  so  on,  the  machine  working  automatically  until  the  plate  is  ruled.     The  pitch  of  the 
screw  is  one  forty-eighth  of  an  inch ;  hence,  by  knowing  the  fraction  of  the  revolution  of  the  screw 
made  between  two  contiguous  cuts,  we  know  the  distance,  in  fraction  of  one  forty-eighth  of  an  indi, 
separating  the  centres  of  two  contiguous  lines  on  the  grating.    The  diameter  of  the  feed-wheel  B  it 
6  inches,  and  from  this  dimension  the  reader  may  estimate  the  size  of  the  other  parts  of  the  cnginft. 
An  accurate  dividing  engine  by  J.  Salleron  of  Paris  is  owned  by  the  Stevens  Institute  of  Technol- 
ogy.   Ingenious  machines  are  used  by  engravers  for  ruling  tint-lines  on  boxwood.     (See  "The 
Minute  Measurements  of  Modem  Science,"  Mayer,  Scieniijic  American  Sujoplemeni,  Vol  IIL,  No.  66.) 
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DIVIK6.  The  necessity  for  the  manual  execution  of  engineering  operations  under  water,  and  the 
desire  to  obtain  cai^oes  of  yessels,  etc,  which  have  become  submerged,  have  led  to  the  invention  of 
various  apparatus  whereby  men  may  safely  descend  to  moderate  submarine  depths.  Devices  for  this 
purpose  may  be  divided  into  two  classes,  diving-bells  and  diving-armor. 

1.  Dimng-BelU. — The  principle  of  the  diving-bell  is  seen  in  pressing  any  vessel  like  a  tumbler, 
mouth  downward,  into  water.  The  air  within  the  vessel  prevents  the  water  from  rising  and  filling  it, 
but  the  inclosed  air  is  made  to  occupy  less  space  as  the  pressure  is  increased  with  the  augmentmg 
depth  of  water.  The  most  practical  form  of  diving-bell  is  called  the  "  Nautilus,"  Fig.  987.  This  is 
a  sort  of  submarine  boat,  having  chambers  in  its 

walls,  said  chambers  being  connected  near  the  ^^• 

bottom  of  the  pipe,  which  opens  by  a  cock  out- 
ward to  the  external  surrounding  water.  An 
opening  in  the  bottom  of  the  machine  is  closed 
by  movable  doors.  The  chambers  are  likewise 
comiected  at  top  by  a  smaller  pipe,  which  opens 
through  the  top  of  the  machine,  and  to  which 
opening  is  affixed  a  flexible  pipe,  with  coils  of 
wire  spirally  inclosed.  Branches  on  this  latter 
pipe  also  allow  communication  with  the  larger  or 
working  chamber.  At  the  surface  of  the  water 
is  a  receiver,  to  which  is  attached  a  hollow  drum 
or  reel,  to  the  barrel  of  which  is  affixed  the  other 
end  of  the  flexible  pipe  leading  to  the  top  of  the 
nautilus.  In  connection  with  the  receiver  (Fig. 
987)  is  a  powerful  air-condensing  pump.  The 
operator  enters  the  machine  through  Uie  top, 
which  is  then  closed.  To  descend,  the  water- 
cock  is  opened,  and  the  external  water  flows 
bto  the  chambers ;  at  the  same  time  a  cock  on 
a  pipe  opening  from  the  chambers  outward  is 
opened,  in  order  that,  the  air  escaping,  an  un- 
interrapted  flow  of  water  may  take  place  into  the  chambers.  The  weight  of  water  entering 
causes  the  sinking  of  the  machine.  As  soon  as  the  latter  is  fairly  under  water,  in  order  that  the 
descent  may  be  without  shock,  the  water-cock  is  closed.  The  receiver  at  the  surface  being  pre- 
viously charged  by  the  air-pump  to  a  density  somewhat  greater  than  that  of  the  water  at  the  depth 
proposed  to  be  attained,  one  of  the  branch  cocks  on  the  pipe,  connecting  the  chambers  at  top,  is 
opened,  and  the  air  rushes  into  the  working  chamber,  gradually  condensing,  until  a  density  equal  to 
the  density  of  the  water  without  is  attained.  The  bottom  is  then  removed,  and  communication  is 
made  with  the  under  surface,  on  which  the  nautilus  is  resting.  In  order  to  move  about  in  localities 
where  the  tides  or  currents  do  not  affect  operations,  it  is  only  necessary  for  the  workman  to  step 
out  of  the  bottom  of  the  machine,  and,  placing  his  hands  against  its  sides,  to  push  it  in  any  direction. 
Where  currents  or  tides  exist,  it  becomes  necessary  to  depend  upon  fixed  points,  from  which  move- 
ments may  be  made  as  desired.  This  is  accomplished  by  placing  in  the  bottom  of  the  nautilus 
stuffing-boxes  of  peculiar  construction,  through  which  cables  may  pass  over  pulleys  to  the  external 
sides,  thence  up  through  tubes  (to  prevent  their  being  worn)  to  and  over  oscillating  or  swinging 
pulleys,  placed  in  the  plane  of  the  centre  of  gravity  of  the  nautilus,  and  thence  to  the  points  of  affix- 
ment  respectively. 

Toselli*B  navigable  diving-bell  or  marine  mole,  Fig.  988  a,  is  a  kind  of  turret  divided  into  four  com- 
partments. The  bottom  division,  Ay  contains  lead,  and  serves  to  hold  the  bell  in  a  vertical  position. 
B  can  be  filled  with  water  by  opening  a  cock  communicating  from  without,  or  may  be  rendered  en- 
tirely empty  by  aid  of  the  pump.  Consequently  this  chamber  serves  to  augment  or  diminish  the 
weight  of  the  machine,  and  to  determine  its  up  and  down  travel,  serving  the  same  pm*pose  as  the 
natatory  vessels  in  fishes.  In  the  large  compartment  C  the  operator  and  the  obsei*ver  are  stationed ; 
and,  finally,  /^  is  a  reservoir  into  which  air  is  compressed  in  a  quantity  sufficient  to  last  during  the 
time  which  the  bell  is  to  be  submerged.  /  is  a  cock  which  admits  air  from  this  chamber  into  the 
main  compartment.  G  is  the  pipe  for  carrying  off  the  foul  atmosphere,  which  communicates  with 
the  tube  H  and  a  float.  The  latter  has  a  valve,  A,  to  prevent  entrance  of  water.  The  bell  has  a 
rudder  and  a  screw  not  shown  in  the  illustration,  the  screw  being  worked  by  a  hand-crank  by  one 
man,  and  driving  the  machine  at  the  rate  of  about  26  feet  per  minute.  M  is  the  manometer,  which 
mdicates  exterior  pressure,  and  hence  the  depth  of  submersion.  N  is  another  manometer,  which 
shows  the  pressure  of  condensed  air  in  the  chamber  F.  i2  is  a  life-line,  connecting  the  bell  with  the 
ship.  This  contains  a  wire,  by  means  of  which  telegraph  dispatches  may  be  sent  to  the  instrument 
Q.  Ui&  the  manhole,  allowing  access  to  the  interior  of  the  machine,  and  closed  with  a  double  door. 
Fare  heavy  glass  deadlights,  and  Z is  a  seat. 

Should  the  tube  /T,  which  carries  off  foul  air,  break  or  choke,  water  would  be  at  once  pumped  out 
of  By  the  bell  would  ascend,  and  meanwhile  the  bad  atmosphere  would  be  allowed  to  escape  through 
the  extra  pipe  /.  In  case  the  electric  wire  in  tl?e  life-line  should  part,  preventing  the  passage  of 
dgnals,  the  machine  would  again  ascend,  and  coftm^nicate  with  the  vessel  through  the  speaking- 
trumpet  L,  If  the  line  remained  intact,  the  bell  couh^e  instantly  hauled  to  the  surface  by  those 
on  the  ship,  in  case  of  a  breakage  of  the  hydraulic  pu&p,  on  signal  being  transmitted.  If  pump, 
wire,  and  life-line  should  all  break  down  at  once,  then  the  (Operator  would  unscrew  a  nut  and  free  the 
lead  underneath,  when  he  would  immediately  ascend  to  t^e  surface.  Finally,  if  by  some  extraor- 
^Boaiy  circumstance  the  ship  should  break  the  line  and  lose  J^ght  of  the  bell,  or  if  the  vessel  itself 
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should  sink,  the  operator  would  first,  by  unscrewing  a  nut  within,  cast  his  bell  loose  from  the  life- 
line, and  would  then  ascend.  As  soon  as  he  reached  the  surface,  he  would  be  enabled  to  view  his 
surroundings  bj  means  of  a  camera  obscura  at  T ;  and,  by  revolving  the  same  by  its  tube,  he  ooold 
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sweep  the  entire  horizon.  Having  determined  his  course,  he  could  then  proceed  in  the  proper  direc- 
tion by  means  of  the  screw  and  rudder. 

The  mode  of  using  this  bell  in  connection  with  a  grapnel,  the  latter  provided  with  an  electric 
light  for  illuminating  the  depths,  is  represented  in  Fig.  988  b. 

Diving- Armor, — ^The  diving  dress  or  armor  used  at  the  construction  of  the  pier  foundatioiis  m 
New  York  harbor  is  illustrated  in  Fig.  989.  It  consists  of  a  copper  helmet,  tinned  inside,  and 
supplied  with  thick  glass  windows  and  a  copper  breastplate,  which  has  a  collar,  to  which  the  helmei 
is  readily  adjusted.  The  helmet  is  large  enough  for  considerable  rotation  and  lateral  motion  of  the 
head,  and  allows  the  air  which  is  forced  into  it  to  be  so  diffused  as  to  be  breathed  without  inoon- 
venience.    The  breastplate  permits  a  free  expansion  of  the  lungs,  and  sufficient  motion  to  avoid  ccxa- 


straint  of  the  muscles.  To  the  lower  part  of  it  is  attached  an  India-rubber  dress,  having  a  body,  legs, 
and  arms ;  shoes  are  fitted  on,  and  the  whole  is  impervious  to  water.  The  central  window  of  the  hel- 
met can  be  readily  removed  without  removing  the  helmet    Leaden  weights  are  attached  to  the  waist 
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and  soles  of  the  shoes  to  enable  the  diver  easily  to  maintdn  an  erect  position  when  standing  or  walk- 
hig  npon  the  bottom.  A  pump,  shown  in  Fig.  990,  which  is  usually  supplied  with  three  cylinders, 
pomps  air  through  a  flexible  but  strong  India-rubber  tube  into  an  opening  in  the  back  of  the  hel- 
met, which  leads  throu^  a  flat  channel  to  the  frontal  portion,  where  it  is  delivered  against  the  glass 
windows,  thus  serving  not  only  to  supply  the  lungs  of  the  diver,  but  to  clear  the  moisture  from  the 
inner  surface  of  the  windows.  The  air  finds  its  exit  also  at  the  back  of  the  helmet.  The  air  from 
the  pump  is  free  to  pass  down  the  waist  and  into  the  l^s,  between  the  person  and  the  dress,  and  is 
delivered  with  sufficient  force  to  overcome  slightly  the  hydrostatic  pressure.  Fig.  990  represents  the 
diver  in  the  act  of  spreading  a  large  bucket  of  hydraulic  concrete  upon  the  bed  of  a  harbor,  prepara- 
tofj  to  laying  blocks  for  the  foun£itionfl  of  a  pier.  A  signal  rope  communicates  with  an  attendant 
on  a  boat,  which  contains  the  air-pump.  The  signals  of  the  diver  are  communicated  verbally  by  the 
attendant  to  a  director  stationed  upon  the  derrick,  by  which  the  buckets  of  concrete  or  blo^s  of 
hitoa  are  moved  into  position,  and  by  him  bells  are  rung,  which  enables  the  attendant  at  the  engine 
to  execute  the  necessary  movements. 

DOCKS.  A  dock  is  an  artificial  hiclosure  in  connection  with  a  harbor  or  river,  used  for  the  recep- 
tion of  vessels,  and  provided  with  gates  for  keeping  in  or  shutting  out  the  tide.  Docks  are  divided 
into  two  dasses :  toet  doek$,  or  basins  in  which  water  is  shut  in  and  kept  at  a  given  level  to  facilitate 
the  loading  and  unloading  of  ships ;  and  dry  dockt,  or  graving  docks,  from  which  the  water  may  be 
■hot  or  pumped  so  as  to  leave  a  ship  dry  for  inspection  or  repairs.  Dry  docks  may  be  again  divided 
into  stationary  docks  and  floating  docks,  of  whidi  there  are  many  varieties. 

Wr  Docks. — ^The  advantages  of  these  basins  are  that  vessels  can  be  accommodated  in  the  smallest 
poerible  space  and  are  enabled  to  lie  constantly  afloat ;  whereas  in  tidal  harbors,  where  they  take 
the  ground  through  the  falling  of  the  tide,  they  are  apt  to  be  strained.  When  a  vessel  is  in  dock 
she  can  be  easily  and  at  all  times  moved  from  plaoe  to  place,  while  the  operation  of  dischu^g  and 
loading  can  go  on  regularly  during  any  time  of  the  tide. 

(kpBuUjf  of  DoeH, — ^The  number  of  vessels  that  can  be  accommodated  in  each  acre  of  a  basin  is 
termed  its  avaQable  capacity.    A  tolerably  good  approximation  to  the  capacity  of  a  dock  is  found 

1000 
by  the  formula  n  =  —r-  +a /  where  n  represents  the  number  of  vessels  per  aero,  and  t  their  aver- 
age tonnage,  and  a  is  a  coeffident  which  may  be  taken  at  from  4  to  5.    From  this  formula  the  fol- 
lowing table  has  been  calculated : 

TabU  fhowing  Number  of  VefteU  of  given  Temnagt  lieeommodaUd  per  Acre  of  Dock  Area, 
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The  cap«dty  of  a  dock  depends  not  on  the  area  only,  but  also  on  the  depth.  It  has  been  deter- 
mined  that  the  capadties  for  tonnage  of  different  channels  vary  as  the  cubes  of  their  depths ;  a  law 
which  may  be  found  useful  when  comparing  the  relative  advantages  of  two  docks,  harbors,  or  navi- 
gable trades.  Mr.  George  Robinson  has  also  shown  that  by  making  the  Albert  Dock  at  Leith  2  feet 
deq>er  than  the  Victoria  Basin,  there  are  296  tides  per  year  when  there  will  be  a  depth  of  23  feet, 
whereas  at  the  Victoria  there  are  only  102  tides  in  the  year  when  that  depth  occurs.  The  ratio  of 
the  draughts  of  vessels  to  their  tonnage  has  been  gradually  decreasing,  but  there  is  not  much  uni- 
formity hi  this  particular  as  regards  steam-vessels.  Under  Engines,  Steam,  Mabine,  are  tables  show- 
ing dimensions  of  many  of  the  ocean  steamers  leaving  the  port  of  New  York,  from  which  deductions 
on  the  subject  can  be  made.  At  the  Clyde,  steam-vessels  of  from  260  to  400  feet  in  length  draw 
with  their  madiinery  on  board  from  12  to  18  feet  of  water,  which  would  give  the  light  draught  = 
loaded  drau^t  multiplied  by  .7,  the  last  quantity  being  a  constant  depending  on  the  build.  In 
wooden  sailing-vessels  the  draught  is  approximated  equal  to  the  cube  root  of  the  product  of  the  ton- 
nage multipli^  by  a  constant  such  as  the  above.  This  last  is  assumed  as  10  for  vessels  up  to  600  tons, 
and  7.5  for  larger  craft.    From  this  is  calculated  approximately  (error  on  the  safe  side)  the  following 

TaUe  thawing  Size  of  Veesd  that  can  enter  a  Dock  or  Channd  of  given  Depth  (Sieveneon), 
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Mr.  Thomas  Stevenson,  in  his  work  on  the  "  Construction  of  Harbors,"  whence  the  foregoing  data 
are  extracted,  gives  a  plan  for  a  dock  of  the  form  of  maximum  capadty,  semi-octagonal  in  shape, 
whldi  has  oitcrnal  jetties  with  a  broken  line  of  quay  radiating  inward  from  the  angles. 
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Quay  Proportums. — ^The  proportionB  of  qaays  nnge,  aooording  to  Sir  John  Coode,  from  200  to 
250  feet  per  acre.  VesBels  of  150  tons  require  about  100  feet  of  quay,  and  it  is  desirable  to  have 
at  least  100  feet  of  breadth  behind  the  quay. 

Entraneet. — ^For  wet  docks,  according  to  Mr.  Redman,  the  entrance  should  point  up  stream  at  an 
angle  of  about  60**.  The  dimensions  of  locks  depend  on  the  class  of  shipping  that  has  to  be  pro- 
vided for.  (See  Locks,  under  Canals.)  Outer  or  half-tide  basins  are  formed  between  the  locks  and 
the  sea,  and  are  provided  with  sea-gates,  which  ire  kept  open  until  half  tide,  bo  as  to  accommodate 
additional  trafBc.  In  the  Liverpool  docks  the  ratio  of  area  of  outer  basins  to  area  of  docks  is  as  1 
to  8.23. 

CoMiruetion  of  Wet  Dockt, — ^Wet  docks  are  constructed  with  a  wall  of  masonry  or  of  piling,  with 
concrete  and  tamped-clay  filling,  and  with  a  clay  or  concrete  bottom.  The  higher  the  level  of  the 
water  in  the  dock  is  kept  above  the  low  or  mean  tide  of  the  harbor,  the  stronger  and  more  impervious 
the  wall  requires  to  be  made.  When  the  area  is  not  too  great,  the  water  is  sometimes  maintained 
at  the  highest  tide-level  by  pumps,  mainly  to  avoid  the  necessity  of  admitting  too  much  sedimentary 
matter  with  the  entrance  of  the  tide  when  the  water  in  the  harbor  is  very  turbid. 

The  Victoria  Docks,  London,  Fig.  991,  comprise  a  tidal  basin  of  16  acres  at  the  entrance  from  the 
Thames,  and  a  main  dock  of  74  acres.  The  earthy  strata  which  occupied  the  site  of  the  dock  con- 
sisted of  a  top  soil  one  foot  deep,  a  layer  of  clay  about  5^  feet  thick,  then  one  of  peat  from  5  to  12 
feet,  and  beneath  this  a  bed  of  gravel,  lying  upon  the  Ix)ndon  clay.  The  dock  and  baan  were  ex- 
cavated to  a  depth  of  26  feet  below  high-water  mark,  and  its  bottom  was  puddled  with  clay  to  a 
depth  of  2  feet,  leaving  the  finished  surface  24  feet  below  Trinity  high-water  mark.    The  entrance 


from  the  river  into  the  basin  is  by  a  lock  having  two  pairs  of  wrought-iron  gates,  revolving  in  hol- 
low quoins,  the  walls  of  the  lock  being  constructed  of  cast-iron  piling,  T-shaped  in  section,  backed 
with  hydraulic  concrete.  The  gates  are  what  are  called  cylindrical  in  form ;  that  is,  they  arc  por- 
tions of  a  cylinder,  with  the  convexity  turned  toward  the  basin.  The  lock-chamber  is  80  feet 
wide  at  the  bottom  and  826^  feet  long,  including  the  upper  and  IcTwer  gate-platforms  upon  which 
the  gates  are  supported  while  turning  upon  a  circuUr-roller  path.  On  the  site  of  the  lock  the  sur- 
face of  the  London  clay  was  37  feet  below  high-water  mark,  and  to  this  depth  the  excavation 
was  carried  at  this  point,  and  the  foundations  of  the  gate-platforms  were  laid.  Between  the  plat- 
forms the  bottom  of  the  lock  was  filled  with  clay  puddle  to  a  level  of  28  feet  below  high-water 
mark.  The  upper  gate-platform  is  25^  feet  below  that  mark,  while  the  lower  one  is  28  feet,  or 
at  the  same  depth  as  the  bottom  of  the  lock;  so  that,  the  mean  fall  of  tide  being  18  feet,  there 
will  be  10  feet  depth  of  water  in  the  dock  below  the  upper  platform  at  low  tide.  The  entrance 
from  the  tidal  basin  into  the  dock  is  by  means  of  a  single  pair  of  gates,  similar  to  those  of  the  lock, 
placed  between  two  dumb  jetties  or  walls  which  separate  the  basin  from  the  dock.  The  basin  and 
dock  are  4,060  feet  in  length  and  1,050  feet  in  width.  There  are  six  jetties — the  two  just  men- 
tioned, which  are  each  485  feet  long,  and  four  others  extending  from  the  north  wall  into  the  dock 
a  distance  of  581  feet,  including  the  pointed  terminations.  These  with  the  sides  of  the  dock  and 
basin  afford  nearly  8  miles  of  quay-room.  The  four  interior  jetties  are  each  140  feet  wide  for  497 
feet,  and  the  surface  of  the  quay  varies  from  6  to  9  feet  above  high-water  mark.  The  side-walls 
are  vertical,  and  constructed  of  cast-iron  piles  7  feet  apart  from  centre  to  centre,  filled  in  between 
with  brick  set  in  Roman  cement,  the  brickwork  being  arched  toward  the  back  to  give  strength. 
Behind  the  piles  and  brickwork  there  is  a  wall  of  concrete  which  was  carried  up  from  below  the 
clay  bottom,  and  behind  this  a  filling  of  clay.  The  piles  are  T-shaped  in  section,  and  are  35  feet 
long  and  1  foot  wide  on  the  face,  averaging  Ij  inch  in  thickness,  and  weighing  about  If  ton  eadi. 
They  are  driven  to  a  depth  of  28  feet  below  high-water  mark,  and  therefore  4  feet  below  the  bottom 
of  the  dock.  The  brickwork  commences  1  foot  above  the  bottom,  and  rests  upon  concrete  8  feet 
thick.    The  wall  is  covered  with  a  cast-iron  plate  bolted  to  the  heads  of  the  piles,  and  upon  these 
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lies  a  timber  siU.  The  piles  in  the  opposite  jetty  walls  are  connected  by  cross-bars,  6  and  17  feet 
below  their  beads.  Upon  each  jetty  there  is  a  warehouse  600  feet  long  and  80  feet  wide,  leaving 
wharf-room  30  feet  wide ;  and  it  is  also  supplied  with  9  hydraulic  cranes,  one  of  5  tons  power  at 
the  pointed  end,  and  8  others  of  3  tons  power  each  along  the  sides.  Connected  with  the  north 
side  is  a  basin  which  opens  into  8  p^aving  or  dry  docks. 

The  West  India  Doclts,  constructed  in  1802  in  a  gorge  in  the  Isle  of  Dogs,  comprise  an  import- 
dock  of  80  acres,  an  export^iock  of  26  acres,  communicating  with  the  Thames  at  Blackwall,  and  a 
bonded-timber  dock  of  19  acres.  The  gates  are  46  feet  wide,  admitting  vessels  of  1,200  tons.  The* 
whole  space  occupied  by  docks  and  warehouses  is  296  acres.  The  East  India  Docks,  also  at  Black- 
wall,  completed  in  1806,  belong  to  the  same  company  as  the  former.  They  include  an  import-basin 
of  18,  an  exporubasin  of  9,  and  an  entrance-basin  of  2^  aci-es.  The  gates  are  48  feet  wide,  and 
the  depth  of  water  28  feet.  The  Commercial  Docks,  situated  on  the  opposite  side  of  the  river, 
existed  in  1660  under  the  name  of  the  ^^Howland  Great  \Vct  Dock,^'  and  subsequently  of  the 
**  Greenland  Docks,"  having  been  prepared  for  the  accommodation  of  the  Greenland  whaling-vessels. 
In  1807  they  were  greatly  enlarged  and  received  their  present  name ;  and  they  are  now  used  chiefly 
to  receive  vessels  laden  with  com,  iron,  lumber,  guano,  and  other  bulky  articles.  They  cover  an  area 
of  120  acres,  70  of  which  are  water.  The  granaries  will  contain  140,000  quarters  of  com.  The 
other  principal  docks  here  are  the  London  and  the  St.  Eatherine  Docks,  the  latter  situated  between 
the  former  and  the  Tower.  The  warehouses  in  the  St.  Eatherine  Docks  are  built  upon  the  water's 
edge,  without  a  quay ;  but  this  plan  has  since,  been  disapproved  on  account  of  interference  with  the 
ships'  rigging. 

There  are  numerous  other  mercantile  wet  docks  in  Great  Britain,  a  list  of  which,  including  en- 
trance-basins provided  with  locks,  at  the  principal  ports,  is  appended : 


PORTS. 


London. 

Liverpool 

Birkenhead 

BrlatoU 

Hall,  exclnsively  of  timber  poonds 

Great  Grimsby 

Hartlepool 

West  Hartlei>ool,  exclusive  of  timber  pounds 

Biver  Wear. 

River  Tyne 

Leith 

I>andee. . .' 

Aberdeen 


ArMlnAoM. 


28 

.   850 

88 

206 

4 

142 

4 

19 

T 

4«i 

2 

M 

1 

20 

8 

82 

2 

41 

4 

107 

8 

164 

4 

84 

1 

86 

The  Atlantic  Dock  at  Brooklyn,  Fig.  992,  in  reality  a  tidal  basin,  was  constmcted  by  the  Atlantic 
Dock  Company,  chartered  by  the  State  Legislature  in  1840.  The  work  was  commenced  in  1841,  and 
occupied  scYeral  years.  Over  200  acres  of  land  were  purchased  at  a  point  on  the  Long  Island  shore 
opposite  6oyeraor*s  Island,  and  60  acres  of  the  low  land  and  marsh  were  converted  into  a  basin 
having  40  acres  of  water  surface.  The  inclosure  on  the  water-side  was  made  with  crib  work  piers 
consisting  of  timber  filled  with  stone,  sunk  hi  trenches  30  feet  below  high-water  mark.    The  cribs 


were  26  feet  thick  at  the  base,  and  were  placed  with  their  extemal  sides  160  feet  apart,  that  being 
the  width  of  the  pier,  the  top  oif  which  is  10  feet  above  low-water  mark.  The  space  between  them 
was  filled  with  sand  and  gravel  from  the  excavations  in  the  basin.  Piles  were  driven  into  the  filling 
to  a  sufficient  depth  and  sawn  off  6  feet  below  the  surface ;  and  upon  the  heads  of  the  piles  the 
stone  foundations  of  the  warehouses  were  placed.  The  entrance  is  between  the  north  and  couth 
piers,  and  is  200  feet  wide.  The  excavation  over  the  whole  40  acrec  was  made  principally  with 
dredging  machines  working  by  means  of  an  endless  chain,  and  was  carried  to  an  average  depth  of  20 
feet  below  low.water  mark,  or  26  feet  below  high-water  mark.    In  the  basin,  reaching  from  either 
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end,  are  wooden  piers  of  sufficient  width  for  the  unloading  of  ships,  built  of  piles  corered  with 
timber  and  planking.    Upon  the  cribwork  piers,  one  of  1,070  and  the  other  of  1,000  feet  in  length, 

there  are  commodious  stone  warehouses,  100  feet 
^^*  in  depth  and  extending  the  length  of  the  piers. 

Upon  the  opposite  or  inland  side  of  the  basin  is 
the  commercial  wharf,  2,000  feet  in  Icngtli,  and 
upon  this  there  are  three  blocks  of  warehouses, 
each  460  feet  long  and  180  feet  deep,  besides  an 
iron-yard  of  the  same  dimensions. 

Dry  Docks. — L  Stationary  Docks, — ^These  in- 
dosures,  from  which,  as  before  stated,  the  water 
is  pumped  out  to  allow  a  ship*s  bottom  to  be 
graved  or  cleaned,  are  usually  built  of  masonry, 
but  are  sometimes  constructed  of  piling,  concrete, 
and  clay  puddling.  Dock- walls  should  always  be 
made  of  sufficient  strength  to  resist  a  pressure  of 
water  equal  to  their  height.  Minard  assigns  four- 
tenths  of  the  height  for  the  thiclmess,  and  Bin- 
Idne  takes  the  ordinary  thickness  at  from  ooe- 
third  to  one-half  the  height.  The  question  of  the 
construction  of  dock-gates  and  the  strains  there- 
on is  one  regarding  which  there  is  mudi  diifer- 
ence  of  opinion.  For  a  discussion  of  the  subject 
the  reader  is  referred  to  **  Minutes  of  the  Pro- 
ceedings  of  the  Institution  of  Civil  Engineers,** 
vols,  xviii.  and  xix. 

Omstruction  of  Dry  />oc*».— Tlie  dry  dock  at 
the  Navy  Yard,  Brooklyn,  N.  Y.,  is  the  largest 
structure  of  the  kind  in  the  United  States.  It 
was  commenced  in  August,  1841,  and  occupied 
just  10  years  m  building.  The  main  chamber  of 
the  dock,  a.  Fig.  993,  is  286  feet  long  and  30  feet 
wide  at  the  bottom,  and  307  feet  long  and  98  feet 
wide  at  the  top,  this  being  the  distance  between 
the  folding  gates  yy  and  the  head  of  the  dock  e. 
Behind  the  foldinyg  gates  is  what  is  called  the 
lock-chamber,  c,  52  feet  long,  which  length  may 
be  added  to  the  dock  when  it  is  required,  a  cais- 
son, dy  forming  the  external  gate,  being  sufficient 
to  exclude  the  water.  The  bottom  is  26  feet  be- 
low mean  high  tide,  and  30  feet  8  indies  below 
the  coping.  The  foundation  had  to  be  oonstract' 
ed  in  quicksand,  and  consisted  of  piling  driven 
to  great  depth,  covered  with  18  inches  of  hydrau- 
lic concrete,  this  covered  with  cross-timbers  of 
yellow  pine  12  inches  square,  and  this  again  with 


3-foot  granite  blocks  laid  in  hydraulic  cement 
A  cross-section  is  represented  in  Fig.  994.  The 
walls,  composed  of  heavy  granite  blocks  laid  in 
hydraulic  cement,  are  carried  up  vertically  from 
this  foundation,  and  are  108  feet  from  outside  to 
outside,  being  6  feet  thick  at  the  coping  and  39 
feet  at  the  bottom  or  lower  step,  and  varjring  in 
thickness  between  these  two  points  in  accordance 
with  the  curve,  which  is  irregular  and  made  to 
correspond  with  the  general  curve  of  the  aide 
of  a  ship.    The  distance  between  the  quoins  in 
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which  the  folding  gates  revolye  is  66  feet,  and  this  is  about  the  average  width  of  the  loclc-cham. 
her,  and  also  the  length  of  the  deck  of  the  caisson  or  outer  gate,  which  has  also  a  beam  of  16 
and  a  depth  of  30  feet.  Two  culverts,  e  e,  one  on  either  side  of  the  entrance  and  below  the  sur- 
face at  low  tide,  admit  water  and  carry  it  in  a  descending  course  to  the  bottom  of  the  dock  a  few 
feet  in  front  of  the  inner  gates.  These  culverts  have  a  calibre  of  4  feet  9  inches  vertical  bj  2  feet 
6  mches  horizontal.  At  the  points  where  they  enter  the  dock  commence  the  discharge  culverts,  which 
are  carried  on  either  side  to  a  point  beyond  the  head,  where  they  unite  and  empty  into  a  well  under 
the  engine-house.  From  this  well  the  water  is  pumped  into  a  culvert  which  descends  to  the  river  and 
disdiarges  at  a  point  near  the  entrance  of  the  dock.  The  pumping-engine  can  empty  the  dock  in  2h. 
lOm.,  its  capacity  when  filled  by  the  tide  being  about  600,000  cubic  feet.  When  a  ship  is  docked, 
the  filling-culverts  are  closed,  as  well  as  the  passages  from  the  dock-chamber  to  the  draining-cul verts 
leading  to  the  pump-well,  and  the  water  is  pumpNed  from  the  latter ;  the  ship  is  then  admitted  and 
placed  over  the  keel-block  in  the  centre  of  the  dock ;  the  caisson  is  next  floated  to  its  place,  over  the 
recess  or  groove,  and  filled  with  water  until  it  sinks  down  to  the  bottom  of  the  masonry  fitted  to 
receive  its  keel ;  after  which  the  turning  gates  are  closed  by  men  standing  on  the  bridge,  and  work- 
ing the  four  hand-wheels  that  move  the  machinery.  The  culvert-gates  in  the  dock-chamber  are  next 
drawn,  and  the  water  is  allowed  to  flow  into  the  draining-culvert  and  well,  by  which  means  the  water 
is  lowered  several  inches  in  the  dock  in  a  few  minutes,  thus  hastening  the  shoring  and  producing  an 
immediate  pressure  on  the  gates,  so  as  to  effectually  prevent  the  a£[iission  of  water  and  fix  them 
steadily.  A  complete  command  of  the  level  at  the  moment  the  gates  are  closed,  or  when  a  ship^ 
especially  a  large  one,  is  about  to  touch  the  blocks  and  requires  the  placing  of  shores,  is  important; 
and  the  above  method  gives  a  more  perfect  control  of  the  operation  for  the  first  foot  than  could  be 
obtahicd  by  the  best  r^ulated  pumps  and  machinery  for  driving  them. 

Tahle  ahowinff  Dimenriofu  of  Important  Dry  Docks. 


Brodkfyn  Navy  Tard 

Boston  (Mass  )  Navy  Yard. 
Portamoath^  Kngland 

u  u 

DcTonport,          *• 
Bfrkenhead,         **       

Bandon,  Liverpool  (6  docks). 
Brest,  France  (doable  dock) 
Bomerset  Dock,  MaHa 


DqitliaiMMn 

LMict]i,rMt 

HighTM*, 

FMt. 

width,  FMt 

286 

26 

80  at  floor. 

266 

25 

86 

644 

25 

80 

644 

27 

88 

487 

81 

78 

750 

29.7 

66 

760 

22.7 

60 

640 

70  to  46 

721 

65 

92 

428 

80 

42.5 

Floatino  Docks. — Of  these  there  are  several  varieties,  the  chief  types  of  which  are  noted  below. 

Rennie's  floating  dock,  Fig.  995,  has  been  constructed  after  the  patent  of  Mr.  G.  B.  Rcnnie  in  the 
navy  yard  at  Cartagena,  and  also  for  the  port  of  Ferrol,  Spain.  It  is  350  feet  long,  105  feet  wide, 
and  50  feet  high  in  extreme  dimensions.  The  depth  of  the  pontoon  is  12|  feet,  leaving  a  height  oi 
87^  feet  from  the  deck  of  the  pontoon  to  the  deck  of  the  side-walls,  so  that,  if  the  keel-blocks  occupy 
5  feet  and  the  deck  4|  feet  above  water,  there  will  be  a  clear  depth  of  28  feet  of  water  for  the 
admission  of  ships.  The  total  weight  of  the  dock  is  about  500  tons,  and  the  displacement  of  the 
pontoon  is  equal  to  18,000  tons,  leaving  a  lifting  power  of  8,000  tons.  It  is  constructed  of  plate, 
angle,  and  T  iron,  riveted  together  in  one  structure.  The  pontoon  is  divided  by  a  water-tight  bulk- 
head running  the  whole  length,  each  half  being  subdivided  by  10  transverse  bulkheads.  There  are  4 
pumps  on  each  side,  of  2  feet  9  inches  stroke  and  26  inches  diameter,  worked  by  steam. 

The  Balance  Floating  i>tHJifc.— This  was  patented  by  John  S.  Gilbert  of  New  York,  and  consists  of 
a  pontoon  divided  into  compartments,  which  may  be  so  filled  with  either  air  or  water  as  to  preserve 


996. 


996. 


a  balance  of  position,  and  by  its  buoyancy  to  be  capable  of  raisfaiff  vessels.  It  may  be  built  of  tim- 
ber and  planking,  or  of  wrought-iron  and  planking.  Those  which  are  used  in  New  York  have  the 
framework  entirely  of  wood,  and  one  of  them  has  been  in  use  for  nearly  40  years.  The  pontoons  may 
be  from  8  to  12  feet  in  depth,  and  100  or  more  in  breadth  by  850  or  more  in  length.  They  are 
fltronsly  girded  and  trussed,  and  have  a  strong  bulkhead  running  through  the  middle  for  the  whole 
kngthf  upon  which  the  keel  of  the  vessel  is  supported  by  keel-blocks.    At  either  side  the  dock  rises 
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into  walled  chambers,  which  may  be  also  filled  with  water  or  air,  and  upon  the  deck  of  which  ar« 
placed  steam-engines  for  the  purpose  of  pumping  the  water  from  the  interior.  The  ends  of  the  dock 
are  left  open,  so  that  when  the  vessel  is  raised  the  water  readily  flows  from  the  dock.  Fig.  996 
represents  the  larger  of  two  docks  owned  by  the  New  York  Balance  Dock  Company.  It  is  325 
feet  long,  100  feet  wide,  and  80  feet  from  deck  of  pontoons  to  deck  of  side-walls,  or  40  feet  in  all, 
the  pontoons  being  10  feet  deep.  It  has  8  gates  on  either  side  for  admitting,  and  8  others  for  dis- 
charging water,  which  is  pumped  out  by  steam-engines,  one  upon  either  wall,  of  40  horse-power 
each.  The  pumps  are  14  in  number,  7  on  either  side,  of  86  inches  diameter  and  35  inches  stroke, 
capable  of  exhausting  with  sufficient  rapidity  to  raise  a  vessel  of  3,000  tons  in  an  hour  and  a  half. 
Its  total  lifting  power  is  estimated  at  8,000  tons.  Id  docking  a  vessel  on  the  balance  dock,  the  , 
pumps  are  first  set  in  motion  by  the  steam-engines  on  the  deck  above,  and,  the  discharge  opening 
being  closed  by  a  gate  for  that  purpose,  the  water  rises  in  the  chamber  above  the  pumps  until  it  is 
full  to  the  deck  of  the  dock.  It  is  next  allowed  to  flow  into  the  upper  chamber  of  the  dock  until 
its  weight,  acting  as  ballast,  sinks  the  dock  to  the  required  depth.  When  the  ship  is  floated  into 
the  dock,  this  ballast  is  drawn  off  by  means  of  valves,  causing  the  dock  to  rise  by  its  own  specific 
gravity  until  it  touches  the  bottom  of  the  ship,  after  which  the  vessel  is  lifted  by  pumping  the  water 
out  of  the  side  chambers  and  bottom  tank ;  and  as  the  dock  rises,  the  water  around  the  ship  m  the 
middle  chamber  ebbs  out,  so  that  the  quantity  of  water  to  be  exhausted  in  raising  a  vessel  is  in  pro- 
portion to  her  weight  and  not  to  her  bulk. 

The  Bermuda  Floating  Dock. — ^This  dock  was  built  in  England,  and  towed  to  the  island  of  Ber- 
muda by  two  war- vessels.  It  cost  $1,250,000,  and  has  the  following  dimensions :  Extreme  length, 
881  feet;  width  inside,  88  feet  9  inches;  width  over  all,  128  feet  9  inches;  depth,  74  feet  6  inches. 
The  weight  of  the  dock  is  8,860  tons.    As  shown  in  the  annexed  engraving.  Fig.  997,  it  is  U-shaped, 

997. 


and  the  section  throughout  is  simitar.  It  is  btiilt  with  two  skins,  fore  and  aft,  at  a  distance  of  20 
feet  apart.  The  space  between  the  skins  is  divided  by  a  water-tight  bulkhead  running  with  the  mid- 
dle line  the  entire  length  of  the  dock,  each  half  being  divided  into  three  chambers  by  similar  bulk- 
heads. The  three  chambers  are  respectively  named  "load,"  "balance,"  and  "air"  compartments. 
The  first-named  chamber  is  pumped  full  in  8  hours  when  a  ship  is  about  to  be  docked,  and  the  dock 
Is  thus  sunk  beneath  the  level  of  the  horizontal  bulkheads  which  divide  the  other  two  chambers. 
Water  sufficient  to  sink  the  structure  low  enough  to  admit  a  vessel  entering  is  forced  into  the  bal- 
ance-chambers by  means  of  valves  in  the  external  skin.  The  vessel  having  floated  in,  the  next 
operation  is  to  place  and  secure  the  end  caissons,  which  act  as  gates,  and  eject  the  water  from  the 
"  load  "  chamber.  Then  the  dock  with  the  vessel  in  it  rises,  the  water  in  the  dock  being  allowed  to 
decrease  by  opening  the  sluices  in  the  caissons. 

Messrs.  Clark,  Stanfield  &  Co.*s  floating  dock,  Figs.  998  a  and  998  b,  in  its  general  form  is  composed 
of  a  number  of  pontoons,  either  of  a  square  or  a  circular  section,  which  lie  parallel  to  each  other  at 
fixed  distances  apart,  and  which  range  transversely  to  the  length  of  the  dock ;  each  of  these  pon- 
toons is  permanently  connected  at  one  end  to  a  longitudinal  structure  which  forms  the  main  side  of 
the  dock  ;  the  pontoons  project  outward  from  the  side  of  the  dock  in  the  same  way  as  the  fingers  of 
the  hand,  so  that  the  whole  structure  in  plan  resembles  a  comb.  The  pontoons,  when  the  dock  is 
lowered  to  receive  a  vessel,  are  submerged ;  but  the  side  of  the  dock  to  which  the  x>ontoons  are  at- 
tached is  never  totally  submerged,  but  is  of  sufficient  depth  to  allow  a  freeboard  of  6  or  7  feet 
when  the  pontoons  are  sunk  beneath  the  bottom  of  the  vessel.  When  the  dock  is  rused,  the  tops 
of  the  pontoons  are  well  above  water,  and  the  side  of  the  dock  some  feet  higher  than  the  deck  of 
the  vessel  which  it  supports.  Fig.  998  a  shows  an  elevation  of  the  dock  submerged,  ready  to  raise 
a  vessel,  with  the  outrigger  attached.  It  will  be  seen  that  these  elevations  resemble  the  letter  L. 
It  is  obvious  that  such  a  form  as  this— namely,  a  dock  with  only  one  side  to  it — would  be  perfectly 
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Qostable  when  submerged,  but  the  necessary  stability  is  imparted  to  it  by  means  of  the  outrigger 
arrangement.  This  outrigger  consists  of  a  broad,  flat  pontoon,  divided  into  numerous  compart- 
ments, and  loaded  with  concrete  ballast  until  it  is  half  submerged.  Its  form  gives  it  immense  sta- 
bility.   It  carries  along  its  middle  line  a  row  of  rigid  upr^bt  columns,  which  project  through  the 


998  a. 


999  b. 


poxitoon  some  distance  above  and  below,  and  are  stiffened  by  struts.  To  the  top  and  bottom  of  each 
column  is  hinged  a  pair  of  parallel  bars  or  booms,  Fig.  999,  which  are  also  hinged  at  their  opposite 
ends  to  the  sides  of  the  dock,  as  shown  in  the  diagram,  so  that  the  outrigger  remains  stationary 
while  the  dock  is  free  to  be  raised  and  lowered  vertically,  being  always  retained  in  a  horizontal  posi- 
tion by  the  action  of  the  parallel  bars  or  booms.  The  movement  is,  in  fact,  exactly  that  of  a  par- 
allel ruler.  Each  of  the  pontoons  is  usually  divided  into  about  6  separate  compartments,  by  means 
of  5  transverse  vertical  bulkheads.  The  side  of  the  dock  to  which  the  pontoons  are  attached  is 
practically  a  long  box-girder,  divided  by  numerous  bulkheads  into  large  water-tight  chambers.  Its 
height  may  vary  from  20  to  50  feet,  or  more ;  its  width  from  10  to  16  feet ;  and  its  length  is  about 
equal  to  that  of  the  longest  vessel  intended  to  be  docked.  The  pontoons  are  about  twice  the  length 
of  the  beam  of  the  vessel  to  be  raised,  so  as  to  be  available  for  paddle  steamers.  Their  height 
may  be  from  10  to  20  feet,  according  to  the  weight  of  the  vessel,  and  their  width  from  7  to  16  feet. 
In  the  Russian  I^icolaieff  dock,  the  side  is  280  feet  long,  44  feet  6  inches  high,  and  12  feet  broad. 
The  pontoons  are  72  feet  long,  18  feet  deep,  and  16  feet  broad,  and  the  clear  space  between  them  is 
6  feet.  The  machinery  for  working  the  dock  is  carried  in  the  chambers  of  the  side.  It  consists  of 
a  nxmober  of  powerful  pumps  worked  by  steam-engines  in  the  usual  manner.  When  it  is  necessary 
to  submerge  the  dock,  the  necessary  valves  are  opened,  and  the  water  admitted  through  pipes  to  the 
compartments  of  the  pontoons  ;  the  dock  is  thus  gradually  lowered,  its  horizontal  position  being  at 
all  times  maintained  by  its  connection  with  the  outrigger.  The  vessel  is  then  floated  over  the  pon- 
toons, water  is  pumped  out  until  the  keel  takes  its  bearing  on  the  blocks,  the  bilge-blocks  are  hauled 
into  place  by  chains  in  the  usual  manner,  and,  the  vessel  being  firmly  blocked  and  shored,  the  pump- 
ing is  continued  until  the  vessel  is  raised  to  its  full  height ;  the  valves  are  then  closed.  In  this 
position  it  will  be  seen  that  the  dock  with  the  ship  on  it  has  very  great  stability  quite  independently 
of  that  afforded  by  the  outrigger ;  the  outrigger,  having  in  fact  performed  its  function — ^namely, 
that  of  controlling  the  dock  when  submerged— is  no  longer  of  any  service,  and  it  might,  should 
occasion  demand,  be  entirely  removed.    It  may  be  remarked  that  the  dock  in  this  condition  is  much 


narrower  than  any  other  form  of  dock,  and  it  might  with  great  facility  be  taken  through  any  nar- 
row  entrance  or  channel ;  there  is,  however,  no  necessity  to  remove  the  outrigger  for  any  other  rea- 
son. While  thus  docked,  the  vessel  can  be  examined,  painted,  and  repaired  as  in  any  ordinary  dock, 
or  can  be  removed  from  place  to  place. 
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The  great  feature  of  this  system  is  that  this  vessel  can  now  be  readily  lowered  on  to  a  fixed  staging 
along  the  shore,  and  there  deposited  high  and  dry,  as  shown  in  Fig.  998  b,  leaving  the  dock  free  to 
raise  or  lower  another  vessel,  or  any  number  of  other  vessels  as  required.  This  staging  consists  of  t 
series  of  piles  driven  into  the  ground  in  rows  parallel  to  each  other,  these  rows  standing  at  right 
angles  to  the  shore.  The  rows  of  piles  are  capped  by  horizontal  timbers,  which  are  exactly  the 
same  distance  apart  from  centre  to  centre  as  the  spaces  between  the  pontoons  are,  so  that,  if  the 
width  of  the  pontoons  is  10  feet,  the  clear  space  between  the  piles  is  12  feet,  leaving  2  feet  for 
clearance.  The  height  of  the  vessel  above  the  water  is  greater  than  the  height  of  the  staging, 
so  that,  when  the  dock  with  the  vessel  on  it  is  brought  alongside  the  staging,  the  pontoons  can 
enter  freely  between  the  rows  of  piles,  and  the  vessel  is  carried  directly  over  the  staging  without 
touching  it.  The  dock  is  now  slightly  lowered  by  admitting  water  into  the  pontoons  until  the 
vessel  rests  upon  the  keel-blocks  on  the  fixed  staging ;  bilge-blocks  are  now  placed  under  the 
bilges,  and  the  vessel  being  securely  shored,  the  dock  is  lowered  just  clear  of  the  vessel,  and  drawn 
out  from  the  staging,  and  is  then  of  course  ready  to  receive  other  vessels.  The  lifting  of  the  vessel 
off  the  staging  and  lowering  it  into  the  water  is  simply  the  reverse  of  this  process. 

The  New  York  Sectional  Floating  Dock, — ^This  was  patented  by  Phineas  Burgess  in  1889.  It 
consists  of  a  number  of  floating  pontoons  placed  side  by  side.  At  the  end  of  each  pontoon  there  is 
a  framework  of  timber  which  supports  machinery  for  pumping,  being  sufficiently  high  to  remain  out 
of  water  when  the  dock  is  submerged.  This  framework  projects  beyond  the  end  of  the  pontoon, 
and  its  lower  part  contains  what  is  called  a  balance-tank — an  air-tight  chamber,  which  may  be  raised 
and  lowered  by  means  of  a  rack  and  pinion  connected  with  the  pumping  machinery.  These  tanks 
have  much  the  same  use  as  the  air-chambers  in  Rennie^s  dock :  by  raising  them,  the  depth  of  the 
deck  of  the  pontoons  is  increased ;  and  by  lowering  them,  the  pontoons  are  raised  indepoidently  of 
the  amount  of  air  or  water  the  latter  may  contain.    Fig.  1000  is  a  perspective  view  of  one  of  these 

docks,  the  details  being  exhibited  in  Fig.  1001. 
The  parts  are  as  follows :  B  B^  the  balance4ank8 ; 
C,  the  keel-block ;  D  D,  cross-beams  supporting 
the  chock-blocks  E;  E E,  the  chock-blodts;  FF^ 
the  outside  truss-girders ;  //,  the  inside  stand- 
ards of  the  main  framing  to  guide  the  balance- 
tanks  B;  *F^  beam  securing  the  standards ;  0  (?, 
the  outside  standards  of  ditto;  //,  the  station- 
ary spuds  for  working  the  tanks;  </'/,  pinions 
working  in  the  racks  on  the  spuds ;  if  JST,  outline 
of  a  vessel  on  the  dock,  supported  by  the  side 
supports  XX,  the  chock-blocks  EE,  the  keel- 
blocks  C,  and  the  balance-tanks  BB;  X  X,  the 
side  supports  run  up  and  down  by  the  blocks  and 
tackle  MM;  0  0,  engine-houses  on  centre  section ;  c  e,  vertical  shaft  from  main  shaft  in  the  engine- 
houses  ;  fff  the  worm  working  the  wheel ;  A  A,  the  worm-wheel  working  the  pinion  /and  spud  X 

The  process  of  taking  a  ship  into  the  sectional  floating  dock  is  as  follows :  The  dock  is  sunk  to 
any  required  depth  by  opening  the  gates  or  valves  with  which  each  water-tank  is  furnished,  when  the 
dock  necessarily  sinks.  The  dock  still  being  at  the  required  depth,  the  ship  is  then  introduced  be- 
tween the  vertical  side-framing,  rests  on  the  keel-blocks  C,  and,  when  supported  on  the  sides  by  the 
chock-blocks  E  and  side  supports  X,  is  ready  for  lifting.  The  valves  which  have  previously  admitted 
the  water  into  the  water-tanks  are  now  closed,  the  water  is  pumped  out,  and  the  air  again  fills  the 
tanks,  and  they  rise,  bringing  with  them  the  vessel  to  the  height  necessary  for  repairs.  The  vessel 
is  taken  out  of  dock  by  a  repetition  of  the  process  of  admitting  water  into  the  tanks. 

A  large  dock  of  this  description  consists  of  10  sections,  which  when  placed  together  form  a  struc- 
ture 850  feet  long  and  110  feet  broad.  These  sections  may  be  placed  at  some  distance  apart,  so  as 
to  increase  the  length  of  the  dock  when  required ;  or  if  not  of  sufficient  buoyancy,  other  sections 
may  be  added.  The  advantage  claimed  for  this  dock  is  that  the  buoyancy  of  each  section  may  be  eo 
regulated  as  to  bear  with  equal  pressure  against  all  parts  of  the  ship*s  bottom,  so  that  if  she  has 
been  warped  there  will  be  no  strain.  On  the  other  hand,  it  is  stated  that  irregularities  of  pressure 
caused  by  swells  from  steamboats  or  otherwise  more  or  less  reduce  this  advantage. 

Screw-Docks. — ^Among  the  forms  not  strictly  belonging  to  either  of  the  two  classes  of  dry  dodcs 
above  described  are  the  screw-dock  and  the  hydraulic  screw-dock,  which  is  an  improved  form  of 
the  invention,  and  with  hydrostatic  power  brought  to  bear  as  the  lifting  force. 

The  screw-dock  in  general  principle  and  form  is  the  same  as  the  hydraulic  screw-dodL  The  vessel 
in  the  screw-dock  is  floated  on  to  a  timber  platform,  which  platform  is  suspended  from  strong  main- 
way  pieces  of  beams  on  each  side,  laid  on  the  quay  walls,  by  8  suspending  screws  4^  inches  in  diam- 
eter. The  platform  is  capable  of  being  sunk  about  10  feet  below  the  surface  of  the  water,  to  re- 
ceive the  ship.  This  platform  has  several  shores  on  its  surface,  which  are  brought  to  bear  equally 
on  the  vessePs  bottom,  to  prevent  her  from  cantmg  over  on  being  raised  out  of  the  water.  About 
80  men  are  employed  in  working  this  apparatus,  who,  by  the  combined  power  of  the  lever,  wheel 
and  pinion,  and  screw,  are  able  in  the  course  of  half  an  hour  to  raise  the  platform,  laden  with  a 
vessel  of  200  tons  burden,  to  the  surface  of  the  water,  where  she  remains  high  and  dry,  suspended 
between  the  wooden  frames.  In  a  dock  of  this  kind  at  Baltimore,  the  platform  is  suspended  by  40 
screws  of  about  5  inches  diameter. 

The  Hydraulie  Screw-Dock  is  a  slip  abutting  on  the  shore,  with  a  suspended  keel,  allowing  the 
vessel  to  be  raised  up  vertically,  instead  of  being  drawn  up  on  an  incline,  as  in  the  slip  and  the  ma- 
rine railway.  It  consists  of  two  outer  and  parallel  ranges  of  piling,  each  bearing  a  way  at  the  top, 
from  which  are  suspended  chains,  to  which  are  slung  transver^  bearers  or  swing-beams,  over  wludi 
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the  Tesscl  to  be  docked  floats; 
and  having  arrived  over  this  mov- 
able platform  or  grating,  the 
chains  are  raised  by  means  of  a 
hydrostatic  press,  and  the  vessel 
brought  to  the  level  of  the  per- 
manent way.  The  means  by 
which  the  apparatus  is  worked 
are  ingenious,  and  constitute  the 
chief  merit  of  the  invention. 

The  dimensions  of  the  dock 
are  about  165  feet  long  internal- 
ly, and  35  feet  wide.  The  dis- 
tance from  the  outside  of  one 
mainway  to  the  outside  of  the 
other  is  51  feet  The  mainways 
abut  on  the  land,  and  run  about 
88  feet  beyond  the  head  of  the 
dock  on  to  the  land,  resting  on  a 
solid  quay  of  masonry,  to  which 
they  are  bolted  down,  and  which 
supports  the  machinery. 

The  mainways  B  are  support- 
ed on  rows  of  double  piles  A, 
Fig.  1002,  and  at  their  ends  are 
chocks  Z  to  hold  the  vessel  in 
place.  On  each  mainway  are  side- 
straps  JEJ  secured  to  the  cylinder 
C,  Fig.  1008,  by  wroucbt-iron 
straps  as  shown.  Along  the  side- 
straps  are  secured  bars  to  whidi 
the  suspending  chain  A:,  Fig.  1004, 
is  attached.  This  head  consists 
of  a  screw  m,  secured  by  a  nut 
which  regulates  the  height  of 
each  swing-beam  so  as  to  fit  the 
keel  of  the  vessel.  From  the 
screw  the  chain  k  descends  over 
sheaves  n,  and  thence  to  trans- 
verse bearers  or  swinging-beams 
Py  on  which  beams  are  the  ked- 
blocks  a  to  support  the  keel  of 
the  vessel.  On  eveiy  second 
swinging -beam  is  a  traverse- 
frame  o,  and  this  supports  the 
chock-blocks  against  which  the 
sides  of  the  vessel  rest.  The  cyl- 
inder C  contains  a  ram  /),  to 
which  water-pressure  is  applied 
through  the  medium  of  powerful 
engines.  The  ram  is  connected 
to  the  side  rods  by  parallel  rods 
A,  as  shown  in  Hgs.  1004  and 
1006. 

The  operation  of  taking  a  ves- 
sel into  dock  is  as  follows :  The 
engines  are  charged  with  water, 
and  the  rams  D  forced  out  to 
the  full  extent  of  their  stroke. 
By  this  means  the  mainstraps 
E  are  drawn  toward  the  head 
of  the  dock,  and  the  cradle  of 
Bwinpng-beams  lifted  up,  so  as 
to  allow  of  the  adjustment  of 
the  keel-blocks  to  w  and  chock- 
blocks  <,  and  of  the  swinging- 
beams,  by  means  of  the  adjust- 
ing-screws m,  to  the  suspending 
chains.  The  cylinders  are  then 
discharged,  the  rams  fleeted  back, 
the  pawls  loosed,  and  the  cradle 
of  swinging-beams  sunk  again 
by  its  own  weight,  the  main- 
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Btraps  being  checked  from  running  over  the  mainwaya  by  the  chocks  Z*,  It  will  be  obserred 
that  the  cradle  may  be  stopped  at  any  required  depth  by  closing  the  escape-valves,  and  by  lowering 
the  pawl-bars  8  on  the  ratchet-frames  r.  The  vessel  to  be  repaired  is  then  floated  into  the  dock, 
brought  over  the  keel-blocks,  and  the  hydrostatic  engines  and  pumps  set  to  work  until  sufficient 
pressure  is  created  to  raise  the  swing-beams  up  to  the  keel.  The  motion  is  then  stopped,  and  the 
traverse-frames  q  and  chock-blocks  t  hauled  in  by  the  tackle  toward  the  centre  of  the  cradle,  so  as 
to  take  a  uniform  bearing  under  the  body  of  the  vessel.  When  they  have  done  so,  the  pawls  x  are 
let  fall  on  the  rack  so  as  to  fix  them  in  their  places.  The  vessel  is  now  shored  up  and  tbe  engines 
again  started,  when  by  the  hydrostatic  pressure  the  rams  are  forced  in  a  few  minutes  out  of  the 
cylinders,  dragging  the  mainstraps  By  which  take  the  chains  along  with  them,  and  tbe  vessel  is 
raised  on  the  cradle  of  swing-beams,  as  represented  in  Fig.  1002,  high  and  dry  abore  water,  so  as  to 
allow  of  the  inspection  by  the  shipwrights  of  every  part  of  her  bottom.  The  cradle  is  supported  on 
the  platform  by  the  pawls  and  racks  8  r. 

Works  for  Reference. — ^Ehnes,  T.,  "  Docks  and  Port  of  London  and  Liverpool,"  1888  ;  "Life  of 
T.  Telford,"  with  folio  atlas  of  plates,  1838 ;  ^anzin,  "  Cours  dc  Ck)nstruction,"  3  vols,  and  atlas, 
Paris,  1839-41;  Minard,  "Cours  de  Construction  des  Ouvrages  Hydrauliques  des  Ports  de  Mcr," 

2  vols.,  Paris,  1841 ;  Webster,  T.,  "The  Port  and  Docks  of  Birkenhead,"  London,  1848;  C.  B.  Stuart, 
"The  Naval  Dry  Docks  of  the  United  States,"  New  York,  1852 ;  Sir  J.  Rennie,  "  Theory,  Formation, 
and  Construction  of  British  and  Foreign  Harbors,"  2  vols.,  1854;  Garsend  ct  Labour,  "Travaui  Hy- 
drauliques Mari times,"  Marseilles,  1861 ;  Vuigner,  "Entrepots  de  La  Villette,"  Paris,  1861;  Rof- 
fiaen,  "  Constructions  Hydrauliques,"  3  vols.,  Brussels,  1861-63 ;  Humbers,  "  Record  of  Modem 
Engineering"  for  1864-*66;  "Encyclopaedia  Britannica,"  9th  edition,  article  "Harbors."  See, also, 
numerous  papera  on  docks  in  the  MintUet  of  the  TnstUulion  of  Civil  Engineers,  AtmaUa  des  Ponis  d 
ChausecSy  Annates  du  Ghxie  Cimly  Engineer^  and  Engineering. 

DOG.    See  Lathe-Dog. 
DOOR.    See  Carpentry. 

DRAINAGE.  In  order  that  a  district  may  be  in  a  perfect  state  as  regards  drainage,  the  water- 
level  in  the  branch  drains,  which  directly  receive  the  discharge  of  the  field  drains,  should  be  at  least 

3  feet  below  the  level  of  the  ground  at  all  times.  When  it  rises  above  that  level  the  ground  be- 
comes awash  or  flooded,  according  as  the  water-level  is  below  or  above  its  surface.  Each  water- 
channel  must  have  sufficient  area  and  declivity,  when  at  its  fullest  flow,  to  discharge  all  the  water 
that  it  receives  as  fast  as  such  water  flows  in,  without  its  water-level  rising  so  high  as  to  obstruct  the 
flow  of  the  branches  it  receives,  or  to  lay  land  awash.  The  questions  likely  to  present  themselves 
to  an  engineer,  as  to  the  causes  of  defective  drainage  and  the  means  of  improving  it,  are:  1. 
Whether,  and  to  what  extent,  it  is  practicable  to  diminish  or  prevent  floods  by  the  construction  of 
store  reservoirs.  2.  Whether  the  channels  of  the  streams  contain  removable  obstructions,  such  as 
shelves  of  rocks  or  other  shallows,  narrow  places,  islands,  ill-designed  weirs  and  bridges ;  and  bow 
such  obstructions  are  to  be  removed,  or  the  last  rebuilt.  8.  Whether  the  channels  are  defective 
and  liable  to  be  obstructed  through  the  instability  of  their  beds,  and  how  such  instability  is  to  be 
prevented.  4.  In  the  case  of  a  smaller  stream  having  too  little  declivity,  which  falls  into  a  larger 
stream,  whether  that  declivity  can  be  increased  by  diverting  the  course  of  the  smaller  stream,  so  as 
to  remove  its  outfall  to  a  lower  part  of  the  larger  stream.  5.  Whether  the  course  of  a  stream,  being 
too  circuitous,  can  be  improved  by  a  diversion ;  and  whether,  in  the  event  of  improvements  bdng 
required  in  the  channel  of  a  stream,  it  is  best  to  execute  them  in  the  existing  channel,  independently 
of  the  question  of  circuitousness.  6.  Whether  the  branch  drains  are  of  sufficient  dischai^ng  ca- 
pacity. 7.  To  what  extent  the  water-channels  are  capable  of  acting  as  temporary  reservoirs  for 
moderating  the  rapidity  with  which  flood-waters  descend  from  them  into  lower  and  larger  channels. 
8.  To  what  extent  the  lands  adjoining  a  river,  which  are  liable  to  inundation,  act  in  the  capacity  of  a 
reservoir,  and  what  will  be  the  effect  upon  the  part  of  a  river  below  them  of  preventing  or  diminishing 
such  action.  9.  Whether  the  drainage  can  be  sufficiently  improved  by  improvements  on  the  water- 
channels  alone,  or  whether,  on  the  other  hand,  it  is  advisable  to  use  embankments  for  the  confine- 
ment of  floods  within  certain  limits. 

iHscharging  Capacity  of  Branch  Drains. — ^The  branch  drains  in  country  drainage  should  be  made 
capable  of  discharging  at  a  uniform  rate  the  greatest  available  rainfall  known  to  take  place  in  a 
period  whose  length  is  greater  according  as  the  soil  is  more  retentive.  It  is  probable  that,  in  most 
cases  of  cultivated  land,  24  hours  will  be  found  a  sufficiently  short  period;  that  is,  each  drain 
which  directly  receives  water  from  the  fields  should  be  capable  of  discharging  in  24  hours  tiie 
greatest  available  rainfall  of  24  hours ;  for  steep  and  rocky  ground  the  period  must  be  shortened, 
probably  to  4  hours ;  but  the  best  method  in  each  case  is  to  ascertain  the  period  by  an  experimental 
comparison  of  the  rainfall  with  the  discharge  of  drains. 

Action  of  Channels  and  Flooded  Lands  as  Reservoirs. — ^The  volimie  of  space  contained  between  the 
ordinary  water-surface  of  a  given  portion  of  a  stream  and  the  flood-water  surface,  whether  such 
space  be  wholly  contained  between  the  banks  of  that  portion  of  the  stream,  or  partly  between  such 
banks  and  partly  over  adjoining  lands  liable  to  inundation,  constitutes  a  reservoir  for  retaining  the 
excess  of  the  total  supply  of  water  during  a  period  of  flood  rainfall  from  the  district  drained  by  thai 
portion  of  the  stream,  above  the  greatest  quantity  t/iai  the  stream  is  capable  of  discharging  in  the  same 
period,  until  the  flood  rainfall  is  over,  when  that  excess  flows  away  by  degrees.  The  existence  of 
that  reservoir  room  thus  renders  efficient  a  water-channel  of  less  discharging  capacity  than  would 
otherwise  be  necessary  ;  and  if  such  reservoir  room  is  diminished,  either  by  improving  the  dianncl 
so  as  to  lower  the  flood-water  surface,  or  by  contracting  the  space  by  means  of  embankments,  care 
should  be  taken  that  the  discharging  capacity  of  the  channel  betow  the  district  in  question  is  increased 
to  a  corresponding  extent ;  otherwise  the  effect  of  diminishing  the  extent  of  floods  in  that  district 
may  be  to  increase  it  further  down  the  river. 
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IMankmerUs, — ^Wben  the  land  adjoining  the  stream  cannot  be  sufficiently  guarded  from  inunda- 
tion by  improvements  in  the  channel,  embankments  may  be  erected.  Where  a  main  embankment 
extends  for  a  long  distance,  uninterrupted  by  a  tributary  stream,  the  land  protected  by  it  is  often 
divided  into  portions  by  means  of  embankments  called  "  land-arms/'  diverging  from  the  main  em- 
bankment, the  object  of  which  is  that,  in  event  of  a  breach  being  made  in  the  main  embankment, 
the  inundation  may  be  confined  to  a  limited  extent  of  ground.  Behind  and  parallel  to  each  main 
embankment  there  runs  a  **  back  drain,*'  the  material  dug  from  which,  if  suitable,  may  be  used  for 
makmg  the  embankment.  The  back  drain  serves  as  a  reservoir  to  collect  the  drainage  of  the  land 
protected  by  the  embankment  when  the  river  is  in  a  state  of  flood,  and  its  dimensions  are  to  be  regu- 
lated accordingly.  The  waters  of  the  back  drain  are  discharged  into  the  river  (when  its  surface  is 
low  enough)  through  a  series  of  pipes  traversing  the  embankment,  and  having  flap-valves  opening 
outward  to  prevent  the  return  of  water  from  the  river.  An  efficient  form  of  these  valves  is  an  iron 
grating  or  perforated  plate  covered  with  a  flap  of  vulcanized  India-rubber.  The  embankments 
should  be  made  of  clay,  rammed  in  layers  1  foot  deep,  or  thereabouts.  When  of  moderate  height, 
and  not  exposed  to  great  pressure,  they  may  have  slopes  of  1^  to  1  or  2  to  1. 

Tidal  Drainaffe  is  the  drainage  of  lands  which  arc  above  the  low-water  mark  of  ordinary  tides, 
and  either  below  high-water  mark,  or  so  near  that  level  that  their  drainage  waters  can  only  be  dis- 
charged in  certain  states  of  the  tide.  Such  lands  ai-e  defended  against  inundation  of  the  sea  by 
means  of  embankments.  The  best  mode  of  draining  a  district  of  this  sort  is  a  canal  extending  com- 
pletely through  it,  which  acts  alteiiiately  as  a  reservoir  and  as  a  channel.  The  iop-voaier  level  of 
the  canal  is  to  be  fixed  so  as  to  give  sufficient  declivity  to  the  branch  drains.  Its  hic-tcaier  level 
will  be  above  that  of  low  water  of  neap  tides,  to  the  extent  of  one-fifteenth  part  of  the  rise  of  such 
tides.  The  space  contained  in  the  canal  between  these  levels  is  the  reservoir  room  ;  and,  inasmuch 
as  the  length  and  depth  of  that  space  are  fixed,  the  breadth  midway  between  these  levels  is  to  be 
made  sufficient  to  give  reservoir  room  for  the  greatest  quantity  of  drainage  water  that  ever  collects 
during  one  tide.  The  depth  of  the  canal  must  be  made  at  least  sufficient  to  enable  the  whole  of 
that  quantity  of  water  to  be  discharged  in  the  interval  between  one  hour  before  and  one  hour  after 
low  water,  the  mean  velocity  of  outflow  being  assumed  to  be  about  equal  to  that  due  to  a  declivity 
of  the  height  between  high  and  low  water  levels  in  the  whole  length  of  the  canal,  and  to  its  hydraulic 
mean  depth  when  full  up  to  its  middle-water  level  The  outer  end  of  the  canal  is  to  have  large  flood- 
gates capable  of  throwing  its  whole  width  and  depth  open  at  once.* 

Drainaffe  by  Pumping  (see  Pumps)  is  extensively  employed  in  lands  below  high-water  mark. 
The  largest  pumping  machines  ever  built  are  employed  in  the  reclamation  of  the  Ferrara  marshes, 
northern  Italy.  The  tract  to  be  reclaimed  covers  an  area  of  200  square  miles,  and  the  work  which 
the  pumps  have  to  perform  is  to  raise  rather  over  2,000  tons  of  water  per  minute  a  mean  lift  of 
7  feet  8  inches,  the  maximum  lift  being  12  feet.  The  water  thus  raised  is  delivered  into  the  river 
Volano,  at  Codigoro,  where  the  machinery  is  situated.  The  plant  provided  to  perform  this  work 
consists  of  8  centrifugal  pumps  disposed  in  pairs,  each  pair  being  driven  by  a  pair  of  compound 
engines  situated  between  them.  When  working  at  the  mean  lift  of  7  feet  8  inches,  each  of  the  8 
pumps  is  constructed  to  discharge  67,000  gallons  per  minute,  the  aggregate  discharge  from  the  8 
pumps  when  working  at  this  lift  being  consequently  466,000  or  nearly  half  a  million  gallons  per 
minute,  equal  to  666,640,000  gallons  per  day  of  24  hours.  The  capacity  of  the  present  Croton 
Aqueduct  at  New  York  is  110,000,000  gallons  per  day.  The  Ferrara  pumping  machinery,  therefore, 
dischai^es  6  times  the  quantity  of  the  Croton  Aqueduct.  Again,  466,000  gallons,  or  72,960  cubic 
feet  per  minute,  would  supply  a  stream  over  108  feet  wide  and  4  feet  deep,  running  at  a  speed  of 
2  miles  per  hour,  or  176  feet  per  minute;  while  the  delivery  for  a  single  day  would  also  suffice  to 
fill  a  reservoir  a  mile  square  to  a  depth  of  about  8  feet  9  inches. 

Drainage  of  the  Zuydcr  Zee. — Extensive  as  are  the  Fen-ara  reclamation  works,  a  still  more  exten- 
sive scheme  is  about  to  be  carried  out  (1878) — namely,  the  draining  of  a  portion  of  the  Zuyder  Zee, 
having  an  area  of  486,776  acres,  or  about  769  square  miles.  The  tract  thus  reclaimed  will  add 
nearly  6  per  cent,  to  the  area  of  Holland.  To  inclose  the  tract  to  be  reclaimed,  a  dike  26  miles 
long;  164  feet  wide  at  its  base,  and  rising  26  feet  above  the  water-line,  will  be  made,  the  dam  start- 
ing at  Enkhuisen  and  running  in  an  easterly  direction  to  the  island  of  Urk,  thence  proceeding 
southeast  to  the  island  of  Schockland.  From  the  latter  island  it  will  be  continued  to  the  mainland, 
which  it  will  join  at  Eampen,  just  above  the  mouth  of  the  Ysseh  The  area  thus  inclosed  will  be 
divided  into  squares,  which  will  be  successively  pumped  dry  by  suitable  machinery. 

TTie  Drainage  Sgttem  of  Holland, — Along  much  of  the  seaboard  of  Holland  the  waters  of  the 
ocean  are  kept  from  oversowing  the  land  by  immense  dikes.  Tlie  coimtry  is  divided  into  several 
districts  called  hydraulic  administrations,  each  of  which  has  three  divisions  of  surface — ^viz.,  natural 
Unds,  basins,  and  polders.  The  basins  comprise  the  mai*she8,  lakes,  canals,  and  drains  having  one 
surface  level,  which  is  below  high  and  above  low  tide,  and  connect  with  the  sea  by  sluices  furnished 
with  gates,  which  open  when  the  internal  waters  are  higher  than  the  external,  and  shut  when  they 
are  lower.  Tlie  polders  are  lands  which  lie  below  the  surface  of  the  waters  in  the  basins,  and  can 
only  be  kept  dry  by  pumpbg.  The  Rynland  hydraulic  administration  comprises  805,000  acres, 
which,  before  the  draining  of  Haarlem  Lake  (completed  in  1852),  was  divided  into  76,000  acres  of 
natural  lands,  66,000  acres  of  basin,  and  178,000  acres  of  polder  lands ;  but  since  the  addition  of 
the  lake  to  the  latter,  the  basin  only  covers  11,600  acres,  while  the  polder  lands  have  an  area  of 
217,600  acres.  The  basins,  however,  are  the  reservoirs  of  the  waters  which  are  raised  from  the 
polders,  and  also  of  the  drainage  from  the  natural  lands.  When  the  tides  are  regular,  at  every  ebb 
they  empty  a  portion  of  their  contents,  and  thus  maintain  a  capacity  to  receive  the  natural  and  arti- 
ficial drainage  until  the  next  ebb ;  but  if  by  the  action  of  the  winds  the  external  waters  are  held  at 

*  The  foregoing  is  mainly  abridged  flrom  Kanklne's  '*  Civil  Engineering.** 
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a  higher  level  than  those  in  the  basins  through  the  period  of  an  ebb  tide,  a  collection  of  water  in 
the  latter  ensues,  and  may  come  to  equal  their  capacity.  Before  this  occurs,  however,  the  pumping 
from  the  polders  must  cease,  for  some  space  must  be  allowed  for  the  natural  diainage.  At  about 
the  mean  level  of  the  tides  in  the  Zuyder  Zee  there  is  a  mark  upon  a  pile,  which  is  called  the  A.  P., 
or  Amsterdam  pile,  and  which  is  the  point  of  reference  for  regulating  the  height  of  water  in  the 
basins.  There  is  also  a  mark  for  each  administration,  called  the  point  of  arrest.  This  point  is  not 
at  the  same  level  for  all  the  administrations,  some  being  allowed  to  continue  their  pumping  openu 
tions  longer  than  others.  If  the  water  in  the  basins  were  allowed  to  become  too  high,  there  would 
be  danger  of  the  overflowing  and  breaking  away  of  the  dikes.  It  will,  therefore,  be  seen  that  the 
area  of  the  basins  is  an  important  matter.  If  it  bears  only  a  small  proportion  to  that  of  the  land  to 
be  drained,  they  soon  become  filled ;  and  unless  they  can  empty  their  contents  into  the  sea,  the  dndn- 
age  of  the  polders  must  cease,  and  consequently  they  will  become  overflowed.  As  the  range  of  tide 
along  the  Dutch  coast  is  about  6  feet,  only  a  small  range  of  rise  and  fall,  or  capacity,  can  be  allowed 
for  the  basins  when  the  area  bears  so  small  a  proportion  to  that  of  the  drained  land  as  it  does  in 
the  Rjmland  hydraulic  administration,  since  the  drainage  of  Haarlem  Lake  has  so  greatly  reduced 
the  basin  area.  One  circumstance  has  been  taken  advantage  of  in  the  work  of  drainage,  which  is 
that  the  southwest  winds  raise  the  level  of  the  waters  in  the  northeast  portion  of  the  basins,  so  that 
they  may  continue  to  discharge  their  contents  longer  than  they  could  if  they  remained  level  The 
southwest  end  of  the  Zuyder  Zee,  also,  by  having  its  water-level  depressed,  can  continue  to  receive 
the  drainage  from  the  lands  longer  than  if  the  surface  remained  level.  The  wind,  therefore,  is  utiU 
ized  as  a  source  of  work  or  energy,  which  goes  far  to  make  up  the  loss  incurred  by  diminution  of  the 
area  of  the  basins.  The  drainage  of  Haarlem  Lake  had  become  a  matter  of  necessity  more  than  of 
utility ;  for,  as  it  lies  in  a  peat  formation  of  great  depth,  connected  with  other  hikes,  the  barriers  were 
constantly  being  washed  away,  which,  by  increasing  the  surface  of  the  water,  allowed  the  waves  to  be- 
come higher  by  the  action  of  the  wind,  and  thus  the  surrounding  country  became  subject  to  inundation. 
This  work,  undertaken  in  1839,  was  a  gigantic  operation.  From  an  area  of  70  square  miles  of 
average  depth  of  water  of  12}  feet,  situated  below  the  level  of  any  sluices  that  could  be  constructed, 
it  was  required  to  raise  the  water  an  average  height  of  16  feet,  and  to  an  estimated  possible  amount 
of  35,000,000  tons  in  a  month.  An  enormous  steam-engine  was  constructed  in  London  for  working 
11  pumps  of  63  inches  diameter  each  and  10  feet  stroke,  the  maximum  capacity  of  which  was  to 
raise  112  tons  of  water  10  feet  at  each  stroke.  These  were  set  around  the  circular  tower  which 
contained  the  engine,  and-  from  the  upper  portion  of  which  the  balance-beams  radiated,  one  for  each 
pump.  They  raised  in  actual  work  66  tons  per  stroke,  discharging  the  water  in  a  large  canal  38 
miles  long  and  from  115  to  130  feet  wide.  Two  other  similar  engines  were  applied  to  the  same  work, 
and  the  pumping  was  continued  from  May,  1848,  to  July  1,  1852.  Then  the  area  was  thoroughly 
drained.  The  entire  expenses  from  the  commencement  of  operations  in  1839  to  the  close  of  1855 
were  estimated  at  £748,445,  which  would  be  more  than  paid  by  the  proceeds  of  the  sale  of  the 
lands. 

Drain- Conduits, — Covered  drains  are  made  in  a  variety  of  ways,  as  shown  in  Fig.  1007,  in  whidi  1 
is  a  perforated  drain-pipe  of  circular  or  oval  section,  covered  in  by  stones  or  earth ;  2  consists  of  two 

1007. 
13  8  4  66789 


semi-cylindrical  tiles  respectively  above  and  below  a  flat  tile,  the  whole  covered  in  by  stones  or 
earth ;  3  consists  of  a  bed  stone  and  side  stones,  to  form  a  triangular  duct,  covered  in  by  stones,  a 
layer  of  turf,  and  the  filling  of  soil ;  4  shows  a  drain  for  tenacious  soils,  where  a  shoulder  is  made 
to  support  the  flat  stones  which  bear  the  superincumbent  earth ;  6,  assorted  large  stones  at  the  bot- 
tom, covered  in  by  smaller  stones  and  a  filling  of  soil ;  6,  drain  for  peaty  soils,  which  may  be  covered 
in  with  blocks  of  the  peat  or  by  turfs,  which  will  preserve  their  position  for  a  considerable  time  if 
laid  properly ;  7,  a  duct  formed  with  a  flat  tile  and  an  arched  semi-cylindrical  tile,  covered  in  with 
stones  to  allow  percolation  of  water,  and  closed  with  soil ;  8,  where  a  flat  stone  is  obtainable,  two 
side  stones  and  a  cap  covered  in  with  soil ;  9,  a  layer  of  stones  in  the  bed,  covered  by  the  earth 
which  had  been  removed  in  digging. 

Drainage  of  LancPhy  Pipes  (HdsiocU). 
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Earthenware  pipes  are  of  various  qualities  as  to  texture,  from  a  porous  material  like  that  of  red 
bricks,  to  a  liard  and  compact  material  whidi  is  glazed  to  make  it  water-tight  They  are  made  of 
rarious  diameters,  from  2  inches  to  nearly  3  feet,  and  in  lengths  of  from  1  foot  to  8  feet.  Their 
diief  use  is  as  small  covered  conduits.  The  joints  are  most  commonly  of  the  spigot  and  faucet  form, 
being  made  tight  with  cement  or  with  a  bituminous  mastic. 

Skwkbs  are  systems  of  conduits  in  towns  for  removing  impure  water.  The  gutters  or  channels  run 
along  each  side  of  the  carriageway,  and  are  usually  about  S  inches  deep.  They  collect  the  surface- 
water  from  the  road,  and  discharge  it  into  the  side  drains  through  transTcrse  tubes,  which  pass 
below  the  fences  and  footway.  Mitre-drains  are  small  underground  tile-drains,  or  tubes  diverging 
oblkiuely  from  the  centre  line  of  the  roadway  at  intervals  of  60  yards  or  thereabouts,  and  leading 
with  a  declivity  of  about  1  in  100  into  side  drains.  In  towns  the  channels  discharge  their  water  into 
the  sewer  through  passages  called  gully-holes,  sometimes  having  horizontal  openings  covered  by  grat- 
ings, sometimes  vertical  openings  in  the  curb  of  the  footway.  In  order  to  prevent  the  escape  of  foul 
air  through  them,  they  are  provided  with  siphon-traps  or  with  valves  opening  inward. 

The  firat  point  to  be  attended  to  in  laying  out  main  sewers  is,  that  Uiey  shall  be  straight  from 
point  to  point  There  is  no  reason  that  they  should  follow  exactly  the  middle  of  the  streets  where 
they  are  not  straight,  but  they  should  be  made  straight  from  one  point  to  the  next  The  curves 
diould  be  gentle.  The  junctions  should  be,  as  in  the  case  of  the  main  water-pipes,  curved.  Ran- 
kine  says  that  main  sewers  should  not  be  less  than  2  feet  broad,  and  that  the  velocity  in  them 
should  not  be  less  than  1  foot  in  a  second,  for  fear  of  choking  up,  nor  greater  than  4^  feet  in  a 
second,  because  with  a  greater  velocity  than  this  there  is  too  much  scouring.  The  usual  plan,  then, 
is  to  make  sewers  which  are  capable  to  a  certain  extent  of  acting  as  drains  also.  That  end  is  often 
realised  by  setting  the  bricks  of  the  invert,  as  it  is  termed,  in  cement,  and  setting  the  others  with 
mortar.    The  bri^  of  sewers  ought  always  to  be  set  in  hydraulic  mortar  or  in  cement 

In  main  sewers  the  incline  should  be  about  1  in  600,  and  a  greater  incline  in  the  smaller  sewers, 
and  the  greatest  incline  in  the  house-sewers.  The  incline  of  the  pipe-sewers  that  come  from  the 
houses  should  not  be  less  than  1  in  60.  Where  sewers  are  joined  the  incline  should  be  greater. 
Where  a  small  sewer  enters  into  a  large  one  there  should  be  a  quicker  incline  for  some  little  dis- 
tance. A  larger  sewer  should  never  open  into  a  smaller  one ;  neither  should  a  sewer  open  into  one 
of  the  same  size,  but  always  a  smaller  one  into  a  larger  one.  The  inverts  should  not  be  level.  The 
invert  of  a  smaller  one  should  be  higher  up  than  that  of  the  larger  one,  so  that  there  may  be  a  fall. 
**  Main  sewers  and  drains  should  be  adapted,^'  as  Mr.  Eawlinson  says,  **  to  the  town  area,  length  of 
streets,  number  of  houses,  surface  area  of  house  yards  and  roofs,  number  of  street-gullies,  and  volume 
of  water-supply." 

The  best  shape  for  sewers  has  been  decided  to  be  the  egg-shaped  section.  The  following  propor- 
tions are  given  by  Haswell :  Width  at  bottom  =  one-third  of  height ;  height  =  radius  of  side ;  width 
at  top  =  two-thirds  height  The  following  table,  from  the  same  source,  shows  the  dimensions, 
areas,  and  volume  of  work  per  lineal  foot  of  egg-shaped  sewers  of  different  dimensions : 
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It  has  been  determined  that  earthenware  pipes  cannot  be  advantageously  used  if  over  12, 15,  or  at 
most  18  inches  m  diameter.    Above  this  last  limit  it  is  cheaper  to  build  a  brick  sewer. 

The  most  approved  method  of  ventilating  sewers  is  to  have  plenty  of  openings  into  and  above 
the  main  sewer,  and  to  have  special  ventilating  openings  connected  with  the  man-holes  alone 
each  sewer  at  certain  intervals,  in  the  middle  of  the  streets.  Cleansing  of  sewers  is  performed 
usually  by  flushing.  This  is  effected  either  by  stopping  the  sewage  at  certain^places  and  so  giving 
it  a  higher  head,  which  is  the  plan  often  adopted,  or  by  having  some  special  reservoirs  of  water  (col- 
leoted  for  the  purpose)  at  the  higher  parts  of  the  sewers  which  can  be  allowed  to  rush  down  them ; 
or  again,  by  making  arrangements  for  the  supply  of  a  sufficient  amount  of  water  to  flush  them  con- 
tfaiually.    And  they  should  be  flushed  regularly,  or  deposit  is  sure  to  occur. 

In  Paris,  the  sewers  run  along  the  bottom  of  subways  under  the  streets.  In  order  to  flush  the 
pipes,  .a  wagon  whidi  runs  on  rails  on  each  side  of  the  subway  beside  the  sewer  has  a  flap  which  de- 
scends from  the  wagon  into  the  sewage  below.  The  force  of  the  sewage  pushes  this  flap  on,  and 
moves  the  wagon  with  it,  when  the  flap  displaces  everything  before  it 

IMmtmaHc  Sewerage, — ^The  most  successful  system  of  pneumatic  sewerage  is  that  devised  by  Cap- 
tain liemur,  winch  is  in  use  in  many  towns  in  Holland.    The  project  is  outlined  as  follows : 

**  In  a  building,  in  any  convenient  part  of  the  town,  is  placed  a  steam-engine,  which  drives  an  air- 
pomp,  so  as  to  maintain  about  three-fourths  vacuum  in  certain  cast-iron  hermetically-closed  reservoirs 
sunk  below  the  floor.    From  these  reservoirs  central  pipes  radiate  in  all  directions,  following  the 
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main  streets.  On  these  central  pipes  are  laid,  from  distance  to  distance,  street  reservoirs  sunk  be- 
low the  pavement.  From  the  street  reservoirs,  up'  and  down  the  street,  are  main  pipes,  communica- 
ting by  short  branch  pipes  with  the  closets  of  each  house.  All  the  junctions  of  pipes  with  reservoirs 
are  furnished  with  cocks,  so  that  they  can  be  shut  off  or  turned  on  at  pleasure,  like  water-mains,  and 
are  got  at  by  cock-boxes,  and  turned  by  keys  in  the  ordinary  way.  The  vacuum  created  in  the  cen- 
tral building  reservoirs  can  thus  be  communicated  to  any  given  street  reservoir,  so  as  to  furnish  the 
motive-power  by  which,  when  the  connections  with  the  houses  are  opened,  all  the  closets  are  simul- 
taneously emptied.  When  their  contents  reach  the  central  reservoir,  they  are  in  like  manner  forced 
through  the  central  tubes  to  the  reservoirs  under  the  central  building,  and  thence  transferred  by 
means  of  vacuum-power  to  hermetically-closed  tanks  above  the  floor  of  the  building.  From  these 
retorts  the  matter  is  decanted  in  a  fluid  form  in  barrels,  for  immediate  transport  to  the  country,  bj 
means  of  hermetically-closed  apparatus.'* 

With  this  system  there  must  also  be  sewers  for  rain-water,  street-drainage,  slops,  etc.,  and  separate 
pipes  for  drainage  of  the  soil. 

House-Drainage.* — ^The  prime  object  of  house-drainage  is  tlie  removal  of  the  refuse  with  all  possi- 
ble speed.  Every  device  by  which  any  part  of  it  is  hoaixied  or  retarded  in  or  about  the  premises  is 
to  be  carefully  avoided. 

To  secure  a  prompt  and  continuous  flow,  drains  must  be  smooth  inside,  must  be  well  laid,  of  a 
proper  size,  and  have  sufficient  slope  to  render  them  self-cleansing.  Where  the  last  is  not  practi- 
cable, there  should  be  provision  for  frequent  flushing.  They  should  also  be  as  nearly  impervious  as 
possible,  to  avoid  contaminating  the  surrounding  soil  For  house-drains,  no  material  is  so  good  as 
cast-iron,  with  calked  lead  joints.  But  glazed  stoneware  pipes,  cai-efuUy  put  together  with  hydrauUc 
cement,  will  make  very  good  drains  outside  the  house  walls,  if  the  soil  is  firm  and  not  liable  to  settle. 
Their  connections  or  branches  should  never  be  at  right  angles,  but  oblique,  so  that  T-jomts  (Kig. 
1008)  or  branches  should  never  be  used ;  they  always  tend  to  produce  an  accumulation  of  solid 
matter.  Y-joints  or  branches  (Fig.  1009)  can  always  be  obtained,  and  the  position  of  the  drain  can 
generally  be  adapted  to  their  use  by  taking  a  little  pains.  When  being  laid,  a  swab  should  always 
be  drawn  through  them,  to  wipe  the  surplus  cement  from  the  joint  on  the  inside,  every  new  piece 
put  into  the  trench  being  strung  on  to  the  line  or  rattan  which  carries  the  swab,  and  draws  it  along. 

loia 
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A  frequent  mistake  is  made  in  laying  too  large-sized  pipes  for  drains,  arising  from  the  notion  that 
small  pipes  arc  more  likely  to  be  choked.  The  fact  is,  that  all  increase  of  size  above  the  require- 
ments of  capacity  is  an  actual  injury,  by  diminishing  the  scouring  power  of  the  current ;  so  that,  if 
laid  with  a  tall  of  2  feet  or  more  in  100  feet  of  length,  a  4-inch  pipe  is  better  than  a  larger  one  for 
a  house-drain  used  by  some  50  persons,  because,  with  this  limited  flow,  the  small  one  would  scour 
better  than  the  larger  one.  If  rain-water  is  admitted  from  the  roof-gutters,  either  for  convenience 
or  flushing,  a  larger  size  is  perhaps  needed ;  but  6  inches  is  ample,  even  then,  for  any  ordinary 
house-roof.  If  the  fall  is  less  than  2  per  100,  flushing  may  be  needed.  Latham  says  that,  in  order 
to  be  self-cleansing,  the  house-drain  should  convey  its  contents  at  the  rate  of  3  feet  per  second.  To 
attain  this  velocity,  a  4-inch  drain  must  have  a  fall  of  about  1  in  100,  and  a  6-inch  drain  must  have 
a  fall  of  about  1  in  140,  even  when  half  full.  As  such  drains  seldom  run  half  full,  they  cannot  be 
relied  upon  as  self-cleansing,  unless  laid  with  nearly  double  the  above  rate  of  slope — say  2  per  100 
for  4-inch  drains,  or  1|  per  100  for  6-inch  drains.  For  hotels  and  large  establishments  oontaming 
many  receptacles  for  sewage  and  many  branch  drains,  a  6-inch  pipe  would  be  ample,  unless  ram- 
water  be  admitted  from  extensive  roof-surfaces.  In  this  case,  the  size  of  the  drain  is  governed,  first, 
by  its  rate  of  fall,  which  is  generally  limited  by  local  topography ;  and  second,  by  the  size  of  the 
roof  to  be  drained.  In  our  climate,  a  rainfall  of  at  least  \\  inch  per  hour  from  the  roof-surface 
should  be  provided  for,  adjusting  the  size  of  the  drain  to  carry  this  rainfall.  In  such  cases  the 
sewage  can  be  practically  ignored,  for  its  volume  is  quite  insignificant  in  comparison  with  that  of  the 
rain-water.  The  problem  then  becomes  a  question  of  hydraulics,  and  reference  must  be  had  to  the 
governing  elements  and  well-known  physical  laws,  thence  computing  the  required  size. 

In  all  houses  drainihg  into  sewers,  the  place  where  a  trap  is  most  essential  is  outside  of  the  house- 
walls,  on  the  main  house-drain,  after  it  has  collected  all  the  branches  which  are  tributary  to  it,  and 
between  this  point  and  the  sewer. 

Owing  to  the  rigor  of  our  northern  winters,  all  out-of-door  drains  are  here  of  necessity  kept 
deep  in  the  ground.  The  best  sort  of  disconnection  we  can  apply  is  to  introduce  a  pipe-trap  between 
the  house  and  the  sewer.  This  should  not  be  a  built  chamber  with  square  comers,  which  might 
collect  solid  matter,  but  a  mere  depression  in  the  pipe  itself,  having  the  same  sectiona]  area  as 
the  pipe,  and  therefore  containing  the  minimum  of  matter  for  decomposition.  (See  Fig.  1010.) 
Such  traps  may  sometimes  be  forced  by  the  compression  of  air  in  the  street  sewers,  especially  ii 
these  are  tide-locked  at  high  water.  To  provide  against  this,  a  vent-pipe,  of  4  inches  diameter  al 
least,  should  in  cities  be  led  from  the  hole  in  the  trap  directly  up  the  side  of  the  house,  like  a  water- 

•  Abridged  from  the  "■  Seventh  Annual  Beport  of  the  State  Board  of  Health  of  Masaaohusetts.'*  lSi6. 
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oondoctor,  and  above  all  dormer  windows.    The  water-oonductor  itself  will  not  answer  for  this  pur- 
pose, for  the  compression  of  air  in  the  sewer  is  most  likely  to  occur  during  a  heavy  rain,  when  the 
water-sponts  are  fully  occupied  as  such,  and  are  therefore  incapable  of  giving  vent  to  the  gas,  for 
which  special  outlet  must  be  given.    In  suburban  districts,  a  vent  into  a  pile  of  loose  stones,  or  a 
man-hole  chamber  under  ground,  will  answer.    (See  Fig.  101 1.) 
During  the  winter  this  chamber  may  be  filled  with  dry  leaves,  . 
etc,  and  the  vent  covered  with  wire  netting,  in  order  to  pre-  , 
vent  freezing.  j 

The  remedy  for  the  settling  and  breaking  of  house-drains,   : 
when  laid  on  filled  land,  is  by  no  means  simple.    Wooden 
boxes  are  slightly  pliable,  and,  if  made  with  care  and  well 
clamped,  may  answer  sometimes  for  temporary  house-drains, 
till  the  material  under  the  street  has  ceased  settling;  but  even 
wooden  boxes  cannot  be  bent  far  without  opening  joints  and 
becoming  leaky.    If  houses  must  be-  built  and  occupied  in  \ 
such  places,  the  only  sure  way  of  constructing  a  permanently 
tight  house-drain  would  be  to  drive  a  row  of  piles  for  its   j 
foundation  between  the  house  and  the  sewer.    Even  then,  if   ! 
the  sewer  is  not  built  upon  piles — and  they  rarely  are — the 

break  would  occur  where  the  piles  cease,  for  nothing  else  is  rigid  over  the  compressible  mud  of  these 
regions.  The  use  of  cast-iron  drain-pipe  all  the  way  to  the  sewer,  with  calked  lead  joints,  is  recom- 
mended by  some  authorities,  in  soils  subject  to  settling.  But  even  iron  pipes  will  break,  if  rigidly 
connected,  about  as  soon  as  stoneware,  though,  having  fewer  joints,  they  may  break  in  fewer  places. 
They  are  certainly  no  sure  remedy  for  this  evil.  If  a  tight  flexible  pipe  could  be  made,  it  might 
answer  the  purpose  for  a  while ;  but  such  a  thing  is  yet  to  be  invented  in  a  permanent  form. 

Dr€dns  vfiihin  the  Howe -Walls, — The  above  remarks  apply  chiefly  to  the  drains  outside  of  houses. 
But  that  portion  of  the  drain  which  is  within  the  walls  deserves  still  more  rigid  scrutiny. 

In  planning  house-drains,  they  should  be  got  outside  the  walls  of  the  house  as  directly  as  possible. 
In  public  institutions,  or  other  large  buildings,  where  a  large  number  of  receptacles  of  sewage  is  pro- 
vided, the  main  drain  for  the  collection  of  the  whole  should  be  outside  the  walls  wherever  practi- 
cable, for  the  reason  that  fewer  joints  of  pipe,  and  fewer  chances  of  leakage  from  imperfect  work, 
would  thus  occur  within  the  walls. 

The  material  for  drains  within  the  walls  should  be  metal  in  all  cases.  It  is  often  customary  to 
lead  a  drain  across  under  a  basement  floor  by  stoneware  pipes,  which,  though  much  better  than  the 
old-fashioned  brick  drain,  is  far  inferior  to  iron.  Cast-iron  pipes,  with  leaded  joints,  well  calked, 
and  painted,  are  safe,  and,  unless  subjected  to  such  great  changes  of  temperature  as  might  loosen 
the  joints  by  expansion  and  contraction  of  length,  will  prove  satisfactory  for  a  long  term  of  years. 
If  iron  is  used  inside  the  walls,  there  is  seldom  anything  to  be  gained  by  burying  it  under  the  cellar 
or  basement  floor.  Such  pipes  should  be  readily  accessible  for  inspection.  If  a  little  attention  be 
devoted  to  the  subject,  they  can  generally  be  placed  along  some  wall  or  partition,  or  hung  from  the 
ceiling,  where  their  joints  can  all  be  rea<&ly  seen,  to  be  recalked  and  painted  whenever  necessary. 

The  drainage  of  the  soil  on  which  a  house  is  built,  if  it  consist  of  porous  sand  or  gravel,  will  not 
require  much  attention,  unless  the  level  of  the  cellar  be  decidedly  below  that  of  most  of  the  surround- 
ing land,  as  in  broad  plains  or  valley-bottoms.  When  such  cases  occur,  or  when  the  soil  is  impervi- 
ons,  a  porous  tile-drain  should  be  laid,  three  or  four  feet  deep  if  practicable,  with  porous  material  over 
it  around  the  bottom  of  the  foundation-wall,  with  a  delivery  to  the  house-drain  above  its  outside  trap 
which  disconnects  it  from  the  sower.  In  case  no  sewera  are  provided,  among  a  scattered  population, 
such  a  drain  can  generally  be  led  to  some  point  low  enough  to  discharge  it  on  the  surface  of  the  same 
lot ;  if  not,  the  lot  is  very  ineligible  for  building  purposes. 

Branch  drains  from  sinks,  wash-trays,  and  wash-bowls  are  generally  made  of  lead,  which  seems  to 
be  the  most  suitable  material.  Its  pliability  and  durability  are  valuable  qualities.  The  first  may 
lead  to  its  distortion  of  form  by  sagging,  if  not  well  supported.  Where  these  lead  wastc-pipcs  en- 
ter the  iron  ones,  a  common  practice  among  plumbers  is  to  secure  the  joint  by  glazier's  putty.  The 
only  proper  way  to  make  such  a  joint  is  to  solder  a  tinned  iron  or  brass  ferrule  to  the  outside  of 
the  lead  pipe,  which  is  to  enter  the  bell  of  the  iron  pipe.  This  ferrule  gives  a  stiff  material  against 
which  a  lead  joint  can  be  calked  in  the  same  way  as  between  two  pieces  of  iron  pipe.  This  lead 
packing  will  yield  to  the  expansion,  without  breaking  or  crumbling.  When  lead  traps  are  used 
under  water-closets,  the  joint  between  them  and  the  iron  soil-pipe  should  be  secured  in  the  same  way. 

Soil-pipes  from  water-closets  were  formerly  made  of  lead,  at  first  by  soldering  sheet-lead  into  cylin- 
der form,  and  afterward  by  the  seamless  process.  The  firet  show  more  rapid  corrosion  at  the  solder- 
joint  ;  both  are  subject  to  corrosion  and  sagging,  and  to  being  gnawed  by  rats.  Iron  is  much  safer, 
and  fortunately  cheaper  also,  and  is  therefore  now  generally  used. 

Plumbers  sometimes  connect  branching  soil-pipes  by  T-joints,  when  it  serves  their  convenience. 
T-joints  should  always  be  used,  for  the  same  reasons  as  given  above  for  connecting  outside  drains. 
The  Y-joint  sometimes  requires  the  introduction  of  another  small  bend  to  complete  the  necessary 
diange  of  direction.  Hence  arises  the  temptation  to  use  the  T-joints  in  contract-work,  to  save  the 
cost  of  the  bend  and  its  application. 

Rain-water  cisterns  are  sometimes  built  in  basements,  or  outside  of  houses,  underground,  having 
their  overflows  in  the  house-drain.  Such  an  arrangement  is  never  safe.  However  carefully  the  over- 
flow may  be  trapped,  the  long  droughts  of  our  climate  may  dry  up  the  water-seal,  and  allow  the  sewer- 
gas  to  spread  over  the  water  and  be  dipsolved  by  it.  Moreover,  the  drain  may  be  obstructed  below 
the  junction  of  the  overflow,  and  the  whole  house-sewage  is  then  backed  up  through  the  overflow 
into  the  dstem. 
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There  is  a  value  in  the  grease  now  thrown  away  in  dish-water  which  ought  to  lead  to  its  being 
collected  before  going  into  the  water,  instead  of  encumbering  our  house-drains  with  it  to  such  an 
extent  as  is  now  done.  The  best  plan  yet  devised  for  keeping  it  out  of  the  pipes  is,  perhaps,  a  small 
brick  tank,  laid  in  hydraulic  cement,  and  plastered  smooth  inside,  placed  as  close  as  possible  to  the 
cellar-wall  on  the  outside,  with  the  sink  as  dose  as  possible  to  the  same  wall  on  the  inside,  so  that 
the  grease  shall  not  congeal  in  the  pipe  between  the  two.  (See  Figs.  1012  and  1013.)  For  small 
and  medium  houses  it  should  be  from  1-^  to  2  feet  square  on  the  inside,  with  the  bottom  about  2  feet 
below  the  outlet-pipe,  which  is  to  turn  down  about  a  foot  on  the  inside,  with  a  smooth,  round  tarn, 
BO  that  its  mouth  may  be  so  much  under  water.  The  inlet  should  be  about  6  inches  higher  than  the 
outlet-pipe,  to  allow  the  grease  to  collect  to  that  thickness  above  the  water-line,  which  is  governed 

1014 
1018, 


by  the  level  of  the  outlet,  without  obstructing  the  mouth  of  the 
inlet.    The  grease  will  then  float  on  the  water,  and  become  con- 
gealed in  the  form  of  a  dirty  scum,  while  the  water  and  other 
matter  in  suspension  will  flow  out  by  the  mouth  of  the  outlet, 
about  a  foot  below  the  surface.    The  whole  must  be  so  placed 
as  not  to  freeze.    The  depth  needed  for  this  will  depend  largely  upon  the  exposure.    The  walls, 
being  built  on  the  surface  of  the  ground,  can  be  covered  with  a  flag-stone,  with  hole  and  iron  cover. 
The  soil-pipes  from  the  water-closets  should  by  no  means  enter  this  receptacle.    It  should  be  upon 
a  branch  drain,  serving  the  kitchen  and  scullery  sinks  alone,  having  its  outlet  into  the  principal  drain. 
If  more  than  one  sink  delivers  into  it,  the  tank  itself  should  have  a  vent-pipe,  to  prevent  the  air, 
compressed  by  the  influx  of  water  from  one  sink,  from  being  forced  up  through  the  trap  of  the  other 
inlet-pipe  into  the  house.    If  the  waste-pipe  becomes  choked  with  grease  between  the  sink  and  cess- 
pool, as  will  often  happen  when  the  fall  is  not  rapid,  it  may  be  sometimes  kept  clear  by  flushing  oc- 
casionally with  boiling  water,  provided  the  passage  be  not  wholly  obstructed. 

A  water-closet.  Fig.  1014,  made  by  George  Jennings  of  London,  has  accomplished  the  much- 
desired  end  of  dispensing  with  the  pan  entirely,  together  with  the  air-space  between  the  bowl  and  the 
lower  trap.  It  also  dispenses  with  a  separate  trap  below,  having  such  a  trap  in  itself,  made  in  con- 
nection with  the  bowl,  all  in  one  piece  of  crockery.  Its  water-supply  is  taken  directly  from  any  sap- 
ply-pipe,  adjustable  to  the  actual  pressure,  so  that  no  separate  tank,  service-box  or  valve,  wires  or 
cranks,  are  needed.  There  is  a  flap-valve,  made  of  a  rubber  disk,  rendering  all  back-flow  impossible, 
and  opening  only  with  the  pressure  of  water.  Ample  flushing  of  the  bowl  is  secured  by  having  the 
valve  worked  by  a  float,  so  that  it  remains  open  till  the  water  reaches  the  prescribed  level  in  the 
bowl. 

The  requirements  of  a  good  water-closet,  according  to  Bayles,  are:  that  it  should  be  inodorocs; 
it  must  be  abundantly  and  frequently  flushed ;  it  must  be  strong,  simple,  and  not  liable  to  get  out  of 
order ;  and  it  must  be  sealed  against  the  outflow  of  air-currents  from  the  sewer  and  soil-pipe.  The 
same  authority  says :  "  It  is  simply  impossible  to  maintain  a  clear  and  eflSdent  water-seal  in  any  trap 
discharging  into  an  unventilated  sewer  connection.  Water  offers  no  effective  resistance  to  the  pas- 
sage of  impure  air  or  light  gases ;  and  unless  these  are  afforded  an  easy  and  direct  outlet  from  the 
sewers  and  drains  in  which  they  form,  they  will  not  be  held  back  so  long  as  there  is  nothing  to  pre^ 
vent  their  escape  except  a  small  quantity  of  water,  which  will  eageriy  absorb  and  as  readily  transmit 
them." 

Works  for  Reference. — ^**  Drainage  of  Districts  and  Lands,"  Dempsey,  London,  1872 ;  "  Drainage 
of  Towns  and  Buildings,"  same  author;  "Plumbing,"  Buchan,  London,  1876;  "Sanitary  Work  in 
the  Smaller  Towns  and  Villages,"  Slagg,  London,  1876;  "Sanitary  Engineering,"  Denton,  London, 
1876;  "Water-Supply  of  Cities  and  Towns,"  Humber,  1877;  "Sanitary  Engineering  (Sewerage)," 
Latham,  1878 ;  "  House-Drainage  and  Water-Service,"  Bayles,  New  York,  1878. 

DRAINER.    See  Papkbmakino. 

DRAWING-FRAME.    See  CorroN-spiNNiyo  Machinert.  ^®^*  - 

DRAWING-KNIFE.  A  blade  having  a  handle  at  each  end,  as  shown 
in  Fig.  1015,  and  used  by  coopers,  wagon-makers,  and  carpenters.  It 
is  usually  operated  in  connection  with  a  shaving-horse,  which  holds  the 
stave,  spoke,  or  other  article  upon  which  the  shaving  cut  is  being  made. 

DREDGING  MACHINERY.  Dredging  is  effected  in  various  ways— either  by  drags,  or  scoops, 
or  rakes,  or  machines.  There  are  two  sorts  of  hand-drags,  one  for  raising  mud,  the  other  sand. 
The  first  consists  of  an  iron  box  pierced  with  holes,  open  in, front  as  well  as  at  the  top ;  to  thb  is 
attached  a  slightly  flexible  handle,  of  a  length  proportionate  to  the  depth  it  is  to  work  in :  when 
this  is  made  use  of,  the  men  in  a  boat  make  the  iron  box  enter  the  sand,  sustaining  the  handle 
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on  the  Bhoulder ;  and  when  it  ia  filled  they  raise  it,  and,  if  there  be  any  large  stones,  they  are  dis- 
CDgaged  by  n^ans  of  hooks.  One  man  will  raise  in  this  manner,  wbsre  the  depth  is  not  more 
than  4  or  5  feet,  a  cubic  yard  in  the  course  of  a  day,  and  sometimes  more. 

The  drag  for  mud  is  differently  formed :  it  is  an  iron  ring,  to  which  a  canyas  bag  is  attached, 
by  passing  a  oord  through  holes  made  in  the  ring  purposely  to  receiTe  it ;  that  point  of  the  iron 
rim  whidi  ia  intended  to  touch  the  ground  and  enter  the  mud  must  be  sufficiently  strong.  Two  men 
in  a  boat  or  punt  are  requh-ed  to  manoeuTre  it,  and  in  the  course  of  a  day  they  will  itiise  from  12  to 
U  cubic  yards,  if  the  depth  does  not  exceed  6  feet ;  when  the  boat  is  made  use  of,  it  is  first  moored 
m  such  a  manner  that  it  cannot  drift.  Such  a  drag  allows  the  water  to  flow  out  of  it,  and  retains 
only  the  solid  matter. 

The  Ztmehette,  a  kind  of  spade,  or  a  collection  of  them,  is  used  for  cutting  or  extracting  turf 
under  water,  without  the  necessity  of  first  pumping  it  dry.  This  consists  of  a  light  iron  frame, 
which  is  armed  all  round  with  a  cutting-blade,  in  length  about  8  feet ;  the  part  between  it  and  the 
handle  is  open,  being  formed  of  four  horizontal  rods  and  two  vertical  ones ;  these  receive  the  turf 
after  it  is  cut  and  detached,  and  enable  the  workmen,  by  means  of  a  rope  and  windlass,  to  pull  it 
op.  These  cutting  instruments  have  a  variety  of  forms  given  them  to  adapt  them  to  the  peculiar 
work  they  may  have  to  perform. 

7%e  Box  Shovel  consists  of  an  open  box  fixed  at  the  end  of  a  long  handle,  usually  made  of  iron ; 
the  cutter  traverses  in  a  groove,  and  is  worked  by  another  handle ;  by  this  the  turf  is  cut  and  de- 
tadied,  and  each  successive  piece  falls  into  the  box.  As  many  as  four  turfs  may  be  thus  drawn  up 
atone  time. 

Drtdging  MackincB  have  been  constructed  in  various  ways,  and  of  iron  or  wood,  accoi'ding  to  the 
nature  of  the  service.  Some  machines  have  been  arranged  so  that  the  system  of  chain  and  buckets 
should  work  through  a  channel  in  the  middle  of  the  vessel ;  others  with  one  system  on  each  side ; 
and  others  with  the  buckets  working  over  the  extremity  of  the  vessel. 

The  best  adapted  boilers  and  engines  for  dredging  purposes  are  those  upon  the  marine  principle, 
as  in  them  compactness  and  stability  are  combined  ;  and  for  this  reason  those  of  that  description 
are  invariably  applied ;  but  in  practice  it  is  found  disadvantageous  to  the  profitable  working  of  the 
machine,  if  the  engine  be  not  of  a  proportionate  power  to  the  depth  of  water,  the  buckets  of  a 
suitable  number,  and  the  bucket-frame  of  sufficient  length  to  lie  at  a  proper  angle.  Hence  the  fol- 
lowing arranged  proportions  are  annexed  as  the  best  adapted  for  working  at  or  about  the  various 
specified  depths  from  which  the  material  is  to  be  raised : 


Logth  of  Badul-FniiM.   |       NumlMr  of  Boektta. 

D^th  of  Water  In  Fact. 

20 
25 
80 

T8t 

84 
86 
46 

18 
20 
25 

The  boat  requires  little  or  no  peculiarity  of  form,  otherwise  than  that  of  proper  stability.  It 
must  be  strong  and  well  put  together,  or  a  constant  tremulous  motion  is  created  by  the  action  of 
the  machinery,  and  the  proper  effect  of  the  machine  in  a  measure  destroyed.  It  must  also  be  of 
magnitude  sufficient  for  the  receiving  of  the  machinery  with  a  proper  clearance  for  the  buckets, 

lOlT. 


according  to  the  depth  of  water  and  differ- 
ent positions  in  which,  on  that  account,  they 
are  so  frequently  required. 

The  Scraping  Dredger,— The  action  of  the 
scraping  dredge  in  forming  river-channels  is 
twofold:  first,  it  cuts  up  and  loosens  the 
material  of  which  the  bar  is  composed,  and 
second,  conveys  it  down  stream  and  deposits 
H  m  deep  water.  Figs.  1016  and  1017  represent  the  scraper  devised  by  Colonel  S.  H.  Long,  U.  S.  A., 
and  used  in  the  improvement  of  the  Mississippi  river.  The  scraper  frame,  which  carries  6  buckets, 
as  shown  At  Z>  in  Fig.  1016,  is  supported  liy  a  heavy  bowsprit,  and  is  raised  and  lowered  by  a  hori- 
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zontal  drum  actuated  by  a  hoisting  engine.  In  operation  the  wheels  of  the  steamer  are  turned  back- 
ward in  a  direction  to  drag  the  scraper  across  the  shoal,  the  steamer  moving  stem  foremost  with 
the  current  of  water,  if  there  be  any  such  current  Having  been  dragged  entirely  across  the  shoal, 
the  scraper  is  hoisted  out  of  water,  and  the  steamer  returns  bow  foremost  to  the  place  of  beginning. 
The  steamer  was  210  feet  long  and  of  484  tons  measurement ;  scraper,  16  feet  base,  16^  feet  high, 
with  6  buckets  or  cutters,  weight  about  2f  tons. 

Single-Bucket  Dredger. — A  dredge  of  this  type,  constructed  by  Morris  k  Cummings  of  New 
York,  is  built  as  follows :  The  two  parts  of  the  bucket  are  hinged  at  their  upper  inner  comers,  and 
from  their  outer  sides  the  rods  or  links  extend  to  a  cross-bar,  the  ends  of  which  work  in  guides. 
When  this  cross-bar  is  raised  in  the  guides,  the  two  parts  of  the  bucket  are  caused  to  open 
from  each  other,  while,  when  it  is  caused  to  descend,  the  two  halves  are  forced  together,  and 
caused  securely  to  hold  any  materials  contained  within  them.  The  raising  or  lowering  oi  the  cross- 
bar in  its  gui(ies  is  effected  by  two  chains,  both  of  which  pass  up  over  pulleys  at  the  end  of  the 
crane  jib,  and  down  to  the  hoisting  machinery,  each  chain  being  led  to  an  independent  barrel  One 
of  these  chains  is  attached  directly  to  the  cross-bar  above  mentioned,  while  the  other,  before  bein^ 
connected  to  that  bar,  is  led  round  a  pulley  placed  beneath  it.  While  the  bucket  is  being  lowered 
it  is  suspended  by  the  first-mentioned  chain,  and  the  cross-bar  is  raised  in  its  guides,  and  the  two 
parts  of  the  bucket  are  kept  apart  As  soon  as  it  reaches  the  bottom  the  strain  is  brought  upon 
the  other  chain,  and  the  cross-bar  is  thus  hauled  down  in  its  guides,  and  the  parts  of  the  bucket  are 
closed  before  the  latter  is  raised  toward  the  surface.  The  hoisting  machinery  consists  of  a  pair  of 
horizontal  engines,  which,  by  means  of  a  friction-clutch,  can  be  made  to  drive  either  chain-drum  at 
pleasure.  The  bucket  is  guided  during  its  descent  by  a  pair  of  wooden  poles  attached  to  the  guides 
of  the  cross-bar,  these  poles  working  through  eyes  fixed  near  the  top  of  the  cross-jib.  After  the 
bucket  has  been  raised  the  jib  is  swung  on  one  side,  so  that  the  contents  of  the  bucket  may  be 
discharged  into  lighters  or  any  other  receptacle  for  the  dredged  material. 

Bucket-Train  Dredger. — ^The  general  arrangement  of  th&  type  of  dredger  is  exhibited  in  Fig. 
101^.  The  essential  feature  is  the  endless  chain,  with  scoop-budcets  placed  in  a  frame,  which  may 
be  raised  or  lowered  through  a  well  in  the  middle  of  the  scow  upon  which  the  apparatus  and  ma- 
chinery for  moving  it  are  placed. 

Fig.  1019  represents  in  detail  the  construction  of  a  dredging  vessel  of  this  description,  a  is  the 
boiler,  constructed  with  internal  fireplaces  and  flues  similar  to  the  boilers  commonly  used  foir  marine 
engines.  6,  steam-pipe  leading  from  the  steam-chest  on  the  boiler  to  the  engine,  c  is  a  condensing 
engine  of  20  horse-power,  the  cylinder  being  27  inches  diameter,  and  the  length  of  stroke  of  piston 
2  feet  9  inches.  The  engine  is  constructed  with  side-beams  on  the  marine  prmciple,  and  the  moUoo 
is  communicated  to  the  fly-wheel  shaft  ^  by  a  connecting-rod  in  the  usual  way.  e  is  the  fly-wheel 
/),  Kg.  1020,  is  a  friction-hoop,  which  fits  lightly  on  a  drum  or  sheave  keyed  fast  on  to  the  fly-wheel 
shaft,  the  use  of  this  contrivance  being  to  prevent  accidents  to  the  machinery,  in  case  the  badtcts 

should  get  entangled  with  anything  during  the 
lOia  process  of  dredging,  as,  when  the  resistance  in- 

creases beyond  what  is  necessary  for  raising  the 
soil,  the  drum  or  sheave  slips  round  inside  the 
hoop,  and  the  buckets  cease  to  work,  while  at  the 
same  time  the  steam-engine  may  continue  its  mo- 
tion without  injuring  the  machinery,  g  is  a  pinion 
bored  to  fit  the  fly-wheel  shaft  (but  not  keyed 
fast  to  it),  having  two  strong  stops,  as  shown, 
cast  on  one  side  of  it,  which  come  in  contact 
with  corresponding  stops  on  the  wrougfat4ron 
ring  or  hoop.  A  is  a  spur-wheel,  which  is  driven 
by  the  pinion  g.  t  is  a  pinion  keyed  on  the  b- 
termediate  shaft,  which  drives  the  spur-wheel  7, 
keyed  on  the  tumbler-shaft  /  /  are  clutch-coup- 
lings for  the  purpose  of  connecting  one  or  both 
sets  of  buckets  to  the  steam-engine,  or  disen- 
gaging them  when  required,  m  m  m  m  are  cast- 
iron  carriages,  forming  joints  or  hinges  for  supporting  the  bucket-ladders  independent  of  the  tum- 
bler-shafts, nnun  are  the  tumblers  over  which  the  chain  and  buckets  work,  ^gg^j  etc.,  are  the 
buckets,  made  of  boiler-plate,  and  bolted  securely  to  the  links  of  the  chain :  the  bucket-chain  runs 
on  cast-iron  rollers  p/;.  Fig.  1019.  The  bucket-ladders  are  made  partly  of  wood,  having  wooden 
aides  with  cast-iron  king-posts  and  transverse  trusses,  and  wooden  struts  and  wrougfat-iron  tie-botts, 
with  screws  at  the  ends,  so  that  they  may  be  tightened  up  when  required.  These  ladders  are  remark- 
ably strong,  with  comparatively  light  materials. 

The  spout  g^  Fig.  1020,  is  of  wood,  lined  with  sheet-iron,  and  has  a  joint  to  allow  of  the  punts  or 
barges  being  equally  loaded  on  both  sides  without  turning  them  round.  When  the  outer  end  of  the 
spout  is  raised  by  means  of  the  purchase  £,  the  soil  will  escape  at  the  joint  near  to  the  side  of  the 
barge  which  is  close  to  the  dredging  machine ;  and  on  lowering  the  outer  end  of  the  spout,  the  soil 
will  be  carried  over  to  the  other  side  of  the  barge,  thus  insuring  its  being  equally  loaded.  The  bevel- 
wheels  tttttt  and  shafts  uuu  convey  the  motion  from  the  steam-engine  to  the  apparatus  on  deck 
for  propelling  the  vessel  to  and  fro,  raising  or  lowering  the  bucket-ladders,  etc  The  ladders  are 
raised  by  chains  passing  round  the  barrels  v  v,  and  working  in  the  sheaved  blocks  h  6,  whidi  are  sus- 
pended from  the  timber  framing.  The  operation  of  raising  the  ladders  is  effected  by  connecting  the 
barrels  to  the  shafts  by  the  clutches,  which  are  worked  to  and  fro  by  levers  that  pass  Arough  the 
deck  of  the  vessel.    When  the  ladders  require  lowering,  the  clutches  are  drawn  back  and  the  ladders 
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run  down  of  themselTes  to  any  depth  which  is  desired,  being  regulated  by  a  brake  attached  to  the 
drums. 

The  apparatus  for  propelling  the  vessel  is  fixed  on  the  deck,  where  there  are  two  curved  cast-iron 
barrels.  By  taking  two  or  three  turns  of  a  rope  or  chain  round  these  barrels,  one  under  and  the  other 
oyer,  one  of  the  ropes  will  draw  the  vessel  ahead,  while  the  other  pays  oif  the  slack,  and  vice  versa  ; 
or  by  putting  both  ropes  or  chains  the  same  way  round  these  barrels,  they  will  both  act  in  pulling  the 
vessel  in  the  same  direction.  It  should  be  mentioned  that  there  is  a  friction-sheave  placed  between 
the  propelling  machinery  and  the  steam-engine,  similar  to  that  which  is  fixed  upon  the  fly-vhcd 
shaft,  to  prevent  the  chains  or  ropes  from  being  broken  in  case  of  any  obstructions. 

The  bucket-ladder,  Fig.  1020,  is  composed  partly  of  timber  framing.    To  give  it  strength  to  bear 


1090. 


the  weight  of  the  buckets  with  their  contents,  it  is  furnished  with  a  cast-iron  king-post  havmg  two- 
inch  tie-bolts  connected  to  its  lower  extremity  by  a  single  and  double  forked  joint,  through  whidi 
joints  and  the  king-post  a  pin  passes,  thus  firmlv  uniting  them  at  this  point.  The  otner  endis  of  the 
tie-bolts  pass  through  snugs,  cast  on  the  top  and  bottom  carriages  at  ends  of  ladder,  and  are  furnished 
with  a  screw  for  the  purpose  of  setting  them  up,  by  means  of  a  nut,  should  they  at  any  time  become 
slack.  There  are  also  two  wooden  trusses,  which  take  the  strain  of  the  framing,  midway  between 
its  centre  and  either  end.  This  ladder  is  found  suflBdently  strong,  and  well  adapted  for  sustaining  t 
heavy  weight ;  at  the  same  time  it  is  extremely  light  in  appearance. 

The  buckets  are  made  of  boiler-plate,  the  back  being  half  an  inch  thick.  The  back  plate  rises  con- 
siderably above  the  other  parts  of  the  bucket,  and  slopes  forward  at  an  angle  of  about  26'  toward 
the  front  or  lip  of  bucket,  for  the  purpose  of  retaining  the  soil  and  preventing  its  being  spilled  during 
its  progress,  after  receiving  it  from  the  excavation,  until  it  deposits  the  same  in  the  barges  alongside. 

Figs.  1021  to  1028  represent  the  details  of  a  dredging  machine  of  like  construction,  built  by  Messrs. 
Girdwood  k  Co.  of  Glasgow,  for  the  excavation  of  the  river  Clyde.  -4,  Figs.  1021,  1022,  represents 
the  boiler,  and  B  the  engine,  both  of  which  are  of  the  usual  construction  adapted  to  marine  purposes. 
The  cylinder  of  the  en^ne  is  26  inches  diameter,  length  of  stroke  2^  feet,  number  of  strokes  per 
nxinute  44,  and  requires  about  2  cwt.  of  good  coal  per  hour  for  the  generating  of  a  sufficient  Rip- 
ply of  steam.  In  eflPect,  the  engine  will  lift,  from  a  depth  of  18  feet,  about  110  tons  of  mud  or 
clay  per  hour,  or  160  tons  of  sand  or  gravel  in  the  same  time ;  but  in  very  hard  ground,  and  inter- 
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mixed  with  stones,  no  proper  data 
can  be  given.  The  Tessel  is  moved 
forward  "by  the  power  of  the  en- 
gine, through  means  of  the  bevel- 
wheels,  shafting,  pitch-chain,  etc, 
as  shown  in  each  design,  and  which 
communicates  motion  (when  re- 
quired) to  and  by  means  of  the 
double-acting  winch  R  ;  and,  when 
the  buckets  are  working  in  mud  or 
clay,  the  vessel  is  caused  to  advance 
at  the  rate  of  about  4  feet  per  min- 
ute, when  in  gravel  or  sand  2|  feet 
per  minute,  and  the  number  of 
buckets  delivered  is  14  in  that 
space  of  time. 

With  regard  to  the  movement  of 
the  buckets,  motion  is  given  to  the 
wheels  C  and  D  by  the  crank-shaft 
S  of  the  engine,  and  communicated 
by  the  line  of  shafting  eee^  etc,  to 
the  wheels  F  and  G ;  from  thence 
to  the  buckets  by  the  barrel  or 
tumbler  T,  that  being  made  fast 
upon  the  spindle  /,  on  which  the 
wheel  O  is  fixed*  The  top  or  up- 
per tumbler  T  has  4  sides,  and  the 
bottom  tumbler  V  5,  as,  when  they 
are  thus  formed,  the  motion  of  the 
buckets  is  found  in  practice  to  work 
more  steadily,  and  consequently  the 
effects  rendered  more  complete. 

The  bucket-frame  H,  acting  upon 
/  as  a  centre,  is  also  regulated  to  a 
proper  depth  of  water  by  the  power 
of  the  engine;  the  bevel-wheel  K 
upon  the  crank-shaft  8  gives  mo- 
tion by  means  of  the  wheels  ma 
to  the  barrel  r,  round  which  the 
chain  of  the  tackle  passes,  as  shown 
distinctly  in  the  elevation. 

On  the  same  shaft  with  Uie  bevel- 
wheel  n  is  fixed  a  spur-pinion  ^, 
which  gives  motion  to  the  wheel  o  ; 
the  motion  is  communicated  (when 
required)  by  means  of  the  clutdi 
e  e,  and,  when  the  frame  H  is  raised 
to  a  sufficient  height,  and  placed  at 
the  requisite  depth  of  water,  fur- 
ther motion  of  the  barrel  is  pre- 
vented through  disengaging  the 
clutch  by  means  of  the  lever  W, 
and  the  barrel  rendered  stationary 
by  the  lever  and  friction-pulley  y  y. 

The  bucket-frame  is  66  feet  4 
mches  in  length,  and  the  number 
of  buckets  is  34,  each  bucket  being 
26^  inches  wide,  16  inches  broad,  17 
inches  deep,  and  formed  of  plate- 
iron  three-eighths  of  an  inch  in 
thickness.  On  the  back  or  sole  plate 
of  each  bucket,  and  immediately 
beyond  its  formation,  is  an  attached 
piece  or  continuation  of  the  plate, 
so  as  to  form  a  covering  to  the 
joints  of  the  link?,  and  so  prevent 
any  injurious  effects  from  the  con- 
stant liability  of  contact  with  the 
excavated  materials;  also  on  the 
front  of  the  buckets  are  fixed  pieces 
of  iron  shod  or  edged  with  steel, 
for  the  purpose  of  increasing  the 
strength  of    that    portion  of  the 
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bucket,  and  the  better  adapting  of  the  same  for  commg  in  contact  with  hard  materials ;  likewise  that 
of  being  easily  removed  when  required  for  repair. 
The  links,  etc.,  that  connect  the  buckets,  are  of  wrought-iron ;  all  the  joints  and  pins  are  cased 


with  steel  and  properly  hardenc 
provided  for  the  proper  conduc 
along  the  frame  H. 

Dredging  at  Lake  FueinOy  lU 
ofled  in  the  dredging  of  Lake  Fi 
resented  in  I^.  1024  and  1026, 
dinary  types  by  the  circular  mov 
fore  part  of  the  vessel  which  c 
backets,  and  by  the  system  of  ti 
terial  excavated.  In  this  circv 
forward  part  of  the  vessel  being 
from  one  side  of  the  river  to  the 
R  R,  the  lower  part  of  the  chain  < 
a  movement  executed  alternately 
and  from  left  to  right,  and  to  i 
the  chord  of  the  arc  is  equal  t 
canal.  In  this  circular  moveme 
around  a  vertical  axis  e,  fixed 
axis  passes  through  a  hinge,  cai 
/,  running  on  rails  attach^  to  tVic  xui 
the  two  barges  B  B,  which  are  firmly  connected  together.  These  barges  are  securely  anchored  to 
both  sides  of  the  canal  by  4  chains,  controlled  by  winches. 

The  carriage  is  composed  of  8  double-flanged  wheels,  running  on  a  frame  and  embracing  a  bar  on 
each  side.  From  the  middle  of  the  frame  projects  a  horizontal  bracket,  on  which  are  mounted  two 
pulleys,  with  semicircular  grooves,  and  running  free  on  their  axes.  The  nfovcment  of  these  pul. 
leys,  and  the  arrangement  of  the  carriage,  allow  the  axis  attached  to  the  dredge  to  adapt  itself  with 
fiacility  to  the  various  motions  given  to  it  in  the  course  of  the  work.  It  may  be  remarked  here  that, 
the  width  and  depth  of  canal  being  given,  the  size  of  the  apparatus,  whenever  practicable,  should 


UUUD  UL 


Digitized  by 


Google 


480  DREDGING  MACHINERY. 

be  adjusted  to  the  size  of  the  work  in  such  a  manner  that  the  axis  e  should  alwajs  remain  in  the 
centre-line  of  the  work,  and  the  whole  width  can  thus  be  dealt  with  continuously. 

The  buckets  empty  their  contents  on  an  endless  chain  P^  composed  of  articulated  reomTers,  tnd 
placed  in  the  longitudinal  axis  of  the  dredge.  This  chain  is  moved  by  drums  placed  at  the  ends 
of  a  lattice-girder  U^  on  which  are  laid  the  iron  rails,  one  above  and  one  below,  for  the  endleaa 
chain  to  travel  upon.    The  lower  drum  is  driven  by  the  wheel  F,  mounted  on  its  shaft,  and  to 


which  motion  is  imparted  from  the  engine.  The  endless  chain  of  receivers  empties  the  material 
excavated  on  to  a  similar  chain  P',  placed  like  the  former  on  a  lattice-girder  CT,  and  carried  by 
the  two  barges  B  B,  This  chain,  situated  at  right  angles  to  the  axis  of  the  canal,  empties  the  mate- 
rial into  wagons  on  a  railway  laid  on  the  bank  ;  the  chain  is  moved  by  the  wheel  X*  on  the  lower 
drum  shaft,' and  driven  by  the  portable  engine  Z.  The  lattice-girder  U\  carrying  the  chain  P',  is 
of  the  form  shown.  This  arrangement  was  adopted  so  that  the  excavated  material  could  be  dis- 
charged on  to  the  canal  bank  when  the  water  level  fell  below  the  ground  level  on  each  side. 

The  following  results  were  obtained  per  day  of  10  hours :  The  speed  at  which  the  machine  is 
driven  is  equal  to  17  buckets  per  minute,  and  the  buckets  are  of  such  a  capacity  (about  6.25  cubic 
feet)  that  the  total  amount  excavated  is  about  2,000  cubic  yards ;  allowing  83  per  cent,  for  loes, 
which  is  excessive,  the  eflPective  work  of  10  hours  per  day  is  1,830  cubic  yards. 

Dredffifig  at  Suez  Canal. — The  great  dredges  used  in  the  excavation  of  the  Suez  Canal  had  each  a 
single  line  of  dredge-buckets,  supported  at  the  centre.  The  iron  hulls  were  from  12  to  82  feet  in 
length.    Two  methods  of  delivering  the  excavated  material  were  employed.    In  the  first,  Fig.  1026, 


chutes  230  feet  long  were  sustained  by  lattice-girders,  and  supported  upon  a  barge  moored  parallel  to 
the  side  of  the  dredge,  upon  telescopic  frames,  so  that  they  could  be  raised  or  lowered  at  pleasure  by 
means  of  a  hydraulic  hoist,  and  thus  might  be  inclined  at  different  angles.  Rotary  pumps  in  the 
dredge  forced  a  stream  of  water  into  the  upper  end  of  the  chute,  so  as  to  wash  the  soil  down  the 
slope.  An  endless  chain  furnished  with  scrapers  was  also  made  to  move  along  the  bottom  of  the 
chute  whenever  the  materials  were  too  stiff  to  be  freely  discharged  by  the  aid  of  water. 

The  second  arrangement  was  a  portable  inclined  railway,  Fig.  1027,  extending  from  the  dredge  or 
barge  upward  over  the  banks,  and  upon  which  trucks  or  trollies  carrying  the  boxes  filled  with  tbii 
excavated  material  were  made  to  ascend,  and  finally  to  dump  their  contents  at  the  further  aid.  The 
boxes  were  hooked  on  to  the  trollies  as  shown  in  the  illustration. 

Centrifugal  Pump  System  of  Dredging. — Fig.  1028  represents  the  application  of  a  centrifugal  pump 
to  dredging  purposes,  used  in'Holland.  The  pump  is  bolted  to  the  side  of  the  dredger,  and  is  driven 
at  the  rate  of  230  revolutions  per  minute.  It  has  two  inlets  protected  by  valves,  the  one  on  the  bot- 
tom for  the  admission  of  water,  and  the  other  on  the  top  for  regulating  the  entry  of  the  material  to 
be  transported.  On  the  top  of  the  pump  is  placed  a  cylinder  or  reservoir  to  receive,  by  means  of  a 
chute,  the  stuff  dredged  up.  The  dredger  is  connected  with  the  shore  by  means  of  wooden  pipes 
fitted  with  buoying  pieces  to  enable  them  to  float,  and  connected  by  leather  joints,  those  immediately 
following  the  dredger  being  arranged  on  the  lazy-tongs  principle  to  admit  of  its  free  movement  in 
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anj  direction.    The  action  is  as  follows :  By  the  revolution  of  the  flyer  A^  a  rapid  stream  of  water  is 
maintained  through  the  pipes  into  which  the  dredged  stuff  is  admitted  through  the  pump  by  the 


10S8. 


opening  on  the  top,  and  is  thus  rapidly  mixed  and  carried  to  the  delivery  at  the  opposite  end  of  the 
pipes,  where  the  heavier  materials  deposit  themselves  in  nearly  level  beds. 
Air-Ethauet  Dredffer, — ^Another  mode  of  raising  sand,  silt,  and  mud  is  by  an  exhausted  receiver  in 


1029. 


the  barge,  connected  by  an  adjustable  pipe  and  flexible  connections  with  a  spout  which  is  adapted  to 
Buck  in  the  mud  (Fig.  1029),  upon  which  it  rests,  and  discharge  it  into  the  receiver  for  removal  and 
subsequent  discharge  at  the  lower  valve.    The  steam  jet  or  ejector  has  also  been  proposed ;  it  dif- 
fers in  no  substantial  respect  from  the  water-sector. 
81 
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The  Fneumatic  Excavator. — As  employed  during  the  constraction  of  the  Tay  Bridge,  Scotland, 
this  apparatus  consists  of  four  wrought-iron  drums  or  tanks,  A  B^  Fig.  1030  a,  mounted  upon  a  barge, 
and  connected  in  pairs  to  obtain  constant  action  with  two  air-pumps.  They  have  a  conically-sha^ 
bottom,  opening  at  a,  through  which  the  materials  are  discharged.  The  discharge-opening  a  is  pro- 
Tided  with  a  door  c,  made  tight  by  a  ring  of  India-rubber,  secured  between  two  circular  iron  disks. 
The  method  of  connection  of  the  yalve  or  door  with  the  lever  enables  the  door  to  adjust  itself 
when  closed,  so  as  to  bed  equally  around  the  discharge-opening.  This  door  may  be  opened  or 
kept  open,  or  be  closed  when  necessary,  by  means  of  a  hand-lever  h  fixed  on  a  cross-shaft    One 

1080  a. 


pipe  i  passes  through  the  cover  of  each  tank  A  B,  Both  pipes  1 1  are  connected  with  a  three-way 
cock,  the  shell  of  which  is  cast  with  three  branches — the  lower  branch  for  connection  with  pipes  ;, 
which  are  in  communication  with  air-pumps.  In  the  interior  of  each  tank,  and  immediately  below 
the  mouth  of  the  pipe  i,  is  mounted  a  valve  m.  This  is  a  block  of  wood  arranged  to  slide  upon 
rods,  which  are  secured  to  the  cover  of  the  tank.  A  disk  of  India-rubber  is  secured  to  the  upper 
surface,  or  let  into  the  top  of  the  block.  When  the  materials  rise  so  high  within  the  tank  that 
the  block  becomes  partly  immersed,  it  floats;  and  if  the  influx  continues,  it  is  raised  until  it  closes 
the  pipe.    An  indicator  E  shows  the  height  of  the  material  in  the  tank.    The  curved  pipes  a, 

which  are  attached  to  the  trunk  F,  Fig.  1030  b,  are  prorided  at 
1080  B.  their  lower  end  with  valves  o  for  closing  them  during  the  empty- 

ing of  the  tank.  The  trunk  F  forms  the  suction-pipe,  the  end  of 
which  is  provided  with  a  nose-piece,  and  which  may  be  moved 
about  to  any  part  of  the  caisson. 

The  action  of  the  apparatus  may  be  described  as  follows :  One 
of  each  pair  of  the  tanks  A  is  in  communication  with  the  air- 
pump  and  with  the  trunk  F.    In  the  other  tank  the  valve  o  is 
closed,  and  communication  with  the  air-pump  is  shut  off  by  the 
three-way  valve.    The  pump  will  create  a  vacuum  in  the  tank  J, 
and  the  mud,  gravel,  and  matters  associated  with  water  are  sucked 
through  the  pipe  S,  Fig.  1030  b,  and,  ascending  through  the  trank 
F^  flow  into  the  tank.    When  the  tank  is  sufficiently  filled,  the 
hand-wheel  is  turned  so  as  to  shut  off  the  communication  with 
the  air-pump,  and  air  is  admitted  to  the  interior  of  the  tank  by 
air-inlet  cocks  u.    The  valve  o  now  closes.    The  door  c  is  opened 
to  connect  the  tank  B  with  the  air-pump,  so  that  the  latter  tank 
begins  to  fill  while  the  other  tank  is  discharging ;  or  the  plug  of 
the  three-way  valve  may  be  first  turned  into  position  to  establish  a  communication  between  tiie  two 
tanks  before  opening  the  cock  u,  whereby  a  partial  vacuum  is  at  once  formed  in  the  tank  B,    The 
two  tanks  are  thus  filled  and  emptied  alternately.    To  facilitate  excavation  or  dredging  at  compara- 
tively great  depths,  a  jet  of  compressed  air  may  be  admitted  into  the  mouth  of  the  aforesaid  suction- 
pipe  by  a  pipe  shown  by  dotted  lines  V.    Two  men  and  a  boy  are  required  for  each  barge,  and  the 
quantity  raised  per  working-day  of  10  hours  averages  upward  of  400  tons. 

Kg.  1031  represents  a  circular  radial  dredging  machine,  designed  by  Mr.  W.  R.  Einipple,  C.  E., 
for  dredging  afloat  or  aground  without  the  usual  aid  of  bow,  side,  and  stem  chuns.  This  machine 
consists  of  a  circular  vessel  having  a  round  well  or  hopper,  and  a  revolving  framework  carrying  the 
engines,  machinery,  and  radial  bucket-ladders.  In  the  centre  of  the  vessel  is  a  cylindrical  screw- 
pile,  which  is  screwed  into  the  bottom  of  the  sea  or  river,  at  any  spot  where  dredging  operations  are 
to  be  carried  on.  The  pile  is  hollow,  and  is  filled  with  water  to  aid  its  descent  by  weight ;  the  water 
is  pumped  out  to  give  additional  lifting  power  during  the  process  of  rising.  Around  the  pile  there 
is  freedom  for  oscillation  in  a  moderate  seaway.  There  are  two  revolving  anchors  carried  by  legs, 
which  are  lowered  down  to  the  bed  of  Uie  sea.    These  provide  additional  mooring  power  beyood 
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that  obtained  by  the  centre  screw-pile,  and  are  for  the  purpose  of  giving  a  rotary  motion  to  the 
dredger  when  it  is  at  work.  On  the  deck  of  the  hull,  at  the  outer  margin,  is  a  rail,  on  which  the 
radial  dredging  machinery  revolyes  or  travels.  There  are  two  radial  bucket-ladders,  which,  when 
dredgmg,  may  be  worked  in  opposition  to  each  other,  so  as  to  place  the  machine  in  equilibrium. 


The  traTeling  framework  supporting  the  radial  ladder  may  be  secured  in  a  fixed  position  to  a  quay 
or  wharf,  and  the  hull  of  the  dredger  made  to  revolve,  while  one  bucket-ladder  is  working  radially 
and  knding  the  hopper,  and  the  other  is  unloading  the  hopper  and  discharging  the  dredged  materials 
into  an  embankment  b^iind  the  quays. 
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I^RESSER.    See  CknroN-SpiNNiNa  Machinvrt. 

DRIFTS.  Of  drifts  there  are  two  kinds.  One  is  a  smooth,  round,  conical  pin,  employed  by  boiler- 
makers  to  make  the  punched  holes  in  boiler-plates  come  fair,  so  that  the  rivets  may  enter.  This  is 
termed  a  stretching  drift.  The  other  is  a  toothed  or  cutting  drift.  The  first  tends  to  weaken  tbe 
strength  of  the  plate  at  the  narrowest  section  of  metal,  namely,  between  the  hole  and  the  edge  of 
the  plate,  where  the  latter,  being  the  weakest,  gives  way  to  the  pressure  of  the  punch.  Its  use  is 
not  deemed  compatible  with  good  workmanship,  and  hence  its  description  is  omitted. 

Of  cutting  dnfts  there  are  two  kinds,  the  first  being  that  shown  in  Fig.  1082.  A  is  the  catting' 
edge,  the  width  and  thickness  at  C  and  B  behig  reduced  so  that  the  sides  of  the  drift  may  dear  the 
sides  of  the  hole.  The  tools  are  filed  at  ^  ^  to  suit  the  required  hole,  and  tempered  to  a  brown  bor- 
dering upon  a  purple.  The  hole  or  keyway  is  then  cut  out  roughly  to  nearly  the  required  size,  and 
the  drift  is  then  driven  through  with  a  hand  hammer,  cutting  a  clean  and  true  hole.  Care  most, 
however,  be  taken  to  have  the  work  rest  evenly  upon  a  solid  block  of  Iron  or  (for  delicate  work) 
lead,  and  to  strike  the  punch  fair  and  evenly ;  otherwise  a  foul  blow  may  break  the  drift  across  Uie 
section  at  C.  This  class  of  drift  is  adapted  to  small  and  short  holes  only,  such  as  cottenrays  in 
the  ends  of  keys  or  bolts,  for  which  purposes  it  is  a  very  serviceable  and  strong  tooL  It  must  be 
freely  supplied  with  oil  when  used  upon  wrought-iron  or  steel. 

For  deeper  holes,  or  those  requiring  to  be  very  straight,  true,  and  smooth,  the  drift  represented  bjr 
Fig.  1033  is  used.  The  breadth  and  thickness  of  the  section  at  A  is  made  to  suit  the  shape  of  the 
keyway  or  slot  required.    The  whole  body  of  the  drift  is  first  filed  up,  parallel  and  smooth,  to  the 
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required  size  and  shape  ;  the  serrations  forming  the  teeth  are  then  filled  in  on  all  four  sides,  the 
object  of  cuttmg  them  diagonally  being  to  preserve  the  strength  of  the  cross-section  at  A  Ay  Fig.  10S4. 
The  teeth  may  be  made  finer  (that  is,  closer  together)  for  very  fine  work,  their  depth,  however,  being 
preserved  so  as  to  give  room  to  the  cuttings.  To  attain  this  object  in  drifts  of  large  size,  the  teeth 
should  be  made  as  shown  in  Fig.  1034,  which  will  give  room  for  the  cuttings,  and  still  leave  the  teeth 
sufficiently  strong  not  to  break.  The  head  B  of  Uie  drift  is  tapered  off  so  that,  when  it  swells  from 
being  struck  by  the  hammer,  it  will  still  pass  through  the  hole,  since  this  drift  is  intended  to  pass 
clear  through  the  work. 

The  method  of  using  this  tool  is  as  follows :  The  hole  should  be  roughed  out  to  very  nearly  the 
required  size,  leaving  but  a  very  little  to  be  taken  out  by  the  drift,  whose  duty  is,  not  to  remove  a 
mass  of  metal,  but  to  cut  a  true  and  straight  hole.  To  assist  in  roughing  out  the  hole  true,  the  drift 
may  be  driven  in  lightly  once  or  twice,  and  then  withdrawn,  which  will  serve  to  mark  where  metal 
requires  to  be  removed.  When  the  hole  is  sufficiently  near  the  size  to  admit  of  being  drifted,  the 
work  should  be  bedded  evenly  upon  a  block  of  iron  or  lead,  and  oil  supplied  to  both  the  hole  and 
the  drift ;  the  latter  is  then  driven  in,  care  being  exercised  that  the  drift  is  kept  upright  in  the  hole. 
If,  however,  the  hole  is  a  long  one,  and  the  cuttings  clog  in  the  teeth,  or  the  cut  becomes  too  great, 
which  may  be  detected  by  the  drift  making  but  little  progress,  or  by  the  blow  on  the  drift  sounding 
solid,  the  drift  may  be  driven  out  again,  the  cuttings  removed,  the  surplus  metal  (if  any  there  be  in 
the  hole)  cut  away,  the  hole  and  drift  again  freely  oiled,  and  the  drift  inserted  and  driven  in  as  be- 
fore, the  operation  being  continued  until  the  drift  passes  entirely  through  the  hole ;  for  the  drift 
will  be  sure  to  break  if  too  much  duty  is  placed  upon  it.  After  the  drift  has  passed  once  through 
the  hole,  it  should  be  turned  a  quarter  revolution,  and  again  driven  through,  and  then  twice  more,  so 
that  each  side  of  the  drift  will  have  been  in  contact  with  each  side  of  the  hole  (supposing  it  to  be  a 
square  one),  which  is  done  to  correct  any  variation  in  the  size  of  the  drift,  and  thus  cut  the  hole  trae. 
The  great  desideratum  in  using  these  drifts  is  to  drive  them  true,  and  to  strike  fair  blows,  other- 
wise they  will  break.  While  the  drift  is  first  used,  it  should  be  examined  for  straightness  at  almost 
every  blow ;  and  if  it  requires  drawing  to  one  side,  it  should  be  done  by  altering  the  direction  in 
which  the  hammer  travels,  and  not  by  tilting  the  hammer  face.  (See  ilg.  1035.)  Suppose  A  U>heA 
piece  of  work,  and  B  and  C  to  be  drifts  which  have  entered  the  keyways  out  of  plumb,  as  shown  by 
the  dotted  lines  D  and  K  If  the  drift  C  on  the  right  was  struck  by  the  hammer  F  in  the  position 
shown,  and  traveling  in  the  direction  denoted  by  Gf^  it  would  be  almost  sure  to  break ;  but  if  the 
drift  B  was  struck  by  the  hammer  /T,  as  shown,  and  traveling  in  the  direction  denoted  by  /,  it  would 
draw  the  drift  B  upright  without  breaking  it ;  or,  in  other  words,  the  hammer  face  should  always 
strike  the  head  of  the  drift  level  and  true  with  it,  the  drawing  of  the  drift,  if  any  is  required,  bang 
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done  by  the  direction  in  which  the  hammer  travels.  When  it  is  desired  to  cut  a  very  smooth  hole, 
two  or  more  drifts  should  be  used,  each  successive  one  being  a  trifle  larger  in  diameter  than  its  pre- 
decessor. Drifts  slight  in  cross-section,  or  slight  in  proportion  to  their  lengths,  should  be  tempered 
evenly  all  over  to  a  purple  blue,  those  of  stout  proportions  being  made  of  a  deep  brown  bordering 
npon  a  bright  purple.  For  cutting  out  long  narrow  holes  the  drift  has  no  equal,  and  for  very  true 
holes  no  substitute.  It  must,  however,  be  very  carefully  used,  in  consequence  of  its  liability  to  break 
from  a  jarring  blow.  J.  R. 

DRILL-HOLDEB.    See  Lathk  Tools,  and  Drilling  and  Boring  Machinss. 

DRILLING  AND  BORINO  MACHINES.  Drilling  differs  in  principle  from  almost  every  other 
operation  in  metal-cutting.  The  tools,  instead  of  being  held  and  directed  by  guides  or  spindles,  are 
supported  mainly  by  the  bearing  of  the  cutting  edges  against  the  material.  A  common  angular- 
pointed  drill  is  capable  of  withstanding  a  greater  amount  of  strain  upon  its  edges,  and  rougher  use, 
than  any  other  cutting  instrument  employ^  in  machine-fitting.  The  rigid  support  which  the  edges 
receive  and  the  tendency  to  press  them  to  the  centre,  instead  of  to  tear  them  away  as  with  other 
tools,  allows  driUs  to  be  used  even  when  they  are  imperfectly  shaped  or  improperly  tempered,  and 
even  when  the  cutting  edges  are  of  unequal  length.  Most  of  the  difficulties  which  formerly  per- 
tained to  drilling  arc  now  removed  by  machine-^nade  drills,  which  are  manufactured  and  sold  as  an 
article  of  trade.  Such  drills  do  not  require  dressing  and  tempering  or  fitting  to  size  after  they  are 
in  use,  make  true  holes,  are  more  rigid  than  common  solid-shank  drills,  and  will  drill  to  a  consider- 
able cbpth  without  clogging.  A  drilling  machine  adapted  to  the  usual  requirements  of  a  machino- 
fitting  establishment  consists  essentially  of  a  spindle  arranged  to  be  driven  at  various  speeds,  with 
a  movement  for  feeding  the  drills ;  a  firm  table  set  at  right  angles  to  the  spindle  and  arranged  with 
a  vertical  adjustment  to  or  from  the  spindle ;  and  a  compound  adjustment  in  a  horizontal  plane.  The 
simplicity  of  the  mechanism  required  to  operate  drilling  tools  is  such  that  it  has  permitted  various 
modifications,  such  as  colunm  drills,  radial  drills,  suspended  drills,  horizontal  drills,  bracket  drills, 
multiple  drills,  and  others. 

The  difference  between  the  American  and  European  practice  in  constructing  drilling  machines, 
stated  in  general  terms,  is  that  in  this  country  belts  are  moved  faster  in  proportion  to  the  speed  of 
the  drill ;  the  changes  as  to  speed  are  the  same,  but  on  a  different  scale,  and  the  tools  are  driven 
with  more  power  and  at  a  slower  speed.  This  difference  is  in  some  measure  explained  by  the  fact 
that  in  American  engineering  establishments  there  are  generally  provided  drilling  machines  of  vari- 
ous sizes.  Small  holes  are  never  drilled  on  large  machines,  and  boring  is  never  attempted  on  small 
madiines. 

With  few  exceptions,  the  driving  gearing  of  American  drilling  machines  approximates  to  the  two 
types  illustrated  by  the  diagrams  Figs.  1086  and  1087.*  Fig.  1086  shows  a  method  of  encasing  the 
spmdle  gearing  in  the  framing ;  a  is  the  main  column,  e  the  spindle,  and  e  the  countershaft.  The 
annular  bearing  m-is  turned  to  fit  into  the  bottom  of  the  circular  cavity  n,  and  when  removed  per- 
mits easy  access  to  the  pinion  o.  It  may  seem  that  this  mode  of  arranging  the  gearing  is  more 
expensive,  but  when  **  fixtures,"  as  they  are  called,  are  provided  for  boring  the  bearings,  the  work 
can  be  rapidly  and  accurately  performed.  The  bearings  are  bushed  with  brass,  so  as  to  be  replaced 
if  worn ;  but,  with  surface  enough  and  material  of  the  best  kind,  there  is  but  little  wear,  and  it  is 
best  to  avoid  compensating  caps,  which  may  be  either  too  looce  or  set  up  too  close. 


lOM. 


1068. 


1089. 


1040. 


The  form  of  framing  shown  in  Fig.  1036  is  symmetrical,  and  affords  a  good  opportunity  for  mount- 
ing feed  and  bade  gearing  on  the  shaft  e.  In  Fig.  1087  the  most  novel  feature  is  the  adjustment  of 
the  spindle  e  throu^  the  bearing  at  e.    This  is  a  peculiarity  of  eastern-made  drilling  machines ;  its 

*  Emffineering,  zzii.,  198. 
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value  in  a  practical  way  depends  somewhat  on  the  character  of  other  madune  tools  in  a  workshop, 
and  also  upon  the  kind  of  work  to  be  done.  Such  machines  have  a  double  adjustment  for  depth; 
the  tables  are  arranged  to  be  raised  or  lowered  a  distance  of  2  feet  or  more,  and  the  spindle  adjust- 
ment is  as  much,  so  that  a  distance  of  4  feet  can  be  had  between  the  table  and  spindle.  A  counter- 
shaft is  generally  mounted  on  the  main  frame  beneath  the  shaft  d,  so  that  the  belts  can  be  oonve- 
niently  shifted  from  one  step  to  another.  The  long  shaft  a  gives  ample  room  for  bade  gearing  and  feed- 
ing gearing,  the  whole  being  accessible,  and  yet  high  enough  to  avoid  accidents  in  handling  materitl 
^Fig.  1038  shows  the  mode  of  resisting  the  thrust  when  a  sleeve-screw  is  used.  The  end  of  the 
sleeve  a  rests  on  one  or  two  washers  of  brass  or  steel  at  o,  and  projects  within  the  cup-ring  or 
collar  e  on  the  spindle  e  ;  by  this  arrangement  oil  thrown  out  by  centrifugal  force  is  arrested  by  the 
collar  e,  and,  as  soon  as  the  drill  is  stopped  and  pressure  removed,  it  again  lubricates  the  bearing 
surfaces. 

Fig.  1039  shows  another  device  for  feeding  driUing-spindles.  Here  a  is  a  sleeve  sliding  throng 
the  bearing  e  by  means  of  the  rack  c,  and  a  pinion  at  o  inclosed  within  the  bracket  m.  The  pinion 
o  is  operated  by  a  tangent  wheel,  as  shown  at  n,  and  a  hand-wheel  d  on  the  front ;  »  is  the  spindle 
and  t  i  are  compensating  collars.  Thin  washers  of  anti-friction  material  are  placed  between  the  end 
of  the  sleeve  a  and  the  spindle  at  v.  The  bracket  m  with  its  attachments  is  counterweighted,  and 
slides  up  or  down  on  the  front  of  a  main  column  for  adjusting  the  height  of  the  spindle,  as  explamed 
in  a  former  place.  This  arrangement  is  in  some  respects  not  as  advantageous  as  the  old  and  sfanple 
device  shown  in  Fig.  1040.  With  this  there  are  but  half  as  many  joints  to  produce  lost  motion; 
the  hand-wheel  a  can  be  placed  at  the  side  or  in  front  as  may  be  preferred,  and  the  power  regulated 
by  the  proportion  of  the  bevel-wheels  e,  cc  are  shells  cast  in  a  bracket,  d  is  a  screw-slee?e,  and 
the  wheel  n  has  an  internal  thread.  This  mode  of  resisting  thrust  is  in  practice  all  that  can  be 
desired.  The  speed  of  the  bearing  surfaces  is  of  course  considerable,  as  they  are  in  Fig.  1088; 
but  in  drilling  the  pressure  generally  diminishes  as  speed  increases,  or  as  drills  of  less  diameter  are 
used,  so  that  a  joint  of  this  kind  constructed  of  good  material  is  durable  and  reliable. 

Feeding  mechanism  is  represented  in  Fig. 
1041.  Here  a  is  an  imaginary  frame  or  col- 
umn, e  the  spindle,  c  Uie  feeding-shaft,  and 
d  a  circular  shell  or  sleeve  flatted  on  one  side 
and  formed  into  a  rack.  This  sleeve  d  is 
drilled  through  to  receive  an  extensioii  of 
the  spindle,  as  shown  by  dotted  lines.  At 
the  top  of  the  spindle  is  a  stirrup  m,  having 
an  oil-cup  to  maintain  a  constant  lubrication 
of  the  collar  o,  which  sustains  the  weight  of 
the  spindle  e.  The  counterweight  n  is  made 
heavy  enough  to  prevent  loss  of  motion  in 
the  joints  at  each  end  of  the  sleeve  d^  and 
so  that  drills  will  not  drop  down  for  a  short 
distance  when  they  go  through  a  piece,  as  is 
common  when  a  counterweight  is  not  used. 
The  sleeve  d  is  moved  by  a  pinion  at  t,  and 
this  in  turn  by  the  tangent  wheel  at  t  and 
the  worm-pinion  u  at  tShe  top  of  the  feed- 
shaft  c. 

The  mode  of  arranging  back  gearing  diown 
in  Fig.  1042  has  been  adopted  for  most  Amer- 
ican drilling  machines.  The  end  pairs  of 
wheels,  instead  of  being  at  each  end  of  the 
step-pulleys,  are  placed  together  as  shown  in 
the  diagram  at  a  and  d.  The  movable  pair 
a  are  mounted  loose  on  an  eccentric  stud  e^ 
and  are  thrown  into  gear  by  the  handle  «. 
The  strain  on  the  stud  e  is  not  severe,  and  is 
of  a  kind  which  permits  a  loose-running  joint 
without  much  danger  of  wear. 

VeHical  Drilling  Machinea.— Fig.  104S  rep- 
resents an  improved  vertical  drilling  machine 
of  French  construction.    A  is  the  feed-wheel, 
placed  conveniently  at  the  hand  of  the  oper- 
ator, and  the  drill  is  rotated  at  double  speed 
from  the  belt  cone-pulley.    Upon  arms  of 
the  sleeve  which  surrounds  the  supporting 
column  is  a  parallel  vise  and  a  perforated 
table.    By  means  of  the  crank,  in  connec- 
tion with  the  worm  and  pinion  and  rack  on 
the  column,  the  work-holding  attachment  may 
be  raised  or  lowered  at  will.  The  pressure  on 
the  drill  is  automatic.    This  machine  weighs  1,232  lbs.,  and  the  diameter  of  the  table  is  28.4  indies. 
Fig.  1044  exhibits  the  construction  of  a  column  drilling  machine  built  by  Sir  Joseph  Whitworth 
&  Co.    The  framing  A  consists  of  a  solid  casting  attached  to  the  sole-plate  T;  and  on  the  npp^ 
portion  a  bracket  is  cast,  which  serves  to  carry  the  outer  ends  of  the  cone-spindle  and  back-speed 
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spindle  of  the  machine.    Upon  the  spindle  are  the  driving-cone  B  of  three  speeds,  the  spur-wheel 
C\  and  the  bevel-pinion  2).    The  speed-cone  B  is  loose  upon  the  shaft,  and  only  communicates  mo- 
tion to  it  by  means  of  the  spur-wheel  (7,  which  is  keyed  upon  the  spindle,  and  to  which  the  cone  can 
be  attached  by  a  stud-pin  and  nut.    This  wheels  gears  with  the  pinion  Ey  on  the  same  spindle  which 
carries  the  wheel  M ;  this  in 
turn  gears  with  the  pinion  N^ 
which  is  fast  upon  the  end  of 
the  cone  By  but  runs  loose  upon 
the  cone-spindle.   This  arrange- 
ment is  in  every  respect  the 
same  as  the  ordinary  back-epeed 
of  a  lathe,  and  serves  the  same 
purpose.    Supposing  the  back- 
speed  removed,  the  cone  being 
driven  by  its  belt  causes  the 
spmdle   to  revolve    in  conse- 
quence of   its   attachment  to 
the  fast-wheel   (7,  and  at  the 
same  time  gives  motion  direct- 
ly to  the  bevel-pinion  D  on  the 
eod  of  the  spindle.    This  again 
gears  with  the  bevel-wheel  Fy 
on  the  drill-spindle  G  (7,  which 
is  free  to  slide  vertically  in  the 
eye  of  the  wheel,  while  at  the 
same  tune  it  is  prevented  from 
revolving  in  it  by  a  sunk  feath- 
er.   By  this  means  three  dif- 
ferent degrees  of  quick  speed 
may  be  communicated  to  the 
drill.    But  let  the  back-speed 
be  in  gear,  as  represented  in 
Hg.  1044,  and  let  the  stud-pin 
be  removed,  and  the  cone  there- 
by loosened  from  its  attachment 
with  the  wheel  C,  the  motion 
bemg  oonmiunicated  to  it  will 
not  drive  the  shaft  directly  as 
before;  but  the  pinion  JV,  be- 
mg fast  upon  it,  will  give  mo- 
tion to  the  wheel  i/,  upon  the 
same  spindle  with  the  pinion 
E.     This  last  will    therefore 
make  the  same  number  of  rev- 
olotions  as  My  but  being  less 
in  diameter  will  convey  a  pro- 
portionally less  velocity  to  the 
wheel  Cy  witii  which  it  gears, 
and  which  it  consequently  drives 
with  a  speed  diminished  in  the 
ratio  of  the  gearing  pairs.  Now 
the  wheel  C,  being  fast  on  the 
shaft,  conveys  through  it  to  the 
bevel-pinion  D  the  same  dimin- 
ished speed,  and  this  again  to 
the  drill-spindle  6^  6^.    This  re- 
duced speed  may,  of  course,  be  <  , 
varied  as  before,  by  placing  the 

belt  on  one  pulley  or  other  of  the  speed-cone.  Behind  the  pinion  E  there  is  a  recess  cast  in  the 
framing,  to  idlow  it  to  enter  when  the  back-speed  wheels  are  to  be  thrown  out  of  gear ;  and  it  may 
be  remarked  that  this  speed-gear  is  only  required  to  be  in  action  when  the  machine  is  employed  in 
boring  holes  of  upward  of  an  inch  and  a  half  in  diameter.  The  wheel  F  is  cast  with  a  long  hollow 
boss,  which  is  turned,  and  fitted  into  a  brass  collar  in  the  lower  branch  of  the  carrying-bracket,  as 
seen.  As  already  observed,  the  drill-spindle  passes  through  the  wheel  Fy  which  thus  serves  as  its 
lower  guide.  The  upper  end  of  the  spindle  is  at  the  same  time  guided  in  a  collar  similarly  fitted 
mto  the  upper  branch  of  the  bracket  at  a,  and  is  thus  guided  vertically  in  ascending  and  descending. 
(In  the  drawings  it  is  shown  at  the  lowest  limit  of  its  travel.)  To  the  top  of  the  drill-spindle  is 
attached  the  back- weight  H  by  a,  jointed  lever  and  guide-link,  which  embraces  the  top  of  the  spindle 
and  moves  upon  a  vertical  guide-rod,  kept  firm  in  its  place  by  having  its  lower  end  held  by  a  screw- 
nut,  in  a  socket  cast  in  the  bracket,  in  the  manner  of  a  bolt,  a  ruff  forged  upon  the  lower  end  of  the 
rod  answering  to  the  head  of  the  bolt.  The  drill-spindle  is  itself  screwed  toward  the  middle  of  its 
length ;  it  is  there  embraced  by  two  screw-wheels  JJy  between  which  it  turns,  and  which  serve  the 
purpose  of  a  nut  to  feed  down  the  spindle  in  the  operation  of  drilling. 
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K  is  the  table  upon  which  the  article  to  be  bored  rests,  and  to  which  it  can  be  firmly  held  down 
and' adjusted  by  T-headed  bolts  and  glands  in  the  usual  way,  when  thought  necessary.  The  table,  it 
will  be  observed,  is  recessed  and  grooved  to  receive  and  retain  the  T-heads  of  the  holding-bolts. 
The  table  is  itself  supported  upon  the  sole  of  the  large  carriage-bracket  X,  which  has  a  vertical  slid- 
ing motion,  and  is  raised  and  depressed  by  means  of  a  hand-crank  applied  at  U,  The  table  has  a 
double  movement  upon  the  sole  of  the  carriage-bracket ;  one  movement  is  circular  and  the  other  is 
in  the  direction  of  Uie  length  of  the  table.  The  feed  of  the  tool  during  the  operation  of  boring  is 
obtained,  as  before  stated,  by  means  of  the  two  screw-wheels  JJ^  by  an  arrangement  of  parts  wiSch 
forms  the  chief  novelty  of  this  machine.  On  the  axes  of  these  wheels  are  placed  two  pulleys,  the 
circumferences  of  which  are  embraced  by  the  friction-collars  88,  The  bearings  of  the  axis  being 
attached  to  the  framing  ^  ^  of  the  machine,  it  is  obvious  that,  the  machine  being  in  motion,  if  the 
pulleys  be  prevented  from  revolving,  the  wheels  JJ-mW  likewise  remain  at  rest;  but,  the  screwed 
part  of  the  drill-spindle  revolving  between  them,  they  will  act  as  a  stationary  nut,  and  cause  the 

spindle  to  descend  through  a  space  equal  to 
104ft.  one  thread  of  its  screw  during  every  revelation. 

Again,  suppose  the  pulleys  and  wheels  free,  the 
screw  of  the  spindle,  instead  of  descending,  will 
simply  cause  the  wheels  J  J  to  revolve  on  their 
axes  through  a  space  equal  to  one  tooth  during 
every  revolution  of  the  screw.  Now,  between 
these  extremes  any  amount  of  feed  or  downward 
motion  of  the  drill-spindle  may  be  obtained  by 
simply  retarding  the  motion  of  the  wheels  by 
means  of  the  friction-collars  8  8^  which  embrace 
the  small  pulleys  on  their  axes ;  for  the  friction 
of  the  collars  being  less  than  to  prevent  entirely 
the  motion  of  the  wheels,  and  at  the  same  time 
greater  than  to  allow  a  tooth  to  pass  during  a 
revolution  of  the  spindle,  a  downward  motion  of 
the  spindle  must  thus  be  produced  equal  to  the 
retardation  of  the  pulleys  produced  by  the  fric- 
tion-collars. Thus,  any  degree  of  feed  can  be 
produced  at  pleasure  by  the  contrivance  of  the 
friction-collars. 

Fig.  1045  represents  a  patent  doubl&geared 
vertical  drill,  made  by  Messrs.  W.  Sellers  k  Go. 
of  Philadelphia.  This  has  a  square  column  and 
plain  or  compound  tables,  to  be  raised  and  low- 
ered by  a  screw  operated  by  power.  The  table 
is  arranged  to  swing  to  one  side.  The  knee- 
carrying  table  is  provided  with  a  bearing  to  hold 
the  lower  end  of  the  boring  bar.  The  drill-spin- 
dle is  counterbalanced  with  quick  hand  and  vari- 
able power  feed,  always  in  gear,  but  not  inter- 
fering with  the  rapid  movement  of  the  spindle 
vertically  by  band.  The  driving  pulley  is  placed 
on  the  spindle,  so  that  when  the  back-gear  is  not 
in  use  the  spindle  is  driven  by  a  belt  only,  pro- 
ducing a  particularly  smooth  motion  for  small 
drilling.  The  cone-pulley  is  at  the  base  of  the 
column,  admitting  ready  change  of  speed.  There 
is  a  45-inch  vertical  drill,  22^  inches  from  centre 
of  spindle  to  face  of  column,  with  cither  plain  or 
compound  table.  This  madiine,  for  holes  of  U 
inch  and  under  in  cast-iron,  has  its  spindle  driven 
■  by  belt  only,  but  is  provided  with  back-gear  to  be 
used  for  heavier  work.  In  an  experiment  with 
'  small  drills,  the  power  feed  was  used  in  boring  a 
quarter-inch  hole  through  3  inches  thickness  of 
wrougfat-iron  successfully,  and  in  less  time  than 
the  same  hole  was  made  by  a  skillful  workman  feeding  by  hand. 

BacUal  Drilling  Machines. — A  radial  drilling  machme  by  William  B.  Bement  &  Son  of  Fhilad^ 
phia  is  illustrated  in  Fig.  1046.  Upon  the  inner  end  of  the  radial  arm  is  formed  the  sleeve  A, 
which  is  fitted  upon  the  turned  upper  portion  of  the  column  ^,  so  as  to  be  rotated  at  will  It  may 
be  tightened  by  the  clamping-bolt  C,  a  slot  being  cut  for  a  few  inches  at  its  lower  end  to  admit  of 
the  necessary  contraction.  The  cone  and  gearing  at  D  are  of  the  usual  construction,  :he  locking  of 
the  cone  to  its  shaft  being  effected  by  a  sliding  clutch  within  the  cone,  operated  by  the  projecting 
knob  B,  A  central  vertical  shaft,  provided  with  suitable  bearings  in  the  column  B^  receives  motion 
from  the  cone-shaft,  and  transmits  it  to  the  upper  horizontal  shaft  through  mitre-gears,  the  upper 
pair  of  which  is  seen  at  F,  The  connection  between  the  upper  horizontal  shaft  and  the  drill-spindle 
will  be  readily  understood  from  the  engraving.  The  hub  of  the  bevel-gear  /  is  extended  throuj^  its 
bearing,  and  gives  vertical  movement  to  the  spindle  through  the  spur-gear  if,  conc-pullcys  L  and  JT, 
bevel-gears  iV,  and  worm  and  worm-wheel  0  /  the  last  carrjring  a  pinion  which  works  in  the  nick  V* 
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The  teeth  of  this  radc  are  cut  on  the  flatted  side  of  a  steel  cylinder  sliding  yertically  in  a  suitable 
bearing.  A  rod  rigidly  attached  to  the  spindle  passes  through  its  whole  length,  and  has  at  its  upper 
end  a  collar  and  nuts  for  dose  vertical  adjustment.  The  worm  at  0  is  capable  of  a  horizontal  moye> 
ment  snfScient  to  take  it  out  of  contact  with  the  wheel ;  the  bearing  just  below  it  being  arranged  to 
slide,  and,  as  well  as  the  lower 
bearing  N^  supported  in  a  swivel. 
This  disengaging  movement  is 
made  by  an  eccentric  at  top  of 
the  smidl  vertical  shaft,  which 
has  at  bottom  the  handle  R  with- 
in convenient  reach  of  the  work- 
man. The  bevel-wheel  at  jVruns 
loosely  on  its  vertical  shaft,  but 
can  be  caused  to  carry  it  by  a 
sliding  clutch  &t  operated  by  an 
internal  rod  ending  in  a  knob  be- 
low the  hand-wheel  The  coun- 
terweight T  is  cast  on  the  outer 
end  of  a  lever,  the  inner  end  of 
which  is  forked  and  jointed  to 
the  two  links  U^  one  on  each 
side  of  the  spindle;  the  upper 
ends  of  the  links  being  jointed 
to  a  small  cross-head  at  top  of 
the  rack  F.  By  the  hand-lever  P 
a  quick  and  easy  vertical  move- 
ment can  be  given  to  the  spindle 
when  the  worm  O  is  moved  out 
of  gear  by  the  handle  72.  When 
the  worm  is  in  gear,  a  slow  ver- 
tical movement  can  be  given  the 
spindle  by  the  hand-wheel,  while 
hy  drawing  the  clutch  8  into 
gear  the  downward  feeding  move- 
ment becomes  automatic.  The 
table  H  has  positive  stops  for 
its  horizontal  and  perpendicular 
positions,  and  can  be  securely 
held  in  any  intermediate  one  by 
the  clamping -bolts  X,  By  a 
pinion  on  the  shaft  Z,  working 
in  teeth  turned  in  the  stem  /,  it 
can  be  raised  and  lowered.  It 
can  also  be  rotated  as  desired, 
and  clamped  in  any  position  by 

the  bolts  Y.  The  planed  and  slotted  base-plate  G  is  for  holding  work  too  large  for  the  small  table. 
Multiple  Drilling  Maehines. — Of  this  class  of  machines  there  are  many  designs,  each  adapted  to  its 
particular  purpose,  which  may  be  stated  in  general  terms  to  be  to  drill  a  number  of  holes  simulta- 
neously. In  machines  employed  for  heavy  work  the  spindles  feed  the  drill  through  the  work,  while 
for  light  work  it  is  more  convenient  to  feed  the  work  to  the  drill,  which  may  be  done  by  a  single 
feeding  motion  to  the  table  on  whidi  the  work  rests,  instead  of  requiring  a  feed-motion  to  each 
spindle.  In  the  machine  shown  in  Fig.  1047,  which  is  the  design  of  the  Pratt  &  Whitney  Company  of 
Hartford,  Cbnn.,  the  driving-spindle  stands  vertical  in  the  centre  of  the  column,  and  is  belted  to  the 
four  drill-spindles  to  drive  them,  the  pulleys  on  the  main  spindle  being  marked  from  1  to  4,  and  the 
corresponding  pulleys  on  the  drill-spindle  being  similarly  marked.  By  employing  belt  power,  the 
width  apart  of  the  spindles  may  be  varied  in  case  of  necessity.  The  speed  of  the  machine  is  varied 
at  the  oone-pulley,  the  belt  driving  the  main  spindles  D  passing  over  pulleys  B  and  C  to  and  around 
A.  The  table  T  is  raised  for  the  feed  either  by  the  handle  H  or  by  the  foot-treadle  /,  the  weight  of 
the  table  being  counterbalanced  by  the  weight  W, 

Fig.  1048  represents  an  improved  multiple  drill  of  English  construction.  In  this  machine  the 
main  driving-shaft  is  formed  of  a  large  steel  screw.  When  more  than  ten  spindles  are  employed, 
this  screw  is  cut  with  a  right-hand  thread  for  half  its  length,  and  with  a  left-hand  thread  for  the 
other  half,  to  neutralize  the  end  thrust.  This  screw  engages  with  as  many  worm-pinions  as  there 
are  spindles  to  be  driven.  By  keeping  these  pinions  alternately  above  and  below  the  centre  line  of 
the  driving-screw,  the  spindles  may  be  adjusted  to  a  pitch  of  8|  inches,  although  the  pinions  are 
nearly  6  inches  in  diameter.  The  adjustment  is  made  by  hand,  after  slacking  back  the  bolts  which 
hold  the  spindles  in  place.  The  pinions  have  feather-keys  taking  into  grooves  on  the  spindles,  which 
latter  are  fed  up  and  down  by  screws  working  in  nuts  or  worm-wheels,  as  shown.  These  worm-wheels 
are  driven  by  a  screw  by  means  of  reversible  strap  motion,  which  gives  a  slow  feed  and  a  quick  re- 
turn motion.  Each  screw  is  fitted  at  its*  upper  part  with  a  bush  (provided  with  feather-key)  encircled 
by  a  friction-brake.  When  this  brake  is  tightened  by  the  handle  shown,  the  screw  is  prevented  from 
revc^ving,  and  is  worked  up  and  down  by  the  worm-wheel  or  nut.  When  the  brake  is  released,  the 
screw  ifl  free  to  revolve  with  this  nut  without  rising  or  sinking ;  or  it  may  be  raised  or  lowered, 
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independently  of  the  other  spmdles,  by  a  removable  hand- wheel  fitted  on  a  square  at  its  upper  end. 
The  lower  ends  of  the  spindles  are  bored  out  parallel,  and  the  shanks  of  the  drills  are  turned  to  an 
exact  fit,  this  being  found  to  be  the  best  method  of  insuring  the  truth  of  the  drUls.    When  this 


104T. 


1018. 


1049. 


system  is  adopted,  no  templating  or  centering  of  the  holes  is  required,  as  every  drill  will  start  its 
own  hole  with  perfect  accuracy.  A  one>8ided  cotter  passes  through  the  socket,  and  when  driven  ap 
tightens  on  a  flat  formed  on  one  side  of  the  drill-shank.  A  drill  may  thus  be  removed  or  inserted 
without  stopping  the  machine 

A  four-spindled  drilling  machine,  designed  to  drill  holes  in  the  arc  of  any  circle  from  12  inches 
radius  up  to  a  straight  line,  is  represented  in  Fig.  1049.    This  machine  is  of  special  use  for  drilling 

1050. 


the  flanges  of  flue-tubes  when  made  with  flanged  or  "  Adamson  "  joints ;  it  will  also  drill  the  holes 
in  the  edges  of  boiler-pktes  before  they  are  bent,  either  in  a  straight  line  or  in  the  arc  of  a  very 
large  circle,  such  as  is  required  when  a  boiler  is  made  with  **  following  joints,"  where  each  ring  of 
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plates  fonng  the  frustum  of  a  cone.  The  spindles  are  adjustable  from  4  inches  to  8  inches  apart, 
and  the  two  outer  spindles  are  adjustable  at  right  angles  to  the  main  frame,  so  that  all  four  will 
coincide  with  the  desired  curve.  The  work  is  carried  on  a  rising  and  falling  table,  which  sinks  low 
enough  to  admit  a  cylinder  3  feet  in  length.    There  is  a  slot  in  the  table  to  admit  a  stud  carrying 
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croBs^Lrms  upon  which  the  cylinder  or  flue  section  revolves,  until  drilled  all  around  the  flange.    For 
drilling  plates  a  traversing  apparatus  is  fitted  to  the  table,  as  shown  in  the  end  view. 

Travene  Drilling  Machine. — In  preparing  links  for  bridge-work,  it  is  advisable,  in  order  to  insure 
accuracy  in  length,  to  bore  the  holes  for  the 
pins  in  both  ends  at  the  same  time.  For 
this  purpose  right-  and  left-hand  boring  ma- 
chines are  made,  sliding  on  a  solid  bed,  and 
adjustable  to  or  from  each  other,  to  suit  the 
required  length  of  links.  The  drilling  ma- 
chineB,  as  shown  in  Fig.  1050,  are  so  placed 
as  to  permit  the  links  to  be  put  in  place  from 
one  side,  and,  when  done,  passed  out  on  the 
other  side  of  the  machine.  The  driving  is  ef- 
fected by  horizontal  belts  passing  over  guide- 
pulleys,  and  around  a  drum  on  the  spindles. 
The  cutters  used  in  this  machine  are  kept 
cool  by  water  fed  to  them  through  the  cen- 
tre of  the  spindle.  In  the  link-boring  ma- 
chine the  two  heads  are  united  by  bars  of 
wrought-iron,  and  can  slide  freely  on  the 
cast-iron  bed.  The  expansion  of  the  wrought- 
iron  bars,  being  the  same  as  the  expansion 
of  the  link  being  bored,  insures  uniformity 
m  the  length  of  the  finished  work. 

HorixnUal  Drills. — ^The  introduction  of 
small  short-stroke  engines  for  mining  pur- 
poses calling  for  some  ready  means  of  quar- 
tering wheels  with  a  crank-throw  of  only  5 
inches,  for  engines  of  10-inch  stroke,  the 
horizontal  drill  (wheel-quartering  machine) 
represented  in  Fig.  1061  has  been  construct- 
ed by  Messrs.  W.  Sellers  &  Co.,  so  as  to 
quarter  from  5  inches  to  18  inches  radius  of 
crank,  and  to  bore  either  for  right-  or  left- 
hand  lead  with  equal  accuracy.  The  boring- 
spindles  are  outside  of  the  wheels,  and  bore 
both  crank-holes  at  the  same  time,  each  spin- 
dle being  driven  separately  and  provided  with 
adjustable  automatic  feed,  so  as  to  rough  out 
the  holes  with  fine  feed,  but  finish  with  a  wide 
feed  and  light  cut.  The  wheels  on  their  axle 
are  carried  by  their  tread  on  adjustable  shoes, 
which  hold  them  rigidly  in  place,  while  the  cen- 
tres control  position  of  axis  only;  this  insures 
stability.  The  machine  may  be  used  to  advan- 
tage as  a  horizontal  drill  for  other  purposes. 

PwrUMe  DriOing  Machines. — Fig.  1052  represents  Thome's  portable  drilling  machine,  which  is 
especially  adapted  for  drilling  all  pieces  which  are  inconvenient  to  move,  or  which  cannot  be  readily 
adjusted  under  stationary  drilling  machines.  It  will  drill  at  any  angle,  in  any  position,  at  any  dis- 
tance, and  in  any  direction  from  the  power.  The  driving  apparatus  is  so  arranged  that  the  round 
belt  which  drives  the  machines  passes  through  the  centre  of  a  hollow  stud,  enabling  the  power  to  be 
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taken  off  in  any  direction,  while  the  weighted  idler  keeps  the  belt  ti^  at  whatever  distance  the 
machine  is  worked.  The  machine  is  intended  to  be  boltcni  or  clamped  by  its  base  to  the  piece  being 
drilled.  It  can  be  adjusted  in  height  by  drawing  the  post  out  of  the  socket,  and  radially  by  screw 
and  handle  on  the  arm.  The  arm  can  be  swung  in  the  pilUr  as  a  centre  by  means  of  a  worm  and 
tangent  wheel,  thus  providing  delicate  adjustments  in  every  direction.  The  spindle-frame  swings  in 
a  ball-and-socket  bearing  to  any  angle  up  to  80^  from  the  base,  and  is  also  provided  with  means  of 
fixing  it  in  a  vertical  position.  The  whole  of  the  machine,  including  the  post,  can  be  drawn  out  of 
the  sodtet,  and  the  post  passed  into  the  horizontal  hole  in  the  socket  for  drilling  in  a  direction 
parallel  with  the  base.  The  feed-motion  is  self-acting  and  variable.  (See  also  the  Stow  flexible 
shaft  drill,  under  Bits  and  Auobbs.) 

Fower  Remiiredfor  MetaUI>nUing  Maehuut. — ^In  drilling  machines  the  power  required  to  remove 
a  given  weignt  of  material  has  been  found  to  be  greater  l£an  in  planing  machines.  This  result  is 
due  to  the  friction  of  the  shavings  in  the  holes,  an  inference  which  is  especially  important  when  the 
shavings  are  tough  and  the  holes  small  In  fact,  in  the  case  of  small  holes  the  loss  of  power  from 
this  cause  is  so  large  that  it  has  been  found  that  the  thickness  of  the  shavings  may  be  left  entirely 
out  of  consideration,  and  the  formula  for  calculating  the  power  required  be  based  only  upon  the 
diameteir  of  the  hole,  and  two  coefficients  having  values  depending  upon  the  material  treated.    The 

» 

formula  in  fact  may  be  of  the  form  P  =  a  +  -,  in  which  a  and  ^  are  the  two  coefficients,  and  d  is 

a 

the  diameter  of  the  hole  in  inches.  In  the  case  of  drilling  nuichlnes,  Dr.  Hartig  of  Dresden  (the 
results  of  whose  experiments  we  are  quoting)  takes,  not  the  weight,  but  the  volume  of  the  material 
reduced  to  shavings  as  the  unit  of  oomparSon ;  and,  denoting  the  volume  thus  reduced  in  cubic 
inches  per  hour  by  ^,  we  derive  from  his  results  the  following  equations  applicable  to  holes  from 
two-fifths  of  an  inch  to  2  Inches  diameter  and  about  2  inches  deep,  P  being  the  horse-power  required : 

For  cast-iron  driUed  dry,  P  =  ^  /'0.OI68  -I-  ^j2^^\ 

For  wroughUron  drilled  with  oil,  P=  9  (0M6S  +  ^j9^\ 

For  drilling  machines  running  empty,  it  is  sufficient  to  know  the  number  of  revolutions  per  minute 
of  the  gearing-shaft  ni  and  of  the  drill  tit,  to  enable  us  to  compute  the  value  of  P  for  all  varieties  of 
ordinary  drilling  machines  by  the  following  formulsB : 

a.  For  drilling  machines  without  gearing,  P  =  O.OOOCiii  +  0.0006  tit  horse-power. 

b.  For  drilling  machines  with  gearing  for  the  drill-spindle,  P=:  0.0006ni  +  0.00 Itit  horse-power. 

c.  For  radial  drilling  machines  without  intermediate  gearing.  P  =  0.0006ni  +  0.004ii«  horse-power. 

d.  For  radial  drilling  machines  with  intermediate  gearing,  P=  0.04  -H  0.0006ni  +  O.OOint  horse- 
power. 

If,  for  example,  we  have  a  machine  of  the  construction  (f,  with  iii  =  120  and  n%  =  180,  then  P 
will  equal  0.682  horse-power.* 

BoBiNO  Machikes.  L  For  Metal. — Boringy  as  distinguished  from  drilling,  consists  in  turning 
out  annular  holes  to  true  dimensions,  while  the  term  drilling  is  applied  to  perforating  or  sinking 
holes  in  solid  material.  In  boring,  tools  are  guided  by  axSal  support  independent  of  the  bearing  of 
their  edges  on  the  material ;  while  in  drilllDg,  the  cutting  edges  are  guided  and  supported  mainly 
from  their  contact  with  and  bearing  on  the  material  drilled.  Owing  to  this  difference  in  the  manner 
of  guiding  and  supporting  the  cutting  edges,  and  the  advantages  of  an  axial  support  for  tools  in  bor- 
ing, it  becomes  an  operation  by  which  the  most  accurate  dimensions  are  attainable,  while  drilling  is 
a  comparatively  imperfect  operation ;  yet  the  ordinary  oonditions  of  machine-fitting  are  sudi  Uiat 
nearly  all  small  holes  can  be  drilled  with  suffident  accuracy.  Boring  may  be  called  internal  turning, 
differing  from  external  turning  because  of  the  tools  performing  the  cutting  movement,  and  in  the 
cut  being  made  on  concave  instead  of  convex  surfaces ;  otherwise  there  is  a  close  analogy  between 
the  operations  of  turning  and  boring.  Boring  is  to  some  extent  performed  on  lathes,  either  with 
boring-bars  or  by  what  b  termed  chuck-boring ;  in  the  latter  the  material  is  revolved  and  the  UxAb 
are  stationary. 

Boring  may  be  divided  into  three  operations  as  follows :  chuck-boring  on  lathee ;  bar-boring  when 
a  boring-bar  runs  on  pohits  or  centres,  and  is  supported  at  the  ends  only ;  and  bar-boring  when  a 
bar  is  supported  in  and  fed  through  fixed  bearings.  The  principles  are  different  in  these  operations, 
each  one  being  applicable  to  certain  kinds  of  work.  A  workman  who  can  distinguish  between  these 
plans  of  boring,  and  can  always  determine  from  the  nature  of  a  certain  work  which  is  the  best  to 
adopt,  has  acquired  considerable  knowledge  of  fitting  operations.  Chuck-boring  is  employed  In 
three  oases :  for  holes  of  shallow  depth,  taper  holes,  and  holes  that  are  screw-threaded.  As  pieces 
are  overhung  in  lathe-boring,  there  is  not  sufficient  rigidity  either  of  the  lathe-spindle  or  of  the  tools 
to  admit  of  deep  boring.  The  tools  being  guided  in  a  straight  line,  and  capable  of  acting  at  any 
angle  to  the  axis  of  rotation,  the  facilities  for  making  tapered  holes  are  complete ;  and  as  ue  tools 
are  stationary,  and  may  be  instantly  adjusted,  the  same  conditions  answer  for  cutting  internal  screw- 
threads— an  operation  corresponding  to  cutting  external  screws,  except  that  the  cross  motions  of  the 
tool-slide  are  reversed.  The  second  plan  of  boring,  by  means  of  a  bar  mounted  on  points  or  centres, 
is  one  by  which  the  greatest  accuracy  is  attainable ;  it  is,  like  chuck-boring,  a  lathe  operation,  and 
one  for  which  no  better  machine  than  a  lathe  has  been  devised,  at  least  for  the  smaller  kinds  of 
work.  It  is  a  problem  whether  in  ordinary  machine-fitting  there  is  not  a  gain  by  performing  all 
boring  in  this  manner  whenever  the  rigidity  of  boring-bars  is  sufficient  without  auxiliary  supports, 
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and  when  the  bars  can  pass  through  the  work.  Machines  arranged  for  this  kind  of  boring  can  be 
employed  in  turning  or  boring  as  occasion  may  require.  When  a  tool  is  guided  by  turning  on  points, 
the  movement  is  perfect,  and  the  straigbtness  or  paral(elism  of  holes  bored  in  this  manner  is  depen- 
dent only  on  the  truth  of  the  carriage  movement.  This  plan  of  boring  is  employed  for  small  steam- 
cylinders,  cylindrical  valve-seats,  and  in  cases  where  accuracy  is  essential.  The  third  plan  of  boring, 
with  bars  resting  in  bearings,  is  more  extensively  practised,  and  has  the  largest  range  of  adaptation. 
A  feature  of  this  plan  of  boring  is  that  the  form  of  the  boring-bar,  or  any  imperfection  in  its  bear- 
ings, is  communicated  to  the  work :  a  want  of  straigbtness  in  the  bar  makes  tapering  holes.  This, 
of  course,  applies  to  cases  where  a  bar  is  fed  through  fixed  bearings  placed  at  one  or  both  ends  of  a 
hole  to  be  bored.    If  a  boring-bar  is  bent,  or  out  of  truth  between  its  bearings,  the  diameter  of  the 

1068. 


1 


hole,  being  governed  by  the  extreme  sweep  of  the  cutters,  is  untrue  to  the  same  extent ;  becauBe,  as 
the  cotters  move  along  and  come  nearer  to  the  bearings,  the  bar  runs  with  more  truth,  forming  a 
tapering  hole  diminishing  toward  the  rests  or  bearings.  The  same  rule  applies  to  some  extent  in 
chudc-lx>ring,  the  form  of  the  lathe-spindle  being  communicated  to  holes  bored ;  but  lathe-spindles 
are  presumed  to  be  quite  perfect  compared  with  boring-bars.* 

Seller's  patent  boring  mill,  represented  in  Fig.  1053,  is  a  useful  tool  for  boring  only.  It  is  adapted 
to  bore  car-wheels  up  to  86  inches  in  the  chuck  on  the  face-plate,  and  will  bore  a  wheel  6  feet  in 
diameter.  It  uses  boring-bars  with  double-ended  gib-cutters  only,  the  bar  being  carried  by  a  cross- 
head  below  the  table. 

Bementt  Boring  Machine, — In  the  full-page  illustration  and  in  Figs.  1004  to  1008  is  shown  a  boring 
and  turning  machine  designed  and  constructed  by  Messrs.  W.  B.  Bcment  &  Son  of  Philadelphia.    The 

1054.  1005. 


general  design  of  this  machine  is  that  of  two  slide-rests  operating  upon  one  cross-slide,  supported  by 
uprights  similar  to  those  in  a  planer,  the  work  being  chucked  upon  a  horizontally  rotating  table 
below.    The  slide-rests  may  be  set  at  any  desired  angle  to  bore  or  turn  taper  or  vertical.    To  perform 


*  From  "*  Workshop  Manipalatlon,''  by  J.  Slchordi. 
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those  operations  parallel,  each  head  may  self-act  for  the  feed-motioii  cither  parallel  or  horizoxital  to 
the  face  of  the  face-plate  or  chuck-plate,  or  vertical  or  at  an  angle  to  the  same,  both  slide-rests  being 
employed  to  either  turn  or  bore  simultaneously,  or  one  to  turn  and  the  other  to  bore,  according  to 
the  requirements  of  the  case.  The  face-plate  being  near  to  the  groimd  facilitates  the  handlmg  of 
the  work  to  chuck  it ;  and  the  plane  of  the  face-plate  being  horizontal  also  assists  that  operation ; 
while  the  bed-plate  or  framing  supporting  the  table  is  from  its  compactness  necessarily  very  rigid. 

The  details  relating  to  the  driving-gear,  spindle,  and  face-plate  will  be  best  seen  in  the  elevation. 
Fig.  1066,  and  plan,  fig.  1057,  each  of  which  is  partially  in  section.  The  shaft  A  is  driven  by  a 
cone-pulley  and  back-gearing  B,  of  the  usual  construction,  through  bevel-gears  and  a  pinion,  the 
latter  actuating  an  internal  spur-wheel,  which  is  bolted  to  the  face-plate.  It  also,  by  means  of  bevel- 
gears  and  cone-pulleys,  gives  motion  to  the  feeding  apparatus  shown  in  Fig.  1054.  The  attachment 
of  the  face-plate  to  the  spindle  is  assisted  by  a  broad  flange  and  eight  tightly-fitted  bolts.  The 
bushing  is  fitted  externally  to  the  cylindrical  opening  bored  in  the  centre  of  the  bed-plate,  and  mter- 
nally  to  the  conical  bearing  of  the  spindle,  on  which  it  is  adjusted  by  bolts.  The  housing  is  rigidly 
bolted  to  the  bottom  of  the  bed-plate,  and  is  bored  at  its  lower  end  to  receive  the  step-bearing,  which 
is  adjusted  vertically  by  suitable  bolts.  The  step  C7,  which  carries  the  entire  revolving  weight,  con- 
sists of  two  heavy  disks,  composed  of  a  hard  alloy  of  copper  and  tin,  between  which  disks  is  inter- 
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posed  a  third  one  of  steel  hardened  and  afterward  ground  true.  The  upper  disk  is  caused  to  revolve 
with  the  spindle,  and  the  lower  one  to  remain  stationary,  the  intermediate  steel  one  being  left  en- 
tirely free.  The  wearing  surfaces  of  the  bronze  disks  and  the  cylindrical  surface  of  the  spmdle- 
bearing  have  suitable  grooves  for  distributing  the  lubricating  oil,  which  is  supplied  through  the  pipe 
D.  Such  borings,  etc.,  as  may  find  their  way  into  the  interior  of  the  spindle,  are  discharged  clear  of 
the  bearing  by  the  openings  over  the  inclined  guards,  and  the  lower  end  of  the  spindle  is  closed  bf  a 
plug,  Fig.  1068.  The  bed-plate  is  hollow  and  internally  ribbed,  as  shown  in  the  sectional  part  of 
Fig.  1056,  having  the  necessary  openings  in  the  bottom  for  the  support  of  the  cores  required  to 
mould  the  same.  Raised  facings  are  planed  to  receive  the  uprights  which  carry  the  cross-slide. 
An  independent  countershaft,  having  a  backward  and  forward  motion,  drives  the  pulley -4,  Jig- 
1054,  and,  through  the  bevel-gearing  B  B,  the  vertical  screws  in  the  hollow  front  portions  of  the 
uprights  by  which  the  cross-slide  is  heightened  and  lowered  at  will,  the  nuts  C  C  serving  to  secure 
it  when  brought  to  the  required  position.  On  the  inner  end  of  the  cone  8  is  a  worm  driring  the 
worm-wheel.  On  the  shaft  of  the  latter  are  two  opposite  bevel-pinions,  both  of  which  mesh  with 
the  bevel-wheel  at  the  foot  of  the  vertical  splined  shaft  D.  Both  of  these  pinions  are  loose  npoai 
their  shafts  or  bearings,  but  either  can  be  engaged  by  a  cluteh  operated  by  the  lever  E;  and  since 
the  revolutions  of  these  pinions  arc  in  opposite  directions,  it  follows  that  the  shaft  D  will  revolve  in 
opposite  directions  according  to  which  of  the  pinions  is  engaged  by  the  clutch. 
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At  the  right  of  the  cross-slide  are  shown  three  pimons,  the  middle  one  of  which  (and  through  it 
the  o^er  two)  is  driven  by  a  spur-wheel,  which  receiyee  motion  from  the  splined  shaft  F  through 
the  medium  of  bevel-gearing  not  shown,  but  which  is  carried  in  a  frame  bolted  to  the  back  of  the 
cross-slide.  These  pinions  are  also  loose  or  free  upon  their  respective  shafts,  but  each  is  furnished 
with  a  clutch,  the  lower  and  upper  ones  when  engaged  respectively  actuating  the  screws  for  the 
horizontal  movement  to  the  right  or  left  for  the  tools,  while  the  middle  one  when  engaged  actuates 
the  splined  shaft  F^  which  gives  the  vertical  or  angular  motion  to  both  tools.  In  the  saddles  O^ 
whidi  move  longitudinally  on  the  cross-slide,  are  fitted  the  swivel-slides  J  J^  each  secured  in  any 
vertical  or  angular  position  by  six  bolts,  the  heads  of  which  are  in  an  annular  T-groove  provided  in 
the  saddle.  In  the  rear  of  each  saddle  is  an  arrangement  of  bevel-gears  and  clutch  precisely  similar 
to  that  described  as  connected  at  the  foot  of  the  vertical  splined  shaft  2).  By  it  is  transmitted  a 
reversible  motion  from  the  horizontal  splined  shaft  P  to  the  projecting  worm-shaft ;  and  the  worm- 
shaft  if  when  engaged  by  the  clutch  /  actuates  a  pinion  meshing  in  a  steel  rack  inserted  in  the  tool- 
slide  /.  It  will  be  seen  then  that  while  one  of  the  rests  is  feeding  the  tool  either  vertically,  at  an 
angle,  upward,  or  downward,  the  other  rest  may  feed  its  tool  in  any  direction.  A  crank  JT  applied  to 
the  outer  end  of  the  worm-shaft  enables  the  operator  to  feed  the  tool-slide  at  any  required  rate  by 


1000. 


hand,  and  when  the  clutch  I  is  disengaged  a  rapid  feed  may  be  imparted  by  the  hand-wheel  L.  The 
cutting  tool  is  held  upon  a  hardened  plate  (secured  to  the  front  of  the  tool-slide  at  its  lower  end)  by 
the  clamps  M^  which  are  so  arranged  that  the  tool-point  may  be  adjusted  in  any  position  to  suit  the 
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location  of  the  duty.  The  tool-slide  has  'sufficieiit  length  and  rigidity  to  carry  a  cat  nearly  S  feet 
below  the  level  of  the  cross-slide,  and  hence  its  weight  is  sufficient  to  require  a  counterbalance  capa- 
ble of  acting  upon  it  efficiently  in  all  its  positions.  For  this  purpose  teeth  are  cut  in  one  of  its  sides, 
forming  a  rack  in  which  meshes  the  pinion  JV,  the  connection  between  the  latter  and  the  weight  0 
bemg  made  through  wire  ropes.  Eadi  of  the  wheels  Q  and  U  is  groo?ed  spirally  on  its  drcum- 
ference  to  receive  the  wire  rope,  and  is  of  sufficient  width  to  reoeive  the  greatest  requisite  quantity 
without  overlapping.  Each  of  the  weights  0  consists  of  a  number  of  separate  pieces  readily  remov- 
able,  so  that  the  weight  may  be  varieid  as  required,  less  being  needed  as  the  tool-slides  are  inclined 
from  thepefpendicular. 

Ccar-Whtd  Boring  Machine, — ^Flg.  1069  represents  a  car-wheel  boring  machine  constructed  by  the 
Putnam  Machine  Company  of  Fitchburg,  Mass.  A  is  the  driving  cone-pulley,  the  spindle  to  which 
it  is  attached  having  bearings  provided  in  the  frame.  At  the  end  of  this  spindle  is  a  pinion  gearing 
into  the  teeth  shown  beneath  the  table  By  and  by  this  means  the  table  is  caused  to  revolve.  C  C  is 
the  boring-bar,  which  is  counterbalanced  by  the  weighted  lever  2).  The  bearing  of  the  bar  C  C7  at 
that  part  of  the  frame  through  whidi  it  passes  is  made  adjustable  to  fit  the  bar  by  the  following 
means :  The  front  of  the  bearing  is  split  along  its  entire  length,  and  on  each  side  of  the  slit  are  the 
lugs  shown  K\  E  E  E  E,  Through  these  lugs  pass  bolts  with  nuts,  so  that  by  screwing  up  the 
latter  the  bearing  is  closed  to  fit  the  spindle  or  boring-bar  to  the  requisite  degree.  To  afford  a  ten- 
sion upon  the  adjustment,  and  thus  prevent  the  nuts  from  becoming  unset,  a  piece  of  wood  is  in- 
serted into  the  slit  referred  to,  and  against  the  resistance  of  the  wood  to  compression,  as  well  as  of 
the  iron  to  being  sprung,  the  nuts  are  tightened.  By  this  means  a  delicate  adjustment  is  readily  ob- 
tained. The  link  or  bar  F  is  pivoted  at  each  end  to  permit  of  a  vertical  motion  to  the  bar  CO,  Jl 
vertical  movement  by  hand  may  be  given  the  bar  C  Chj  means  of  a  rack  upon  its  back,  geared  with 
a  phiion  attached  to  the  shaft  to  which  the  hand-wheel  A  is  secured.  Self-acting  feed  is  given  to  the 
bflff  by  a  spindle  to  which  the  cears  iTare  attached,  and  which  is  connected  by  a  worm  and  wheel 
movement  to  the  pinion  working  in  the  rack  at  the  back  of  the  bar.  JIT  is  an  attadunent  containing 
a  slide  and  tool-post  for  the  purpose  of  facing  off  the  surfaces  of  the  hubs.  To  enable  the  madiine 
to  bore  a  taper  hole,  the  following  device  Is  resorted  to :  The  table  B  is  composed  of  two  disks  bolted 
together,  the  face  of  one  of  which  is  beveled  slightly  toward  the  outer  edge.  By  adjusting  the  bolts 
so  that  the  beveled  part  of  the  face  comes  in  contact  with  the  other  disk,  the  table  is  thrown  out  of 
horizontal  level,  and  hence  a  taper  hole  is  bored.  In  order  to  prevent  spring  and  insure  steadiness 
in  the  table  when  thus  set,  two  screws  pass  through  the  elevated  side  of  the  upper  table,  their  ends 
coming  in  contact  with  the  face  of  the  lower  one.  The  machine  is  provided  with  a  crane  to  lift  the 
work,  as  shown. 

Fig.  1060  represents  a  cross-section  of  Nasmyth*s  cylinder-boring  machine,  and  Fig.  1063  a  plan 
showing  its  position  in  a  comer  of  the  building  where  it  is  placed.  In  these  two  views  it  will  be 
seen  that  the  driving  part  of  the  machinery  is  situated  below  the  ground-line  on  suitably  strong 
foundations,  in  which  it  is  inclosed.  These  parts  are  rendered  accessible  by  the  steps  ^  which  are 
found  to  be  necessary  in  cases  where  the  machinery  is  likely  to  get  out  of  order,  a  precaution  never 
to  be  neglected.  The  two  riggers  k  k  receive  their  motion  from  uie  main  shaft  by  means  of  a  leath^ 
strap :  one  of  these  runs  loose  on  the  shaft,  and  the  strap  is  thrown  on  it  when  the  machine  is  not  at 
work;  this  is  done  at  pleasure  with  the  grcM&test  possible  facility;  by  a  bevel-wheel  and  pinion j,  it  is 
then  conveyed  through  the  shaft  t  to  the  endless  worm  n,  worldng  in  a  large  worm-wheel  o,  whidi  is 
fixed  on  the  great  vertical  boring-bar  a,  whereby  a  very  easy  motion  is  obtained,  and  all  jerks  are 
avoided.  It  will  be  seen  by  the  series  of  wheels  in  Fig.  1068  how  much  the  speed  of  the  boring-bar 
is  reduced.  The  shaft  t  is  placed  at  an  angle,  and  works  in  a  bearing  or  plumber-block  and  a  step  A, 
both  of  these  being  made  of  brass.  The  vertical  bar  is  made  in  two  parts,  a  and  e,  the  upper  one  a 
for  carrying  the  cutter-head  or  boring-wheel  r,  while  to  the  lower  one  is  connected  the  driving  ap- 
paratus. They  are  coupled  together  by  the  upper  one  resting,  as  is  shown  in  fig.  1062,  in  a  socket 
on  the  top  of  the  lower  one ;  a  steel  key  /  is  then  driven  in,  which  entirely  prevents  it  from  turning. 
The  toe  of  the  bar  e  rests  in  a  step  or  socket  shown  in  Fig.  1060 ;  the  entire  weight  of  this  bar  and 
its  appendages  is  thrown  on  the  hardened  east-steel  disks  «,  which  are  constantly  kept  supplied  with 
oil.  Both  extremities  of  the  bar  c  are  rendered  adjustable  to  the  greatest  possible  accuracy  by  means 
of  the  small  set-screws  q  q^  Figs.  1062  and  1064,  which,  by  being  tightened,  press  against  the  conical 
brass  segments,  the  upper  one  forming  part  of  the  great  base  or  floor-plate  6,  whidi  is  materially 
strengthened  by  six  strong  ribs  on  its  under  side.  The  cross-beam  g  is  well  fitted  to  the  sockets  /, 
built  into  the  wall  of  the  building,  where  they  are  bolted  by  strong  bolts.  In  the  boring-bar  a  is  a 
deep  socket  m.  Fig.  1060,  which  allows  the  bar  to  slide  up  and  down  by  means  of  the  screw  p  and 
the  nut  / ;  upon  the  lower  side  of  this  socket  is  a  flange  m,  upon  which  the  cutter-bead  or  wheel  r 
rests,  receiving  its  motion  from  the  bar  by  means  of  a  nut,  answering  both  the  purpose  of  nut  and 
key.  By  the  different  arrangements  of  the  sun-and-planet  motion  of  the  wheels  on  the  upper  part 
of  the  bar,  any  degree  of  motion  can  be  given  to  the  screw  for  the  descent  of  the  cutter-wheel. 
After  the  cylinder  has  been  once  bored  through,  the  cutter-wheel  is  raised  by  means  of  a  small  crane 
and  the  chains.  Fig.  1061 ;  and  by  the  peculiar  arrangement  of  the  nut  /  in  the  socket  m,  the  cutter- 
wheel  can  be  drawn  up  the  cylinder  without  turning  the  screw  /»,  as  it  leaves  the  nut  behind,  which  is 
afterward  screwed  up,  there  being  no  other  weight  to  raise  but  that  of  the  nut.  The  cutters  are  then 
set  afresh  to  the  new  or  flnishing  cut,  after  which  the  cylinder  may  be  considered  perfectly  true. 

The  machine  represented  by  Fig.  1065  is,  with  few  exceptions,  the  same  as  that  last  described, 
designed  for  boring  the  cylinder  ki  a  vertical  position,  whereby  numerous  advantages  are  obtained. 
The  motion  is  communicated  by  the  driving-pulley  c  to  a  bevel-pinion  working  the  bevel-wheel  d; 
the  shaft  on  which  this  wheel  is  fixed  has  on  its  opposite  end  a  worm  for  communicating  the  motion 
through  the  worm-wheel  to  the  upright  shaft  /  and  boring-bar  a,  having  on  its  circumference  the 
grooves  a'  in  which  the  cutter-head  is  movable,  sliding  up  and  down  according  to  the  progress  of  the 
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a  Boi1i»-bar. 

ft  PoanaifttkMi  or  base  plate. 

c  Boeket  Md   lower  part  of  npri^t 

ter. 
d  MoTable   ptpportt  fbr  canyliig  cjl- 

inder  to  be  bored. 


/  Sockel  far  eanring  tbe  beam  g. 
82 


r  Ooa»>beaiiL 

k  Step  or  bearing  for  driring-flhaft 
t  Drlring-ahaft 
i  Berel-wheel  and  pinkm. 
k  Driring  riggers. 
/  Keys  and  nut. 
m  Socket  apon  wbich  the  catter-wheel 


«  Screw  woridng  in  wheel  o. 

o  Screw-wheel. 

p  Screw  for  regulating  drilling*bar. 

q  Adjusting^ecrews. 

r  Boring-whoeL. 

§  Steel  dlflka  or  pimia. 

(  Stepi. 

It  He  bar. 
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work ;  kiBB.  tool-carrier  fixed  to  the  ootter-head.  The  foundation  plate  h  forms  a  bearins  for  the 
upright  shaft,  the  lower  end  of  which  rests  in  the  step^,  while  the  cylinder  /  is  secured  by  the  cUunpa 
jj  to  the  supports  1 1  fixed  to  the  foundation  plate.    These  parts  are  in  CTcry  respect  similar  to  the 


1065. 


a  Upright  boring-bw. 

b  Gutter-head  working  up  and  down 
In  the  three  Y^s  a'. 

e  Drlylng-palleyB  fixed  on  shaft  c'. 

d  Beyel-wheel  and  pinion  for  convey- 
ing the  motion  at  right  anglea. 

•  Worm-wheel. 

/  Upright  shaft  for  working  boring- 
bar. 

a  step  for  shaft. 

A  Foundation  plate  and  boring-box 
bearing  tightened  by  conical  pieces 
and  screws  A. 


I  Supports  for  carrying  the  cylinder  to 
be  Dored. 

J  Clamps  for  fixing  cylinder  to  sup- 
ports <. 

*  Tool-carrier  fixed  to  cuttrr-head. 

I  Cylinder  being  bored. 

m  Entablature  for  guiding  the  upper 
part  of  bar,  bolted  to  walls  m'  by 
Dolts  m", 

n  Back  and  pinl<ai  for  raising  the  cut- 
ter-head^ worthed  by  spur-wheels 
and  pinions  o. 

o  Bpnr- wheels  and  pinions. 


p  Internal  screw-wheel  on  the  uffa 
part  of  cutter-head  conveying  the 
self-acting  raising  motion  to  it  bv 
the  truUion-wbeel  and  spur-wheeb 
and  pinions  o. 

q  Slde-alings  which  convcr  the  etefi- 
ting  or  cut-feeding  motion  from  the 
rack  n  down  to  the  cutter-head  6. 
All  revolves  with  the  boring-bsr 
except  the  intenial  screw-wbed  or 
screwed  hoop  p,  which  is  statioo- 
ary,  being  bolted  to  the  entabla- 
ture. 


boring  machine  shown  in  Fig.  1060,  by  which  they  are  more  fully  described.  Two  strong  piers  of 
masonry  m'  support  the  entablature  m  (for  carrying  the  self-acting  apparatus  for  raising  and  lower- 
ing the  cutter-bead  b\  to  which  it  is  bolted  by  strong  holding-down  bolts  m".  This  apparatus  con- 
sists of  a  rack  n  worked  by  a  pinion,  the  motion  being  transmitted  from  a  trullion-wheel  through  two 
spur-wheels  and  pinions  o.  The  whole  of  this  upper  machinery  revolves  with  the  boring-bar,  with 
the  exception  of  the  internal  wheel  or  screwed  hoop  p;  the  consequence  of  which  is,  the  small  trul- 
lion-wheel is  made  to  turn  on  its  axis  by  the  thread  of  the  wheel  p  in  which  it  works,  and  thereby 
ultimately  raises  the  cutter-head  6,  the  two  side-slings  connecting  it  to  the  upper  frame  g\  to  whidi 
is  fixed  the  rack  n.  This  machine  was  made  for  the  purpose  of  boring  large  cylinders,  10  feet  in 
diameter. 

For  boring  in  the  lathe,  and  for  power  required  for  boring  machinery,  see  Lathe. 

n.  Fob  Wood. — Boring  Machines, — ^The  distinction  previously  noted  between  boring  and  drilling 
is  not  followed  with  reference  to  this  class  of  wood-working  machines,  the  operation  being  always 
termed  boring.  In  the  designing  and  arrangement  of  such  machines,  the  main  object  to  be  observed 
is  adjustment  of  the  material  or  of  the  augers  so  that  they  can  be  brought  to  different  positions 
with  the  least  expenditure  of  time  and  effort.  To  consider  the  matter  in  a  general  way,  we  will 
^assume  that  a  compound  movement  is  required,  transverse  to  and  longitudinally  with  the  timber. 
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The  longitudinal  movement,  being  of  long  and  indefinite  range,  is  best  accomplished  bj  moying  the 
material ;  the  transverse  movement,  on  the  contrary,  being  short  and  less  used,  is  best  accomplished 
by  a  lateral  adjustment  of  the  spindle.  The  longitudinal  adjustment,  having  to  carry  the  weight 
of  the  material,  must  be  accom- 

plish«i  for  the  heavier  class  of  ^^^' 

work  by  mechanism  that  will  in- 
crease the  power  of  the  operator 
and  diminish  the  motion  so  as  to 
secure  accurate  adjustment.  The 
lateral  adjustment  of  the  boring 
tools  should  also  be  done  by  hand, 
as  no  special  power  is  needed  to 
perform  it.  For  machines  that 
are  arranged  to  bore  holes  on 
one  line  only,  the  lateral  motion 
of  the  spindle  becomes  simply 
an  adjustment,  as  distinguished 
from  a  continuous  movement  at 
will.  The  spindle  or  table,  when 
**8et,^'  remains  fixed  during  the 
time  of  boring  the  holes  in  one 
line.*  Boring  machines  to  oper- 
ate screw-bits  should  run  at  from 
1,000  to  2,000  revolutions  per 
minute,  according  to  the  kind  of 
wood  or  the  size  of  the  bits  used. 

In  Fig.  1066  is  shown  a  wood- 
boring  machine  of  English  con- 
struction. A  is  the  driving-pul- 
ley, which  rotates  the  auger-spin- 
dle B  by  means  of  the  bevel- 
gears.  The  spindle  is  fed  by 
hand  by  depressing  the  lever  (/, 
the  link  D  being  provided  to  af- 
ford a  true  vertical  motion  to 
the  spindle.  ^  is  a  weight  to 
ooonterbalance  the  weight  of  the 
handle  C.  The  head  carrying  the 
spindle  and  hand-lever  traverses  the  slide  shown  by  operating  the  hand-wheel  W,  The  table  sup- 
porting the  work  travels  upon  the  wheels,  to  facilitate  the  movement  and  adjustment  of  the  work. 

The  horizontal  boring  machine  shown  in  Fig.  1067  is  of  American  design.    The  spindle  A  passeft 


1067. 


and  slides  thromgfa  the  driving-pulley  B.    The  forward  spindle-bearing  C  traverses  in  a  guide-slot 
provided  in  the  frame,  and  thus  follows  the  movement  of  the  spindle,  affording  it  at  all  times  equal 

*  J.  Bieharda'a  "« Wood-woiUng  Maehlnes.'' 
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bearing  support  The  spindle-feed  is  obtained  by  depressing  the  lever  D,  which  operates  the  arm, 
the  latter  being  attached  to  the  link  F,  which  is  pivoted  at  the  end  to  the  bearing  C.  The  table  is 
adjustable  forheight  by  means  of  the  hand-wheel  Wy  which  acts  as  a  nut  upon  the  table-spindle, 
the  latter  having  a  feather-way  to  prevent  its  rotating  with  the  wheel    The  spindle  has  two  speeds, 

as  shown  by  the  stepped  pulleys.    The 
^^^^  gauge  O  can  be  plaoeld  before  or  behind 

the  work,  as  circumstances  may  render 
most  desirable. 

Fig.  1068  represents  a  radial  horizon- 
tal car-boring  machine,  designed  by  J.  A. 
Fay  &  Co.  particularly  for  car  and  bridge 
work,  and  for  straight,  angle,  and  eoid 
boring.    It  is  well  known  in  car  shops 
that  the  holes  in  truck  and  body  bolsters 
for  the  truss-rods  are  among  the  most 
difficult  to  be  bored.    This  machine  will 
bore  straight  or  angle  holes  without  mov- 
ing  the  timber,  all  the  necessary  adjust- 
ments being  made  with  the  head  and  spm- 
dle  carriage.    The  boring-spindle  has  a 
horizontal  movement  of  24  inches,  allow- 
ing holes  to  be  bored  to  that  depth.  The 
I    head  or  carriage  has  a  horizontal  mo^e- 
I    ment  in  planed  sides  in  the  frame,  which 
I    permits  it  to  be  brought  close  up  to  the 
stuff  when  doing  angle-work.    The  hesd 
)    is  nused  and  lowered  by  a  hand-wheel, 
geared  to  a  screw  of  coarse  pitch,  by 
which  means  the  auger  is  brou^t  to  the 
^    exact  point  desired  without  changing  the 
position  of  the  timber.    The  belt  is  kept 
at  the  proper  tension  by  means  of  a 
weighted  pulley  hung  in  a  slack  loop  of  the  belt,  which  allows  the  boring-arbor  to  be  moved  either 
up  or  down,  or  to  any  angle  desired. 

Power  Beauired  for  Wood-boring  Machines, — In  drilling  timber  with  holes  from  two-fifths  of  an 
inch  to  4  indies  diameter,  and  of  depths  up  to  6  inches,  Dr.  Hartig's  experiments  give  the  foUowing 
values  for  P  (power  required),  the  symbol  d  representing  diameter  of  hole  in  inches,  and  g  denoting 
the  volume  of  material  reduced  to  shavings  in  cubic  inches  per  hour : 

/  .000666\ 

For  drilling  pine,  P  =  q  (0.000126  +  — ^ — )• 

For  drilling  alder,  P=  q  (o.O(mi2  -H  •?21i??V 

For  drilling  white  beech,  P=g  (o.008442  +  '.^^^V 

For  example,  if  we  suppose  the  case  of  a  machine  employed  in  drilling  2-inch  holes  in  white  beedi, 
and  suppose  1,220  cubic  inches  of  timber  to  be  drilled  away  per  hour,  then  the  value  of  P  will 

=  1220  (0.003442  +  •22y??^  =  1220  X  0.0041896  =  6.11  H.P. 

If,  then,  such  a  machine  requires  0.22  horse-power  to  drive  it  when  empty,  the  total  driving  power 
required  when  doing  the  above  work  will  be  6.11  +  .22  =  6.88  horse-power.  Dr.  Hartig  gives  this 
example  as  illustrating  the  mistake  frequently  made  in  estimating  the  power  required  to  drive  tools ; 
it  being,  as  he  remarks,  not  uncommon  to  find  about  1^  horse-power  allowed  for  driving  a  wood- 
boring  machine  of  the  size  above  dealt  with,  while  at  the  same  time  a  large  and  heavy  planing  ma^ 
chine  for  iron  will  be  allowed  perhaps  6  horse-power,  although  in  the  latter  case  it  is  but  rarely  that 
more  than  1  horse-power  will  be  necessary,*  J.  R.  (in  part). 

DRILLS,  GRAIN.    Sec  Agricultural  Machinery. 

DRILLS,  METAL-BORING.  A  drill  is,  all  things  considered,  the  most  effective  tool  employed 
by  the  machinist ;  for,  while  its  cutting  edges  are  necessarily  of  decidedly  undesirable  angles  and 
form,  it  sustains  the  very  roughest  of  usage,  and  yet  will  bear  more  strain  in  proportion  to  its 
strength  than  any  other  cutting  tool.  The  reason  of  this  is  that  it  is  supported  by  the  metal  upon 
which  it  is  operating,  and  is  thus  prevented  from  springing  away  from  its  duty.  This  support  may 
be  of  two  kinds :  first,  that  due  to  the  wedge  shape  of  the  main  cutting  edges,  one  to  the  other ; 
and  second,  that  to  be  derived  from  making  the  diameter  of  the  drill  parallel  for  some  little  dis- 
tance behind  the  cutting  edges,  so  that  the  sides  of  the  drill,  by  contact  with  the  sides  of  the  bole, 
serve  to  guide  and  support  the  tool.  The  latter,  however,  only  comes  into  operation  at  and  aftcar 
such  time  as  the  drill  has  entered  the  metal  sufficiently  deep  to  form  a  recess  of  the  full  diameter  of 
the  drill.  The  support  given  to  the  drill,  in  the  instance  first  cited,  arises  from  the  tendency  of 
either  of  the  cutting  edges  to  spring  away  from  the  cut,  which  is,  of  course,  counterbalanced  by  the 
opposite  cutting  edge  having  the  same  tendency,  but  in  an  opposite  direction,  so  that  between  the 

*  See  BngineeHng,  zrlU.,  98Set§eq. 
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two  the  drill  is  held  to  &  central  position ;  and  also  from  the  tendency  of  the  drill-point  to  force 
itself  forward  (by  reason  of  the  pressure  behind  it)  as  far  into  the  cone  formed  by  the  end  of  the 
bole  as  possible,  as  the  end  of  the  hole  and  the  cutting  end  of  the  drill  are  two  cones,  one  being 
forced  into  the  other.  In  a  drill  properly  ground  (that  is,  having  its  cutting  edges  at  an  equal  angle 
to  the  centre  line  of  the  length  of  the  drill,  and  of  an  equal  length  from  the  cenlre  of  the  drill 
or  point  of  junction  of  the  cutting  edges),  both  the  cutting  edges  and  the  sides  of  the  drill  act  as 
8up]>ort8  and  guides,  tending  to  sustain  it  under  the  strain  and  keep  it  true.  If,  however,  the  drill 
is  not  ground  true,  the  strain  upon  it  becomes  very  great,  because  the  whole  force  of  the  cut  is  then 
placed  upon  one  cutting  edge  only,  and  is  continuously  tending  to  thrust  the  point  of  the  drill  out- 
ward from  the  centre  of  the  hole  being  drilled,  hence  forming  a  hole  larger  in  diameter  than  the 
euttmg  part  of  the  drill— that  is  to  say,  a  hole  whose  diameter  will  be  twice  that  of  the  radius  of 
the  longest  cutting  edge  of  the  drill,  measured  from  the  centre  line  of  the  length  of  the  drill.  If, 
under  such  conditions,  one  side  of  the  drill  bears  against  the  sides  of  the  hole,  as  shown  in  Fig. 
1069,  B  being  the  metal  and  A  the  drill,  there  will  be  created  two  opposing  forces,  independent  of 
the  strain  necessary  to  sever  the  metal :  one  being  the  endeavor  of  the  point  of  the  drill  to  keep  to 
the  centre  of  the  hole,  because  of  the  conical  shape  of  the  end  of  the  hole  and  point  of  the  drill ; 
and  the  other  being  the  endeavor  of  the  cutting  edge  to  force  the  drill  to  one  side  and  the  pdnt  of 
the  drill  out  of  the  centre  of  the  hole.  And  as  the  pressure  of  the  side  of  the  drill  against  the  side 
of  the  hole  will  tend  to  force  the  drill  to  revolve  true  with  that  side  of  the  drill,  so  that  the  point 
of  the  drill  will  revolve  in  a  circle  and  not  upon  its  own  axis,  the  result  will  be  a  hole  neither  round, 
straight,  nor  of  any  definite  diameter,  as  compared  to  the  diameter  of  the  drill.  Drills  that  are  a 
trifle  too  small  for  the  required  size  are  sometimes  purposely  ground  a  little  out  of  true,  so  as  to 
cause  the  hole  to  be  larger  than  the  drill ;  but  the  action  of  sudi  drills  is  distorted,  and  it  is  impos- 
sible to  estimate  exactly  how  much  deviation  is  necessary  to  the  required  increase  of  diameter  of  the 
hole.  Part  of  the  power  driving  the  drill  is  lost,  the  loss  being  due  to  the  presence  of  the  above 
opposing  forces ;  and  the  drilling  operation  is  slow  by  reason  of  only  one  edge  of  the  drill  per- 
forming  any  cutting.    Hence,  the  feed  of  the  drill  being  only  half  as  rapid  as  it  should  be,  it  is  an 
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onmeehanical  expedient  and  a  loss  of  time,  especially  if  the  hole  is  to  be  drilled  clear  throu^  the 
metal ;  for  in  that  case,  as  soon  as  the  point  of  the  drill  emerges  throuj^  the  metal,  and  is  there- 
fore released  from  its  influence,  the  cutting  edges  will  gradually  adjust  themselves  to  the  hole,  and 
form  the  remainder  of  the  hole  to  the  size  of  the  diameter  of  the  drill,  the  hole,  when  finished,  ap- 
pearing as  in  Fig.  1070.  Thus  the  end  A  of  the  hole  will  require  to  be  filed  out,  entailing  in  idl 
more  loss  of  time  than  would  be  required  to  make  a  drill  of  the  proper  diameter. 

The  importance,  th^  of  taking  especial  pains  to  grind  a  drill  true  being  apparent,  we  may  next 
eonskler  how  thick  the  point  of  the  drill  should  be.  It  is  here  that  the  main  defect  of  the  drill  as  a 
catting  tool  lies ;  for  it  is  impossible  to  make  the  cutting  edge  across  the  centre  of  the  drill  (that  is, 
the  cutting  edge  across  the  thickness  of  the  drill,  oonnecting  the  cutting  edge  of  one  side  of  the 
drill  to  the  catting  edge  of  the  other  side,  as  shown  at  ^  in  Fig.  1071)  sufficiently  keen  to  enable  it 
to  enter  the  metal  easily,  without  grinding  the  angles  of  the  two  cutting  edges  very  acute,  as  shown 
in  the  edge  view  of  Fig.  1071  by  the  dotted  lines,  which  would  so  weaken  the  cutting  edges  as  to 
cause  them  to  break  from  the  pressure  of  even  the  lightest  feeding.  The  only  alternative,  then,  is 
to  make  the  point  of  the  drill  as  thin  as  is  compatible  with  sufficient  strength ;  and  this  will  be  found 
to  be  of  about  the  following  proportions : 


Diameter  of  Drill 

TUokneas  at  Point 

Diameter  of  Diin. 

Thickneas  at  Point 

1-8  inch. 

1-64  indi. 

5-8  inch. 

M6  inch. 

1-4     " 

1-82    - 

8-4     " 

M6    " 

8-8    « 

8-64    " 

7-8    " 

1-16    " 

1-2    " 

1-16    " 

1       « 

8-32    " 

The  flat  face  must  be  made  gradually  thicker  as  the  full  diameter  of  the  drill  is  reached.  The 
angle  at  which  to  grind  the  end  of  the  drill  is  governed  to  a  large  extent  by  the  kind  and  degree  of 
hardness  of  the  metal  to  be  drilled,  the  angle  shown  in  Fig.  1071  being  suitable  for  wrought-iron, 
•tael,  or  unusually  hard  cast-iron ;  while  for  common  cast-iron  or  brass  a  little  more  angle  may  be 
given.  But  no  definite  angle  can  be  given  for  any  metal,  because  of  the  varying  conditions  under 
which  a  drill  performs  its  duty.  From  these  considerations  we  find  that  the  effectiveness  of  a  drill 
arises  from  the  support  rendered  to  it  by  the  work,  which  more  than  compensates  for  the  want  of 
keenness  inherent  to  its  form  of  cutting  edge. 

Thus  far,  however,  we  have  been  considering  the  ordinary  flat  drill  in  its  most  simple  form.  For 
086  on  steel,  wrought-iron,  and  cast-iron,  we  may  improve  the  cutting  qualities  of  the  drill  by  bend- 
ing each  side  of  the  cutting  bevel-edges  forward,  thus  forming  what  h  termed  a  lip  drill,  as  shown 
in  Fiff.  1072.  Such  a  drill  will  cut  with  much  greater  ease  and  rapidity,  because  the  angle  of  the 
two  uoee  whose  junction  forms  a  cutting  edge  is  much  more  acute,  while  the  cutting  edge  is  at  the 
i  time  well  supported  by  the  metal  behind  it,  which  advantages  are  to  be  obtained  in  no  other  way. 
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The  Twist-Drill,  with  cutting  edges  like  those  last  described,  is  fonned  by  cutting  two  spiral  flutes 
upon  a  cylindrical  piece,  as  shown  in  Fig.  1073.  Twist-driUs  are  not  of  the  same  diameter  from  end 
to  end  of  the  twist,  but  are  slightly  taper,  diminishing  toward  the  shank  end.    The  taper  is  usually. 


1071. 


10T2. 


lom 


however,  so  slight  as  to  be  of  little  consequence  in  actual  practice.  Neither  are  twist-drills  round, 
the  diameter  being  eased  away  from  a  short  distance  behind  the  advance  or  cutting  edge  of  the  flute 
backward  to  the  next  flute,  as  in  Fig.  1074.  The  object  of  this  is  to  give  the  sides  of  the  drill  as 
much  clearance  as  possible.  The  part  of  the  circumference  from  ^1  to  ^,  on  each  ^de,  is  left  of  a  full 
circle,  which  maintains  the  diameter  of  the  drill  and  steadies  it  in  the  hole.  If,  from  excessive  duty, 
that  part  from  AtoB  should  wear  away  at  the  cutting  end  of  the  drill,  leaving  the  comer  of  the 
drill  rounded,  the  drill  must  be  ground  sufficiently  to  cut  away  entirely  the  worn  part ;  otherwise  it 
will  totally  impair  the  value  of  the  drill,  causing  it  to  grind  against  the  metal,  and  no  amount  of 
pressure  will  cause  it  to  cut.  To  give  these  drills  strength,  the  flutes  are  made  shallower  at  and 
toward  the  shank. 

The  chief  advantage  over  other  drills  possessed  by  twist-drills  is,  that  the  cuttings  can  find  free 
egress,  which  effects  a  great  saving  of  time ;  for  plain  drills  have  to  be  frequently  withdrawn  from 
the  hole  to  extract  the  cuttings,  which  would  jam  between  the  sides  of  the  hole  and  the  sides  of  the 
drill,  and  the  pressure  will  frequently  become  so  great  as  to  twist  or  break  the  shank  of  the  drfll, 
especially  in  small  holes.  In  point  of  fact,  the  advent  of  twist-drills  has  rendered  the  employment  of 
any  other  form  for  use  in  small  holes  (that  is  to  say,  from  three-eighths  of  an  inch  downwani)  unadri- 
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sable,  except  it  be  for  metal  so  hard  as  to  require  a  drill  tempered  to  suit  the  work.  The  other  advan- 
tages of  the  twist-drill  are,  that  it  always  runs  true,  requires  no  ref  orging  or  tempering,  and,  by  reason 
of  its  shape,  fits  closely  to  the  hole,  and  hence  drills  a  very  straight  and  smooth  hole.  It  is  also  not 
liable  to  be  influenced  so  much  by  an  air  or  other  hole  or  soft  spot  which  may  exist  in  the  metal 
being  drilled.  These  qualities  render  the  twist-drill  a  very  superior  tool  for  the  finer  classes  of 
work,  and  for  such  purposes  as  drilling  metal  away  to  form  a  kejrway  or  slot ;  for  in  the  latter  case 
the  holes  may  be  drilled  so  closely  together  that  they  will  run  one  into  the  other,  as  shown  in  Fig. 
1076,  A  being  the  piece  of  metal  and  ^  ^  ^  the  holes.  A  common  flat  drill  is  incapable  of  perfonn- 
ing  such  work.  The  twist-drill  will  not,  however,  in  holes  of  a  moderate  depth  (that  is  to  say,  holes 
whose  depth  is  not  more  than  four  times  their  diameter),  do  so  much  duty  in  a  given  time  as  a  com- 
mon drill,  especially  if,  in  iron  or  steel,  the  latter  be  edigbtly  lipped ;  the  reason  being  that  the  latter, 
stronger  in  proportion  to  its  diameter,  will  stand  more  strain,  and  may  therefore  be  fed  much  more 
rapidly  in  all  cases  wherein  the  depth  is  not  so  great  as  to  prevent  the  cuttings  from  finding  egress 
before  becoming  jammed  in  the  hole. 

Tpi^DriU  Grinding. —'Fig.  1076  represents  Seller's  drill-grinding  machine,  in  which  a  twist-driU 
is  shown  in  position  to  be  operated  upon.  The  end  of  the  drill  near  to  the  cutting  edges  is  held  in  a 
clamp-vise.  The  emery-wheel,  passed  back  and  forth  over  the  lip,  which  is  in  a  horizontal  position, 
grinds  it  to  a  true  line.  Then,  upon  slacking  the  clamp-vise  and  turning  the  drill  half-way  around 
by  means  of  an  index-plate  at  the  shank  end  of  the  drill,  the  other  lip  is  in  position  to  be  ground  to 
oorrespond  with  the  first.  This  principle  of  clamping  the  end  of  the  drill  for  eadi  lip  msures  abso- 
lute equality  in  the  length  and  cutting  property  of  each,  provided  the  last  pass  of  the  wheel  over  the 
two  lips  be  made  without  vertical  adjustment  of  the  emery-wheeL  The  bar  which  carries  the  sodcet 
for  holding  the  drill-shank  is  placed  at  an  angle  that  has  been  found  by  experience  to  give  the  best 
average  result  in  cast  and  wrought  iron.  The  drill  when  clamped  is  so  placed  in  regard  to  the 
emery-wheel  as  to  insure  proper  clearance  on  fly-drills.  Twist-drills  will  have  clearance  for  their  cut 
near  the  edge  of  the  drill,  but  must  be  backed  off  up  to  this  surface  by  hand  on  a  grindstone,    fig. 

1077  shows  the  position  of  the  grinding  wheel  in  referenoe  to  the  edge  of  a  fly-drill,  and  indicates 
the  method  of  obtaining  clearance.  In  setting  a  twist  or  fly  drill  in  place  in  the  clamping  jaws,  care 
must  be  taken  to  place  its  cutting  edge  as  nearly  as  possible  parallel  with  the  line  of  motion  of  the 
wheel  in  passing  back  and  forth  over  its  length,  as  is  shown  in  Fig.  1078  a  for  twist-drills,  and  F!g. 

1078  b  for  fly-drills.  Fly-drills  made  as  shown  in  Fig.  1079  cannot  be  ground  with  any  exactness; 
there  should  be  a  portion  of  the  length  of  drill  with  parallel  sides  for  some  little  distance  above  the 
lips,  as  is  shown  in  Fig.  1080.    This  condition  exists  in  twist-drills. 
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7%e  Receniering  Drill  is  represented  in  Kg.  1081.  It  is  used  for  beginning  a  small  hole  in  a  flat- 
bottomed  cylindrical  cavity,  or  else  in  rotation  with  the  common  piercing  drill  and  half-round  bit  in 
drilling  small  and  very  deep  boles  in  the  lathe. 

The  Counfomnjfc.— This  tool  is  used  for  enlarging  orifices.  Fig,  1082  represents  a  taper  counter- 
sink, such  as  is  employed  for  rivet-holes  requiring  to  be  flush  or  even  with  the  surface  of  the  riveted 
plate.  In  tempering  these  tools,  or  any  others  having  a  pin  or  projection  to  serve  as  a  guide  in  a 
hole,  the  tool  should  be  hardened  right  out  from  the  end  of  the  pin  to  about  three-eighths  of  an  faich 
above  the  cutting  edges.  Then  lower  the  temper  of  the  metal  (most  at  and  near  the  cutting  edges), 
leaving  the  pin  of  a  light  straw  color,  which  may  be  accomplished  by  pouring  a  little  oil  upon  it 
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daring  the  lowering  or  tempering  process.  The  object  of  this  is  to  preserve  it  as  much  as  possible 
from  the  wear  due  to  its  friction  against  the  sides  of  the  hole.  For  use  on  wrought-iron  and  steel, 
this  countersink  (as  also  the  pin-drill)  may  have  the  front  face  hollowed  out. 

For  use  on  holes  half  an  inch  and  less  in  diameter,  we  may  use  a  countersink  made  by  turning  up 
a  oone,  and  filing  upon  it  teeth  similar  to  those  upon  a  reamer,  as  shown  in  Fig.  1083 ;  or  we  may 
take  the  same  turned  cone  and  cut  it  away  to  half  its  diameter,  similar  to  a  half-round  bit.  Either 
of  these  countersinks  will  cut  true  and  smoothly,  oil  being  applied  when  they  are  used  upon  steel  or 
wrought-iron.  Common  drills,  groimd  to  the  requisite  angle  or  cone,  are  sometimes  used  as  counter- 
sinks, but  they  are  apt  to  cut  central  and  uneven.  For  fine  light  work  the  pin-drill,  with  its  cutting 
edges  either  at  right  angles  to  the  centre  line  of  the  pin  or  at  such  other  angle  as  may  be  required, 
forms  the  best  countersink ;  it  should,  however,  have  more  than  two  cutting  edges,  so  that  they  may 
steady  it.  Fig.  1084  presents  an  excellent  form  of  this  tool,  A  being  one  of  the  four  cutting  edges. 
It  IB  formed  by  turning  up  the  whole  body,  filing  out  the  necessary  four  spaces  between  the  cutters, 
and  backing  the  latter  off  at  the  ends  only,  so  that  the  circumferential  edges  will  not  cut,  and  henee 
the  recesses  or  countersmks  will  be  all  of  one  diameter. 
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The  Pin-Drill, — ^This  drill,  Fig.  1086,  has  a  pin  projecting  beyond  and  between  its  cntting  edges, 
as  shown,  A  A  being  the  cutting  edges.  The  use  of  this  drill  is  to  face  oif  the  metal  round  the 
outside  of  holes,  the  pin  B  fitting  mto  the  hole  so  as  to  steady  the  drill,  and  keep  it  true  with  the 
hole.  In  making  this  tool,  the  pin  B,  the  edges  (7,  and  the  ends  forming  the  cutting  edges  A  A^ 
should  be  turned  up  true  in  the  lathe ;  the  backing  off  may  then  be  filed,  leaving  the  cutting  edges 
A  A  with  the  turning  marks  barely  effaced ;  thus  they  will  be  sure  to  be  true  and  at  an  equal  hei^t 
from  the  end  of  the  pin,  so  that  both  the  cutting  edges  may  operate.  Roberts^s  pin-drill,  represented 
in  Figs.  1086  and  1087,  has  two  grooves  in  its  stock  at  an  angle  of  about  10°  with  the  axis,  and 
rather  deeper  behind  than  in  front  Two  steel  cutters  or  nearly  parallel  blades,  represented  in 
black,  are  laid  in  the  grooves.  They  are  fixed  by  the  ring  and  two  set-screws  88,  and  are  advanced, 
as  they  become  worn  away,  by  two  adjusting  screws  a  a  (one  of  which  only  is  shown)  pUoed  at  an 
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angle  of  16°  through  the  second  ring,  which  for  conv^enoe  of 
construction  is  attached  to  the  drill-shaft  just  beyond  the  square 
tang  whereby  it  is  secured  to  the  drilling  machine.  The  object  of 
this  contrivance  is  to  retain  the  dimensions  and  angles  of  the  tool. 
Stoek'CtOters, — These  cutters  are  held  in  a  stock  or  bar,  as 
shown  in  Fig.  1088,  in  which  8  is  the  stock  and  2>  the  cutter, 
secured  by  the  key  K.  It  will  be  noted  that  the  cutting  edge  S 
stands  in  the  rear  of  the  line  A,  or  fulcrum  from  which  the  springing  takes  place ;  hence,  when  the 
tool  springs,  it  will  recede  from  the  work  C,  To  avoid  springing,  and  for  very  large  holes,  the  cotter 
may  be  a  short  tool,  held  by  a  stout  cross-bar  carried  by  the  stock ;  but  in  any  event  the  cotter 
should  be  made  as  shown  above.  Cutters  of  a  standard  size,  and  intended  to  fit  the  pin-stock,  should 
be  recessed  to  fit  the  end  of  the  slot  in  the  stock.  In  making  these  cutters,  they  should  be  first 
fitted  to  the  stock,  and  then  turned  up  in  the  lathe,  using  the  stock  as  a  mandrel,  the  ends  being  then 
backed  off  to  form  the  cutting  edges. 

The  use  of  this  class  of  cutter-stock  involves  the  boring  of  a  hole  to  receive  the  pin  P.    To  avoid 
this,  the  tool  shown  in  Fig.  1089  is  employed.    It  consists  of  a  stock  A,  to  which  are  firmly  bolted 
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the  cutters  BB.  In  A  is  provided  the  hole  containing  the  spiral  spring  C,  operating  upon  the 
cylindrical  centre,  which  is  a  sliding  fit  to  the  hole,  and  the  point  of  which  is  forced  into  a  centra- 
punch  mark  made  in  the  plate  by  the  spring  C,  Thus  the  centre  D  serves  as  a  guide^  to  steady  the 
cutters  and  cause  them  to  revolve  in  a  true  circle,  so  that  the  necessity  of  first  drilling  a  hole,  as 
required  in  the  employment  of  the  form  of  stock  shown  in  Fig.  1089,  is  obviated.  The  cutters  are 
broadest  at  the  cutting  edge,  which  is  necessary  to  give  the  point  clearance  in  the  groove.  They  are 
also  made  thinner  behind  at  the  taper  part  (that  is  to  say,  the  part  projecting  below  the  «to6k)  than 
at  the  cutting  edge,  which  is  done  to  give  the  sides  clearance.  It  is  obvious  that,  with  suitable  cut- 
ters, various-sized  holes  may  be  cut  with  one  stock. 
£(p*Uilnium  7W.~Fig.  1090  is  a  section  of  McKay's  equilibrium  tool  for  drilling  and  boring  tnbe- 
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plates.  The  outer  case  is  a  hydraulic  cylinder  which  is  fitted  into  the  drilling-machine  spindle  socket ; 
it  contains  an  annular  ram  carrying  cutters,  inside  of  which  is  a  steadying  pin,  with  a  piston  at  its 
upper  end  working  in  the  cutter-ram.  The  cylinder  is  charged  with  soap  and  water,  which  forms  the 
equilibrium  medium,  and  when  the  tool  is  at  rest  the  annular  or  cutter  ram  is  kept  up  by  two  springs, 
one  on  each  side,  and  the  centre  or  steadying  pin  is  full  out.  When  at  work,  the  action  of  the  tool 
is  as  follows :  The  centre-pin  is  placed  into  a  centre-pop,  marked  out  as  the  work  to  be  done  requires ; 
immediately  the  feed  is  put  on,  ihe  tool  is  driven  on  to  the  centre-pin,  which  causes  the  fluid  to  force 
down  the  outer  ram  with  cutters ;  a  perfect  equilibrium  is  maintained  during  the  process  of  drilling 
by  the  fluid  with  which  the  tool  is  charged.  When  the  hole  is  drilled,  the  springs  draw  up  the  cutter- 
ram  and  force  out  the  centre-pin  ready  for  another  hole.  Another  form  contains  three  separate 
rams :  the  centre  ram  is  the  steadying  pin,  and  the  two  outer  ones  carry  the  cutters.  The  action  of  this 
machine  when  at  work  is  in  every  respect  similar  to  the  above,  except  that  the  cutters  are  indepen- 
dent of  each  other,  the  three  rams  being  all  in  equilibrium,  and  the  cross-bars  attached  to  springs  on 
either  aide  draw  in  the  cutters,  and  throw  out  the  steadying  pin  when  the  tool  has  completed  the  hole 
as  above  described.  Among  the  advantages  of  this  tool  are  stated  to  be  saving  of  time  and  power. 
In  drilling,  after  the  centre-pivot  is  entered  into  the  centre-pop,  no  further  attention  is  required  for 
centering,  as  the  cutters  at  once  cut  a  narrow  groove  into  the  surface  of  the  plate,  and  have  only 
the  thickness  of  the  plate  to  go  through. 

Bow-DrilU. — ^The  smallest  holes  are  those  required  in  watch-work,  and  the  general  form  of  the 
drill  is  shown  on  a  large  scale  in  Fig.  1091 ;  it  is  made  of  a  piece  of  steel  wire,  which  is  tapered  off 
at  one  end,  flattened  with  the  hammer, 
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and  then  filed  up  in  form.  The  reverse 
end  of  the  instrument  is  made  into  a 
eonical  point,  and  is  also  hardened ;  near 
this  end  is  attached  a  little  brass  sheave 
for  the  line  of  the  drill-bow,  which  in 
watchmaking  is  sometimes  a  fine  horse- 
hair, stretched  by  a  piece  of  whalebone  of  about  the  size  of  a  goose's  quill  stripped  of  its  feather. 

The  watchmaker  holds  most  of  his  works  in  the  fingers,  both  for  fear  of  crushing  them  with  the 
table-vise,  and  also  that  he  may  the  more  sensibly  feel  his  operations ;  drilling  is  likewise  performed 
by  him  in  the  same  manner.  Having  passed  the  bowstring  around  the  pulley  in  a  single  loop  (or  with 
a  romid  turn),  the  centre  of  the  drill  is  inserted  in  one  of  the  small  centre-holes  in  the  sides  of  the 
table-vise,  and  the  point  of  the  drill  is  placed  in  the  mark  or  cavity  made  in  the  work  by  the  centre- 
punch  ;  the  object  is  then  pressed  forward  with  the  right  hand,  while  the  bow  is  moved  with  the  left 

dociunakers,  and  artisans  in  worics  of  similar  scale,  fix  the  object  in  the  tail-vise,  and  use  drills 
such  as  Ilg.  1091,  but  often  larger  and  longer;  they  are  pressed  forward  by  the  chest,  which  is  de- 
fended from  injury  by  the  breastplate,  namely,  a  piece  of  wood  or  metal  about  the  size  of  the  hand, 
in  the  middle  of  which  is  a  plate  of  steel,  with  centre-holes  for  the  drill  The  breastplate  is  some- 
times strapped  round  the  waist,  but  is  more  usually  supported  with  the  left  hand,  the  fingers  of  which 
are  ready  to  catch  the  drill  should  it  accidentally  slip  out  of  the  centre.  As  the  drill  gets  larger  the 
bow  is  proportionally  increased  ui  stiffness,  and  eventually  becomes  the  half  of  a  solid  oone,  about 
an  inch  in  diameter  at  the  larger  end  and  30  inches  long ;  the  catgut  string  is  sometimes  nearly  an 
eighth  of  an  inch  in  diameter,  or  is  replaced  by  a  leather  thong.  The  string  is  attached  to  the  smaller 
end  of  the  bow  by  a  loop  and  notch,  much  the  same  as  in  the  archery-bow,  and  is  passed  through  a 
hole  at  the  larger  end,  and  made  fast  with  a  knot ;  the  surplus  length  is  wound  round  the  cane,  and 
the  cord  finally  passes  through  a  notch  at  the  end,  which  prevents  it  from  uncoiling.  The  compara- 
tive feebleness  of  the  drill-bow  limits  the  size  of  the  drills  employed  with  it  to  about  one-quarter  of 
an  Inch  in  diameter ;  but  as  some  of  the  tools  used  with  the  bow  agree  in  kind  with  those  of  much 
larger  dimensions,  it  will  be  convenient  to  consider  as  one  group  the  forms  of  the  edges  of  those  drills 
which  cut  when  moved  in  either  direction. 

Figs.  1092,  1093,  and  1094  represent,  of  their  largest  sizes,  the  usual  forms  of  drills  proper  for  the 
reciprocating  motion  of  the  drill-bow,  because,  their  cutting  edges  being  situated  on  the  line  of  the 
axis,  and  chamfered  on  each  side,  they  cut,  or  rather  9crape,  with  equal  facility  in  both  directions  of 
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motion.  Fig.  1092  is  the  ordinary  double-cutting  drill ;  the  two  facets  forming  each  edge  meet  at  an 
angle  of  about  50^  to  70**,  and  the  two  edges  forming  the  point  meet  at  about  80''  to  100  ;  but  watch- 
makers, who  constantly  employ  this  kind  of  drill,  sometimes  make  the  end  as  obtuse  as  an  angle  of 
about  120^ ;  the  point  does  not  then  protrude  through  their  thin  works  long  before  the  completion 
of  the  hole.  Fig.  1093,  with  two  circular  chamfers,  bores  cast-iron  more  rapidly  than  any  other  re- 
ciprocating drill,  but  it  requires  an  entry  to  be  first  made  with  a  pointed  drill ;  by  some,  this  kind  is 
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also  preferred  for  wrought-iron  and  steeL  The  flat-ended  drill,  Fig.  1094,  is  used  for  flattening  the 
bottoms  of  holes.  Fig.  1096  is  a  duplex  expanding  drill,  used  by  cutlers  for  inlaying  the  little  plates 
of  metal  in  knife-handles ;  the  ends  are  drawn  full  size.  Fig.  1096  is  also  a  double-cutting  drill;  tiie 
cylindrical  wire  is  filed  to  the  diametrical  line,  and  the  end  is  formed  with  two  facets.  This  tool  hts 
the  advantage  of  retaining  the  same  diameter  when  it  is  sharpened ;  it  is  sometimes  called  the  Swiss 
drill,  and  was  employed  by  M.  Le  Riviere  for  making  the  numerous  small  holes  in  the  delicate  punch- 
ing machinery  for  manufacturing  perforated  sheets  of  metal  and  pasteboard.  These  drills  are  some- 
times made  cither  semicircular  or  flat  at  the  extremity ;  they  are  commonly  employed  in  the  lathe. 
The  square  countersink,  Fig.  1097,  is  also  used  with  the  drill-bow ;  it  is  made  cylindrical,  and  pierced 
for  the  reception  of  a  small  central  pin,  after  which  it  is  sharpened  to  a  chisel-edge,  as  shown.  This 
countersink  is  in  some  measure  a  diminutive  of  the  pin-drills,  and  occasionally  circular  collars  are 
fitted  on  the  pin  for  its  temporary  enlargement,  or  around  the  larger  part  to  serve  as  a  stop,  and  lunit 
the  depth  to  which  the  countersink  is  allowed  to  penetrate,  for  inlaying  the  heads  of  screws.  The  pm 
is  removed  when  the  instrument  is  sharpened.  Steel  bows  are  also  occasionally  used ;  these  are  made 
something  like  a  fencing  foil,  but  with  a  hook  at  the  end  for  the  knot  or  loop  of  the  cord,  and  with  a 
ferrule  or  a  ratchet,  around  which  the  spare  cord  is  wound.  Some  variations  also  are  made  in  the 
sheaves  of  the  large  drills.  Sometunes  they  are  cylindrical  with  a  fillet  at  each  end ;  this  is  desirable, 
as  the  cord  necessarily  lies  on  the  sheave  at  an  angle,  in  fact  in  the  path  of  a  screw ;  it  pursues  that 
path,  and  with  the  reciprocation  of  the  drill-bow  the  cord  traverses,  or  screws  backward  and  forward 
upon  the  sheave,  but  is  prevented  from  sliding  off  by  the  fillet.  Occasionally,  indeed,  the  cylindrical 
sheave  is  cut  with  a  screw  coarse  enough  to  receive  the  cord,  which  may  then  make  three  or  four  coils 
for  increased  purchase,  and  have  its  natural  screw-like  run  without  any  fretting  whatever;  bat  this 
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is  only  desirable  when  the  holes  are  large  and  the  drill  is  almost  constantly  used,  as  it  is  tedious  to 
wind  on  the  cord  for  each  individual  hole.  The  structure  of  the  bows,  breastplates,  and  pullejs, 
although  often  varied,  is  sufficiently  familiar  to  be  understood  without  figures.  When  the  shaft  of 
the  drill  is  nooderately  long,  the  workman  can  readily  observe  if  the  drill  is  square  witii  the  work  as 
regards  the  horizontal  plane ;  and  to  remove  the  necessity  for  the  observation  of  an  assistant  as  to 
the  vertical  plane,  a  trifling  weight  is  sometimes  suspended  from  the  drill-shaft  by  a  metal  ring  or 
hook ;  the  joggling  motion  shifts  the  weight  to  the  lower  extremity :  the  tool  is  only  horizontal  when 
the  weight  remains  central. 

Drill-Stocks. — ^The  necessity  for  repeating  the  shaft  and  pulley  of  the  drill  is  avoided  by  the  employ- 
ment of  holders  of  various  kinds,  or  driU-^ks^  which  serve  to  carry  any  required  number  of  driU- 
points.  The  most  simple  of  the  drill-stocks  is  shown  in  Fig.  1098 ;  it  has  the  centre  and  pulley  of 
the  ordinary  drill,  but  the  opposite  end  is  pierced  with  a  nearly  cylindrical  hole,  just  at  tiie  inner 
extremity  of  which  a  diametrical  notch  is  filed.  The  drill  is  shown  separately  at  a ;  its  shank  b 
made  cylindrical,  or  exactly  to  fit  the  hole,  and  a  short  portion  is  nicked  down  also  to  tiie  diametiica] 
line,  so  as  to  slide  into  the  gap  in  the  drill-stock,  by  which  the  drill  is  prevented  from  revolving ;  the 
end  serves  also  as  an  abutment  whereby  it  may  be  thrust  out  with  a  lever.  Sometimes  a  diametiiod 
transverse  mortise,  narrower  than  the  hole,  is  made  through  the  drill-stock,  and  the  drill  is  nicked  in 
on  both  sides.  The  cylindrical  hole  of  Fig.  1098  should  be  continued  to  the  bottom  of  the  notch,  Hb^ 
end  of  the  drill  should  be  filed  off  obliquely,  and  it  should  be  prevented  from  rotating  by  a  pin  in- 
serted through  the  cylindrical  hole  parallel  with  the  notch ;  the  taper  end  of  the  drill  would  then 
wedge  fast  l^neath  the  pin. 

DriUs  are  also  frequently  used  in  the  •driilin ff-lathe ;  this  is  a  miniature  lathe-head,  the  frame  of 
which  is  fixed  in  the  table-vise ;  the  mandrel  is  pierced  for  the  drills,  and  has  a  pulley  for  the  bow, 
therein  resembling  Fig.  1099,  except  that  it  is  used  as  a  fixture. 
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Fig.  1099  rqjresents  one  variety  of  another  common  form  of  drill-stock,  in  which  the  revolving 
spindle  is  fitted  in  a  handle,  so  that  it  may  be  held  in  any  position,  without  the  necessity  for  the  breast- 
plate ;  the  handle  is  hollowed  out  to  serve  for  containing  the  drills,  and  is  fluted  to  assist  the  grasp. 

Fig.  1 100  represents  the  socket  of  a  "  universal  drill-stock^''*  invented  by  Sir  John  Robinson ;  it  is 
pien^  with  a  hole  as  large  as  the  largest  of  the  wires  of  which  the  drills  are  formed,  and  the  hole 
terminates  in  an  acute  hollow  cone.  The  end  of  the  drill-stock  is  tapped  with  two  holes,  placed  on  a 
diameter ;  the  one  screw,  a,  is  of  a  very  fine  thread,  and  has  at  the  end  two  shallow  diametrical 
notches ;  the  other,  6,  is  of  a  coarser  thread  and  quite  flat  at  the  extremity.  The  wire  drill  is  placed 
against  the  bottom  of  the  hole,  and  allowed  to  lean  against  the  adjusting  screw  a  ;  and  if  the  drill  be 
not  central,  this  screw  is  moved  one  or  several  quarter  turns,  until  it  is  adjusted  for  centrality,  after 
which  the  tool  is  strongly  fixed  by  the  plain  set-screw  b. 

Fig.  1101  will  serve  to  show  the  general  character  of  various  forms  of  apparatus  to  be  used  for 
sopplying  the  pressure  in  drilling  holes  with  hand-braces.  It  consists  of  a  cylindrical  bar  a,  upon 
which  the  horizontal  rectangular  rod  6  is  fitted  with  a  socket,  so  that  it  may  be  fixed  at  any  height, 
or  in  any  angular  position,  by  the  set-screw  c.  Upon  b  slides  a  socket,  whic^  is  fixed  at  all  distances 
from  a  by  its  set-screw  d;  and  lastly,  this  socket  has  a  long  vertical  screw  e,  by  which  the  brace  is 
tiimst  into  the  work.  The  object  to  be  drilled  having  been  placed  level,  either  upon  the  ground,  on 
trestles,  on  the  work-bench,  or  in  the  vise,  according  to  circumstances,  the  screws  e  and  (fare  loosened, 
and  the  brace  is  put  in  position  for  work.  The  perpendicularity  of  the  brace  is  then  examined  with 
a  plumb-line,  applied  in  two  positions  (the  eye  being  first  directed  as  it  were  along  the  north  and 
south  line,  and  then  along  the  east  and  west),  after  which  the  whole  is  made  fast  by  the  screws  e  and 
d.  One  hole  having  been  drilled,  the  socket  and  screws  present  great  facility  in  readjusting  the  in- 
strument for  subsequent  holes,  without  the  necessity  for  shifting  the  work,  which  would  generally  be 
attended  with  more  trouble  than  altering  the  drill-frame  by  its  screws.  Sometimes  the  rod  a  is  rec- 
tangular, and  extends  from  the  floor  to  the  ceiling ;  it  then  traverses  in  fixed  sockets,  the  lower  of 
whidi  has  a  set-screw  for  retaining  any  required  position.  In  the  tool  represented,  the  rod  a  termi- 
nates in  a  cast-iron  base,  by  which  it  may  be  grasped  in  the  tail-vise,  or  when  required  it  may  be  fixed 
upon  the  bench.  In  this  case  the  nut  on  a  is  unscrewed ;  the  cast-iron  plate,  when  reversed  and  placed 
on  the  bench,  serves  as  a  pedestal ;  the  stem  is  passed  through  a  hole  in  the  bench,  and  the  nut  and 
washer,  when  screwed  on  the  stem  beneath,  secure  all  vexy  strongly  together.  Even  in  establishments 
where  the  most  complete  drilUng  machines  driven  by  power  are  at  hand,  modifications  of  the  press-drill 
are  among  the  indispensable  tools ;  many  are  contrived  with  screws  and  clamps,  by  which  they  are 
attached  directly  to  such  works  as  are  siifficientiy  large  and  massive  to  serve  as  a  foundation. 

Yarions  useful  drilling  tools  for  engineering  works  are  fitted  with  left-hand  screws,  the  unwinding 
of  which  elongates  the  tools ;  so  that  for  these  instruments,  which  supply  their  own  pressure,  it  is 
only  necessary  to  find  a  solid  support  for  the  centre.  They  apply  very  readily  in  drilling  holes 
within  boxes  and  panels,  and  the  abutment  is  often  similarly  provided  by  projecting  parts  of  the 
castings ;  or  otherwise  the  fixed  support  is  derived  from  the  wall  or  ceiling,  by  aid  of  props  ar- 
ranged in  the  most  convenient  manner  that  presents  itself. 

Fig.  1102  is  the  common  brace,  which  only  differs  from  that  in  Fig.  1101  in  the  left-hand  screw; 
a  right-hand  screw  would  be  unwound  in  the  act  of  drilling  a  hole  when  the  brace  is  moved  round 
in  the  usual  direction,  which  agrees  with  the  path  of  a  left-hand  screw.  The  cutting  motion  pro- 
duces no  change  in  the  length  of  the  instrument,  and  the  screw,  bdng  held  at  rest  for  a  moment 
daring  tiie  revolution,  sets  in  the  out ;  but  toward  the  last  the  feed  is  discontinued,  as  the  elasticity 
of  the  brace  and  work  suffices  for  the  reduced  pressure  required  when  the  drill  is  nearly  through, 
and  sometimes  the  screw  is  unwound  still  more  to  reduce  it. 

The  lever-driU,  Fig.  1103,- differs  from  the  brace-drill  in  many  respects;  it  is  much  stronger,  and 
applicable  to  larger  holes ;  the  drill-socket  is  sufficiently  long  to  be  cut  into  the  left-hand  screw,  and 
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the  piece  serving  as  the  screwed  nut  is  a  loop  terminating  in  the  centre  point.  The  increased  length 
of  the  lever  gives  much  greater  purchase  than  in  the  crank-form  brace,  and  in  addition  the^  lever- 
braoe  may  be  applied  close  against  a  surface  where  the  crahk-braoe  cannot  be  turned  round ;  in  this 
\  the  lever  is  only  moved  a  half  circle  at  a  time,  and  is  then  slid  through  for  a  new  purchase,  or 


Digitized  by 


Google 


508  DRILLS,  METAL-BORTNG. 

sometimes  a  spamier  or  wrench  is  applied  directly  apon  the  square  drill-socket.  The  same  end  is 
more  conveniently  fulfilled  by  the  ratchet-driUy  Fig.  1104,  apparently  derived  from  the  last;  it  is 
made  by  cutting  ratchet-teeth  in  the  drill-shaft,  or  putting  on  the  ratchet  as  a  separate  piece,  and 
fixing  a  pawl  or  detent  to  the  handle ;  the  latter  may  then  be  moved  backward  to  gather  up  the 
teeth,  and  forward  to  thrust  round  the  tool,  with  less  delay  than  the  lever  in  Fig.  1103,  and  wiUi  the 
same  power,  the  two  being  of  equal  length.  This  tool  is  also  peculiarly  applicable  to  reaching  into 
angles  and  places  in  which  neither  the  crank-form  brace  nor  the  lever-drill  will  apply.  Fig.  1105 
is  used  for  lengthening  drills,  and  is  simply  a  bar  having  at  one  end  a  socket  for  the  drill  and  at  the 

11». 

1107. 


other  a  tang  to  fit  the  brace.  Fig.  1106,  the  rafchdJetfer,  in  part  resembles  the  ratchet-drill;  but  the 
pressure-screw  of  the  latter  instrument  must  be  sought  in  some  of  the  other  contrivances  referred  to, 
as  the  ratdiet-lever  has  simply  a  square  aperture  to  fit  on  the  tang  of  the  drill  <i,  which  latter  must 
be  pressed  forward  by  other  means.  Fig.  1107  exhibits  the  construction  of  the  ratchet-drill  more  in 
detail,  i^i^  being  the  ratchet 

In  Fig.  1108  is  shown  a  simple  form  of  breast-drill,  the  construction  of  which  is  obvious  from  the 
engraving.  Fig.  1109  represents  a  hand-drilling  machine  designed  for  attachment  to  a  wall  or  post 
A  is  the  feed-wheel,  and  B  the  crank  whereby  the  drill  is  rotated.  A  useful  combination  of  drill  and 
vise  is  shown  in  Fig.  1110.  In  Figs.  1111  and  1112  is  represented  a  simple  drill  in  which  the  spin- 
dle is  driven  by  a  pair  of  bevel-pinions ;  the  one  is  attached  to  the  axis  of  the  vertical  fly-wheel,  the 

1111.  Ilia, 


other  to  the  driU-shait,  which  is  depressed  by  a  screw  moved  bv  a 
small  hand-wheel  Sometimes,  as  in  the  lathe,  the  driUing-spindle 
revolves  without  endlong  motion,  and  the  table  is  raised  by  a  treadle 
or  by  a  hand-lever ;  but  more  generally  the  drill-shaft  is  cylind|rical 
and  revolves  in,  and  also  slides  through,  fixed  cylindrical  bearings. 
The  drill-spindle  is  then  depressed  in  a  variety  of  ways ;  sometimes  by  a  simple  lever,  at  other  times 
by  a  treadle  which  either  lowers  the  shaft  only  one  single  sweep,  or  by  a  ratdiet  that  brings  it  down 
by  several  small  successive  steps  through  a  greater  distance;  and  mostly  a  counterpoise  wei^ 
restores  the  parts  to  their  first  position  when  the  hand  or  foot  is  removed.  Friction-clutches,  trams 
of  differential  wheels,  and  other  modes,  are  also  used  in  depressing  the  drill-spindle,  or  in  elerating 
the  table  by  self-acting  motion.  Frequently  also  the  platform  admits  of  an  adjustment  independent 
of  that  of  the  spindle,  for  the  sake  of  admitting  larger  pieces ;  the  horizontal  position  of  the  platfonn 
is  then  retained  by  a  slide,  to  which  a  rack  and  pinion  movement,  or  an  elevating  screw,  is  added. 

Fig.  1118  represents  a  quick-speed  hand-drill  designed  for  light  drilling  in  wood  or  metal.  Its 
chief  parts  are  a  fly-wheel  carrying  the  Srill,  and  a  pulley  spring  and  clutch  mechanism,  all  of  whidi 
revolve  loosely  on  a  spindle  held  stationary  by  a  handle.  The  action  is  as  follows :  By  drawing 
with  one  hand  a  string  wound  around  the  drum,  the  latter  and  the  dutch,  together  with  the  fly-wbed 
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ind  drill,  are  set  in  motion  at  a  certain  speed.    At  the  same  time  the  spring  attached  to  the  dram 
is  tightened.    As  soon  as  the  tension  of  the  hand  holding  the  string  is  relaxed,  the  movement  of  the 
pollej  is  reversed,  taking  up  the  slack  at  the  same  time.    The  flyrwheel  and  the  drUl  do  not,  how- 
ever, take  part  in  the  reversal  of  the  motion,  owing  to  the  action  of 
the  dutch.    A  continuous  revolving  movement  in  one  direction  is  ^^' 

thus  insured  for  the  drill,  the  speed  varying  from  600  to  1,000  revo- 
lutions per  minute. 

DriUing  Square  ffolet, — Mr.  Julius  Hall  of  London  has  devised 
in  ingenious  method  of  drilling  a  square  hole  by  a  rotary  drill. 
For  tUs  purpose  a  three-sided  drill  is  used,  either  flat  or  flut^,  hav- 
ing  its  bottom  or  cutting  edges  perfectly  flat,  and  three  in  number, 
en^  cutting  edge  extending  from  one^f  the  outer  corners  to  the 
centre  of  the  triangle.  The  drill  is  held  in  a  specially  oonstracted 
^uck,  so  made  as  to  allow  the  tool  to  have  some  horizontal  travel,  < 
or,  in  plain  terms,  to  allow  it  to  "  wobble."  The  horizontal  travel 
or  play  is  proportionate  to  the  size  of  the  hole  to  be  drilled.  Near 
to  the  lower  end  or  cutting  edges  of  the  drill  is  fixed  rigidly  a  metal 
guide-bar  or  plate.  The  guide-bar  is  provided  with  a  square  hole 
similar  to  the  hole  it  is  required  to  drill,  the  dimensions  of  the  three 
sides  of  the  drill  being  such  that  the  distance  from  the  base  to  the 
apex  of  the  triangle  which  such  three  sides  form  is  the  same  as  of 
the  sidee  of  the  square  holes  it  is  required  to  drill.  The  method 
of  operation  is  as  follows :  The  three-sided  drill  being  fixed  in  the 
self-adjusting  chuck,  the  guide-bar  with  the  square  guide-hole  there- 
in rigidly  fixed  above  the  point  where  it  is  required  to  drill,  the 
drilling-«pindle  carrying  the  chuck-drill  is  made  to  revolve,  and  is 
screw^  or  pressed  downward,  upon  which  the  drill  works  down- 
wtrd  through  the  square  guide-hole,  and  drills  holes  similar  in  size 
tnd  form  to  that  in  the  guide.  The  triangular  drill  may  also  be 
used  in  any  ordinary  chuck,  when  the  substance  operated  upon  is  not 

very  heavy  nor  stationary ;  then,  instead  of  the  lateral  movement  of  the  drill  obtained  as  described, 
such  lateral  movement  will  be  communicated  to  the  drill  by  the  substance  operated  upon.  (See 
"  Wrinkles  and  Recipes,''  New  York,  1878,  and  SeierU\fic  American,  xxxix.,  811.)    J.  R.  (in  part). 

DRIVE-WELL.    See  Wkll-borino. 

DRTER.    See  Sugar  Machinebt. 

DRYING  MACHINE    See  Papkr-makino. 

DYNAMICS,  properly  speaking,  is  the  science  which  treats  of  forces  in  the  abstract ;  but  in  an 
extended  sense  it  is  defined  as  the  science  which  treats  of  the  movement  of  bodies,  and  of  the  laws 
of  the  forces  which  produce  the  movement.  The  latter,  however,  is  properly  the  definition  of  kinet- 
ics, but  we  shall  use  the  former  in  its  extended  sense.  This  science  was  founded  by  Galileo,  and 
had  its  birth  in  the  establishment  of  the  principle  of  accelerating  forces.  Sir  Isaac  Newton  stated 
its  fundamental  principles  in  the  form  of  three  laws : 

FiTKDAMKNTAL  Laws. — 1.  .Everv  hody  eontimtes  in  a  state  of  rest  or  of  uniform  motion  in  a  straight 
finef  unless  acted  on  by  a  force  tonieh  compels  a  change.  This  law  expresses  the  fact  that  matter  is 
inert  and  perfectly  passive ;  that  it  cannot  of  itself  change  its  position  of  rest  or  condition  of  mo- 
tion ;  and  that  every  change  is  due  to  an  adequate  cause.  It  has  been  determined  that  the  molecules 
of  a  body  may  be  in  a  state  of  rapid  motion  in  reference  to  each  other,  while  the  body  as  a  whole 
is  considered  at  re^t.  It  is  necessary,  therefore,  to  consider  the  term  body  as  applicable  to  a  mere 
particle,  unless  otherwise  stated.    By  a  particle  we  mean  the  smallest  conceivable  portion  of  a  body. 

2.  Change  of  motion  is  proportional  to  the  acting  force,  and  takes  place  in  the  direction  in  which 
the  force  acts.  The  term  motion  here  includes  all  the  elements  of  tne  body  which  enter  into  the 
motion,  and  hence  involves  both  the  mass  and  velocity ;  but  these  jointly  are  called  the  momentum  of 
the  body ;  hence  the  law  should  read :  The  change  of  momentum  of  a  body  is  proportional  to  the 
acting  force.  This  change,  then,  is  recognized  as  a  measure  of  the  cause  which  produces  the 
diange.  It  is  the  first  prindple  upon  whidi  analysis  is  founded.  If  a  body  at  rest  be  acted  upon 
by  a  single  force,  it  is  evident  that  its  line  of  motion  must  coincide  with  the  line  of  action  of  the 
force ;  but  if  a  body  be  in  motion,  a  force  which  acts  at  an  angle  with  the  line  of  motion  will  deflect 
the  body  from  that  line,  but  the  resultant  motion  will  not  generally  coincide  with  the  line  of  action 
of  the  force.  The  effect,  however,  will  be  in  the  direction  of  action,  that  is,  in  a  line  parallel  to 
the  action  of  the  force.  Thus,  if  a  body  be  moving  southerly  in  the  plane  of  a  meridian,  and  a 
force  acts  upon  it  in  a  due  easterly  direction,  the  resulting  motion  of  the  body  will  not  be  due  east, 
but  its  deviation  from  the  plane  of  the  meridian  will  be  just  as  much  to  the  east  of  that  plane 
as  if  the  body  had  been  at  rest  when  the  force  acted.  Lagrange  states  this  principle  thus :  "  If  dif- 
ferent movements  be  impressed  upon  a  body  at  the  same  time,  the  body  at  each  instant  will  be 
found  in  the  same  place  where  it  would  be  if  all  the  movements  were  combined."  Newton  by  means 
of  this  law  established  the  parallelogram  of  forces.  To  illustrate :  If  a  body  describe  the  side  of  a 
polygon  (Fig.  1114)  with  a  uniform  velocity  of  Vx  in  one  second,  and  then  be  brought  to  rest;  and 
the  side  Fa  in  the  same  time,  and  then  be  brought  to  rest ;  and  V%  and  finally  V^  in  the  same  man- 
ner ;  if  now  it  were  possible  for  these  movements  to  take  place  at  the  same  time,  the  body  would  be 
found  at  F4  at  the  end  of  one  second ;  and  if  all  these  movements  be  impressed  upon  the  body  at 
the  same  time,  it  will  move  over  the  side  V  in  one  second.  *  The  acting  force  is  the  resultant  of  all 
the  forces  acting  upon  a  body  at  any  instant.  This  law  fully  stated  would  read :  An  acting  force  is 
one  which  produces  a  change  in  the  velocity  of  a  body,  and  is  proportional  to  the  rate  of  diange  of 
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the  momentum  produced  in  the  body ;  its  effect  urill  be  parallel  to  its  line  of  action,  and  be  iDdepeo- 
dent  of  the  state  of  the  body  in  regard  to  rest  or  motion  at  the  time  of  action  of  the  force. 

8.  Adion  and  reaction  are  egtud,  but  in  eonirary  directions.  Newton  gaTe  three  illustrations  of 
this  law,  as  follows :  1.  If  one  presses  a  stone  with  his  finger,  his  finger  is  also  pressed  by  the  stone. 
2.  If  a  horse  draws  a  load,  the  horse  is  drawn  backward,  so  to  speii^,  equally  toward  the  load.  8. 
If  one  body  impinges  upon  another  and  changes  the  motion  (momcDtum)  of  the  other  body,  its  own 
motion  experiences  an  equal  change  in  the  opposite  direction.  These  illustrations,  if  unaccomptnied 
by  explanations,  are  liable  to  mislead.  Thus,  if  the  load  draws  the  horse  back  as  much  as  the  horse 
draws  the  load,  there  will  be  equilibrium,  and  no  motion  will  result  from  the  effort.  So  in 
regard  to  the  first  illustration,  the  question  arises,  how  can  a  stone  or  other  inert  body  exert  any 
force  ?  An  erroneous  view  of  the  law  will  result  if  we  consider  the  action  as  produced  by  a  single 
body,  or,  generally,  as  an  action  within  the  bodies.  The  action  is  really  between  bodies.  At  least  two 
bodies  are  always  involved  in  an  action,  and  a  force  never  acts  upon  a  single  body  only.  When  a 
ball  is  fired  from  a  gun,  the  force  of  the  powder  acts  equally  against  the  ball  and  the  gun.  Attrac* 
tion  always  exists  between  two  or  more  bodies  at  the  same  time,  and  never  acts  upon  one  body  only. 
If  the  action  of  the  force  be  in  one  direction  in  reference  to  one  body,  it  will  be  in  exactly  the  con- 
trary direction  in  reference  to  the  other  body ;  and  if  in  one  direction  it  is  called  an  aetion,  then  in 
the  opposite  direction  it  is  called  a  reaction.  Action  and  reaction  are  precisely  the  same  things  in  a 
mechanical  sense ;  they  are  simply  two  names  for  designating  the  contrary  actions  of  the  same  force. 
It  is  the  force  which  acts  equally  in  contrary  directions,  and  not  the  bodies.  Thus,  when  the  bone 
draws  a  load,  an  action  is  induced  between  the  breast  of  the  horse  and  the  collar  against  which  be 
presses,  and  to  maintain  the  pressure  the  horse  pushes  against  the  earth.    The  horse  and  load  more 
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in  one  direction,  and  the  earth  moves  a  corresponding  amount  in  the  opposite  direction ;  the  action 
and  reaction  of  the  force  between  the  horse  and  his  harness  are  equal  and  opposite ;  also  the  force 
between  the  foot  of  the  horse  and  the  earth  are  equal  and  opposite.  When  the  action  is  of  suflSdoit 
intensity  to  move  the  load  in  one  direction,  something,  though  it  be  the  earth,  must  move  in  the  other 
direction.  The  law  therefore  ought  to  read :  Every  force  acts  upon  two  or  more  bodies  at  the  same 
time,  and  its  intensity  is  equal  m  contrary  directions.  This  corresponds  to  the  great  modem  do^ 
trine  of  energy,  which  will  be  found  discussed  further  on. 

Ulusiratiom. — 1.  If  two  boats  of  equal  size,  resting  upon  still  water,  are  connected  by  a  rope,  and 
a  man  in  one  boat  pulls  on  the  rope  with  a  force  of  100  lbs.,  the  boats  will  approach  each  other  with 
equal  velocities.  And  if  a  man  in  the  other  boat  pulls  on  the  same  rope  with  a  force  of  100  lbs., 
they  will  not  approach  each  other  any  faster.  They  will  meet  at  a  point  midway  between  the  boats. 
2.  If  several  spring-balances  are  attached  end  to  end,  and  a  man  pulls  at  one  end  with  a  force  of  50 
lbs.,  each  of  the  balances  will  indicate  50  lbs.  if  tliey  are  all  accurate.  3.  If  two  men  pull  at  the  okIs 
of  a  rope  in  opposite  directions,  each  with  a  force  of  50  lbs.,  the  tension  of  the  rope  is  50  lbs.  and 
not  100  lbs. ;  for  the  action  of  one  is  the  reaction  of  the  other.  4.  If  a  ball  fired  fnnn  a  gun  were 
as  heavy  as  the  gun,  the  gun  would  fly  in  one  direction  as  fast  as  the  ball  went  in  the  opposite  direc- 
tion ;  and  if  the  ball  were  heavier  than  the  gim,  the  gun  would  be  shot  away  from  the  hall,  so  to 
speak,  instead  of  the  ball  away  from  the  gun. 

The  subject  of  motion  may  be  considered  independently  of  any  cause  produdng  it  When  thus 
treated,  it  is  called  kinenuxticsy  or  the  science  of  pure  motion. 

Velocity  is  rate  of  motion.  The  term  rate  implies  a  comparison  with  some  unit  chosen  as  a 
standard.  In  regard  to  motion,  the  unit  of  reference  is  time,  and  may  be  a  second,  minute,  boor, 
day,  year,  or  century.  In  financial  matters,  the  unit  may  be  a  dollar,  or  the  English  pound  sterling, 
as  when  we  speak  of  rate  of  interest,  rate  of  exchange ;  and  in  other  commercial  matters  we  bare 
rates  of  transportation,  etc  Velocity  is  uniform  when  the  body  passes  over  equal  successive  po^ 
tions  of  space  in  equal  times,  and  in  all  other  cases  it  is  variable.  In  the  definition  for  uniform 
velocity,  it  must  be  understood  that  the  equal  portions  of  space  may  be  chosen  arbitrarily.  In 
periodic  motion,  in  which  the  motion  is  repeated,  like  that  of  the  vibrations  of  a  pendulum,  tbe 
times  of  successive  vibrations  may  be  equal,  but  the  velocity  along  the  path  may  constantly  vary. 
If  the  velocity  be  uniform,  it  is  measured  by  the  space  over  which  the  body  moves  in  a  unit  of 
time ;  so  that  if  the  body  moves  over  the  space  (s)  in  a  given  time  (/),  we  have  for  its  velocity  (v)i 

t/  =  - ;  or  tmi/omi  velocity  i$  found  by  dividing  the  space  passed  over  by  the  time.    If  the  velocity  be 


Digitized  by 


Google 


DTTNAMICS.  611 


Ttriable,  it  is  measured  by  the  space  over  which  the  body  would  pass  in  a  unit  of  time  if  it  moved 
with  the  velocity  which  it  had  at  the  instant  considered.  Most  of  the  investigations  in  regard  to 
variable  velocity  are  best  made  by  means  of  the  calculus,  but  it  may  be  determined  to  any  degree  of 
approximation  by  finding  the  space  passed  over  in  a  very  small  portion  of  time.  We  have  generally 
variable  vdocUy  equal  to  inJinUenmal  space  divided  by  eorrenwntUnff  infinitesimal  time.  When  the 
velocity  varies  at  a  uniform  rate,  it  may  easily  be  determined  if  the  velocity  at  any  two  instants  be 
knowD.  Thus,  suppose  that  a  body  starts  from  rest,  and  moves  with  a  uniformly  increasing  velocity, 
aoqoiring  a  velocity  Vi  at  the  end  of  the  first  second  (fig.  1115);  then  will  the  velocity  at  the  end 
of  two  seconds  be  2  Vi,  at  the  end  of  three  seconds  be  8  Vi,  and  so  on;  and  hence,  at  the  end  of  t 
seconds  the  velocity  would  heivu  In  other  words,  the  velocity  at  the  end  of  a  given  number  ofsec- 
(mdt  will  equal  the  velocity  at  the  end  of  Vie  first  second  multiplied  by  the  number  of  seconds, 

Afigular  velocity  is  rate  of  angular  movement  If  the  path  of  a  body  be  a  circle  and  the  velocity 
unifonii,  the  angular  velocity  will  be  the  quotient  arising  from  dividing  the  actual  velocity  by  the 
radius  of  the  circular  path.  The  result  may  be  reduced  to  degrees  if  desirable,  but  in  this  case  it 
will  generally  be  better  to  find  it  directly  in  that  form. 

Samples. — 1.  Required  the  angular  velocity  of  the  earth  in  its  rotation  on  its  axis.  The  earth  turns 
on  its  axis  once  in  24  hours,  that  is,  in  that  time  it  turns  through  860° ;  in  qne  hour  its  angular  velocity 
is  860^+24=16°;  and  for  one  minute  it  is  16°+60=16';  and  for  one  second  it  is  15' -1-60=16  . 
2.  The  angular  velocity  of  a  fly-wheel  whose  radius  is  6  feet  is  1000°  per  second :  what  will  be  the 
actual  velocity  of  a  point  on  the  circumference  ?  The  wheel  will  turn  around  ^fiff-  =  2 J  times  in  a 
second.  The  circumference  will  be  10  x  8.1416  =  81.416  feet;  hence  the  velocity  will  be  2(  x 
81.416  =  87.26  feet  per  second. 

If  the  motion  be  not  along  a  circular  path,  and  the  velocity  is  variable,  we  must  find  the  angular 
velocity  for  an  instant.  This  is  best  done  by  the  use  of  the  odculus,  and  for  the  demonstration  the 
reader  is  referred  to  the  treatises  noted  at  the  end  of  this  article. 

AcciLERATioN  is  the  rate  of  chan^  of  velocity.  If  the  acceleration  be  increasing,  it  is  considered 
positive ;  if  decreasing,  negative.  If  the  velocity  increase  at  a  uniform  rate,  the  acceleration  will 
be  measured  by  the  increase  of  the  velocity  for  a  unit  of  time.  The  unit  is  understood  to  be  one 
second  unless  otherwise  stated.  If  the  acceleration  be  variable,  it  will  be  measured  by  the  amount 
by  which  the  velocity  would  be  increased  (or  decreased)  in  a  unit  of  time  if  the  rate  of  increase  had 
continued  the  same  as  at  the  instant  considered.  This  principle  is  fundamental  in  this  sdenoe ;  so 
much  so,  that  dynamics  has  been  defined  as  the  scienoe  of  accelerations.  To  find  the  velocity  (v) 
of  a  uniformly  accelerated  body  at  the  end  of  a  given  time  (Q)  we  have  only  to  multiply  the  time  by 
the  acceleration  (/)  for  one  second,  or  v=ft.  Example:  Required  the  velocity  of  a  body  starting 
from  rest,  which  is  uniformly  accelerated  at  the  rate  of  2  feet  per  second,  at  the  end  of  6  seconds. 
9=2  X  6=10  feet  per  second.  To  find  the  space  (s)  passed  over  in  a  given  time  (/),  multiply 
the  time  by  one-half  the  velocity  corresponding,  or  s:=\vt  Example:  Required  the  space  passed 
over  by  a  body,  which  is  uniformly  accelerated  at  the  rate  of  2  feet  per 
second,  in  6  seconds.    From  the  preceding  example  the  velocity  at  the  ^^^^* 

end  of  6  seconds  is  10  feet;  then  <  =  ^xl0x6  =  25  feet. 

Faluno  Bodiss. — Recognizing,  as  we  now  do,  that  bodies  fall  to  the 
earth  on  account  of  the  action  of  the  force  of  gravity,  and  that  within 
small  distances  from  the  surface  of  the  earth  the  force  is  constant,  we 
may  deduce  the  laws  of  falling  bodies  directly.  Galileo  rather  assumed 
thsn  demonstrated  that  Nature  would  seek  the  simplest  mode  of  action, 
and  tliat  the  simplest  law  was  that  in  which  the  variation  of  the  velocity 
is  uniform.  The  assumption  was  correct,  and  by  means  of  it  the  laws  were 
deduced.  The  principle  of  "  Attwood^s  machine  "  for  this  purpose  consists 
in  counteracting  a  portion  of  the  gravitating  power  of  a  body  by  the  gravi- 
tating power  of  a  smaller  body ;  so  that  the  absolute  velocity  and  the 
spaces  passed  through  shall  be  less  than  in  the  case  of  bodies  descending 
freely,  while,  as  the  force  is  constant,  the  same  ratio  of  progression  will 
bold  in  both  cases.  Fig.  1116  represents  the  machine,  a  a  a  is  a  triangu- 
Ur  frame  upon  three  movable  legs ;  6,  a  small  platform  suspended  from 
it  by  a  universal  joint  c  e,  and  supporting  two  upright  standards  dd,m 
which  the  axis  of  a  light  brass  wheel  e  revolves  with  very  little  friction. 
Over  a  groove  in  the  periphery  of  the  wheel  passes  a  very  light  and  pli- 
able silk  thread,  from  the  ends  of  which  hang  two  equal  weights  fg.  Into 
the  under  side  of  b  is  screwed  a  square  rod  A,  descending  to  the  floor,  to 
which  it  is  secured  in  a  perpendicular  position  by  small  pins  passing  through 
holes  in  the  claws  1 1 ;  on  the  face  of  the  rod  is  a  scale  of  inches ;  A;  is  a 
brass  guide,  fixed  at  the  upper  part  of  the  rod  A,  so  that  when  the  top  of 
the  weight  g  touches  the  lower  side  of  it,  the  under  side  of  ^  is  on  a  level 
with  the  top,  or  commencement  of  the  scale ;  /  is  a  small  stage,  movable 
along  the  rod  h,  and  having  a  hole  in  it  sufficiently  large  for  the  weight  g 
to  pass :  on  one  side  is  a  tightening-screw  m  /  n  is  another  movable  stage, 
fitted  with  a  tightening-screw  o,  as  also  a  fork  />,  turning  upon  a  hinge. 
The  experiment  is  conducted  as  follows :  A  small  circular  weight  is  placed 
upon  g^  which  is  pulled  up  to  the  top  of  the  scale,  and  the  stage  n  is 

screwed  to  the  rod  A,  on  a  level  with  the  lower  part  of  the  weight  /,  which  is  held  down  upon  it  by 
the  fork  p.  Upon  releasing  /  from  the  fork,  the  weight  g  descen(is  with  a  slow  but  gradually  accel- 
erated motion,  and  the  number  of  inches  the  weight  has  descended  at  each  successive  beat  of  a  pen- 
dulum (suspended  from  another  triangle)  is  observed  upon  the  scale ;  and  if  the  additional  weight  be 
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Budi  as  to  cause  g  to  descend  through  8  inches  in  the  first  second,  then  it  will  cause  it  to  descend 
through  1  foot  in  2  seconds,  and  through  6^  feet  in  5  seconds.  It  will  be  obserred  that  the  spaces 
▼ary  as  the  squares  of  the  times;  thus,  in  2  seconds  the  space  is  8  x  2*  =  12  inches  =  l  foot ;  m 
5  seconds  the  space  is  8  x  0'  =  70  inches  =  6^  feet  If  the  additional  weight  be  removed,  and  a 
small  bar  of  equal  weight,  but  of  a  lengtii  exceeding  the  diameter  of  the  hole  in  /,  be  pkced  upon 
^,  and  the  stage  /  be  set  at  any  division  of  the  scale  at  which  the  weight  would  arrive  at  the  end 
of  any  number  of  seconds,  the  stage  will  intercept  the  bar  in  its  descent,  and  the  weight  will  con- 
tinue to  descend  with  the  velocity  it  had  acquired  upon  reaching  I,  Thus,  if  the  velocity  at  the 
end  of  the  second  second  be  2  feet,  in  which  case  the  weight  would  have  descended  1  foot  in  that 
tune,  if  the  stage  be  set  at  1  foot  upon  the  scale,  it  will  hiteroept  the  bar  at  the  end  of  the  second 
second,  and  the  weight  g  will  move  with  a  uniform  velocity  of  2  feet  per  second  through  the  remain- 
ing portion  of  its  descent  If  it  is  required  to  illustrate  the  case  of  retarded  motion,  the  small 
circular  weight  is  placed  upon  the  weight  ^,  and  a  smaller  weight  upon  the  weight  /,  so  that  g  will 
still  descend;  but  as  soon  as  the  stage  /  intercepts  the  bar  with  the  small  weight  upon  it, /becomes 
the  heaviest,  and  g  will  descend  with  a  velocity  decreasing  as  the  squares  of  the  times,  counted  from 
the  time  of  g  passing  the  stage  /. 

By  direct  experiment  it  may  be  shown  that  the  velocity  of  a  falling  body  tn  wuuo  at  the  end  of 
one  second  is  about  82^  feet  per  second,  usually  represented  by  the  symbol  ^/  and  this  is  the  accel- 
eration required.  It  is  not,  however,  the  same  at  all  places  on  the  earth :  it  will  be  greater  at  or 
near  the  poles,  and  less  at  the  equator;  it  will  be  less  on  a  high  mountain  tbm  at  its  foot ;  it  will 
be  less  at  the  bottom  of  a  deep  mine,  if  that  point  be  below  ttie  natural  surface  of  the  earth ;  still, 
in  all  practical  cases,  it  is  so  near  82^  feet  that  this  value  may  be  used,  except  where  great  accn- 
racy  is  demanded.  This  value  of  g  corresponds  with  the  /  in  the  preceding  paragraph,  and  sub- 
stituting 82^  for  it,  we  have  «  =  82^/,  «  =  16^V^ ;  u^d  ^m  these  we  find  v  =  8  4/«  nesriy; 

2«  V* 

tr  =  — ;  «  =  ^jtt;  «  =  itr</  whidi  are  the  formulas  for  falling  bodies. 

JBkwnplm, — 1.  How  far  will  a  body  fall  in  five  seconds?  Here  we  have  «=  16tV (5)*  =  402.08 
feet  2.  What  velocity  will  a  body  acquire  in  falling  100  feet  ?  Here  we  have  v  =  V61i  x  100  = 
80  feet  nearly.  8.  What  velocity  will  a  body  acquire  that  is  falling  four  seconds?  Here  we  have 
fr  =  82ix  4  =  128f  feet 

The  law  of  ascent  is  exactly  the  reverse  of  that  of  descent.  In  the  ascent  the  velocity  will  de- 
crease uniformly.  If  a  body  be  projected  upward  with  a  given  velocity,  it  will  rise  to  the  same 
heidit  that  it  would  be  necessary  for  the  body  to  fall  in  order  to  acquire  that  velocity. 

When  the  resistance  of  the  air  is  considered,  these  formulas  are  all  modified.  The  resistance  of 
the  air  varies  nearly  as  the  square  of  the  velocity ;  so  that  when  the  velocity  is  great  the  resistance 
is  also  great,  and  the  velocity  as  a  consequence  will  be  greasy  reduced.  If  a  body  be  projected 
upward  in  Uie  air  with  a  given  velocity,  it  will  return  with  a  less  velocity.  The  resistance  acts 
against  the  velocity  in  both  the  upward  and  downward  movements,  tending  constantly  to  diminish 
it  The  acceleration  of  bodies  falling  in  the  air  is  not  therefore  uniform  in  any  case,  but  may  be 
considered  as  such  when  the  fall  is  not  more  than  200  or  800  feet.  When  the  resistance  of  the  air 
is  considered,  the  solution  of  the  problem  of  the  ascent  and  descent  of  bodies  requires  analysis  of  a 
high  order. 

FoRCX  moves  or  tends  to  move  any  body  upon  which  it  acts.  Of  its  essential  nature  we  know  nothing, 
for  it  is  unknowable.  Laplace  says :  "  The  nature  of  that  singular  modification  by  means  of  whidi 
a  body  is  transported  from  one  place  to  another  is  now,  and  always  will  be,  unknown ;  it  is  denoted 
by  the  name  of  Force."  (M6eanique  Celeste,**  p.  1.^  AH  that  we  pretend  to  know  in  regard  to  it  is 
its  laws  of  action,  and  these  must  be  learned  by  observation.  Force  may  properly  be  regarded  as 
an  action  between  bodies.  There  are  numerous  cases,  however,  in  which  the  action  upon  one  body 
only  is  considered.  Thus,  when  a  projectile  is  fired  from  a  gun,  it  is  not  generally  necessaiy  to  con- 
sider the  motion  of  the  gun,  but  that  of  the  ball  only.  In  considering  the  attraction  of  the  sun 
upon  the  planets,  it  is  not  necessary  to  consider  the  effect  of  the  attraction  of  the  planets  upon 
the  sun ;  for  that  body  is  so  large  compared  with  any  one  or  even  with  all  of  the  planets,  tnat 
their  combined  effect  is  scarcely  appreciable.  A  force,  strictly  speaking,  is  always  balanced,  ^r  its 
intensity  is  equal  in  contrary  directions.  Still  we  often  see  the  expression  ^  unbalanced  force.** 
This  is  correct  only  when  used  in  reference  to  its  action  upon  a  single  body.  The  term  force  has  many 
different  names,  such  as  attractive  force,  repulsive  force,  central  force,  centrifugal  force,  chemical 
force,  force  of  electricity,  etc  ;  but  these  only  define  the  mode  or  character  of  its  action.  The  inten- 
sity of  a  force  is  measured  by  pounds  or  their  equivalent  in  EngUsh  units,  by  kilogrammes  or  their 
equivalent  in  French  units,  etc.  Any  effect  produced  by  a  force,  or  any  expression  into  which  force 
enters,  which  cannot  be  measured  by  pounds  or  their  equivalent,  is  not  properly  force.  In  this 
sense  such  expressions  as  force  of  momentum,  force  of  via  viva,  force  of  wori^  etc.,  are  uiproper.  The 
measure  of  force  here  given  is  generally  called  its  statical  measure,  but  its  value  is  the  same  whether 
it  produces  motion  or  results  only  in  pressure.  Force  may  also  be  measured  by  the  change  of  motion 
which  it  is  capable  of  producing  in  a  unit  of  time. 

Action  at  a  distance  implies  that  a  force  may  produce  an  effect  upon  a  body  at  a  distance  without 
any  medium  between  the  force  and  body.  Our  first  experience  is  opposed  to  this.  The  boy  draws 
his  sled  or  wagon  by  means  of  a  rope  extending  from  his  hand  to  &e  sled ;  a  man*s  voice  is  heard 
at  a  distance  by  means  of  the  air ;  electricity  produces  an  effect  hundreds  of  miles  distant  through 
the  medium  of  a  wire ;  and  we  are  led  to  suppose  that  a  force  cannot  act  except  through  a  medium. 
But  a  magnet  will  attract  iron  when  placed  in  the  most  perfect  vacuum,  and  hence  when  there  is  no 
apparent  medium  between  them ;  and  the  interposition  of  another  body  does  not  seem  to  prevent 
or  even  modify  its  action.    This  looks  like  action  at  a  distance.    I^ilosophera  assert  that^io  two 
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ptfticlefl  of  matter  actually  touch  each  other ;  and  if  this  be  true,  it  appears  that  all  action  is  ne- 
cessarily at  a  distance,  though  in  this  case  the  distance  would  be  inconoeivably  small.  But  this  is 
debatable  ground,  and  we  leave  it,  simply  remarking  that,  according  to  our  present  knowledge,  the 
mataal  action  of  two  bodies  implies  an  intervening  medium  of  some  kind. 

The  Lau  of  Umvenal  OravitaUon,  discovered  by  Sir  Isaac  Newton,  is  the  most  exact  and  far- 
reaching  of  all  known  laws  of  force.    This  law  is :  The  attraeium  between  twopartideB  varies  direcHy 
at  (he  produd  of  their  tnastes^  and  invendy  aa  the  equate  of 
the  didanee  between  them.    In  reference  to  one  particle,  we  mT. 

would  say  that  it  attracts  every  other  particle  with  a  loroe 
which  varies  as  its  mass  and  inversely  as  the  square  of  the 
distance  between  them,  from  which  fact  the  law  above  given 
may  be  deduced.  It  follows  from  this  law  that  the  attraction 
of  a  homogeneous  sphere  upon  a  particle  exterior  to  it  is  the 
same  as  if  the  entire  mass  were  concentrated  at  the  centre  of 
the  sphere;  and  hence  the  attraction  of  two  homogeneous 
sph^  for  each  other  varies  directly  as  the  product  of  their 
masses,  and  inversely  as  the  square  of  the  distance  between 
their  oentrea.  It  may  also  be  shown  by  this  law  that  the  at- 
traction of  a  perfectly  homogeneous  spherical  shell  is  the 
same  upon  a  particle  placed  anywhere  within  it  (Fig.  1117); 
and  from  this  result  it  is  easily  shown  that  if  the  eiurth  were 
a  homogeneous  sphere,  the  force  of  gravity  would  be  zero  at 
the  centre,  and  would  increase  directly  as  the  distance  from 
the  centre.  By  the  aid  of  this  law  the  spheroidal  form  of  the  earth  and  other  planets  is  accounted 
for;  the  form  of  the  orbits  of  the  planets  is  determined;  the  action  of  the  tides,  the  inequalities  of 
the  movements  of  the  planets  m  their  orbits,  and  many  other  interesting  phenomena  in  astronomy, 
are  explained. 

Some  forces  are  repulsive  in  their  action.  The  force  with  which  two  bodies  repel  each  other,  when 
one  is  positively  and  the  other  is  negatively  electrified,  varies  inversely  as  the  square  of  the  distance 
between  them. 

WnoHT  is  simply  a  measure  of  the  action  of  gravity  upon  the  body ;  or,  more  strictly  speaking,  it 
is  a  measure  of  the  mutual  attraction  of  the  body  and  the  earth.  It  is  found  that  if  a  body  be 
weig^  with  a  spring-balance,  it  will  weigh  less  at  the  equator  than  at  high  latitudes,  and  less  on  a 
high  mountain  than  at  its  foot ;  and  the  weight  thus  determined  shows  that  the  force  of  gravity  is 
Cerent  at  different  places.  If  the  earth  were  a  homogeneous  sphere,  the  weight  of  a  body  would 
be  the  same  at  all  points  on  its  surface ;  but  it  is  so  flattened  at  the  poles  that  the  distance  of  the 
pole  from  the  centre  is  about  18  miles  less  than  that  of  the  equator,  and  a  body  weighs  correspond- 
ingly more  at  the  poles  than  at  the  equator.  The  standard  unit  of  weight  in  England  and  in  the 
United  States  is  the  pound  avoirdupois,  and  this  is  the  weight  of  a  certain  piece  of  platinum  kept 
by  the  proper  officer  for  the  purpose  of  preserving  the  standard.  (See  Measure,  Stakdards  of.^  If 
any  body  be  weighed  by  balancing  it  on  a  beam-scale  with  standard  pounds,  the  body  will  weign  the 
same  at  all  placies,  for  the  force  of  gravity  will  act  equally  upon  both.  By  weighing  bodies  Gi  this 
manner  the  quantity  of  matter  in  a  given  body  compared  with  the  standard  becomes  known. 

Mass  is  quantity  of  matter.  This  is  one  of  the  most  absolute  quantities  used  in  mechanics.  It  is 
in  a  certain  sense  independent  of  weight,  or  volume,  or  temperature ;  for  it  is  supposed  to  remain  the 
same  whether  it  be  placed  at  the  centre  of  the  earth,  where  it  would  have  no  weight,  or  on  the  sur- 
face of  the  earth,  where  it  would  have  weight,  or  at  a  certain  point  between  the  earth  and  moon, 
where  the  attractive  forces  of  these  two  bodies  are  equal,  in  which  place  it  would  have  no  weight; 
or  whether  in  these  difPerent  places  it  should  be  contracted  or  expanded,  thus  changing  its  volume; 
or  whether  its  temperatune  should  change :  under  all  these  conditions  a  certain  mass  is  supposed  to 
be  constant.  In  measuring  it,  therefore,  such  a  method  must  be  used  as  will  give  a  constant  result. 
The  method  employed  in  mechanics  is  to  divide  the  weight  of  the  body  by  twice  the  distance  through 
whidi  the  body  would  fall  freely  in  one  second  at  the  place  where  it  was  weighed.  In  this  way  we  have : 
Weight  of  the  body  ^,  - ..     v  j 

acceLtion  of  its  fall  =  ^^^  °^  ^^  ^^  ^^^ 

the  weight  being  in  pounds  and  the  acceleration  in  feet  per  second,  for  English  measures.  Another 
way  is  to  assume  an  arbitrary  quantity  of  matter  as  the  unit  of  mass :  then  will  the  mass  of  any  other 
body  be  found  by  dividing  its  weight  by  the  weight  of  the  unit  of  mass,  both  being  weighed  at  the 
same  place. 

It  is  well  to  observe  the  perfect  coexistence  of  force  and  matter ;  we  know  nothing  of  one  without 
the  other,  and  their  separation  is  inconceivable. 

Dessitt  relates  to  the  compactness  of  matter.  In  mechanics  it  is  the  mass  of  a  unit  of  volume. 
In  physios  it  is  sometimes  used  in  the  same  sense  as  specific  gravity.  Both  are  equally  good  for 
givmg  the  idea  of  compactness.  According  to  the  former,  the  density  of  a  body  is  the  weight  of  a 
mut  of  volume  of  the  body  divided  by  the  acceleration  due  to  gravity.  For  instance,  the  weight  of  a 
cubic  foot  of  iron  is,  say,  450  lbs. ;  then  will  its  density  be  450  •*-  82^  =  14  nearly.  The  M)€cijie 
gravity  of  the  body  is  its  weight  compared  with  an  equal  volume  of  distilled  water.  A  cubic  foot  of 
distilled  water  weighs,  say,  62^  lbs. ;  and  hence  the  specific  gravity  of  the  iron  would  be  450  H-  62^ 
=  7.2.  Since  both  methods  are  used,  it  is  necessary  to  indicate  by  the  context  or  otherwise  which  is 
intended.     The  density  of  the  earth  is  very  nearly  1S\  times  that  of  distilled  water. 

Dtkamio  Miascre  of  Force. — By  the  dynamic  measure  of  force  we  mean  a  measure  of  the  inten* 
iity  of  so  much  of  the  force  acting  upon  a  body  as  is  instrumental  in  directly  producing  motion. 
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Forces  of  great  intensitj  may  act  in  contraTj  directions  upon  a  body,  thus  partially  or  whollj  neotnl- 
izing  each  other's  effects,  and  producing  little  or  no  motion.  Thus,  when  a  locomotiTe  draws  a  tnin 
of  cars,  a  portion  of  the  pulling  force  is  directly  neutralized  by  the  resistance  of  the  air,  friction  on 
the  track,  and  other  resistances  of  the  train.  If  the  pulling  force  exceeds  the  resistances,  the  excess 
will  be  the  effective  pulling  force.  When  the  resistances  equal  the  pulling  force,  the  motion  becomes 
uniform.  The  force  which  produces  motion  is  commonly  called  the  unbalanced  foret^  the  tnie  signi- 
fication of  which  has  already  been  explained.  It  is,  according  to  Newton's  second  law,  measured  bj 
the  rate  of  change  of  the  momentum.  But  the  rate  of  change  of  the  velocity  is  the  acceleration; 
hence  we  have:  Force  =  mass  x  acceleration.  This  measure  of  force  was  called  by  Gauss  "the 
absolute  measure  of  force." 

JUustration, — If  two  equal  sleds  were  connected  by  a  string,  and  a  boy  were  to  pull  on  the  first  one 
with  a  constant  force  of  10  lbs.,  what  would  be  the  tension  of  the  connecting  string,  supposing  the 
sleds  to  be  drawn  on  perfectly  smooth  ice  ?  There  being  no  f  rictional  resistance,  the  tension  wiU  be 
caused  by  moving  the  masses ;  and  since  the  force  will  be  equally  distributed  throughout  tie  masses, 
the  tension  of  the  connecting  string  will  l>e  6  lbs.  The  motion  will  be  the  same  as  if  a  poll  of  5  lbs. 
were  applied  directly  to  each  sled.  If  the  sleds  were  light,  the  acceleration  (or  speed,  as  the  boy  wonld 
say)  would  be  great ;  but  if  the  sleds  were  very  massive,  the  acceleration  would  be  sinalL  The 
lighter  the  moving  parts  of  an  engine,  the  greater  will  be  their  speed  for  a  given  steam-pressore 
when  no  work  is  being  done. 

Momentum  is  the  product  of  the  mass  of  a  body  into  its  velocity,  and  is  often  called  quantity  of 
motion.  It  is  a  measure  of  the  effect  produced  by  a  force  in  a  given  time,  aad  hence  may  properly  be 
called  a  time-effect.  If  the  force  acts  with  a  variable  intensity,  let  the  time  be  divided  into  pordons 
so  small  that  the  intensity  of  the  force  during  each  interval  of  time  may  be  considered  constant; 
then  the  momentum  will  be  the  sum  of  the  products  of  each  force  into  the  correspondbg  time. 
Momentum  is  not  a  force,  nor  the  measure  of  force.  The  unit  of  momentimi  is  the  momentum  of  a 
unit  of  mass  moving  with  a  uidt  of  velocity ;  and  in  English  measures  it  is  1  pound  of  mass  moring 
with  a  velocity  of  1  foot  per  second. 

Work  is  the  overcoming  of  a  resistance  continually  recurring  along  the  path  of  motion.  TluB 
definition  is  drawn  directly  from  the  idea  of  wprk  as  performed  by  men,  animals,  and  madiine& 
But  in  treating  of  forces  generally,  it  is  found  advisable  to  extend  this  definition  as  follows :  A  foree 
is  said  to  work  when  it  moves  its  own  point  of  application  through  space.  Thus,  if  a  man  carries  a 
weight  up  a  ladder,  he  does  a  certain  amount  of  work ;  and  if  he  drops  it  when  he  gets  to  the  top, 
gravity  will  do  just  the  same  amount  of  work  in  pulling  it  to  the  earth  agaui ;  and  when  the  body 
strikes  the  earth  and  is  brought  to  rest,  the  body  does  the  same  amount  of  work  in  tearing  up  the 
earth  that  gravity  did  in  pulling  it  down.  A  horse  does  work  as  he  draws  a  load ;  rivers  dp  work 
in  wearing  down  their  beds  and  banks ;  wind  does  work  in  blowing  dust,  driving  ships,  turning  wind- 
mills, etc. ;  electricity  does  work  in  moving  electrical  machines  (see  Electricitt)  ;  heat  does  work  in 
expanding  bodies,  causing  vapor  to  rise  in  the  air,  generating  steam,  etc.  (see  Thkbmo-Dtnamks);  m 
short,  all  the  agencies  on  the  earth  which  produce  motion  do  work,  for  the  bodies  moved  meet  with 
resistances.  Mere  motion  is  not  work ;  so  that,  if  the  planets  move  in  void  space,  they  do  no  work. 
Neither  is  mere  pressure  work ;  motion  as  well  as  pressure  is  necessary. 

In  order  to  find  a  measure  for  work,  we  observe  that  if  a  man  does  a  certain  amount  of  woik  by 
carrying  c  load  one  mile,  he  does  twice  the  work  by  carrying  it  two  miles,  and  so  on  for  any  number 
of  miles.  Similarly,  if  a  locomotive  does  a  certain  amount  of  work  in  drawing  a  train  one  mile,  it 
does  twice  the  work  in  drawing  it  two  miles,  and  so  on,  the  resistance  being  constant.  The  same  is 
true  for  any  other  power  or  agent  Hence  the  amount  of  work,  the  resistance  remaining  oonstuit, 
varies  directly  as  the  space  over  which  the  force  works.  It  is  also  evident  that  if  the  resist- 
ance be  doubled,  twice  the  work  will  be  done  in  the  same  space ;  and  if  it  be  made  threefold,  three 
times  the  work  will  be  done,  and  so  on.  Hence  the  total  work  done  varies  as  the  resistance  and 
space  jointly.  If  1/  represent  the  work,  F  the  constant  force  doing  the  work  acting  alon^  the  path 
of  motion,  and  a  the  space  over  which  i^^acts,  then  we  have,  accon&g  to  the  definiticm,  Ur=.F  xs. 
The  work  done  does  not  depend  upon  the  magnitude  of  the  load  moved,  but  upon  the  resistaDee 
overcome.  A  horse  may  do  the  same  work  in  drawing  a  small  load  over  a  rough  road  as  in  drawii^ 
a  large  load  over  a  smooth  road.  An  engine  on  an  improperly  constructed  vessel  may  do  mudi  more 
mechanical  work  in  driving  the  vessel  from  New  York  to  Liverpool  than  another  engine  on  a  larger 
but  properly  constructed  vessel  in  driving  its  vessel  the  same  distance.  The  work  done  is  indepen- 
dent of  the  time.  A  man  does  only  a  definite  amount  of  work  in  carrying  a  weight  from  the  cellar 
to  the  garret,  whether  it  be  done  in  one  minute  or  one  hour.  The  one  who  does  a  given  amount  of 
work  in  the  shortest  time  is  the  most  efficient,  and  may  be  the  most  profitable ;  but  that  inTolvet 
other  elements  than  mere  work.  If  a  boy  is  required  to  draw  all  the  water  out  of  a  cistern,  be  will, 
in  performing  the  task,  do  a  certain  amount  of  mechanical  work ;  and  the  work  will  be  done  when 
the  cistern  is  emptied,  whether  it  be  done  in  an  hour  or  a  day.  It  is  true  that  time  is  required  in 
order  to  do  work,  and  all  that  is  meant  by  work  being  independent  of  time  is,  that  the  time  is  not 
Kmited  by  the  conditions  of  the  problem.  The  unit  of  work  is  the  work  of  raising  1  pound  1  foot 
high,  and  is  called  a/oo/-/xnmJ. 

To  determine  the  work  done  by  an  animal  or  machine,  it  is  necessary  to  measure  the  force  exerted 
by  the  agent  and  the  space  through  which  it  acts.  In  many  cases  the  force  is  variable,  and  it  is  de- 
sirable to  have  an  automatic  record  of  the  force  and  the  corresponding  space.  The  force  is  measured 
by  some  kind  of  a  spring-balance,  called  a  djrnamometer  (see  Dtnamomkter),  placed  between  the 
power  and  resistance.  An  index  indicates  the  pounds  of  pull ;  and  by  having  a  piece  of  paper  pass 
under  the  end  of  the  index,  having  a  rate  of  movement  proportional  to  that  of  the  working  agent,  a 
line  may  be  traced  which  will  enable  one  to  determine  the  work  done.  For  instance,  if  the  resistance 
be  constant,  the  figure  formed  will  be  a  rectangle,  ABCB^  fig.  1118,  in  which  the  bases  will  rep- 
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resent  the  space  according  to  some  scale,  and  the  altitude  i^the  force  according  to  some  other  scale. 
But  if  the  force  is  not  constant,  a  curved  or  broken  line  will  be  traced,  Fig.  1118  a,  the  base  of 
which  will  represent  the  space,  and  the  perpendiculars  CM,  ND^  etc,  from  which  to  the  curved 


1118. 


1118  i 


line  will  represent  the  resistances  at  the  corresponding  point  of  the  path.  The  area  of  ,the  figure 
thus  found  will  represent  the  work  in  foot-pounds.  The  area  maj  be  found  to  any  degree  of  ap- 
proximation by  dividing  the  figure  into  trapezoids  so  small  that  the  portion  of  the  curved  line 
between  any  two  consecutive  ordinates  may  be  considered  as  straight.  If  the  force  acts  at  an 
angle  with  the  path  along  which  the  body  moves,  we  find  how  much  force  is  required  to  pull  the 
body  when  it  acts  parallel  to  the  path.  Let  P,  fig.  1118  b,  be  the  latter  force;  then,  to  find  the 
work  which  it  can  do,  multiply  the  force  in  pounds  by  the  space  in  feet  over  which  the  body  is 
drawn  by  this  force.  When  the  force  is  inclined  upward,  it  lifts  upon  the  body,  so  that  it  may  not 
require  as  much  to  draw  the  body  along  as  when  it  acts  horizontally.  If  we  know  the  force  and 
the  angle  at  which  it  is  inclined  upward,  we  may  find  how  much  it  lifts  upon  the  body,  and  how 
maxAk  it  pulls  along,  as  follows :  Draw  the  line  0  Fy  making  the  same  inclination  upward  as  the 
actual  force,  and  let  Oa  on  the  scale  represent  the  number  of  pounds  in  the  force.  Draw  0  b  hori- 
zontal and  a  b  vertical ;  then  will  a  h  represent  the  lift  on  the  load  and  0  6  the  horizontal  pull. 

1118  c. 
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EzampU, — Let  the  force  be  100  lbs.  pulling  upward  at 
an  angle  of  30°.  Let  0  a  =  1  inch ;  then  it  will  be  found 
that  ab  will  =  \  inch  and  0  6  =  0.86  of  an  inch,  and  the 
upward  lift  will  be  ^  of  100  =  60  lbs.,  and  the  horizon- 
tal puU  wUl  be  0.86  X  100  =  86  lbs.  If  the  lift  on  the 
load  should  reduce  the  resistance,  so  that  it  would  draw 
easier  than  before,  there  misht  be  a  gain  in  drawing  at 
an  angle  with  the  path ;  but  if  it  did  not  diminish  the  resistance,  there  would  be  a  loss.  For  if  the 
pull  be  100  lbs.  drawn  over  a  space  of  50  feet,  the  work  would  be  100  x  60  =  6,000  foot-pounds ; 
but  when  it  draws  at  an  angle  of  SO"*,  we  see  tiiat  the  horizontal  pull  is  86  lbs.,  and  the  work  will  be 
86  X  60  =  4,800  foot-pounds. 

In  machinery  the  path  described  by  a  working  point  may  be  much  longer  than  that  described  by 
the  force.  Thus,  in  a  steam-engine,  let  EF,  Fig.  1118  c,  represent  the  stroke  of  the  piston,  D  the 
centre  of  the  crank,  DB  the  length  of  the  crank,  and  F  B  F  the  circumference  described  by  the 
extremity  of  the  crank.  The  diameter  ^  ^  will  equal  the  stroke  of  the  piston.  To  find  the  work 
done  by  the  steam  in  driving  the  crank-pin  B  around  the  circumference  of  a  circle,  we  divide  the  dr- 
comference  into  small  parts,  and  draw  lines  through  the  points  of  division  perpendicular  to  the  diam- 
eter JEF.  In  passing  from  ^  to  ^,  Fig.  1118  o,  the  path  is  along  the  arc,  but  the  force  of  the  steam 
is  aloi^  CD;  and  while  the  point  is  moving  from  ^  to  J^  the  piston  will  have  moved  a  distance 
eqoal  to  CD  ;  therefore  the  work  done  by  the  steam  will  equal  the  total  steam-pressure  upon  the 
piston  multiplied  by  CD,  and  similarly  for  all  the  other  arcs.  Hence  the  total  work  done  in  driving 
the  point  B  around  a  semi-circumference  will  be  the  steam-pressure  multiplied  by  the  diameter  F  F, 
which  is  the  same  as  the  pressure  multiplied  by  the  length  of  the  stroke  of  the  piston.  Therefore,  we 
condude,  if  friction  be  discarded,  that  no  work  ia  lost  in  changing  from,  reciproeaiing  to  rotary  motum; 
and  that  the  piston,  crank,  and  fly-wheel  are  well  adapted  to  each  other  for  transmitting  work. 

Work  is  divided  into  useful  and  prejudicial.  That  is  useful  which  produces  the  thing  desired,  as 
tbo  production  of  flour  from  wheat,  the  making  of  a  tool  from  steel,  etc. ;  and  that  is  prejudicial 
which  wears  out  machinery  or  produces  damage,  as  the  friction  of  the  axles  of  machinery,  the  wear- 
ing away  of  the  beds  and  banks  of  streams,  the  wearing  out  of  the  rails  on  a  railroad,  etc.  Prejudi- 
ciai  woik  alwavs  accompanies  useful  work,  and  it  is  not  easy  to  draw  a  definite  line  between  them ; 
bat  we  know  that,  in  point  of  economy,  it  is  desirable  to  reduce  the  former  as  much  as  possible. 

When  the  motion  is  uniform,  we  know  that  the  space  over  which  a  body  moves  is  the  product  of 
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the  time  by  the  Telocity.  If,  now,  two  machines  work  at  different  rates,  the  ratio  of  work  whidi 
they  can  do  in  a  given  time  will  be  directly  as  their  Telodties.  Thus,  if  one  moves  at  the  rate  of  4 
mUes  an  hour  and  the  other  at  the  rate  of  8  miles  an  hour,  then  the  latter  goes  twice  as  fast  as  the 
former,  and  in  two  hours  it  will  go  twice  as  far,  and  so  on  for  any  number  of  hours.  Therefore,  in 
order  to  determine  the  efficiency  of  machines,  it  is  only  necessary  to  determine  their  rate  of  doing 
work.  This  is  called  mechanical  power  by  some  writers,  dynamic  effect  by  others,  and  simply  power 
by  others.  It  implies  the  ability  of  an  animal  or  machine  to  do  work  at  a  certain  rate,  and  maj 
be  called  work-rate.  Its  value  is  found  by  multiplying  the  force  in  pounds  by  the  velocity  in  feet 
per  minute.  The  unit  of  power  is  1  horse-poieery  which  is  equivalent  to  raising  83,000  lbs.  1  foot  per 
minute.  To  find  the  horse-power  of  a  machine,  find  its  mechanical  power  per  minute,  and  divide 
by  83,000. 

Examples. — 1.  A  spring-balance  being  placed  between  the  evener  and  a  plough,  it  is  observed  tbtt 
a  span  of  horses  pull  with  a  constant  force  of  200  lbs.  in  drawing  the  plough  at  the  rate  of  2  miles 
per  hour :  what  horse-power  is  expended  in  working  the  plough  ?  First  find  the  velocity  in  feet ;  it 
will  be  2  X  6,280  =  10,660  feet  per  hour,  and  10,660  +  60  =  176  feet  per  minute ;  hence  the  work 
per  minute  will  be  200  x  176  =  36,200  foot-pounds,  which,  divided  by  38,000,  gives  86,200  -^  3$,000 
=  1.06  horse-power. 

2.  A  train  of  cars  whose  weight  is  800  tons  is  drawn  at  the  rate  of  40  miles  per  hour,  if  the  fri& 
tion  of  the  train  is  8  lbs.  per  ton :  required  the  horse-power  expended  by  the  engine.  SohOion:  The 
resistance  will  be  800  x  8  =  2,400  lbs.  The  velocity  of  40  miles  per  hour  will  be  40  x  6,280  = 
211,200  feet  per  hour;  and  the  velocity  per  minute  will  be  211,200  H-  60  =  8,620  feet  The  work 
per  minnte  will  be  2,400  x  8,620  =  8,448,000  foot-pounds,  and  the  number  of  horse-power  8,448,- 
000  -f-  88,000  =  266. 

Enebot  is  a  term  used  to  express  the  amount  of  work  stored  in  a  body.  Thus,  we  speak  of  tbe 
energy  of  a  moving  body,  energy  in  steam,  solar  energy,  heat  energy,  etc  The  term  includes  all 
kinds  of  material  activities  in  nature.  Kinetic  energy  is  the  energy  of  a  moving  mass.  The  energy 
of  a  moving  body  is  equal  to  the  work  expended  in  producing  the  motion ;  the  bwiy  stores  the  energy 
as  the  motion  is  produced,  and  parts  with  it  whenever  it  meets  with  a  resistance.  The  expresaon 
|-  ifv*  is  the  measure  of  the  kinetic  energy  of  the  body,  and  equals  the  amount  of  work  which  the 
body  will  do  in  being  brought  to  rest.  This  was  formerly  called  the  living  force  by  some  writers, 
while  others  called  ifv*  the  living  force;  either  of  which  may  be  used,  provided  only  that  it  is 
always  used  in  the  same  sense  in  any  particular  problem.  It  varies  as  the  square  of  the  velocity  of 
the  moving  body.  If  a  ball  with  a  velocity  of  10  would  penetrate  the  earth  2  feet,  then  widi  a 
velocity  of  20  it  would  penetrate  4  feet,  the  resistance  being  uniform.  This  principle  at  first  v^ 
pears  paradoxical,  but  it  will  be  clear  when  it  is  observed  that,  in  order  to  produce  twice  the  velo- 
city, the  force  must  act  through  4  times  the  space.  In  the  case  of  falling  bodies,  if  the  times  are 
as  1,  2,  8,  4,  etc.,  the  velocities  will  also  be  as  1,  2,  8,  4,  etc.,  and  the  spaces  as  1,  4,  9,  16,  etc 
Hence  the  spaces  are  as  the  squares  of  the  velocities,  and  the  same  law  must  hold  in  overcoming  tbe 
velocity  by  a  constant  resistance. 

In  order  to  destroy  the  energy  of  a  body,  a  force  must  act  against  it.  If  there  were  a  hole  throng 
the  earth,  and  a  body  were  dropped  into  it,  gravity  would  constantly  pull  upon  the  body  as  it  mofied 
from  the  surface  to  the  centre,  at  which  point  the  velocity  would  be  greatest  After  the  body  passed 
the  centre  gravity  would  pull  against  it,  making  it  go  slower  and  slower ;  but  gravity  would  not  stq> 
the  body  until  it  had  opposed  the  forward  motion  of  the  latter  as  much  as  It  had  previously  ac- 
celerated the  same.  The  body  would,  therefore,  if  in  a  vacuum,  go  from  one  side  of  the  earth  to 
the  other ;  then  it  would  return,  and  thus  move  to  and  fro  like  the  oscillations  of  a  pendulum,  re- 
quiring about  42  minutes  to  go  from  surface  to  surface.  The  action  is  much  the  same  as  if  one  end 
of  a  rubber  string  were  attached  to  the  body,  and  the  other  end  fastened  at  the  centre  of  the  earth. 
The  string  would  pull  the  body  toward  the  centre  constantly,  but  with  a  diminishing  force ;  and  after 
the  body  passed  the  centre  the  string  would  pull  harder  and  harder  against  it  until  it  finally  stopped. 

Examjiee.^l,  If  a  ball  whose  weight  is  2  lbs.  have  a  velocity  of  160  feet  per  second,  how  far  wiU 
it  penetrate  the  earth  if  the  resistance  is  constant  and  equal  to  60  lbs.  ?    Here  we  have  60  x  «  = 

2 
•J—]-  (160)*,  which  reduced  gives  over  14  feet 

2.  If  a  train  of  cars  whose  weight  is  60  tons  moves  with  a  velodty  of  40  miles  per  hour,  how 
many  miles  will  it  move  before  being  brought  to  rest  by  friction,  friction  being  8  lbs.  per  ten,  no 
allowance  being  made  for  the  resistance  of  the  air  ?    In  the  solution  of  this  example  tiie  tons  should  be 

60  X  2000 
reduced  to  pounds,  and  the  velocity  to  feet  per  second;  hence  we  have  jP=  8  x  60,  M=z — r — » 

.-     40x6280.    ^  J    mu       ,«^Tr9     60  X  2000  X  40»  X  6280«      , ««« ^«^  ^    ,      _,. 

r=  -— — — -  feet  per  second.  Then,  \MV^  = ; -—  =  6,886,680  foot-pounds. 

60  X  60  ^  ^  ^  2  X  32i  X  60»  x  60«  '       *  ^^ 

Dividing  this  result  by  the  force  =  8  x  60  =  480  lbs.,  will  give  the  number  of  feet  required,  and 

that  divided  by  6,280  feet  will  give  the  number  of  miles ;  hence  we  have  — rx:;^=2.62  miles. 

^  •  480  X  6280 

The  Mechanical  Equivalent  of  Heat. — ^Energy  also  exists  in  the  motion  of  tbe  particles  of 
bodies.  Heat  is  not  a  material,  as  was  once  supposed,  but  consists  of  the  rapid  vibrations  of  Ae 
particles  of  the  body  in  which  it  exists ;  and  all  pressure,  such  as  steam-pressure,  atmospheric  pres- 
sure, and  the  pressure  between  any  two  bodies,  is  supposed  to  be  due  to  the  striking  of  parddes 
against  the  surface  pressed.  The  discovery  that  the  heat  in  a  body  is  capable  of  doing  a  definite 
amount  of  work  is  due  to  Dr.  Joule  of  England,  although  the  fact  that  heat  was  a  form  of  energy 
was  shown  previously  by  Count  Rumford,  as  early  as  the  year  1798.    He  observed  that  boring  a 
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ctniKm  with  a  blunt  tool  produced  a  high  degree  of  temperature^  and  in  one  experiment  so  much  heat 
was  generated  bj  the  friction  as  to  cause  water  to  boil.  But  Dr.  Joule,  during  the  years  from  1840 
to  1843,  by  elaborate  and  careful  experiments,  proved  that  the  amount  of  heat  in  a  body  could  be 
expressed  in  terms  of  a  certain  amount  of  work ;  and  that  the  heat  necessary  to  raise  1  pound  of 
water  V  F.  was  equivalent  to  raising  a  body  whose  weight  is  772  lbs.  through  a  vertical  height  of  1 
foot  This  quantity  of  work  is  called  the  mechanical  equivalent  of  heat,  a  term  first  introduced  by 
Dr.  Mayer  of  HeUbronn  in  the  year  1842.  Dr.  Joule  experimented  upon  difiFerent  substances  and  in 
different  ways,  but  the  results  of  the  experiments  differed  by  only  a  few  foot-pounds.  The  formula 
in  French  units  is :  The  heat  necessary  to  raise  1  kilogramme  of  water  1"  is  equivalent  to  the  work 
of  raising  424  kilogrammes  vertically  1  metre.  The  establishment  of  this  principle  led  scientists 
to  invest^te  the  matter  in  regard  to  other  agents,  such  as  electridty,  magnetism,  light,  and  every- 
thing which  in  any  way  affects  our  senses,  or  which  operates  in  the  economy  of  nature ;  and  although 
it  has  not  been  possible  to  traoe  the  energies  from  one  phase  to  another  in  such  a  manner  as  to 
measure  the  exact  equivalents,  yet  it  Is  found  that  to  produce  energy  in  any  form  there  is  a  loss  of 
energy  in  the  agent  producing  it  For  instance,  in  electric  madiines,  now  used  for  producing  light, 
the  horse-power  necessary  to  produce  a  light  equivalent  to  a  given  number  of  wax  candles  of  given 
sixe  can  be  measured.  Electricity  may  be  generated  by  the  expenditure  of  a  certain  amount  of  work, 
and  shnilarly  for  other  active  agents.  Sudi  experiments  and  extended  observation  have  led  to  the 
establishment  of  the  following 

Laws  of  the  Gonskrvation  of  Enerot. — 1.  77^  total  amount  of  energy  in  the  imiver$e  ia  conttani  ; 
from  whidi  it  follows  that  energy  is  indestructible.  2.  The  various  forme  of  energy  may  he  converted 
the  one  into  the  other.  These  laws  are  believed  to  be  as  extensive  and  as  ngidly  exact  as  the  law  of 
imiversal  gravitation.  They  are  made  the  foundation  of  many  investigations  in  modem  physics. 
According  to  them,  a  perpetual-motion  nuuihine  is  an  impossibility ;  for  the  energy  of  the  machine 
consists  of  that  which  is  put  into  it  from  an  external  source ;  in  other  words,  it  has  no  power  within 
itself  to  create  energy ;  and  hence,  if  there  is  any  external  resistance,  such  as  friction,  its  energy 
will  be  constantly  consumed  in  overcoming  that  resbtance,  and  it  will  come  to  rest  when  its  energy 
is  all  expended.  The  energy  of  the  marine  will  have  passed  into  surrounding  bodies.  In  the 
present  state  of  science,  it  is  imposdble  to  change  a  given  amount  of  heat  into  an  equivalent 
amoont  of  mechanical  work,  much  being  lost  in  the  transformation.  At  every  attempt  to  change 
energy  from  one  form  to  another,  there  appears  to  be  a  degradation  of  energy,  that  is,  a  production 
of  an  energy  of  an  inferior  form  so  call^ ;  or,  more  properly,  there  is  apparently  a  diseipation  of 
energy.  Reasoning  in  this  way,  many  modem  writers  have  predicted  that  ultimately  the  total  energy 
of  the  universe  would  become  uniformly  diffused  throughout  space  in  the  form  of  heat,  and  the 
universe  thus  become  mechanically  dead.  But  as  we  are  unable  at  present  to  include  all  the  dements 
of  the  problem,  and  much  less  to  trace  their  influence  throughout  the  circuit  of  their  action,  the 
basis  of  the  argument  is  necessarily  hypothetical.  On  the  o£er  hand,  if  we  assume  that  the  ul- 
timate condition  of  the  universe  is  that  of  perfect  elasticity,  it  is  certain  that,  if  any  amount  of 
visible  energy  is  put  into  the  universe,  that  amount  must  forever  exist ;  and  hence,  according  to  this 
hypothesis,  the  universe  can  never  become  mechanically  dead.  Energies  work  only  as  Uiey  are 
tnmsmitted  from  one  condition  to  another ;  and  to  secure  this  transmission  there  must  be  a  non- 
equilibrium  of  energies.  If  ^ere  be  an  effort  in  nature  to  produce  a  state  of  universal  equilibrium, 
its  effect  is  only  to  reduce  that  which  was  above  the  average  to  an  energy  equally  below  it,  and  that 
iHikfa  was  below  to  that  equally  above,  and  so  on ;  just  as  the  waves  of  the  sea  at  one  point  rise 
first  above  the  general  level,  and  then  below ;  or  like  the  oscillations  of  the  pendulum,  first  descend- 
ing to  the  lowest  position,  then  rising  to  the  same  height  as  before  on  the  opposite  side,  and  so  on. 
We  are  not,  however,  able  to  realize  the  condition  of  perfect  elasticity  in  physical  experiments,  and 
hence  this  reasoning  is  also  hypothetical. 

PoTEiniAL  Ekkrot  implies  a  latent  energy.  To  illustrate,  if  a  stone  rests  on  the  top  of  a  tower,  it 
has  no  energy ;  but  in  reference  to  some  point  below,  it  has  the  ability  to  do  a  certain  amount  of 
work  when  its  support  is  removed.  Similarly,  the  steam  simply  inclosed  in  a  boiler  does  no  work ; 
but  when  a  hole  is  made  in  the  boiler,  permitting  the  steam  to  escape,  it  rushes  out  and  docs  work 
in  various  ways,  and,  passing  through  an  engine,  may  be  made  to  do  mechanical  work.  An  elastic 
rod  held  in  a  bent  position  does  no  work ;  but  if  the  force  which  holds  it  be  removed,  it  will,  by 
virtue  of  the  motion  which  results,  be  capable  of  doing  work.  Potential  energy  has  no  absolute 
unit ;  its  value  is  determined  only  in  reference  to  some  fixed  condition.  Thus,  in  regard  to  the  stone 
on  the  tower,  we  say  that,  in  reference  to  a  point  10  feet  below,  its  potential  energy  will  be  10  times 
the  weight  of  the  body ;  and  if  the  point  of  reference  be  20  feet  below,  it  will  be  20  times  the 
weight,  and  so  on.  If  it  actually  falls  20  feet,  the  kinetic  energy  of  the  body  will  be  20  times  the 
weight,  so  that  all  of  the  potential  energy  will  have  been  changed  to  kinetic.  Similarly,  in  regard 
to  steam-pressure,  if  the  point  of  reference  be  that  of  atmospheric  pressure,  the  potential  energy 
will  have  one  value ;  and  if  the  reference  be  that  of  a  perfect  vacuum,  it  will  have  another  value. 
The  point  of  reference  having  been  fixed,  we  have  this  important  principle :  The  sum  of  the  potential 
and  kinetic  energies  remains  constant.  This  is  equivalent  to  saying  that  work  which  a  force  has  done 
added  to  that  which  it  is  capable  of  doing  equals  that  which  it  was  capable  of  doing  at  first.  If  the 
itone  on  the  tower  be  100  feet  from  the  ground,  its  potential  energy  will  be  100  times  its  weight ; 
but  if  it  fall  10  feet,  the  kinetic  energy  stored  in  the  body  will  equal  10  times  its  weight,  and  the 
potential  energy  in  reference  to  the  earth  90  times  its  weight,  and  therefore  both  together  will  be  100 
times  ita  weight ;  and  so  on  for  any  amount  of  fall  less  than  100  feet  If  the  tower  were  150  feet 
hi{^  the  reasoning  would  be  the  same. 

Ckxtrifuoal  and  Ckmtripetal  Forces. — The  centrifugal  forct,  in  reference  to  circular  motion,  to 
defined  as  a  force  acting  directly  away  from  the  centre,  and  centripetal  force  as  one  acting  directly 
toward  the  same  centre.    If  a  body  is  made  to  revolve  in  the  arc  of  a  <nrcle,  there  must  necessarily 
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be  a  force  applied  to  it  at  eveiy  point  of  its  path  to  deflect  it  from  a  tangent  to  the  path.  If  a  string 
be  attached  to  the  bod  j  and  to  a  fixed  point,  the  constant  pull  of  the  string  will  cause  the  body  to 
travel  in  the  arc  of  a  circle.  The  pull  of  the  string  represents  the  centripetal  force  acting  toward 
the  centre  of  the  circle.  But  if  we  examine  the  pin  to  which  the  string  is  attached  at  the  centre 
of  the  circle,  it  will  be  seen  that  the  body  is  apparently  pulling  on  this  pin.  This  is  the  centrifogal 
force,  acting  directly  away  from  the  centre.  The  two  forces  are  equal  and  directly  contrary  in  tluir 
action.  If  the  string  be  cut  at  any  point  and  forces  applied  at  each  end  where  it  is  cut,  producing 
the  same  tension  as  before,  it  will  be  observed  that  these  forces  must  be  equal  and  opposite.  The 
force  acting  upon  that  part  of  the  string  attached  to  the  body  will  pull  toward  the  centre^  and  will 
be  centripetal ;  while  the  one  acting  on  the  piece  attached  to  the  pin  at  the  centre  will  act  directly 
away  from  it,  and  will  be  the  centrifugal  force.  Like  the  action  of  a  force  between  bodies,  where 
the  action  is  upon  one  body  and  the  reaction  directly  contraiy  upon  the  other  body ;  so  here,  the  cen- 
tripetal and  centrifugal  forces  are  an  action  between  bodies,  one  of  which  acts  upon  the  revol?. 
ing  body  toward  the  centre,  the  other  upon  the  central  body  away  from  the  centre.  They  never 
exist  singly ;  one  always  accompanies  the  other.  Both  never  act  upon  the  same  body  at  the  same 
time.  When  a  boy  swings  his  sling,  he  is  conscious  of  a  pull  upon  his  hand ;  but  it  is  no  more  cor- 
rect to  say  that  the  revolving  body  pulls,  than  it  is  to  say  that  his  sled  or  wagon  pulls  on  his  band 
as  he  draws  it ;  and  it  is  just  as  proper  to  say  one  as  the  other.  In  both  cases  the  body  is  inert,  and 
the  active  agent  exists  in  the  hand,  or  even  further  back  if  we  desire  to  trace  it  In  the  case  of  t 
train  of  cars  running  around  a  curve,  the  rails  on  the  curve  force  the  train  constantly  toward  the 
centre,  and  force  is  developed  between  the  rim  of  the  wheels  and  the  rail,  which  force  acts  equally 
in  contrary  directions ;  that  acting  upon  the  wheels  toward  the  centre  is  centripetal,  and  the  other, 
acting  upon  the  rails,  is  centrifugal.  By  elevating  the  outer  rail  properly,  gravity  is  made  to  take 
the  place  of  the  centripetal  force,  and  the  resultant  pressure  may  be  directly  upon  the  face  of  the  rails. 

In  the  solar  system,  the  attraction  of  the  sun  upon  any  planet  is  the  centripetal  force  upon  that 
planet,  and  the  attraction  of  the  planet  upon  the  sun  is  the  centrifugal  force  upon  the  sun  due  to 
that  planet  The  centrifugal  force  upon  the  matter  of  the  earth  due  to  its  rotation  on  its  axis  acts 
against  gravity  at  all  places  except  at  or  near  the  poles,  thereby  making  the  matter  on  the  equator 
less  heavy  than  it  otherwise  would  be ;  and  this  causes  the  matter  to  be  elevated  at  the  equator  and 
depressed  at  the  poles,  giving  to  the  earth  a  spheroidal  form.  Bodies  on  the  equator  now  weigh  less 
than  they  otherwise  would  by  about  rl?  of  their  present  weight ;  and  if  the  earth  revolved  in  iS  of 
its  present  time,  or  in  say  1  hour  and  26  minutes,  they  would  weigh  nothing.  The  centrifugal  force 
diminishes  from  the  equator  toward  the  poles  nearly  as  the  square  of  the  sine  of  the  latitude.  The 
form  which  the  earth  ought  to  assume  for  equilibrium,  on  the  hypothesis  that  it  was  once  in  a  flud 
state,  or  that  its  density  varies  according  to  an  assumed  law  and  subjected  to  known  laws,  has  been 
the  subject  of  profound  analysis  by  sudi  mathematicians  as  Huygens,  Newton,  Laplace,  Ivory,  and 
others ;  from  which  it  appears  that  one  of  the  theoretical  forms  agrees  nearly  with  the  actual  form. 
The  forces  on  the  surface  of  the  earth  are  now  in  equilibrium,  so  that  there  is  no  more  tendency  for 
bodies  to  move  toward  the  equator  on  account  of  the  centrifugal  force  than  in  any  other  directkm. 
All  the  planets  are  known  to  be  spheroidal,  their  equatorial  diameter  being  greater  than  their  polar  ans. 

It  is  not  correct,  strictly  speaking,  to  say,  in  reference  to  the  revolving  body,  that  the  centrifugal 
force  tends  to  throw  it  away  from  the  centre ;  for  no  such  force  acts  upon  Uie  body.  If  the  ooi- 
tripetal  force  be  destroyed,  the  centrifugal  force  is  destroyed  at  the  same  time ;  and  the  body,  in 
obedience  to  the  first  law,  goes  off  on  a  tangent,  and  not  radially  outward.  But  the  expression  need 
not  be  entirely  condemned,  for  it  is  a  popular  and  convenient  term  to  express  what  appean  to  be 
true ;  just  as  we  say  "  the  sun  rises,"  to  express  an  appearance,  whereas  the  sun  in  fact  does  not  move. 
Thus,  the  oonmaon  expression,  "  The  centrifugal  force  caused  the  fly-wheel  to  burst,"  strictly  means 
that  the  arms  of  the  wheel  were  not  sufficiently  strong  to  compel  the  rim  to  move  in  a  circle,  and  in 
their  effort  to  do  it  the  arms  were  broken.  But  the  cause  of  the  breakage  is  as  well  understood 
from  the  common  expression  as  from  a  scientific  explanation  of  it 

It  is  found  that  the  centrifugal  force  varies  directly  as  the  square  of  the  velocity  and  inversely  as 
the  radius,  and  directly  as  the  mass  of  the  body ;  hence  we  have : 

Centrifugal  torce  ^  weight  x  (velodty)'. 
°  32i  X  radius 

Examples, — 1.  The  arms  of  a  fly-wheel  will  each  sustain  a  pull  of  45,000  lbs. ;  the  weight  of  the  rim 
between  two  arms  is  1,000  lbs. ;  the  radius  of  the  wheel  is  4  feet ;  and  the  wheel  makes  500  rerolo- 
tions  per  minute :  will  it  burst  on  account  of  this  velocity  ?    The  velocity  in  feet  per  second  will  be 

-  =  101  feet ;  hence  we  have : 
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ri    .  .*      w            1000x(101)«     «^^^^  «  , 

Centrifugal  force  = ^  ^  =  80,000  lbs.  nearly, 


which  is  nearly  twice  the  strength  of  the  arm ;  hence  it  would  burst. 
2.  Would  it  burst  at  800  revolutions  per  minute ?    For  this  we  find: 

Centrifugal  force  = M  Qi)   __  28,000  lbs.  nearly, 

oZ^  X  4 

which  is  a  little  more  than  one-half  the  strength  of  the  arm,  and  hence  it  would  not  burst ;  but  in 
practice  the  anns  should  be  6  or  8  times  as  strong  as  the  centrifugal  force. 

Works  for  refermce  on  dynamics  will  be  found  classified  under  Mechanios.  De  V.  W. 

DYNAMITE.    See  Explosives. 

DYNAMO-ELECTRIC  MACHINES.  Apparatus  for  the  production  and  collection  of  indiKxd 
currents  of  dynamic  electricity ;  or,  more  strictly,  for  the  transformation  of  mechanical  work  into 
electricity.    The  term  "  dynamo-electric  machine,"  while  it  may  well  include  all  apparatus  based  on 
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the  principle  outlined  below,  is  by  some  authorities  confined  to  devices  in  which  electro-magnets  are 
substituted  for  permanent  magnets,  the  term  **  magneto-electric  "  being  applied  to  contrivances  em- 
bodying the  latter.  For  the  sake  of  classification,  this  distinction  will  here  be  adopted.  The  prin^ 
dples  on  which  all  such  machines  are  constructed  may  be  summed  up  briefly.  For  more  detailed  dis- 
cussion, reference  may  be  had  to  the  various  treatises  on  electricity  noted  under  that  heading. 

If  a  magnet  be  suddenly  placed  within  a  coil  composed  of  insulated  wire,  an  induced  current  will 
be  set  up  in  the  wire  of  the  coU,  provided  its  ends  are  conductively  connected.  As  long  as  the  mag- 
net remains  at  rest,  no  induced  current  is  manifested ;  but  if  it  be  suddenly  removed,  another  induced 
current  arises  in  the  coil,  the  direction  of  which  is  opposite  to  that  of  the  former  one.  The  direction 
of  both  these  currents,  which  are  in  all  cases  opposed  to  each  other,  depends  upon  the  polarity  of 
'  the  end  of  the  magnet  which  is  turned  toward  the  coil.  By^  causing  a  magnet  and  a  coil  of  wire  alter- 
nately to  approach  and  withdraw  from  each  other  in  rapid  succession,  momentary  induced  currents, 
flowing  alternately  in  opposite  directions,  are  produced  in  the  wire.  These  currents  are,  besides,  of 
very  short  duration,  but  hi  other  respects  they  possess  all  the  qualities  of  ordinary  battery  currents. 
The  effect  is  the  same  when  the  magnet  is  made  to  revolve  in  such  a  way  that  its  poles  rapidly  pass 
the  ends  of  soft-iron  bars  surrounded  with  the  coil,  currents  being  as  before  caused  in  the  eoil ;  and, 
so  far  as  the  result  is  concerned,  it  is  immaterial  whether  the  magnet  moves  past  the  soft  iron  of  the 
coil  or  the  soft  iron  moves  past  the  magnetic  poles.  In  practice,  however,  as  the  soft-iron  bar  and 
coil  may  be  made  very  light  and  be  easily  arranged,  and  as  other  advantages  at  the  same  time  are 
secured,  this  portion  is  made  movable ;  and  hence  the  modem  dynamo-  or  magneto-electric  machine 
consists  of  a  fixed  magnet  and  a  moving  "  armature,"  this  last  name  being  applied  to  the  coil  and 
its  core. 

In  Pixii's  machine,  one  of  the  first  constructed,  a  permanent  horseshoe  magnet  placed  vertically, 
its  poles  uppermost,  was  caused  to  rotate  before  the  poles  of  an  electro-magnet  disposed  from  a 
frame  above.  At  each  semi-revolution  of  the  magnet  a  current  was  caused  in  the  wire  of  the  electro- 
magnet, which  was  alternately  direct  and  inverse.  In  order  to  change  this  alternating  current  into 
one  of  continuous  flow,  the  commutator  was  contrived.  This  device  is  one  of  the  most  important 
portions  of  all  machines  producing  alternating  currents,  and  its  construction  is  exhibited  in  Fig. 
1119.  Let  A  and  B  represent  the  halves  of  a  cylinder  completely  isolated  from  each  other  by  the 
non-conducting  material  F  O^  and  each  connected  with  the  poles  of  any  voltaic  battery.  So  long  as 
the  cylinder  remains  at  rest,  the  rubbing-pieces  or  wipers  C  and  Z>,  and  the  conductors  H  J  attached 
thereto,  will  receive  a  direct  current ;  but  when  the  cylinder  is  turned  on  its  axis,  and  at  each  semi- 
revolution,  the  current  collected  by  the  wipers  will  change,  as  already  stated,  in  direction.  If  the 
cylinder  ^  ^  be  combined  with  the  axle  of  an  induction  machine,  so  that  the  axle  or  shaft  may  turn 
with  or  without  the  cylinder,  and  if  the  semi-cylinder  A  be  connected  to  one  coll  of  the  electro- 
magnet and  the  cylinder  B  to  the  other,  exactly  the  opposite  effect  will  be  produced  to  that  which 
took  place  when  the  cylinder  was  connected  with  a  voltisiic  battery.  The  cylinder  remaining  fixed 
and  the  machine  rotating,  alternating  currents  will  be  caused  in  the  conductors  HJ;  but  when  the 
cylinder  A  B  participates  in  the  movement  of  the  machine,  the  collected  currents  will  always  be  of 
the  same  direction,  the  arrangements  being  such  that  the  current,  developed  in  the  electro-magnet 
dianges  direction  when  the  wipers  C  and  D  pass  from  one  semi-cylinder  to  another.    The  forms  and 

1119.  1120. 


combinations  of  commutators  vary  greatly,  but  the  foregoing  sums  up  their  fundamental  principle — 
namely,  to  present  the  inverse  poles  of  a  circuit  to  the  rubbing-pieces  at  each  inversion  of  the  cur- 
rent in  the  machine.  It  should  be  added  that  when  the  wipers  pass  from  one  cylinder  to  another, 
very  intense  sparks  are  often  produced,  which  rapidly  cause  the  deterioration  of  the  apparatus. 
Tliis  has  proved  the  source  of  failure  in  many  otherwise  excellently  contrived  machines,  and  to  its 
obriation  the  attention  of  inventors  is  directed. 

Magnbto-electric  Machii^es. — ^Pixii's  machine,  involving  as  it  did  a  massive  permanent  moving 
magnet,  and  hence  being  open  to  many  disadvantages,  gave  place  to  Saxton^s  machine,  in  which  a 
horizontal  electro-magnet  turned  before  the  poles  of  a  horizontal  permanent  magnet,  and  to  Clarke's 
machine,  wherein  the  same  idea  was  embodied,  the  magnet  being  placed  vertically  on  a  support  and 
the  electro-magnet  arranged  to  turn  laterally  beside  it.  Saxton's  arrangement  is  that  shown  in  Fig. 
1120.     From  the  wheel  YTa  band  is  extended  around  a  smaller  wheel  or  pulley  to  be  turned  thereby. 
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The  upper  part  of  the  pillar  P  slides  into  the  lower  part,  and  admits  of  being  fixed  higher  or  lower 
by  the  binding-screw  P,  so  as  to  tighten  the  band  as  desired.  A  U-magnet  N  is  fixed  horizontally 
with  its  two  poles  as  near  to  the  ends  of  the  armature  B  as  will  allow  the  latter  to  revoWe  without 
touching  them.  The  armature  is  made  of  a  piece  of  soft  iron,  bent  twice  at  right  angles  to  resemble 
also  the  shape  of  the  letter  U.  Around  each  of  its  legs  is  wound  a  helix  of  fine  wire  coated  with 
thread.  This  piece  of  iron,  with  its  enyironing  coils  of  insulated  wire,  is  fixed  upon  an  axis  extended 
from  the  pillar  P  to  another  pillar  erected  between  the  poles  of  the  magnet  This  axis  is  caused  to 
revolve  rapidly  by  the  band  from  the  multiplying  wheel  W. 

NiaiudeCi  Machine, — Fig.  1121  is  simply  a  multiple  Clarke  machine,  inasmuch  as  the  electro-mag- 
nets rotate  laterally  beside  and  between  the  permanent  magnets.    It  possesses  the  advantage  of 

1121. 


requiring  no  commutator  in  order  to  produce  continuous  currents.  Its  construction  is  as  follows : 
A  circular  disk  is  mounted  on  a  horizontal  axis  ;  12  bobbins  are  inserted  in  this  disk  in  such  a  waj 
as  to  resemble  the  floats  of  a  paddle-wheel.  The  bobbins  are  connected  together  like  so  numy  ele- 
ments of  a  galvanic  battery,  and  thus  they  form  one  continuous  length.  When  in  motion,  all  the 
bobbins  on  the  left  are  traversed  by  a  current  in  one  direction,  and  all  those  on  the  right  by  a  corrent 
opposite  in  direction  but  equal  in  volume  to  the  former.  The  apparatus  might  not  inaptly  be  com- 
pared to  two  distinct  batteries  consisting  of  6  elements,  each  connected  together  for  tension.  The 
uniting  of  these  two  batteries  for  quantity  is  effected  by  two  metallic  springs  attached  to  two  small 
uprights  which  are  the  terminals  of  the  machine.  Twelve  strips  of  copper  are  disposed  radially,  and 
to  them  are  attached  the  two  adjacent  ends  of  every  pair  of  bobbins.  The  metallic  springs  are  vir- 
tually cuiTcnt-collectors ;  and  as  they  are  always  in  contact  with  several  of  the  radial  strips,  they 
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must  always  be  traversed  by  electric  currents.  Hence  the  perfect  continuity  of  the  current  devel- 
oped by  this  machine.  This  apparatus  is  serviceable  in  all  cases  requiring  high  tension  but  small 
quantity. 

Another  form  of  apparatus  embodying  permanent  magnets  is  the  AUmnce  Machine,  Hg.  H^^ 
which  is  used  for  the  production  of  the  electric  light  (see  Electbic  Light)  in  the  lighUiouses  at  the 
South  Foreland,  England,  at  Capes  La  H^ve  and  Grisnez,  France,  and  at  various  other  stations  in  the 
north  of  Europe.  The  machine  used  at  Cape  La  H^ve  has  8  rows  of  compound  horseshoe  magnets 
fixed  symmetrically  round  a  cast-iron  frame.    They  are  so  arranged  that  opposite  poles  always  6Q^ 
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oeed  each  other,  both  in  each  row  and  in  each  circular  set.  There  are  7  of  these  circular  sets,  with  6 
interrening  spaces.  Six  bronze  wheels,  mounted  on  one  central  axis,  revolve  in  these  intervals,  the 
axis  being  driven  by  steam-power  transmitted  by  a  pulley  and  belt.  The  speed  of  rotation  is  usually 
about  860  revolutions  of  the  axis  per  minute.  Each  of  the  6  bronze  wheels  carries  at  its  circumfer- 
ence 16  coils,  corresponding  to  the  number  of  poles  in  each  circular  set.    The  core  of  each  coil  is  a 
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deft  tube  of  soft  iron,  this  form  having  been  found  peculiarly  favorable  to  rapid  demagnetization. 
Each  core  has  its  magnetism  reversed  16  times  in  each  revolution,  by  the  influence  of  the  16  succes- 
sive pairs  of  poles  between  which  it  passes ;  and  the  same  number  of  currents,  in  alternately  oppo- 
site directions,  are  generated  in  the  colls.    The  coils  can  be  connected  in  different 
ways,  according  as  great  electromotive  force  or  small  resistance  is  required.    The  ^^^* 

positive  ends  are  connected  with  the  axis  of  the  machine,  which  thus  serves  as  the 
positive  electrode ;  and  a  concentric  cylinder,  well  insulated  from  it,  is  employed  as 
the  n^ative  electrode.  This  machine  is  large  and  cumbrous,  being  6  feet  8  inches 
long,  4  feet  4  inches  wide,  and  6  feet  high ;  it  weighs  about  2  tons.  Its  illuminating 
power,  when  driven  at  a  speed  of  from  850  to  400  revolutions  per  minute  by  a  steam- 
engine,  with  an  expenditure  of  somewhat  over  8  indicated  horse-power,  is  about  that 
of  2,500  standard  sperm  candles  per  hour.  Its  use  may  be  said  to  have  passed  away, 
it  being  retained  (1879)  only  in  the  lighthouses  above  mentioned. 

Dtnamo-electrio  Machines  (proper). — In  1867  the  discovery  was  made  almost 
simultaneously  by  Dr.  Siemens,  by  Sir  Charles  Wheatstone,  and  by  Mr.  S.  R.  Yarley, 
that  if  an  induction  coil  be  made  to  revolve  in  front  of  a  soft-iron  electro-magnet, 
instead  of  before  a  permanent  magnet,  as  in  the  earlier  machines,  the  small  amount 
of  residual  magnetism  always  latent  in  the  iron,  especially  if  it  has  been  once  mag- 
netized, causes  feeble  currents  to  be  induced  in  the  coil ;  and  if  these  currents,  or  a 
portion  of  them,  are  sent  round  the  iron  magnet,  i.  e.,  into  the  wire  surrounding  it, 
the  magnetization  of  the  iron  is  increased.  This  again  produces  a  proportionate 
increase  in  the  induced  currents  in  the  coil ;  and  thus,  by  a  series  of  successive  mutual 
actions,  intense  magnetization  and  very  powerful  currents  are  produced.  This  dis- 
covery, by  adding  considerably  to  the  power  of  the  machines,  led  to  a  corresponding 
diminution  in  their  bulk,  and  also  in  their  costliness.  Among  the  best  known  devices 
of  this  class  is 

The  l^emma  Machine^  Figs.  1123,  1124,  and  1125.  This  consists  of  an  induction 
coil,  with  the  convolutions  of  the  copper  wire  wound  lengthwise  with  the  cylinder,  in 
the  form  known  as  the  modified  Siemens  armature.  Fig.  1125.  This  coil  is  made  to 
rerolve  by  mechanical  means  between  curved  iron  bars,  which  are  the  prolongation  of 
the  cores  of  large  flat  electro-magnets  placed  on  either  side  of  the  induction  coil ;  the 
north  pole  of  the  system  being  midway  between  the  two  upper  electro-magnets  and 
directly  over  the  axis  of  the  coil,  and  the  south  pole  in  a  similar  position  below  the 
axis  upon  the  bar  between  the  lower  magnets.  The  portion  of  the  coil  which  during 
its  revolution  is  traveling  downward  has  (with  the  above  arrangement)  positive  cur- 
rents induced  in  it ;  while  the  ascending  half  of  the  coil  is  subjected  to  negative  cur- 
rents, but  both  in  the  same  direction  as  regards  circuit.  The  arrangement  of  the 
poles  may,  however,  be  exactly  the  reverse  of  the  above.  Sections  of  a  madiine  of  about  6,000 
candle-power  are  given  in  Figs.  1128  and  1124. 

• 
Table  shovoing  Sizes  and  Capaciiies  of  the  Siemens  Machine, 


NUMBER. 

CaodlM. 

Actual  Hone-PowOT 
nqnind. 

Wtighi,  llw. 

I. 

II. 

III. 

850 
650 
860 

1,200 

6,000 

14,000 

8 
4 

8 

250 

875 

1,150 

TTte  Ladd  Maehine,  Fig.  1126,  is  largely  dependent  on  the  reaction  principle  above  explained.  It 
consists  of  two  separate  electro-magnets  B^  consisting  of  slabs  of  soft  iron  surrounded  with  insulated 
wire  as  shown.  The  supporting  frames  are  bored  out  to  take  two  Siemens  armatures,  a  a.  The  cur- 
rent from  the  armature  on  the  left  is  made  to  pass  around  the  electro-magnets  B,  The  current  from 
the  other  armature  is  utilized  to  produce  the  electric  light  as  shown.  The  action  of  the  machine  is 
as  follows :  A  voltaic  current  is  passed  once  for  all  through  the  coils  BB.  This  magnetizes  the  soft- 
iron  slabs,  which  forever  afterward  retain  a  small  portion  of  their  magnetism.  If,  then,  the  arma- 
tures are  put  in  motion  by  bands  as  shown,  a  feeble  electrical  current  will  be  set  up  in  the  anna- 
tares  ;  but  the  current  from  the  armature  a  on  the  left  running  round  the  magnets  makes  them  much 
more  powerful  than  they  were  originally.    They  in  their  turn  react  more  forcibly  on  the  armatures. 
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and  80  the  magnets  so  on  reacting  on  themselTes  until  very  large  quantities  of  electricity  are  pro- 
duced. ThuB,  a  ma(£ine  shown  by  Mr.  Ladd  in  Paris  in  1867  had  plates  only  24  inches  long  by  12 
inches  wide,  and  was  quite  able  to  produce  the  electric  light. 

WUd^s  Machine,  Fig.  1127,  is  simikr  in  principle  to  the  foregoin<:^.    The  external  current  from  a 
small  Siemens  machine,  i/j  is  made  to  pass  through  a  Urge  coil  A  £,  inclosing  a  soft-iron  horseshoe 

llM.  im. 


bar,  which  is  thereby  magnetized,  and  acts  as  a  permanent  magnet  on  a  second  rerolving  core  Fy 
larger  than  but  similar  to  that  of  the  smaller  apparatus.  The  latter  core  collects  a  much  more  pow. 
erful  current  than  iJiat  first  produced,  and  this  can  be  used  to  generate  a  third  or  higher  order  of 
current ;  but  with  each  such  increase  of  current  the  power  required  to  turn  the  cores  is  increased. 
A  machine  of  this  class  has  been  constructed  capable  of  melting  rods  of  iron  16  inches  long  and  a 

quarter  of  an  inch  thick,  the 
1189'  total  weight  of  the  apparatus 

being  4^  tons. 

Tm  LorUin  Machine  is  de- 
signed for  producing  the  elec- 
tric light,  and  is  adapted  in  a 
special  form  for  securing  its  di- 
Tisibility.  The  generating  ma« 
chine,  Fig.  1128,  consists  of  a 
horseshoe  electro-magnet,  har- 
ing  its  two  arms  placed  verti- 
caTly  upward.  Between  these 
arms  rotates  an  induction  coil, 
in  form  like  a  pinion ;  the  cylin- 
drical teeth,  round  which  the 
coils  arc  made,  are  fixed  radial- 
ly into  a  core  or  revolving  axle 
of  soft  iron.  A  number  of  these 
pinions,  proportionate  to  the  re- 
quired strength  of  the  machine, 
are  added  Bide  by  side  on  the 
core,  each  pinion  forming  a  com- 
plete circuit  of  itself."  In  the 
arrangement  of  these  pinions 
upon  the  core  oommon  to  all,  the  corresponding  teeth  of  the  several  pinions  are  not  ranged  in  a 
horizontal  line  lengthwise  along  the  revolving  shaft,  but  in  a  spiral.  By  this  means  any  interruption 
of  interval  between  the  passage  before  the  poles  of  the  electro-magnet  of  one  set  of  teeth  of  the 
induction  coil  and  that  of  the  succeeding  set  is  avoided.  Two  friction-rods  collect,  one  the  positive, 
the  other  the  negative  currents,  which  are  passed  off  through  the  coils  of  the  electro-magnet,  thereby 
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intendfying  its  action,  and  so  in  one  continuous  direction  to  tlie  second  machine.  This  second  or 
**  dividing  **  machine,  Fig.  1129,  consists  of  a  revolving  drum  carrjring  (fixed  exteriorly  like  the  spokes 
of  a  wheel)  a  series  of  electro-magnets,  into  the  coils  of  which  the  currents  from  the  "  generating  " 
machine,  I<ig.  1128,  are  passed,  and  which  are  always  kept  thereby  in  magnetic  saturation.  This 
magnetic  wheel  revolves  within  a  fixed  wrought-iron  cylinder,  having  on  its  inside  a  number  of 
hidaction  coils  corresponding  to  that  of  the  radial  spokes  in  the  revolving  wheel.  The  coils  of  these 
spokes  are  all  coupled  together,  but  in  such  a  manner  that  while  one  spoke-magnet  has  its  positive 
pole  at  the  outside  extremity  next  to  the  induction  coils,  the  succeeding  spoke  will  present  at  the  out- 
side end  its  negative  one ;  and  so  on  arc  the  spokes  made  to  alternate  in  their  poles  round  the  cir- 
cumference of  the  revolving  wheel  The  result  is  that  the  latter  during  its  passage  induces  a  num- 
ber of  currents  alternate  in  direction,  and  equal  in  number  to  half  that  of  the  spokes.  Each  of  these 
currents  is  collected  directly  and  separately  upon  the  fixed  exterior  drum,  and  conveyed  to  a  manipu- 
lating frame  outside,  where  by  suitable  arrangements  the  various  elementary  currents  may  be  coupled 
and  combined  together  in  one  or  in  any  desired  number  of  circuits.  The  apparatus  in  the  diagram, 
having  24  spokes,  can,  by  coupling  them  in  pairs,  produce  12  circuits,  or  any  less  number  which  may 
be  desired ;  and  furthermore,  the  entire  current  of  each  circuit  may  be  devoted  to  a  single  lamp,  or 
to  the  production  of  a  series  of  as  many  lights  as  it  can  support. 

The  double  Lontin  machine  shown  in  we  diagrams  is  capable  of  supplying  a  total  illuminating 
power  of  12,000  standard  candles,  if  the  generating  machine  is  driven  at  220  revolutions  per  minute, 
and  the  distributing  at  about  860 ;  but  a  much  larger  illuminating  power  may  be  obtained  if  driven 
at  a  proportionately  higher  speed.  The  usual  motor  is  an  engine  of  8  horse-power  nominal.  The 
numlver  of  lights  generally  produced  varies  from  6  to  12,  the  luminous  intensity  of  each  diminishing 
as  the  number  is  increased ;  but  as  many  as  30  have  been  supplied  from  it  for  a  length  of  time  at 
one  of  the  railway  stations  in  Paris,  where  a  higher  rate  of  production  than  above  given  was  required. 

1180.  1182. 
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The  Waflace-FarrMT  Machine  consists  of  2  horseshoe  magnets,  AA^  Fig.  1130,  with  the  poles  of 
opposite  character  facing  each  other.  These  give  the  magnetic  field.  The  shaft  8  S  passes  between 
the  arms  of  the  magnets,  and  is  rotated  by  pulleys  from  both  ends.  The  revolving  electro-magnets 
MM  aro  carried  on  the  shaft,  so  as  to  face  the  field  magnets.  Each  horseshoe  magnet  has  its  own 
•et  of  revolving  coiU,  the  latter  being  separated  by  an  air  spaoe  between  the  armatures.  In  each  set 
of  coils  there  are  25  magnets,  and,  as  the  average  rotation  of  the  shaft  is  about  800  turns  per  minute, 
eadi  magnet  cuts  a  field  of  force  1,600  times  per  minute.  Instead  of  being  wound  in  the  ordinary 
way,  the  coils  have  4  wires.  It  will  be  seen  that  this  constitutes  a  double  machine,  each  series  of 
coils,  with  its  commutator,  being  capable  of  use  quite  independently  of  the  other ;  but  in  practice  the 
electrical  connections  are  so  made  that  the  cun*ents  generated  in  the  two  series  of  armature  coils 
pass  through  the  field-magnet  coils,  and  are  joined  in  one  external  cirouit.  The  machine,  it  is  stated, 
may  be  used  without  a  commutator  to  produce  an  alternating  current.  Fig.  1181  exhibits  a  section 
of  the  apparatus,  showing  the  brushes. 

The  Wcsfon  Machine^  Fig.  1 132. — When  the  apparatus  is  first  made,  the  stationary  electro-magnets 
B  are  for  a  moment  put  in  connection  with  a  battery  or  some  other  source  of  electricity,  and  after 
this  they  will  always  retain  a  small  amount  of  residual  magnetism.  The  belt  from  the  enjdne,  for 
example,  being  put  upon  the  driving-pulley,  the  armatures  are  put  in  rapid  revolution,  and  a  weak 
carrent  of  electricity  is  produced,  which,  flowing  through  first  one  half  of  the  commutator,  and  then 
through  the  other  half,  as  the  case  may  be,  is  passed  through  suitably-arranged  connecting-wires  JV 
N'  to  the  coils  b  6,  which  suiTound  the  magnets  B  B  B  B,  and,  if  desired,  through  the  coils  a  a  sur- 
rounding the  iron  ring  A,  This  current,  small  at  first,  excites  the  magnets  BBBB^  producing  the 
maximum  effect    The  current,  after  passing  through  the  coils  6  666  and  aaaa^  flows  through  any 
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desired  circuit,  the  wire  being  led  from  the  8crew-cap  o.  Then,  to  complete  the  circuit,  it  retnms  to 
the  machine  at  the  screw-cap  j9,  up  through  the  spring  or  brush  Z,  into  first  one  half  of  the  oommo- 
tator,  and  then  into  the  other,  as  the  case  may  be,  completing  in  this  way  the  circuit  from  the  ooib 
surrounding  the  revolving  armatures  EE EE^  then  back  again  to  these  coils,  having,  during  iu 
passage,  been  utilized  for  any  purpose  to  which  electricity  is  or  may  be  applied,  and  in  its  passage 
exciting  the  stationary  electro-magnets  BBBB.  One  half  of  the  number  of  coils  which  compose  the 
armature  are  connected  with,  for  example,  the  part  H  of  the  commutator,  and  the  remainder  with 
the  part  H'  of  the  commutator,  for  half  of  the  separately-wrapped  armatures  are  positive  and  the 
the  other  half  negative,  alternately.  It  is  claimed  that  the  entire  current  generated  in  or  by  all  the 
coils  of  the  revolving  armature  is  passed  through  the  coils  surrounding  the  magnets  BBBB^vA 
the  coil  surrounding  the  ring  or  cylinder  A^  and  that  none  of  the  armatures  are  set  apart  spedall? 
for  the  purpose  of  generating  a  current  whose  sole  duty  it  shall  be  to  excite  the  magnets  BBS  A 
This  machine  has  proved  itself  well  adapted  for  electro-metallurgical  uses. 

The  Qramme  Machine. — This  apparatus,  from  the  remarkable  ingenuity  exhibited  in  its  eonstroo- 
tion  and  its  notable  economy  and  efficiency,  has  achieved  a  success  which  has  led  many  to  regard  it 
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as  the  most  advantageous  form  of  magneto-electric  machines  yet  (1879)  devised.  For  an  extended 
discussion  of  the  principles  involved  in  it  the  reader  is  referred  to  a  paper  on  the  subject  by  H. 
Gaugain  published  in  the  Annalea  de  Chimie  d  Physique^  1878,  and  also  to  M.  Hippolyte  Fontaine^B 
work  on  electric  illumination  (London,  1878 ;  Paris,  1877).  The  essential  points  may  be  brieflj 
stated  as  follows :  When  a  bar  magnet  is  introduced  into  a  coil  of  insulated  wire,  a  temporaiy  car- 
rent  of  electricity  is  set  up  in  the  wire,  lasting  only  over  the  period  during  which  the  bar  is  being 
introduced.  On  withdrawing  the  bar,  a  secondary  current  is  caused  in  the  wire,  which  flows  in  oppo- 
site direction  to  the  former  current.  If  the  magnet,  instead  of  being  inserted  and  then  withdrawn, 
be  carried  entirely  through  the  coil,  it  obviously  in  its  passage  comes  opposite  a  succession  of  epirals 
or  turns  of  wire.  As  it  does  so,  it  produces  in  each  spiral  a  current,  and  these  currents  will  all  be  in 
the  same  direction  until  the  middle  point  or  neutral  axis  of  the  magnet  is  reached.  After  that  a 
current  in  reverse  direction  is  caused.  Hence,  during  the  passage  of  the  magnet  there  is  prodnoed, 
first  a  direct,  and  then  a  reversed  current. 

If,  instead  of  one  bar  magnet,  two  are  placed  end  to  end  so  that  the  two  poles  of  the  same  name 
are  in  contact,  and  the  coil  passed  over  both,  the  phenomenon  last  noted  will  take  place  in  the  coil 
for  each  magnet  separately.    If  in  Fig.  1183  the  coil  be  made  to  move  over  these  bars,  we  shall 
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find  that  in  the  first  quarter  of  the  stroke,  as  we  may  term  it,  from  ^  to  IT,  we  shall  have  a  poeitiTe 
current ;  in  the  second  quarter,  from  M  to  By  bl  negative  current ;  again,  a  negative  current  from  ff 
to  M' ;  and  finally,  a  positive  current  from  M'  to  A'.  It  must  also  be  evident  that  the  same  resolti 
will  be  caused  if,  instead  of  passing  the  coil  over  the  magnets,  the  latter  were  made  in  circular  form, 
as  shown  in  Fig.  1134,  and  caused  to  pass  through  the  coil.  In  order,  however,  to  avoid  the  mechan- 
ical complications  incident  to  apparatus  for  accomplishing  this,  M.  Gramme  devised  the  apparatof 
outlined  in  Fig.  1186.  This  is  a  permanent  horseshoe  magnet,  between  the  poles  of  which,  NS^is 
placed  a  ring  of  soft  iron,  around  which  is  wound  a  coil  of  insulated  wire.  This  ring  is  not  a  pe^ 
manent  magnet,  but  when  placed  in  the  position  shown  becomes  so  by  induction  from  the  penna- 
ncnt  magnet.  The  two  polos  8'  N'  will  then  be  established  in  the  ring.  If  the  ring  be  caused  to 
revolve,  the  poles  will  remain  unaltered  in  space— 4hat  is  to  say,  they  will  remain  at  iv '  8'  ;  and  it 
follows  that  every  portion  of  the  ring  will  alternately  become  a  north  and  a  south  pole.  The  conse- 
quence is,  that  the  poles  may  be  regarded  as  constantly  traveling  through  the  iron  ring  at  the  f 
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rate  as  that  at  which  it  reyolves,  but  in  an  opposite  direction ;  and  the  elf  ect  on  the  wire  coiled  on  the 
ring  is  then  precisely  the  same  as  though  the  magnet  in  Fig.  1186  reyolyed  within  the  wire  which  was 
held  at  rest  It  is  on  this  translation  of  polarity  that  the  Gramme  machine  depends  for  its  action ; 
and  to  go  back  to  our  starting-point,  its  difference  from  other  machines  may  be  summed  up  in  the 
fact  that,  while  in  the  latter  the  magnet  may  be  regarded  as  alternately  entering  and  being  withdrawn 
from  the  coil,  in  the  Gramme  machine  the  magnet  is  to  all  intents  constantly  passing  entirely  through 
the  ooiL  In  order  to  collect  the  electricity  produced,  the  insulating  material  is  removed  from  the 
wire  in  a  narrow  band  round  the  outside  of  the  ring,  and  two  rubbing  collectors  take  it  up  in  the 
ordinary  way. 

The  constraction  of  the  ring  is  shown  in  Fig,  1186.  It  is  composed  of  a  group  of  soft-Iron  wires 
Ay  oyer  which  the  enveloping  wire  £  is  put  on  in  separate  insulated  coils.  The  radius  pieces  It  are 
insulated  from  each  other  by  ribbons  of  silk  or  India-rubber.  The  end  of  the  wire  terminating  one 
coil  and  the  beginning  of  the  wire  of  the  next  succeeding  coil  are  each  attached  to  one  radius  piece 
by  loops  and  notches  in  the  way  shown.  The  tails  of  the  radius  bars  are  all  grouped  together  round 
the  central  axis,  and  they  are  rubbed  against  by  suitable  collectors  which  take  up  the  electricity. 

The  standard  machine  used  for  illuminating  workshops  and  factories  is  represented  in  Figs.  1187 
and  1138,  and  consists  of  two  vertical  frames  of  cast-iron,  united  by  four  bars  of  soft  iron,  BBBBy 
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which  serve  as  cores  for  the  electro-magnets  C  C  C  C.  The  axis  is  of  steel,  and  revolves  on  long 
bearings,  which  can  be  effectively  lubricated — a  point  of  importance,  as  the  speed  is  high,  ranging 
from  700  to  1,850  revolutions  per  minute.  The  central  ring,  instead  of  being  covered  with  a  single 
wire  attached  by  equal  portions  to  a  common  collector,  is  covered  with  two  wires,  wound  on  side  by 
side  and  united  with  two  collectors.  The  poles  of  the  electro-magnets  HHsLre  much  developed, 
embracing  seven-eighths  of  the  circumference  of  the  ring.  Four  wipers  (bcUais)  J  J  pick  up  the 
electricity.  The  electro-magnets  are  placed  in  the  current,  and  the  machine,  like  Ladd's,  depends  for 
the  power  of  starting  upon  the  small  residual  magnetism  which  remains  permanently  in  them. 

The  following  are  the  leading  dimensions  of  a  machine  of  this  class,  varying  of  course  with  the 
nature  of  the  work  and  the  power  required.  In  the  form  of  machine  most  usually  employed  for 
military  purposes,  flat  electro-magnets  are  used ;  for  ships  there  are  four  horizontal  columns ;  for 
signals  the  machine  is  very  small,  and  may  be  worked  by  manual  labor,  etc  For  industrial  pur- 
poses there  is  but  one  type  of  machine,  of  the  following  dimensions : 

Total  length 21.6  inches. 

•*     width 14.76    " 

"     height 21.6      " 

Volume 4  cubic  feet 

Diameter  of  the  bobbin 7  inches. 

Number  of  revolutions  per  minute 850  turns. 

Weight  of  the  copper  in  action 70  lbs. 

Total  weight 397  " 

Power  necessary  for  driving  the  machine 2^  horse-power. 

With  it^rd  to  the  estimation  of  the  illuminating  power,  it  is  to  be  remarked  that  if  the  regula- 
tor and  the  photometer  be  placed  in  the  same  horizontal  line,  and  the  axes  of  the  two  carbons  in 
the  same  vertical  line,  a  light  equal  to  2,400  candles  is  produced.  If  the  regulator  be  suspended  at 
a  height  of  16.4  feet,  and  the  measure  be  taken  below  at  16.4  feet  from  the  foot  of  the  regulator, 
the  vpper  carbon  acts  as  a  reflector,  and  8,400  candles  are  indicated  by  the  photometer.  Again,  if 
the  measure  be  taken  as  in  the  first  case — ^the  photometer  and  the  regulator  at  the  same  level — while 
the  lower  carbon  is  fixed  a  little  in  advance  of  the  upper  carbon,  so  as  to  create  a  dazzling  screen 
behind  it,  then  6,400  candles  are  obtained.  The  power,  2^  horse-power,  is  constant  in  the  three 
eases.     (See  Engineering^  xxv.,  626.) 

The  AUemating-Curreni  Gramme  Maekine.—The  machine  above  described  produces  a  current  in 
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only  one  direction,  similar  in  fact  to  that  from  a  voltaic  battery.  In  such  a  current  the  poutiYe  ca^ 
bon  of  an  electric  lamp  is  consumed  at  twice  the  speed  of  the  negative.  To  obviate  this,  tltemft- 
ting  currents  may  be  used,  when  each  carbon  will  be  burned  at  an  equal  rate,  each  being  alternately 
positive  and  negative  to  the  other.  M.  Gramme  has  so  arranged  his  machine  as  to  produce  an  alter- 
nating current,  and  by  further  modifications  he  causes  that  current  to  be  divided  so  as  to  supply 
electricity  to  4,  6,  16,  or  more  lamps  or  Jablochkoff  candles.  This  machine  is  used  (1879)  in  sup- 
plying the  street  lights  of  Paris,  and  is  represented  in  Fig.  1139.  It  consists  of  a  ring  of  soft  iron 
similar  to  that  alr^y  described.  This  is  wound  with  coils  of  insulated  copper  wire,  but  the  dire^ 
tion  of  winding  is  alternately  right-  and  left-handed,  the  wire  being  wound  in  one  direction  so  as  to 
cover  one  eighth  part  of  the  circumference  of  the  ring,  then  changing  its  direction,  being  wound  in 
the  contrary  way  over  the  next  eighth  part,  and  so  on  round  the  ring,  each  of  the  eight  sections  of 
the  ring  being  wound  in  the  reverse  direction  to  that  in  which  its  two  contiguous  sections  are  wound 
Thus,  while  the  earlier  Gramme  ring  might  be  described  as  an  electro-magnet  bent  round  in  a  drde 
and  joined  to  itself,  the  ring  of  the  new  machine  may  be  looked  upon  as  8  curved  electro-magnets 
placed  end  to  end  with  their  similar  poles  in  contact,  so  as  to  form  a  circle.  This  ring  is  rigidly 
fixed  m  a  vertical  position  to  the  solid  framing  of  the  apparatus,  the  inducing  electro-magnets 
revolving  within  it.  Here  again  it  differs  from  the  continuous-current  machine,  in  which  the  mag- 
nets are  fixed,  and  the  ring  is  rapidly  rotated  in  the  magnets  fixed  between  their  poles.  The 
electro-magnets,  of  which  there  are  8,  are  fixed  radially  to  a  central  boss  revolving  upon  a  hori- 
zontal steel  shaft  running  in  suitable  bearings  attached  to  the  framing,  and  an  external  pulley 
enables  the  machine  to  be  driven  by  a  band  from  a  steam-engine  or  other  motor.  The  radial  elec- 
tro-magnets are  alternately  right-  and  left-handed  in  the  direction  in  which  their  coils  are  wound,  so 
that  if  they  be  numbered  respectively  1,  2,  8,  4,  etc.,  up  to  8,  those  represented  by  even  numbers 
will  have  one  polarity  when  a  current  is  sent  through  them  all  together,  while  those  \rhose  numbers 
are  uneven  will  have  an  opposite  polarity.  The  poles  farthest  from  the  central  boss  in  all  the  mag- 
nets are  spread  out  so  as  to  increase  the  area  of  the  magnetic  field  by  which  electric  currents  are 
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induced  in  the  coils  of  the  ring.  Each  of  the  8  sections  of  the  induction  ring  is  made  up  of  four 
subsections,  ithcd^ahed^  etc.,  all  of  which  in  any  one  section  are  wound  in  the  same  direction. 
By  coupling  the  coils  of  these  sub-sections  in  various  ways,  a  division  of  the  current  may  be  made 
into  82,  16,  8,  or  only  4  circuits.  In  order  to  obtain  4  currents  from  the  machine  by  which  4  lamps 
may  be  illuminated,  all  that  is  necessary  is  to  connect  together  in  series  all  the  coils  marked  a  for 
one  circuit,  all  the  coils  marked  h  for  a  second  circuit,  all  the  coils  marked  c  for  a  third  circuit,  and 
all  the  coils  marked  d  for  a  fourth  circuit. 


the  Gramme  AUematinff' Current  Machine. 

NUMBER. 

Un^lh. 

Width, 
InditL 

Height, 
inchM. 

Weight,  Ibfc 

Nttinbw  of  Ja- 
blochkoff CuMilM 
•nppUod. 

pcrMlnot*. 

I. 
II. 

ni. 

85 
27 
21 

80 
15 
16 

80 
20 
18 

1,260 
600 
860 

16 
6 
4 

600 
700 
800 

16 
6 

4          ! 

—J 

The  Permanent  Magnet  Gramme  Machine  is  represented  in  Kg.  1140.  The  magnet  is  of  the  type 
devised  by  M.  Jamin  (see  Maonst),  and  the  apparatus  is  competent  to  give  a  current  equivalent  to 
that  produced  by  8  Bunsen  elements,  so  that  it  is  well  adapted  for  experimental  purposes. 
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H.  Fontaine's  work  preriouBlj  quoted  contains  very  full  data  as  to  the  oompaxative  cost  of  the 
Gramme  machine  for  purposes  of  electric  illumination.    See  also  Engifuering^  xxvi.,  66. 

The  Brtuth  Machine^  Fig.  1141. — ^There  are  two  marked  differences  between  this  and  other  ma- 
chines, the  first  of  which  consists  in  the  peculiar  method  adopted  for  winding  the  armature.  The 
Utter  is  composed  of  a  ring  or  endless  band  of  Iron,  but,  instead  of  having  a  uniform  cross-section, 
like  that  of  the  Gi*amme  machines,  is  provided  with  grooves  or  depressions  whose  direction  is  at 
right  angles  to  its  magnetic  axis  or  length.  These  grooves,  which  maj  be  of  any  suitable  number, 
according  to  the  uses  for  which  the  maidune  is  designed,  are  wound  full  of  insuUted  copper  wire. 

1141. 


The  advantage  of  winding  the  wire  in  grooves  or  depressions  in  the  armature  is  twofold.  First,  the 
projecting  portions  of  the  armature  between  the  sections  of  wire  may  be  made  to  revolve  very  close 
to  die  poles  of  the  magnets  from  which  the  magnetic  force  is  derived.  By  this  means  the  inductive 
force  of  the  magnets  is  utilized  to  a  much  greater  extent  than  is  possible  in  the  case  of  annular 
armatures  as  ordinarily  used,  which  are  entirely  covered  with  wire,  and  cannot  therefore  be  brought 
very  near  the  magnets.  Second,  owing  to  the  exposure  of  a  very  considerable  portion  of  the  arma- 
ture to  the  atmosphere,  the  heat,  which  is  always  developed  by  the  rapidly  succeeding  magnetizations 
and  demagnetizations  of  armatures  in  motion,  is  rapidly  dissipated  by  radiation  and  convection.  In 
the  case  of  armatures  entirely  covered  wjth 

wire,  the  escape  of  the  heat  is  very  slow,  so  ^^**' 

that  they  must  run  at  a  comparatively  low  rate 
of  speed,  with  corresponding  effect,  in  order  to 
prevent  injurious  heating.  The  second  differ- 
encc  lies  in  the  manner  of  connecting  the  arma- 
ture coils  to  the  commutator,  this  being  such 
that  only  the  particular  coils  which  contribute 
to  the  production  of  the  current  are  in  circuit 
at  once.  During  the  time  they  are  passing 
through  the  neutral  points  in  the  magnetic 
field,  they  are  cut  out  one  after  the  other,  and 
thus,  while  idle,  do  not  tend  to  weaken  the 
effects  of  the  machine  by  affording  a  path  to 
divert  the  current  generated  in  the  active  sec- 
tions from  its  proper  channel. 

The  De  Meritena  Machine^  Fie.  1142,  consists 
of  a  Gramme  ring  divided  into  four  sections  in- 
sulated magnetiodly  the  one  from  the  other, 
and  forming  consequently  four  electro-magnets 
placed  end  to  end.  The  iron  core  of  each  of 
these  sections  is  terminated  at  each  end  by  a  , 
piece  of  iron  A  B^  forming  expanded  prolonga- 
tions of  the  poles.  All  these  parts  are  joined 
by  pieces  of  copper  C  Dy  to  form  one  solid  ring, 

around  which  are  plac^  permanent  magnets  N  8^  with  alternating  poles.  On  rotating  this  ring 
reverse  induced  currents  are  caused  tliroi^  the  approach  and  recession  of  B  and  A  ;  direct  induced 
currents  during  the  passage  of  the  core  A  B  before  the  inductor ;  direct  induced  currents  resulting 
from  the  passage  of  the  helix  in  front  of  N,  All  these  inductive  effects  are  thus  accumulated  in 
this  combination ;  there  are  also  currents  resulting  from  the  lateral  reaction  of  A  B  upon  neighbor- 
ing poles.  The  core  and  appendages  are  made  of  thin  plates  of  iron,  cut  out  and  placed  together, 
to  the^  number  of  60,  each  1  millimetre  thick.  The  coils  arc  so  arranged  that  they  can  be  connected 
in  series  or  for  quantity.    Instead  of  four  sections,  many  more  are  actually  used.    There  is  neither 
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commutator  nor  coUector,  and  consequently  no  loss  of  current.    This  machine  has  supplied  regoli- 
tors  even  when  the  carbons  were  separated  by  a  distance  of  1.8  inch. 

EesuUs  of  Experiments  on  Dynamo- EUcine  Ifaehinea, — In  May,  1878,  a  committee  of  the  Fnnklin 
Institute  instituted  competitive  tests  between  the  Gramme  continuous-current  machine,  two  sizes  of 
the  Brusli,  and  two  sizes  of  the  Wallace-Farmer.    The  principal  results  are  given  below : 

Tabu  thowing  WeigM^  Power  absorbed^  lAght  produced,  dhc.^  by  Dynamo-Eleelric  Maehinet  ietUd  &y 
a  Committee  of  (he  Franklin  Institute,  18V7-'78. 
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As  regards  efficiency.  Professors  E.  H.  Houston  and  Elihu  Thomson  state  that : 

1.  The  Gramme  machine  is  the  most  economical,  considered  as  a  means  for  oonvertiiig  modre 
power  into  electrical  current,  giving  in  the  arc  a  useful  result  equal  to  38  per  cent.,  or  41  per  oent 
after  deducting  friction  and  the  resistance  of  the  air. 

2.  The  large  Brush  machine  comes  next  in  order  of  eflSciency,  giving  in  the  arc  a  useful  effect 
equal  to  81  per  cent  of  the  total  power  used,  or  87i  per  cent  after  deducting  friction.  This  maduDe 
gave  the  most  powerful  current,  and  consequently  the  greatest  light 

8.  The  small  Brush  machine  stands  third  in  efficiency,  giving  in  the  arc  a  useful  result  equal  to  27 
per  cent,  or  81  per  cent  after  deducting  friction. 

4.  The  Wallace-Farmer  machine  does  not  return  to  the  effective  circuit  as  large  a  proportton  of 
power  as  the  other  machines,  although  it  uses,  in  electrical  work,  a  large  amount  of  power  in  a  small 
space.  The  cause  of  its  small  economy  is  the  expenditure  of  a  large  proportion  of  the  power  m  the 
production  of  local  action.    (See  Journal  of  Franklin  Institute,  May  and  June,  1878.) 

In  1876-*77  Professor  Tyndall  conducted  trials  on  several  dynamo-electric  machines  at  the  South 
Foreland  lighthouse,  England,  with  the  following  results : 

Table  showing  Dimensions,  Weight,  Horse-Power  absorbed,  and  lAght  produced  by  Dynamo-Eltdm 
Machine  at  South  Foreland,  1876-»77. 
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482 
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In  "Proceedings  of  the  Royal  Society,"  1878,  Captain  Abney,  F.  R.  S.,  publishes  the  results  of 
experiments  on  the  Gramme  machine,  in  which  he  shows  that  the  electromotive  force  increases 
directly  as  the  number  of  revolutions  of  the  armature,  and  that  the  current  for  any  given  number  of 
revolutions  varies  inversely  as  the  resistance  in  circuit ;  or,  in  other  words,  that  the  electromodre 
force  for  a  given  number  of  revolutions  is  constant  The  dynamics  of  electric  ligbtinir  by  the  ose 
of  the  dynamo-electric  machine  is  discussed  by  Mr.  Robert  Briggs  in  Engineering^  xxvi.,  316,  and  by 
Mr.  Silvanus  P.  Thompson  in  the  same  journal,  xxvi.,  341.  The  former  writer  points  out  that  the 
Franklin  Institute  experiments  above  detailed  gave  as  a  result  but  880  candles  of  light  as  proceed- 
ing from  1  horse-power.  Starting  from  this,  he  analyzes  the  theoretic  expenditures  of  heat  (or  foroe) 
in  producing  both  gas  and  electric  lights,  and  comes  to  the  conclusion  that  the  relative  expenditures 
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of  heat  and  fuel  practically  of  the  electric  system  by  the  dynamo-electric  machines  and  steam-en- 
gine, as  compared  to  that  of  coal-gas  for  equal  quantities  of  light,  is  at  present  1  to  2.2 ;  while  in 
the  processes  there  will  have  been  burned  as  fuel  1  lb.  of  coal  under  a  steam-boiler,  against  5^  lbs. 
of  coal  treated  in  the  retort  for  the^nanufactore  of  coal-gas. 

No  subject  is  more  prominently  before  inventors  (1679)  than  the  adaptation  of  the  dynamo-electrio 
machine  to  the  economical  production  of  the  divided  electric  light;  and  the  reader  is  ther^ore 
specially  referred  to  the  files  of  Engineering^  Scientific  American^  Journal  of  the  Jh^anklin  InstHutey 
and  other  periodicals  of  later  date  than  this  work,  for  possibly  important  advances  and  discoveries. 

DYNAMOMETER.  A  dynamometer,  strictly  speaking,  is  a  device  to  measure  force  overcoming 
resistance  or  producing  motion.  Ordinary  scales  and  spring-balances  become  dynamometers  when 
used  to  measure  the  intensities  of  applied  forces,  instead  of  dead  weights.  But  the  name  is  usually 
em^oyed  to  designate  apparatus  for  special  purposes,  embodying  in  its  construction  devices  for  in- 
dicating or  recording  the  distance  the  forces  move  throu^  as  well  as  the  intensities  of  the  suc- 
oesdve  forces  exerted.  If  the  force  be  measured  hi  pounds,  and  the  distance  the  force  moves  through 
in  feet,  the  work  done  in  foot-pounds  equals  the  product  of  the  force  by  the  distance.  The  unit  of 
power  is  one  horse-power,  equivalent  to  88,000  foot-pounds  per  minute  (or  650  foot-pounds  per  second, 
1,980,000  per  hour,  etc.) ;  so  the  number  of  horse-powers  developed  in  any  given  case  equals  the 
number  of  foot-pounds  of  work  performed  per  minute  divided  by  88,000.  For  instance,  if  a  horse 
poll  a  load  through  a  spring-balance  showing  an  average  tension  of  150  lbs.,  the  work  done  in  mov- 
ing the  load  220  feet  would  be  160  x  220  =  88,000  foot-pounds ;  and  if  it  were  done  hi  one  minute, 
tli^  would  have  been  developed  what  is  conventionally  termed  one  horse-power.  To  obtain  the 
power  requires  then  three  classes  of  apparatus:  1,  the  dynamometer  proper,  to  measure  the  forces 
exerted ;  2,  devices  to  measure  and  indicate  or  register  the  distance  the  forces  act  through— «udi 
devices  often  forming  part  of  the  dynamometric  apparatus ;  and  8,  devices  for  ascertaining  the  time 
in  which  the  work  is  performed.  Frequently  the  inspection  of  a  timepiece  in  connection  witli  the 
readings  of  the  instrument  is  considered  sufficient  for  the  purpose  last  named,  though  occasionally 
elaborate  velocimeters  are  embodied  in  the  construction  of  the  dynamometer. 

Dynamometers  may  be  divided  into  three  classes,  viz.:  traction,  tkruet^  and  rotary.  Traction 
dynamometers  are  employed  chiefly  to  ascertain  the  absolute  and  relative  resistance  of  vehicles  of 
different  kinds,  when  varied  in  the  details  of  construction,  or  used  under  various  conditions  as  to 
the  road,  the  grade,  the  loads  imposed,  the  size  of  wheels,  the  lubrication,  etc 

apRDfO-BALASCES. — An  Ordinary  Spring-Balance  is  a  simple  spiral  spring,  to  be  extended  by  the 
appUoition  of  a  load,  the  degree  of  extension  being  marked  by  an  index  on  a  scale  attached  to  the 
case  of  the  instrument.  In  the  larger  instruments  one  or  more  smaller  springs  are  put  inside  a  larger 
one.    When  it  is  desired  to  indicate  the  smaller  fractional  parts  of  a  pound  with  instoimients  of 
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eoDBiderable  capacity,  the  movement  of  the  free  end  of  the  spring  Is  applied  through  a  rack  and 
pinkm  to  move  an  hidex  on  a  dial,  thereby  obtaining  a  wider  range  for  the  smaller  divisions,  the 
larger  ones  being  marked  on  the  slide. 
A  curved  J^^frwg-Balance,  of  a  French  type,  is  shown  in  Fig.  1148.    The  spring  is  flat  and  bent  to 
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the  shape  C  KD,  The  upper  branch  passes  through  a  draw-plate  which  carries  the  case  of  the  instn* 
ment  The  lower  branch  is  attached  to  the  lower  draw-plate,  which  has  at  its  lower  end  a  hook  to 
receive  the  load,  and  is  connected  above  to  a  rack  engaging  with  a  central  pinion  on  an  axis  cariTing 
an  external  index-finger,  operating  in  connection  with  a  dial  engraved  on  the  case,  as  shown. 

An  open  8Ud-Ring  Balance  is  shown  in  Fig.  1144.  A  dial  is  secured  to  the  rear  of  the  spring  D, 
and  the  index  is  traversed  over  it  by  connection  of  the  two  free  ends  A  and  C  of  the  spring  respec* 
tivelj  with  the  fulcrum  and  end  of  the  index-lever. 

Spring-Balance  and  jBjoTouvetie. — The  spring-balance  illustrated  in  Fig.  1 145  is  formed  of  two  steel 
branches  A  Cy  C  B,  bent  at  an  angle  of  46°  ;  each  of  the  arcs  Dp  q  £,  Iff  O,  is  fixed  to  one  of  the 
branches  and  traverses  the  other.  By  drawing  the  rings  £  G,  which  terminate  the  arcs,  in  opposite 
directions,  we  bring  the  branch  A  C  near  B  U;  ti  circular  scale  figured  from  5  to  40  indicates  the 
respective  positions  of  these  two  branches.  The  branch  A  C  pushes  before  it  a  small  caTsor  k  of 
card  or  leather,  which  slides  easily  on  the  metallic  wire/^,  attached  to  the  branch  CB  of  the  bal- 
ance. To  graduate  the  scale,  suspend  the  balance  by  a  ring  B  fixed  to  the  branch  A  C,  and  attach 
weights  to  the  ring  Oy  which  is  at  the  extremity  of  the  scale.  The  numbers  on  the  scale  indicate  the 
tension  of  the  spnng.  R^nier  has  made  an  excellent  instrument  of  this  spring-balance  for  trjmg 
the  strength  of  powder.    The  length  of  the  branches  A  C  and  C  B\b  about  4.8  indies,  and  their 
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breadth  about  an  inch ;  a  smaU  brass  cannon,  whose  breech  ff  is  on  the  branch  C  Bot  the  bahnee, 
and  whose  mouth  /is  closed  by  the  fuse  I  Lot  the  obturation  D  IL  E  fixed  on  the  other  brandi 
AC  of  the  balance,  contains  a  given  weight  of  the  powder  to  be  tried ;  it  is  primed  by  a  little  pow- 
der put  in  the  pan  F;  the  powder  within  the  cannon  is  fired  and  drives  it  away ;  after  the  ignition 
the  two  branches  of  the  balance  approach,  and  the  cursor  k  indicates  on  the  scale  the  tension  of  the 
spring  at  the  moment  of  the  explosion.  The  iron  D  E^  and  the  brass  arc  G  Hy  on  which  the  scale  is 
drawn,  pass  through  openhigs  p  q^r  8y  made  in  the  middle  of  the  plates  C  B  and  C  A. 

Regnier's  Dynamometer^  represented  in  Fig.  1146,  resembles  a  conmion  graphometer,  the  principal 
part  of  which  instrument  is  a  steel  spring  bent  in  the  form  of  an  ellipse ;  it  should  be  properly  tern- 
pered  and  well  welded,  and  covered  with  leather,  to  prevent  injury  to  the  hands  when  used.  Tbis 
spring  is  represented  hj  A  A\  B  Bfy  formed  by  two  equal  plates  united  at  the  ends  by  rounded  half- 
rings.  The  dimensions  of  this  spring  vary  according  to  the  tension  required,  or  the  weight  to  whid» 
it  is  applied.  The  dynamometer  us^  to  ascertain  human  strength  weighs  little  more  than  2  lbs., 
and  serves  to  measure  a  thousand  times  that  weight;  its  total  length  is  about  12  or  18  indtes,  its 
greatest  breadth,  as  measured  in  the  middle  of  the  two  arcs,  is  2.2  inches,  and  the  least  breadth  at 
the  extremity  of  these  arcs  is  three-quarters  of  an  inch.  The  thickness  of  the  arcs  at  their  centres  is 
nearly  2  inches,  and  its  height,  which  decreases  from  the  centre  toward  its  ends,  from  one4cnth  to 
four-tenths  of  an  inch ;  the  chords  of  the  two  arcs  are  6.4  inches.  This  length,  added  to  that  of  the 
two  demi-rings,  gives  for  the  total  length  of  the  dynamometer  12  or  13  uiches.  The  distance  between 
the  parallel  chords  is  about  three-quarters  of  an  inch,  and  the  perpendiculars  of  the  arcs  are  each 
seven-tenths  of  an  inch,  giving  about  2.2  inches  for  the  total  distance  between  the  centres  of  the  arcs. 
There  are  two  methods  of  stretching  the  spring,  viz.,  by  pressing  it  in  the  direction  of  the  peipeOp 
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diodar  of  the  two  arcs  which  form  it,  and  by  drawing  it  with  the  two  rings  at  right  angles  to  that 
perpendicular.  Separate  scales  are  provided  for  the  two  modes  of  operation,  ranging  respectively 
ifrom  zero  to  264  lbs.  avoirddpois,  and  from  zero  to  one  gross  ton.  They  are  engraved  on  a  quadrant 
attached  to  one  limb  of  the  spring,  and  the  double-pointed  index  d  is  operated  by  the  other  limb 
tbroogh  a  connection  c  and  bent  lever  b.  The  index  is  provided  with  a  friction-washer  at  K,  and 
retains  the  maximum  position  to  which  it  is  carried,  which  is  in  general  undesirable,  as  a  dynamome- 
ter should  show  the  average  indications.  There  is,  however,  another  scale  on  a  covering  plate  (shown 
detachedX  on  which  the  averages  may  be  estimated  from  the  end  of  the  bent  lever  6.  The  capacity 
of  the  machine  may  be  doubled  by  placing  it  between  the  two  ends  of  a  cord  passing  over  double 
pulleys,  as  shown  on  the  left. 

In  Morulas  Dynamometery  fig.  1147,  plate  springs  thickened  at  the  centre  and  connected  together 
at  the  ends  are  used  instead  of  the  elliptical  spring  above  illustrated,  and  apparatus  applied  to  record 
continuously  the  magnitude  of  the  forces  exerted.  The  operation  will  be  understood  from  the 
description  of  other  apparatus  embodying  similar  details  differently  arranged. 

Btnamoxetrio  Reoistcrino  AMD  Imtxoratino  AppABATUS.~If  a  drum  carrying  a  band  of  paper  be 
put  in  motion  by  the  vehicle  or  machine  to  which  the  dynamometer  is  applied,  and  connections  be 
made  so  that  the  straining  of  the  springs  will  cause  a  proportional  movement  of  a  pencil  along  the 
drum  parallel  with  its  axis,  a  diagram  will  be  traced  similar  to  that  in  Fig.  11^9,  in  which  the  ver- 
tical heights  will  represent  the  tensions  at  the  various  points,  and  the  undulations  show  the  changes 
of  propelling  force  or  resistance  which  constantly  occur  in  nearly  all  machinery,  but  is  particularly 
noticeable  in  drawing  a  common  carriage.  Registering  or  recording  apparatus  of  this  kind  is  gener- 
ally provided  with  two  pencils :  one  stationary,  to  mark  the  zero  line  of  pressure,  and  a  movable  one 
showmg  the  intensities  of  the  efforts.  The  average  force  exerted  equals  the  mean  height  of  the 
diagram,  which  may  be  obtained  in  the  manner  explained  for  indicator  diagrams.  (See  Ikdioator.) 
M.  Morin  has  however  pointed  out  a  simpler  method,  which  is  to  weigh  the  paper  band  on  which  the 
diagram  is  taken  and  ascertain  its  surface,  then  to  cut  out  the  diagram  and  weigh  it  carefully,  when 
its  area  in  relation  to  that  of  the  original  band  may  be  ascertained  by  a  simple  proportion.  The  dis- 
tance moved  and  the  time  are  usua&y  obtained  by  separate  devices,  but  may  be  recorded  by  marks 
on  the  band,  as  in  speed  indicators. 

Integrating  apparatus  is  designed  to  continually  multiply  the  intensity  of  the  effort  by  the  distance 
moved  through,  and  thus  show  a  record  of  the  work  done.  The  principle  of  operation  may  be  under- 
stood from  fig.  1148.  ^  is  an  operating  disk  revolved  by  connection  with  thQ  machine  or  vehicle  to 
be  tested.  B  is  the  integrating  disk,  which  is  kept  in  contact  with  the  disk  A  and  is  moved  across  its 
face  from  the  centre  outward  by  a  connection  from  the  dynamometer  springs.  When  the  springs  are 
not  strained,  the  integrating  disk  is  at  the  centre  of  disk  Ay  and  receives  no  motion ;  but  when  the 
load  is  applied,  the  &k  B  is  moved  outward  from  the  centre  of  ^  a  distance  proportioned  to  the 
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tension  put  upon  the  springs,  and  consequently  by  frictional  con- 
tact receives  motion  proportioned  to  that  of  A  and  to  the  forces 
exerted.  A  train  of  wheels  with  indices  is  employed  to  register  the 
revolutions  of  disk  By  the  indications  of  which  show  directly,  or 
when  multiplied  by  a  constant,  the  number  of  foot-pounds  of  work 
performed;  and  by  inspection  of  the  same  in  connection  with  a 
timepiece,  the  power  may  readily  be  obtained.  When  the  appa- 
ratus is  permanently  attached  to  a  particular  machine,  the  move- 
ment of  &e  indices  may  be  r^ulated  to  show  the  horse-power  ex- 
erted, by  taking  the  differences  of  the  readings  for  one  minute  or 
one  hour,  as  previously  arranged.  An  equivalent  arrangement  is 
shown  in  Fig.  1149,  in  which  a  cone  Ay  revolved  by  the  machine  or  vehicle,  is  also  moved  longi- 
tudinally in  contact  with  an  integrating  disk  B  by  connection  with  the  dynamometer  springs. 

Tradion  Dynamometer  for  (hdinary  Vehicles. — figs.  1160  to  1154  inclusive  show  the  horse  dyna- 
mometer used  by  the  Royal  Agricultural  Society  at  Bedford,  England.  The  whole  apparatus  is  mounted 
upon  a  separate  vehicle,  as  shown,  to  which  a  horse  is  hitched  at  one  end  and  the  vehicle  to  be  tested 
behind,  with  the  shafts  extended  either  side  of  the  machine  and  connected  by  chains  JE  F  to  either 
side  of  a  yoke  Gy  carried  upon  casters  and  pivoted  at  ^  to  the  draw-bar  Wy  which  is  connected  to  a 
pair  of  plate  springs  A  A,  The  draw-bar  H^also  connects  with,  a  piston  i)  in  a  cylinder  filled  with 
fluid,  the  displacement  of  which  from  one  end  to  the  other  can  be  regukted  by  a  cock  in  the  upper 
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port  shown,  tnd  thereby  the  indicating  and  registering  apparatus  be  relieved  of  the  sadden  more- 
ments  and  continual  vibrations  incident  to  rapid  variations  in  force  and  resistance,  without  afTectmg 
the  average  results.    The  movement  of  the  springs  is  multiplied  by  a  lever  Hy  which  gives  motion 
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to  a  slide  carrying  an  integrating  disk  K  and  a  register,  also  an  index  on  a  scale  if  at  the  left,  and 
a  pencil  for  operating  on  a  paper-drum  N,  The  integrating  disk  K  receives  motion  from  an  oper- 
ating disk  L,  which  in  turn  is  revolved  by  connection  with  Uie  hind  axle.  From  the  same  train  of 
gearing  the  paper-drum  N  is  operated.    To  determine  the  wei^t  ordinarily  carried  upon  the  sboul- 
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ders  of  a  horse,  the  shafts  are  suspended  from  a  yoke  P,  which  is  supported  at  one  end  of  a  lever 
Q,  having  at  the  other  end  the  spring-balance  K  The  results  are  however  modified  by  the  vertical 
component  of  the  tension  on  the  yoke  O.  Springs  of  different  resistances  are  provided  for  the 
apparatus,  and  provision  is  made  to  test  the  same  in  place  by  means  of  the  bell-crank  lever  8 
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and  weights  /.  Experiments  made  with  this  apparatus  in  the  year  1874  (see  Engineering^  xviiL,  S8) 
show  that  ordinary  wagons  without  springs  constructed  by  different  makers,  with  some  differences 
in  width  of  tires  and  inclination  of  wheels,  required  with  one  exception  but  44  to  61  lbs.  dranght 
per  ton  of  gross  load  carried  on  a  road  at  a  speed  of  about  2^  miles  per  hour.    One  wagon  with 
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springB  required  but  88  lbs.  draught  per  toii,^howing  a  saying  of  25  per  cent,  compared  with  a  simi- 
lar wagon  without  springs.  The  spring  wagon  showed  no  advantage  in  a  field,  where  the  draught  of 
the  Tarious  wagons  varied  from  188  to  229  lbs.  per  ton ;  the  differences  in  this  case  being  chiefly 
doe  to  the  widths  of  the  tires,  which  varied  from  2}  to  4  inches,  the  latter  of  course  sinking  less  into 
Uie  soft  ground.  Two  carts  required  80  to  3d  lbs.  draught  per  ton  of  gross  load  hauled  on  the  road 
at  a  speed  of  2f  miles  per  hour,  and  140  to  148  lbs.  per  ton  when  on  the  field ;  the  width  of  tires 
being  3^  and  4  indies. 

A  dynamometer  car,  employed  by  MM.  Yuillemin,  Guebhard,  and  Dieudonn6  on  railroads  in 
France,  contained  veiy  complete  apparatus  for  measuring  the  resistance  of  railway  rolling-stock 
tmder  various  conditions.  A  plan  view  of  the  springs  employed  is  shown  in  fig.  1166.  It  is  com- 
posed of  14  bars  of  the  shape  shown,  each  40.94  inches  long  and  2.08  inches  wide,  seven  of  which 
are  connected  at  their  centres  to  each  of  the  draw-bars  A  and  By  and  the  ends  of  the  springs  are 
connected  by  pins  in  plates  C  as  shown.  The  bars  D  D  carry  chocks  at  the  ends  to  limit  the  ex- 
treme movement  of  springs.  By  removing  the  pins  from  the  two  ends  of  plates  C  at  the  same  time, 
the  number  of  springs  in  action  may  be  reduced.  Separate  scales  are  provided  for  each  of  the 
groups  thus  formed.  The  tables  accompanying  a  report  of  the  trials  of  this  instrument  show  that 
it  recorded  tractions  of  upward  of  18,700  lbs. 

Dudlafs  Dy»u>ffrapk  is  an  apparatus  for  the  same  purpose  as  the  above,  but  with  different  details, 
whidihas  been  used  on  railroads  in  the  United  States. 

DuekJuarCi  HydrottoHe  Weighing  Machine  and  Bt^namomeUr. — ^Fig.  1166  represents  a  front  view 
tnd  fig.  1167  a  transverse  section  of  the  machine.    From  the  latter  it  will  be  seen  that  the  machine 
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consists  of  a  cylinder  and  piston,  the  latter  kept  tight  with  leather  packing  both  in  the  piston  itself 
and  on  the  piston-rod.  Attached  to  this  cylinder  is  an  ordinary  metal  gauge,  which  shows  the  pres- 
sure to  which  the  fluid  in  the  cylinder  is  subjected  by  the  weight  suspended  from  the  piston-rod.  It 
of  course  does  not  matter  if  there  should  be  a  slight  leakage  about  the  piston  or  rod,  because  as 
soon  as  the  weight  is  suspended  from  the  rod  the  leather  packing  becomes  tight,  and  produces  the 
same  pressure  on  the  fluid  (castor-oil  is  generally  used)  in  the  cylinder  as  though  no  leakage  had 
taken  place.  A  peculiar  merit  of  this  apparatus  is  its  lightness.  A  machine  of  84  lbs.  weight  is 
capable  of  weighing  10  tons ;  and  as  soon  as  merchandise  or  other  bodies  are  raised  and  suspended 
from  it,  the  weight  of  the  same  is  indicated  on  the  dial.  The  machine  can  be  used  for  weighing  all 
kinds  of  goods,  and  affords  a  very  convenient  testing  machine  for  bar-iron,  wire,  chains,  cordage, 
etc.    It  can  also  be  used  as  a  dynamometer  to  ascertain  the  resistance  of  trains  or  vessels. 

A  displacement  dynamometer  has  been  suggested,  in  which  the  forces  are  to  act  to  push  a  parallel 
plunger  into  a  fluid,  on  the  general  principle  of  the  Stiles  steam-gauge. 

DymMmomeUr  for  Measuring  the  Thrust  of  a  Screw-Shaft, — ^This  instrument,  Fig.  1168,  is  merely 
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a  lever,  or  a  combination  of  levers,  with  the  shaft  pressing  near  the  fulcnun,  and  the  farther  end  of 
the  lever,  or  combination,  attached  to  a  spring-balance.  ^  ^  is  the  screw-shaft,  pressing  as  it  re- 
volves against  a  movable  pin,  which  presses  against  a  knife-edge  on  the  lever  D  E,  Hie  rod  J^fis 
connected  with  the  spring-baJance,  which  cannot  be  seen  in  the  figure,  being  concealed  by  the  cylin- 
drical barrel  OH,  A  slide  attached  to  the  rod  EF  has  several  grooves  in  it,  so  that  the  pencil  p 
may  be  brought  into  contact  with  more  than  one  part  of  the  barrel  if  desired.  The  barrel  is  made 
to  revolve  by  means  of  a  belt  a  6,  connecting  it  with  the  screw-shaft ;  and  there  are  pulleys  of 
different  sizes  connected  with  the  bulkhead  at  M  and  the  shaft  at  N^  by  which  the  motion  of  the 
cylinder  can  be  regulated,  and  bo  made  quicker  or  slower  at  pleasure. 

When  the  engines  are  directly  connected  to  the  propeller,  the  thrust-bearing  is  made  free  to  more 
longitudinally,  and  the  levers  are  connect  to  it  A  hydraulic  regulating  cylinder  should  be  con- 
nected to  the  levers,  to  reduce  the  amplitude  of  the  vibration  of  the  spring.  A  diagram  from  a 
thrust  dynamometer  is  shown  in  fig.  1169.  The  mean  ordinate  may  be  obtained  by  either  of  the 
methods  mentioned  in  treating  of  indicators.  The  diagraip  shown  was  taken  in  connection  with  two 
others,  and  the  mean  pressuro  of  the  three  was  found  to  be  41.809  lbs.,  which  was  multiplied  hj  a 
system  of  levers  so  that  the  actual  thrust  was  8,086.4  lbs.  The  speed  of  the  ship  was  9.893  knots 
per  hour,  equal  to  (9.893  x  6,080  -4-  60  =)  1,002.49  feet  per  minute ;  so  the  work  per  minute  was 
(10,024.9  X  8,086.4  =)  8,106,686  foot-pounds,  showmg  a  development  of  (8,106,636  -4-  88,000  =)  245.65 
effective  horse-powers.  The  indicated  horse-power  at  the  same  time  was  466.6 ;  so  the  eflSdencj  of 
the  propelling  machinery  waa  (246.66  -<-  465.6  =)  62.76  per  cent.,  and  (100  —  62.76  =)  47.24  per 
cent,  was  absorbed  in  resistances  of  various  kinds,  including  the  friction  of  the  engine  and  shafting, 
the  slip  of  the  screw  (represented  by  the  water  propelled  aft),  and  the  fluid  resistance  on  the  screw- 
blades.  The  efficiency  is  higher  than  has  been  obtained  in  many  other  cases,  though  the  writer  in 
a  series  of  trials  of  the  machinery  of  the  U.  S.  Coast  Survey  steamer  Bhike  found  tlmt  the  efficiency 
averaged  as  high  as  66.22  per  cent.  The  vessel  had  compound  engines,  and  the  screw,  which  was 
entirely  submerged,  had  a  fijie  pitch,  and  was  of  large  diameter  for  the  size  of  vessel. 

A  hydrostatic  thrust  dynamometer  is  made  by  running  the  screw-shaft  through  a  cylinder  and 
piston,  so  that  the  thrust  will  be  borne  by  the  piston,  and  the  stress  is  computed  from  the  reading 
of  a  gauge,  as  in  the  Duckham  machine  shown  in  Fig.  1166. 

RoTABT  Dtnamoitktebs  are  of  two  kinds,  absorbing  and  transmitting.    In  the  former  the  power  is 
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absorbed  in  friction  during  the  act  of  measurement ;  in  the  latter  it  is  umply  transmitted  through 
the  instrument. 

Franv'a  Fridion^Brake  is  the  basis  of  all  absorbing  dynamometers.  The  apparatus  consists  essen- 
tially of  a  clamp  tightened  upon  a  revolving  pulley  and  tending  to  revolve  therewith,  but  held  in 
position  by  weights  or  springs  representing  the  intensity  of  the  effort  A  simple  form,  consisting  of 
a  pair  of  wooden  clamps  tightened  by  bolts  and  connected  through  a  lever  to  a  spring-balance,  is 
shown  in  Fig.  1160.  Often,  however,  iron  straps  faced  with  wo^  aroused,  and  held  in  portion  by 
weights,  springs,  or  both,  connected  ddroctly  to  the  strap  or  an  attached  lever.  When  the  cUunps  are 
tightened  so  that  the  weight  is  lifted,  the  surface  of  the  pulley,  moving  with  a  known  velocity,  is 
rogularly  overcoming  a  resistance  measured  by  the  weight  and  strain  on  the  springs,  increased  by  the 
leverage  if  any ;  and  the  distance  moved  by  the  surface  multiplied  by  such  increased  force  represents 
the  work  done.  The  result  would  be  the  same  if  the  radius  of  dbe  pulley  were  increased  to  the 
point  of  application  of  the  weight,  and  the  work  calculated  from  the  actual  revolutions  and  weights 
imposed.  If  JV=  revolutions  of  shaft  per  minute,  R  =  the  distance  from  the  centre  of  shaft  to  a 
vertical  line  passing  through  the  point  of  suspension  of  the  weights,  H^=  weights  imposed,  inclading 
strain  on  spring  if  used,  and  P  =  the  horse-power  developed ;  Sien 

^       8.1416  x2i?iVir       ^^^,^^,    „  ^rin- 

^  = 83000 =.0001904  iZJVT IF. 

To  prevent  extreme  oscillations,  a  regulating  piston  in  a  cylinder  filled  with  fluid  is  generally  con- 
nected with  some  part  of  the  lever ;  and  it  is  usually  necessary  to  apply  water  continuously  to  the 
surface  of  the  pulley  to  absorb  the  heat  developed  by  the  friction. 

A  Turhifke  t'Hction,  Dynamomeler  is  shown  in  Fig.  1161,  which  is  applicable  for  use  on  any  vertical 
shaft.  It  is  an  ordinary  Prony  brake  in  a  horizontal  position,  acting  upon  the  weights  through  a 
bell-crank.  The  regulating  cylinder  is  shown  applied  to  the  end  of  the  bell-crank  lever  opposite  the 
weights.  Pipes  are  also  shown  to  conduct  water  to  the  surface  of  the  pulley,  the  necessi^  of  whidi 
Lb  explained  above. 

FrmMs  Dynamometer  is  one  of  the  absorbing  type,  designed  for  the  use  of  the  British  Admiralty, 
to  be  applied  directly  to  the  shaft  of  a  screw-steamer  in  place  of  the  screw,  as  shown  in  Fig.  1162. 
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It  oonaists  of  a  disk-wheel  resembling  that  of  a  turbine,  with  a  large  drcamferential  groove  on 
either  side  opposite  similar  grooves  in  the  casing.  The  grooves  in  both  the  wheel  and  casing  contain 
carved  indin^  buckets,  which  act  when  the  apparatus  is  immersed  to  throw  water  forcibly  back  and 
forth  from  the  wheel  and  casing.    The  resistance  produced  tends  to  revolve  the  case,  which  is  re- 

1161. 


listed  by  lever-arms  Q  O^  connected  at  their  ends  through  a  rod  H  with  sprmgs  and  recording  ap- 
paratus on  the  wharf.  Cfates  located  in  the  projection  on  the  side  of  the  case  are  operated  by 
gear  connected  with  the  inclined  rods  shown,  to  close  off  part  of  the  area  between  the  cavities  in  the 
wheel  and  case,  and  thus  reduce  the  resistance  as  desired  within  large  limits. 

la.  using  the  ordinary  friction-brakes,  it  is  necessary  to  constantly  adjust  the  screws  tightening  the 
clamps  so  as  to  lift  the  weights  clear  without  striking  a  stop  in  the  opposite  direction.  To  avoid  this, 
several  brakes  have  been  designed,  in  which  the  friction  is  regulated  automatically.  The  simplest  plan 
of  doing  this  is  shown  in  Fig.  1168,  but  is  applicable  only  when  the  power  to  be  controlled  is  small. 
A  strap  placed  over  a  pulley  is  secured  at  one  end  to  a  spring-balance  c,  and  loaded  at  the  other 
with  a  weight  h.  The  pulley  turning  in  the  direction  of  the  arrow  lifts  the  weight  and  reduces  the 
tension  on  the  spring-balance  until  the  wheel  turns  in  the  band,  when  the  force  to  be  measured  is 
shown  by  the  difference  between  the  weight  h  and  the  reading  of  the  spring-balance  e. 

The  AppM  BrcJce^  shown  in  Fig.  1164,  consists  of  a  strap  lined  with  wood,  with  its  ends  secured 
to  a  lever  a/  at  the  positions  shown,  the  upper  end  of  the  lever  at  a  being  held  stationary.  The 
action  of  the  weight  at  IT  is  to  carry  the  bottom  of  the  lever  to  the  right  and  tighten  the  strap.  The 
motion  of  the  pulley  in  the  direction  of  the  arrow  lifts  the  weight  TT,  and  carries  the  strap  around 
until  it  becomes  sufficiently  loose  to  permit  the  pulley  to  turn  on  the  brake.  For  instance,  if  con- 
nections to  weight  are  properly  arranged,  the  point  of  Suspension  x  may  move  to  e,  when/  would 
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move  to  d.  The  length  of  the  band  may  be  adjusted  by  the  screw  y.  This  brake  is  perfectly  self- 
adjusting,  but  its  accuracy  has  been  questioned  on  account  of  the  neglect  of  the  strain  at  the  upper 
end  a  of  the  lever,  and  the  difference  in  friction  arising  from  necessary  differences  in  tension  on  the 
two  parts  of  the  band,  caused  by  the  lever  connection.  To  obviate  this  difficulty,  Mr.  W.  Balk  has 
designed  a  dynamometer  in  which  a  tightening-lever  is  placed  horizontally  opposite  the  connection  to 
wei^ts,  and  the  end  provided  with  a  pan  to  receive  small  weights,  which  are  varied  as  necessary  to 
adjust  the  friction. 
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A  Fndion  D^namomeUr  designed  by  Mr.  G.  E.  Emery  of  New  York  \b  shown  in  fig.  1165.  One 
end  of  a  f  riotion-b«nd  is  connected  at  the  point  e  with  the  weight  W  and  one  end  of  a  leTer  L.  The 
lever  receives  at  an  intermediate  point  h  a  connection  from  the  other  end  of  the  band,  and  is  sop* 
ported  at  the  outer  end  a  by  a  spring- balance  8  or  one  end  of  a  lever  M,  ilrst,  supposing  the  lever  M 
omitted,  the  weight  W  will  tend  to  depress  the  lever  L  and  strain  the  spring  8  (a  stop  shown  being 
provided  to  prevent  overstrain).  When,  however,  the  pulley  revolves  in  the  direction  of  the  trrow, 
the  weight  and  lever  will  rise  until  the  tension  is  reduced,  so  that  the  pulley  slips  in  the  btnd. 
Putting  /  =  the  force  required  to  balance  the  load  on  the  line  from  e  to  IT,  IT  =  the  weight  (indad- 
ing  of  course  the  permanent  weight  or  preponderance),  and  a,  6,  and  c  the  forces  at  the  points  a,  6, 
and  c  due  to  the  action  of  the  spring-balance  8;  then  the  downward  forces  acting  on  the  band  = 
IT  +  c,  and  the  upward  force  =  h.  Hence  -P=  W-\-  c  —  h.  But  6  =  a  +  c/  hence  ^=  Tr+  c- 
(a  +  c)  =  W"  a.    Therefore  the  force  required  to  balance  the  load  equals  the  weight  less  tbe  ten- 
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iion  on  the  spring-balance.  The  force  represented  by  the  latter  may  be  subtracted  automatically  bj 
adding  another  lever  below  L^  provided  with  a  central  fulcrum  on  the  bed-plate,  and  connected  at 
the  ends  to  the  ends  of  the  lever  Z  /  in  which  case  the  spring-balance  would  be  omitted.  Tbe  extra 
lever  and  connections,  or  a  pulley  and  cord,  may  however  be  located  above  the  lever  Z,  as  shown  in 
dotted  Imes,  and  the  baUnoe  either  be  retained  or  omitted  as  desired.    During  a  preliminaiy  nm, 


^^^'"^s::wf; 


the  screw  D  in  the  f Hction-band  should  be  adjusted  to  bring  the  lever  X  nearly  horizontal,  when  tbe 
action  of  the  apparatus  will  be  absolutely  automatic. 

A  Trantmitting  Dynamometer  invented  by  Mr.  S.  Brown  of  Lowell  is  shown  in  Fig.  1166.  The 
power  is  transmitted  from  a  spur-gear  C  to  another,  E^  through  an  intermediate  gear  S,  the  aiis  of 
which  hangs  in  a  stirrup  supported  by  a  steelyard  F^  the  short  arm  of  which  is  extended  and  con- 
nected to  a  regulating  piston  in  tbe  cylinder  (?,  as  shown.  The  force  transmitted  at  the  pitch-lines 
of  the  gears  is  the  same  on  either  side  of  the  centre  of  pulley  i>,  so  that  the  strain  communicated 
from  the  latter  to  the  short  arm  of  the  steelyard  is  double  that  transmitted  at  the  pitch-lines. 

The  Bevd-gcar  TVarumitHng  ThpMmwmder  shown  in  Figs.  1167  and  1168  operates  upon  the  same 
general  principle  as  that  previously  described.  The  power  Is  applied  to  a  bevel-wheel  i>,  and  is  trans- 
mitted to  another  similar  wheel  F  through  bevel-gears  E  E^  provided  with  bearings  on  a  lever  / 
turning  on  the  shaft  at  G,  The  stress  transmitted  to  the  centres  of  the  transmitting  wheels  ^^is 
double  that  at  the  pitch-line,  as  in  previous  cases.    As  shown  in  fig.  1167,  the  lever  is  bent  from  a 
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ndial  line  to  pass  by  the 
On  both  sides  of  the 
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and  carries  at  the  end  opposite  the  scale  a  counterbalance  weight  M, 
are  fast  and  loose  pulleys.    The  fast  pulley  on  the  driving  side  A 
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operates  the  bevel-gear  2),  and  the  corresponding  gear  F  on  the  opposite  side  operates  the  fast 
pulley  B.    By  disconnecting  a  line  shaft  at  the  coupling  and  runnmg  a  belt  from  pulleys  on  either 
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ilde  to  the  pulleys  A  and  B^  the  power  transmitted  may  be  measured ;  and  the  motion  of  the  two 
parts  of  the  main  shaft  will  be  in  opposite  directions  if  both  connecting  belts  are  straight,  but  in 
the  same  direction  if  one  of  them  is  crossed. 
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In  an  unprovement  by  Mr.  J.  B.  Francis  of  Lowell,  the  motion  on  the  side  B  of  the  machine  is 
reversed  by  gearing  to  a  second  shaft,  carrying  a  pulley  from  which  a  straight  belt  may  be  run  to 
the  main  shaft  without  reversing  the  direction  of  its  motion.  There  are  also  other  improvements  in 
details.  The  beam  is  balanced  without  the  use  of  a  movable  weight  Jf,  and  to  this  end  a  regulating 
piston  is  attached,  as  in  Brown's  machine.  A  register  is  operat^  by  an  endless  screw  on  the  extra 
shaft,  and  a  bell  strikes  at  every  50th  revolution.  The  beam  •/'  is  so  graduated  that  the  weight 
raised  1  foot  high  per  second  is  obtained  directly,  by  dividing  the  weight  as  shown  on  the  beam  by 
the  number  of  seconds  occupied  by  the  shaft  in  making  60  revolutions.  The  friction  of  the  machine 
was  ascertained  by  the  use  of  Prony*s  friction-brake  placed  on  the  extra  ptilley. 

A  German  Transmitting  Dynamometer  is  shown  in  Fig.  1169.  The  power  is  transmitted  from  a 
wheel  D  with  internal  gear  to  a  central  spur  gear-wheel  S,  through  opposite  transmitting  gear-wheeU 
K  K  attached  to  arms  on  a  sleeve  carrying  a  pulley  L^  which  through  a  band  Z  strains  the  dyna- 
mometer springs  F  F. 

Neer's  Rotary  Transmitting  Dynamomeler  is  shown  in  Fig.  1170.  The  main  shaft  is  disconnected 
at  a  coupling,  on  either  side  of  which  are  secured  the  disl^  A  and  B,    From  the  circumference  of 

the  disk  A,  which  is  the  driring 
""''•  side,  chains  are  carried  aroond 

the  pulleys  D  on  the  disk  B^ 
which  chains  tend  to  move  a  disk 
C  parallel  with  the  shaft,  and 
compress  the  springs  shown  be- 
tween disks  C  and  B.  The  ex- 
tent of  this  movement  showing 
the  transmitted  stress  is,  by  a 
fork  in  a  slot  on  the  hub  of  the 
disk  (7,  transferred  through  a 
cord  to  a  pulley  on  a  shaft  car- 
rying an  index  which  shows  the 
stress  on  a  dial  E.  This  part  of 
the  apparatus  is  supported  in  a 
groove  on  a  separate  revolving 
boss,  and  part  of  the  cirnimfer- 
ence  of  the  latter  is  provided 
with  an  endless  screw  operating 
another  index  on  a  diad  F^  to 
show  the  revolutions.  The  dial 
frame  is  prevented  from  revolving  by  a  cord  attached  to  the  lower  arm  shown.  All  the  disks  are 
made  in  halves,  and  the  disks  A  and  B  are  recessed  to  go  over  the  coupling  when  desired,  so  that 
the  apparatus  may  be  applied  in  a  very  short  time.  The  acting  distance  of  the  transmitted  force  is 
from  the  centre  of  the  shaft  to  the  centre  of  the  chains. 

In  SuttofCs  Dynamomder  lugs  on  the  side  of  a  driving  disk  operate  upon  spiral  springs  placed 
against  similar  lugs  on  a  driven  disk.  The  acting  distance  of  the  springs  is  slightly  varied  at  dif- 
ferent compressions,  but  the  error  is  scarcely  appreciable  when  the  disks  are  large,  and  may  in  any 
case  be  corrected  on  the  scale. 

In  EnuTsovCs  Dynamometer  the  revolving  stresses  are  transferred  to  longitudinal  ones  by  a  system 
of  levers,  and  the  latter  measured  by  a  bent-lever  balance.  C.  £.  £. 

EARTHWORK  CUTTING.    See  Excavatiwq  Machinert. 

ELECTRIC  BELLS.  Bells  or  gongs  struck  by  hanuners  vibrated  by  an  electro-magnet  placed  in  an 
electric  circuit.  The  apparatus  and  accessories  consist  of  the  bell,  the  push-button  or  circuit-closer, 
the  conducting  wire,  and  the  battery.  The  battery  may  be  composed  of  any  of  the  constant  elements 
described  under  Eleotbo-Galvahic  Batteries.  For  household  purposes  the  Leclanch^  cell  will  be 
found  excellently  well  suited,  the  number  of  elements  used  being  regulated  by  the  extent  and  conse- 
quent resistance  of  the  circuit.  The  button  or  circuit-closer  consists  of  two  metallic  strips  p  and  y, 
Fig.  1171,  placed  one  above  the  other.  In  its  normal  state  the  upper  strip  is  separated  from  the 
lower  one  by  a  spring.  To  the  strips  p  and  g  the  conducting  wires  a  and  c  are  secured,  and  as  the 
strips  are  separated  the  circuit  remains  open.  It  is  dosed  when  desired  by  pressing  the  knob  p\ 
The  button  is  inclosed  in  a  wooden  or  rubber  case.  Fig.  1172  is  a  convenient  device  for  combining 
a  number  of  keys  within  a  small  compass.  Eight  push-buttons,  corresponding  to  as  many  distinct 
circuits,  are  arranged  at  equal  distances  around  a  cylindrical  case,  within  which  the  connections  be- 
tween the  metallic  strips  and  wires  are  made.  Each  wire  is  separately  insulated  by  a  silk  covering, 
and  all  are  made  into  a  single  strand  as  they  leave  the  case. 

The  ordinary  form  of  bell  used  for  giving  single  taps  is  shown  in  Fig.  1178.  It  consists  of  an 
electro-magnet  MM^  opposite  the  poles  n  <  of  which  is  placed  the  armature  with  its  clapper  k.  The 
latter  in  its  normal  position  is  held  back  from  the  bell  Ohy,  spiral  spring  attached  to  the  movable 
upright  d^  which  serves  to  regulate  its  tension.  The  stroke  of  the  armature  is  limited  by  the  set- 
screw  r. 

By  a  slight  modification  of  the  connections  in  the  bell  instrument,  the  apparatus  can  be  used  both 
as  a  vibrator  and  as  an  instrument  to  give  single  taps.  The  general  plan  is  shown  in  Fig.  1174,  in 
which  M  and  e  are  the  electro-magnet  and  armature.  /S  is  a  switch  which  can  be  turned  on  J?  or  J? 
at  pleasure.  When  it  is  on  E^  the  apparatus  becomes  a  vibrating  instrument ;  when  turned  on  B, 
there  is  no  interruption  of  the  current  with  the  attraction  of  the  armature,  and  the  instrimteat 
simply  responds  by  single  taps  to  each  closing  of  the  circuit  by  the  push-button.    The  path  of  the 
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1178. 


1178. 


correiit,  when  the  switch  is  on  ^  and  E  respectively,  is  sufficiently  evident  from  the  figure  without 
farther  description.  • 

When  it  is  desirable  to  produoe  a  very  loud  sound,  the  double  bells  and  double  electro-magnets 


1174. 


1175. 


^1^1  ran        Blni 


1177. 


1178. 


are  usually  employed  in  the  vibrating  apparatus.    In  general,  the  principle  of  all  vibrathig  bells  is 
that  of  the  self-acting  make  and  break ;  but,  when  the  contacts  are  rigid  points,  the  vibrations  of 
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the  armature  take  place  only  whhin  narrow  limits,  and  the  arrangement  cannot  very  well  be  utilized 
for  ringing  a  bell.  Siemens  has  deyised  a  plan,  in  his  dial  instruments,  which  answers  the  purpose 
much  better,  by  giving  the  armature  a  greater  range  of  movement ;  but  the  adaptation  of  this  denoe 
to  the  ringing  of  bells  for  simple  calls  is  a  little  troublesome,  and  in  fact,  for  general  use,  would  be 
altogether  too  complicated.  By  far  the  most  preferable  way  of  obtaining  the  desired  range  of  stroke 
is  that  already  described,  in  which  a  spring  of  some  kind  forms  part  of  the  path  for  the  current, 
and  which,  with  the  attraction  of  the  armature,  follows  the  latter  for  such  a  distance  as  may  be 
required. 

When  one  battery  is  to  serve  for  operating  several  of  the  bells  above  described,  the  vibrators  can 
not  all  be  placed  in  one  circuit,  as  each  one  interrupts  the  circuit  independently  of  the  others ;  and 
it  is  impossible,  or  rather  impracticable,  to  make  the  armatures  of  the  various  instruments  so  that 
they  will  all  vibrate  in  exactly  the  same  time,  or  always  be  in  unison.  The  plan  generally  adopted 
for  such  cases  is  shown  in  Fig.  1175,  where  each  bell,  I,,  Ily  Illy  has  a  separate  conducting  wire  of 
its  own,  as  represented  by  the  numerals  1,  2,  8,  and  a  return  wire,  L  L^  serves  for  all.  If,  now,  one 
of  the  bells  is  operated  by  the  pressure  of  a  push-button  in  1,  2,  or  8,  as  the  case  may  be,  it  acts 
without  in  any  way  interfering  with  the  others,  as  they  are  all  quite  independent  of  the  drcniit  Uiiis 
interrupted. 

The  fault  just  noticed  in  connection  with  the  vibrating  armature,  causing  a-  break  at  eadi  vibra- 
tion, may  be  remedied  in  a  very  easy  manner  simply  by  causing  the  armature  to  cut  its  own  magnet 
out  of  circuit  after  each  attraction.  The  principle  works  very  satisfactorily,  and  will  be  readify 
understood  by  reference  to  Fig.  1176.  m  m  are  the  coils  of  the  electro-magnet ;  a,  the  armature,  to 
which  the  clapper  k  is  attached  by  means  of  a  rather  stiff  spring ;  and/,  an  elastic  steel  spring,  wMch 
readily  follows  the  to-and-f ro  movement  of  the  armature  for  a  short  distance.  As  will  be  seen,  a 
current  arriving  at  C  passes  through  the  wire  1,  coils  m  m,  and  wire  2,  to  the  line  L;  the  armatoie 
is  thus  attracted  to  the  spring/.  The  forward  movement  of  the  armature  brings  the  spring  /against 
a  contact  e^  and  forms  the  shunt  quite  independent  of  the  armature.  As  the  resistance  of  this  nnite 
ia  exceedingly  small  compared  to  that  of  the  helices,  almost  the  entire  current  passes  by  the  new 
path,  and  Sie  cores  become  demagnetized.  The  retractile  force  of  the  spring  now  preponderates, 
and  the  annature  falls  against  the  back  stop,  breaking  the  shunt  circuit  on  its  way.  As  this  arrange* 
ment  does  not  break  the  main  circuit,  any  desired  number  can  be  placed  in  the  same  line  and 
worked  without  interfering  with  each  other. 

When  the  bell  system  is  to  be  used  for  long  distances,  or  when  a  very  loud  ringing  is  desired,  for 
which  purpose  the  main  line  current,  as  a  rule,  is  not  suflBdent,  a  relay  and  local  battery  are  gener- 
ally used ;  and  with  the  heaviest  apparatus,  requiring  still  more  power,  the  ringing  is  done  by  means 
of  weights.  Fig.  1177  represents  an  arrangement  devised  by  Aubine,  in  which  a  single  set  of  elec- 
tro-magnets, MMy  serve  both  for  the  relay  and  the  call.  A  small  projection  on  the  upper  end  of  the 
armature  a,  when  the  latter  is  in  its  normal  position,  supports  the  lever  8,  keeping  it  from  making 
contact  with  spring  4,  and  at  the  same  time  holding  it  firmly  against  spring  2.  When  now  a  current 
is  sent  into  the  line,  it  passes  along  the  connection  1  to  spring  2,  thence  to  lever  8  and  its  connecting 
wire  to  spring  /  and  armature  a,  and  from  there  on  through  the  coils  to  earth.  This  causes  an 
attraction  of  the  armature ;  lever  8  falls  down  on  spring  4  and  closes  the  local  circuit,  whldi  agun 
results  in  a  magnetization  of  the  core.  The  armature  is  thus  made  to  vibrate  in  the  manner  alr^y 
described,  and  a  violent  ringing  is  set  up,  which  continues  until,  by  pressure  on  the  knob  6,  lever  S 
is  again  raised  and  supported  by  the  armature  projection.  (See  **  The  Speaking  Telephone,  Talldng 
Phonograph,  and  other  Novelties,"  Presoott,  New  York,  1879,  from  which  the  foregoing  is  abridged.) 

ELECTRIC  CLOCK.    See  Watches  axd  Clocks. 

ELECTRIC  ENGRAVIXG  MACHINE.  A  machine  for  engraving  the  cylinders  of  copper  or  brass 
employed  in  printing  woven  fabrics  and  paper  hangings.  (See  Calioo-Printino.)  The  current  is 
used  to  determine,  by  means  of  electro-magnets,  the  slight  simultaneous  advance  or  withdrawal  of 
any  number  of  engpraving  diamond-points  from  the  varnished  surface  of  the  copper  rollers  to  be 
engraved,  according  to  the  position  of  a  corresponding  metal  contact-point  on  the  non-conducting 
surface  of  a  prepared  pattern.  The  pattern  and  cylinder  to  be  engraved  are  moved  mechanically  m 
concert,  and  the  proportion  of  their  relative  movements  can  be  varied  by  mechanical  adjustment. 
The  engraving  points  have  a  slight  vibrating  action  given  to  them,  which  scratches  off  the  vamifih 
whenever  brought  into  contact  with  it,  and  produces  a  series  of  fine  zigzag  lines,  which  facilitate  the 
retention  of  the  pasty  coloring  matter  used.  The  prepared  pattern  determines  the  moments  at  which 
this  contact  occurs ;  and  the  concert  between  the  movements  of  the  pattern  and  the  roller  produces 
a  similar  agreement  between  the  pattern  and  the  figures  engraved,  which  may  clearly  be  made  larg» 
or  smaller  than  the  pattern  in  any  desired  proportion  and  in  any  required  number.  The  copper  when 
exposed  is  afterward  etched  by  an  add  bath. 

ELECTRIC  FUSE.    See  Blasting,  and  Fuses. 

ELECTRIC  GAS-LIGHTER.  Numerous  devices  have  been  invented  for  the  ignition  and  regnk- 
tion  of  street  gas-lamps  by  electricity,  the  current  not  only  lighting  the  gas,  but,  by  means  of  an 
electro-magnet,  turning  on  or  off  the  supply.  One  of  the  most  successful  contrivances  for  this  pur- 
pose is  that  devised  by  Mr.  St  George  L.  Fox  of  London,  and  represented  in  Fig.  1178.  The  socket 
F  is  screwed  on  to  the  top  of  the  gas-pipe,  and  the  frame  H  is  made  hollow,  for  the  purpose  of  allow- 
ing the  gas  to  flow  up  to  the  nipple  at  the  summit.  The  gas  is  turned  on  or  off  by  means  of  a  ralre 
or  stop-cock,  the  lever  of  which  is  seen  caught  by  one  of  the  studs  A.  The  two  studs  A  A  %t^ 
borne  on  the  upper  part  of  the  permanent  horseshoe  magnet  (7,  the  latter  being  supported  on  the 
point  of  a  fine  pivot  working  in  a  cross-piece  in  the  frame  H,  This  permanent  magnet  is  capable  of 
a  reciprocating  horizontal  movement ;  and  supposing  its  position  in  the  drawing  to  be  reversed,  the 
other  stud  A  would  carry  the  pin  or  lever  back  through  a  short  space.  This  shifting  of  the  lever 
one  way  or  the  other  serves  to  turn  the  gas  either  on  or  off,  as  may  be  desired.    The  movemoit  of 
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the  magnet  is  effected  by  a  change  in  the  polarity  of  an  electro-magnet  consisting  of  a  soft-iron  core 
in  a  coU  at  K    According  as  the  current  is  sent  forward  or  backward  through  the  coil,  so  the  polar- 
ity of  the  core  is  altered,  and  the  permanent  magnet  is  turned  on  its  pivot.    The  electric  current 
which  turns  the  gas  on  or  off  is  obtained  from  the  magneto-electric  machine 
at  the  station,  and  Is  oonreyed  by  the  wire  D  D,  which  wire  connects  all  the  U'^8. 

lamps.  Supposing  the  current  to  be  sent  in  such  a  direction  as  to  turn  the 
gas  on,  the  next  operation  consists  in  transmitting  along  the  wire  D  D  a 
powerhd  discharge  obtained  from  a  condenser  raised  to  an  electromotlTe 
force  of  several  thousand  volts  or  units  by  means  of  a  Ruhmkorff  coil. 
Around  the  primary  coil  at  J?  is  wound  a  secondary  coil  of  fine  wire,  and  of 
much  greater  length.  The  discharge  from  the  condenser  has  the  effect  of 
producing  a  secondary  current  along  the  wire  E  E^  thereby  developing  a 
small  spark  just  over  the  burner.  The  discharge  which  passes  through  the 
primary  wire  has  the  same  effect  simultaneously  on  the  secondary  wire  in  all 
the  lamps  of  the  circuit,  so  that,  the  gas  being  previously  turned  on  in  the  ' 
manner  described,  the  whole  of  the  lamps  are  lit.  If  the  first  and  last  lamp 
in  each  circuit  be  in  sight  of  the  station,  the  continuity  of  the  circuit  will 
be  proved  by  the  lighting  of  these  two  lamps.  When  it  is  required  that 
the  lamps  shall  be  extinguished,  a  reverse  current  through  the  primary  wire 
will  cause  the  permanent  magnet  to  turn  on  its  pivot  and  strike  the  lever  of 
the  stop-cock,  so  as  to  turn  off  the  gas.  The  stop-cock  consists  of  a  brass 
tube  forming  a  vertical  socket,  and  fitting  into  the  cylindrical  part  above 
the  horseshoe  magnet  The  socket  thus  formed  has  a  small  aperture  on 
one  side,  opening  into  the  hollow  of  the  frame  U.  The  plug  of  the  cock  is 
made  with  a  very  slight  downward  taper,  and  is  hollowed  out  in  the  middle. 
At  the  side  of  the  plug  is  an  aperture  corresponding  to  that  in  the  socket 
When  the  aperture  of  the  plug  is  thus  brought  opposite  the  aperture  in  the 
sodcet,  the  gas  flows  up  toward  the  burner ;  and,  in  like  manner,  when  the  | 
plug  is  so  turned  as  to  remove  its  aperture  from  coincidence  with  that  of  ' 
the  socket,  the  gas  is  intercepted,  and  the  supply  turned  off. 

ELBGTRICITY.    According  to  the  modem  theory  of  correlation  and  con- 
servation of  forces,  electricity  is  a  mode  of  motion  of  the  molecules  of  mat- 
ter.   "  Light,  heat,  electricity,  magnetism,  motion,  are  all  convertible  material  affections.    Assmnlng 
either  as  the  cause,  one  of  the  others  will  be  the  effect.    Thus  heat  may  be  said  to  produce  elec- 
tricity, electricity  to  produce  heat ;  magnetism  to  produce  electricity,  electricity  magnetism ;  and  so 
of  the  rest."    (Grove.) 

The  general  science  includes  statical  and  dynamical  electricity,  or  electric  force  in  a  state  of  rest 
m  of  motion.  Statical  electricity,  being  usually  developed  by  friction,  is  often  odled  *'frictional 
electricity.''  The  other  terms  above  noted,  indicating  the  development  of  the  force  by  heat,  chemi- 
cal action,  magnetism,  etc,  may  be  classed  under  the  general  title  of  dynamical  electricity.  This,  in 
wliatever  way  produced,  is  always  in  the  form  of  currents,  and  exhibits  a  constant  manifestation  of 
power.  Statiod  electricity  may  also  be  obtained  by  greatly  increasing  the  intensity  of  dynamical 
electricity. 

The  term  electro-dynamics  is  commonly  used  to  include  the  whole  branch  of  electrical  science 
which  deals  with  the  effects  of  electricity  in  motion.  In  making  general  reference  to  the  subject, 
the  separate  topics  comprised  in  which  will  be  found  treated  under  headings  below  noted,  we  here 
deal  only  with  mechanical  effects,  or,  in  other  words,  with  electrical  work. 

The  word  potential,  as  technically  employed,  strictly  indicates  a  condition  for  or  tendency  to  do 
work.  For  brevity  it  is  used  alone  to  denote  the  difference  between  the  electrical  condition  of  a 
given  body  or  point  and  that  of  the  earth,  which  is  assumed  as  zero.  The  work  *  done  in  unit  of 
time  in  the  part  of  an  electric  circuit  lying  between  two  given  points  is  equal  to  the  strength  of  the 
current  multiplied  by  the  difference  of  potential  between  these  points.  It  may  be  added  here  that, 
if  the  direction  of  the  current  is  from  a  point  of  higher  potential  to  a  point  of  lower  potential,  work 
is  done  by  the  cwrrent ;  whereas,  if  the  current  flows  from  a  point  of  lower  to  a  point  of  higher 
potentia],  work  is  done  in  maintai'Mng  the  current.  We  know,  however,  that  if,  starting  at  any  point 
A  of  an  electric  circuit  and  following  the  direction  of  the  current,  we  arrive  at  a  point  B  of  lower 
potential,  we  shall,  by  continuing  to  follow  the  current,  get  back  again  from  the  point  B  to  the  point 
A ;  that  is,  we  shall  pass  from  a  point  of  lower  to  a  point  of  higher  potentiaL  Consequently,  since 
the  strength  of  the  current  crossing  any  complete  section  of  a  circuit  is  the  same,  it  follows  that  the 
net  amount  of  work  done  hy  the  current  in  any  part  of  a  circuit  is  equal  to  the  net  amount  of  work 
done  in  the  renudnder  of  the  circuit  in  maintaining  the  current.  The  different  kinds  of  work  which 
the  electric  current  can  do  may  be  classifled  as  follows : 

A.  The  work  done  by  a  current  of  constant  strength,  traversing  a  circuit  no  part  of  which  under- 
goes change  of  position  relatively  to  another  part  or  to  any  other  conducting  circuit  or  magnet,  is 
entirely  internal ;  that  is,  it  appears  within  the  conductors  of  which  the  circuit  is  made  up,  in  one  or 
other  of  the  following  forms :  (1.)  As  development  of  heat,  in  metallic  conductors  of  one  material. 
(2.)  As  development  of  heat  accompanied  by  transfer  of  heat  causing  inequality  of  temperature,  in 
m^allic  conductors  not  all  of  one  material.  (8.)  As  development  of  heat  together  with  chemical 
decomposition,  in  a  conductor  consisting  of  a  compound  liquid. 

B.  MThen  the  strength  of  a  current  varies,  or  when  the  position  of  the  drcuit  relatively  to  other 

*  Abridged  from  a  iMqier  on  **  Rleetrical  AppontuB*'  by  ProfeMor  G.  Carey  Foster,  F.  B.  S^  in  **  Hand-Book  of  South 
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conductors  or  to  magnets  is  changed,  more  or  less  work  may  be  done  in  the  production  of  effects 
external  to  the  circuit  in  addition  to  some  internal  work  of  one  or  more  of  the  above  kinds.  The 
external  work  may  be  of  any  of  the  following  kinds:  (4.)  Magnetic  induction;  that  is,  the  develop- 
ment of  the  magnetic  condition  in  substances  susceptible  of  magnetism.  (5.)  Production  of  induced 
currents  in  other  conductors.  (6.)  Production  of  mechanical  work  through  the  motion  of  mign^ 
or  of  conductors  conveying  currents. 

The  laws  according  to  which  the  action  (1)  takes  place  were  first  ascertained  by  Joule  (1841).  The 
effect  referred  to  imder  (2)  was  discovered  by  Peltier  (1834X  and  has  since  been  investigated  chieflj 
by  Edlund  (1870~'71).  The  laws  of  the  chemical  action  of  the  current  (8)  were  established  by  fkrt- 
day  (1838).  The  magnetizing  power  of  the  current  (4)  was  first  observed  by  Arago  (1820) ;  and  the 
production  of  induced  currents  (6)  by  Faraday  (1881).  The  existence  of  mechanical  force  between 
electric  currents  and  magnets,  capable  of  doing  work  by  changing  their  relative  position,  was  disoor- 
ered  by  Oersted  in  1820 ;  and  in  the  same  year  Ampere  discovered  that  there  is  a  mechanical  force 
between  two  currents  or  two  parts  of  the  same  current  From  the  laws  according  to  which  he  found 
that  this  force  is  exerted,  he  deduced  the  conclusion  that  a  closed  electric  circuit  has  the  properties 
of  a  magnet,  and  showed  that  any  magnet  might  be  replaced  by  a  system  of  circulating  currents. 

Most  of  the  effects  produced  by  an  electric  current  are  connected  with  the  direction  of  the  current, 
in  such  a  way  that  they  are  inverted  when  the  direction  of  the  current  is  inverted.  Thus,  when  a 
current  passes  from  a  piece  of  bismuth  into  a  piece  of  antimony,  heat  is  absorbed ;  but  when  it 
passes  from  antimony  to  bismuth,  an  equal  quantity  of  heat  is  evolved.  When  a  current  passes 
between  two  platinum  plates  immersed  in  water,  decomposition  takes  place,  and  oxygen  is  evolved  at 
the  plate  by  which  the  current  enters  the  water,  and  hydrogen  at  the  plate  by  which  it  leaves;  Di- 
version of  the  current  inverts  the  chemical  action.  Again,  a  current  encircling  a  piece  of  soft  inn 
renders  it  magnetic,  and  if  the  current  is  inverted  the  magnetization  is  revers^  Lastly,  if  motloii 
is  produced  by  the  mutual  action  of  a  current  and  a  magnet,  or  of  one  current  on  another,  &e  inTcr- 
sion  of  the  current  causes  inversion  of  the  motion.  The  only  two  cases  in  which  the  effect  of  a 
current  is  independent  of  its  direction  are  the  development  of  heat  in  a  homogeneous  conductor,  and 
the  force  exerted  by  one  part  of  a  current  upon  another  part  of  the  same  current.  The  distinction 
between  the  former  (reversible)  class  of  effects  and  the  latter  (non-reversible)  is  connected  with  the 
fact  that  the  work  expended  in  a  given  time  in  producing  any  of  the  former  class  is  simply  prGpo^ 
tional  to  the  strength  of  the  current,  whereas  in  the  case  of  the  latter  class  of  effects  it  is  profMr- 
tional  to  the  square  of  the  current-strength.  A  further  distinction  is  that,  if  any  reversible  effect 
which  a  current  would  produce  by  traversing  a  conducting  circuit  in  a  given  direction  is  caused  by 
external  agency,  a  current  is  generated  in  the  circuit.  Thus,  by  supplying  heat  at  certain  points  <^ 
a  circuit  composed  of  alternate  pieces  of  two  different  metals,  and  withdrawing  heat  at  certain  other 
points,  a  (thermo-electric)  current  is  produced  in  the  same  direction  as  that  which  would  have  caused 
heat  to  be  absorbed  at  the  first  set  of  points,  and  to  be  evolved  at  the  second  set  Again,  if  the 
chemical  action  which  a  current  in  a  given  direction  would  produce  in  a  compound  liquid  is  pro- 
duced by  other  means,  the  result  is  a  current  in  the  same  direction,  provided  the  liquid  makes  part 
of  a  conducting  circuit.  Similarly,  work  done  in  causing  changes  of  magnetization  in  the  neighbor- 
hood of  a  conducting  drcuit,  or  changes  in  the  position  of  magnets  or  currents  relatively  to  the  ci^ 
cuit,  causes  the  circuit  to  be  traversed  by  a  current  opposite  to  that  which  would  have  produced  the 
changes  in  question.  On  the  other  hand,  no  current  is  produced  by  either  supplying  hcAt  to,  or  tak- 
ing heat  from,  any  homogeneous  parts  of  a  conducting  circuit,  nor  by  moving  one  part  of  sudi  a 
circuit  relatively  to  another  part  In  fact,  all  the  various  methods  by  which  electric  currents  can  be 
produced  are  processes  in  which  some  reversible  effect  of  such  currents  is  brought  about  by  the 
expenditure  of  external  energy. 

The  applications  of  these  principles  wHl  be  found  under  Electric  Bells,  Electric  Gas-Liorrk, 
Electric  Light,  Electric  Machimes  (Static),  Electric  Pen,  Electro-Ballishc  Machines;  Elbcibo- 
Galvanic  Batteries,  Electro-Magnets,  Electro-Metallurot,  Electrometers,  and  Blectromotou. 

Works  fw  Hrfermcc—Bistorieal :  "Essai  sur  la  Nature,  etc.,  de  PElectridt^,"  Winckler,  Paris, 
1748;  "M^canismes  de  PElectricit6  et  de  TUnivers,"  De  la  Perri^re,  Paris,  1766;  "Experiments 
and  Observations  on  Electricity,*'  Franklin,  London,  1769;  "Bistory  of  the  Present  State  of  Elec- 
tricity," Priestley,  London,  1776  ;  "Essay  on  Electricity,"  Adams,  1786 ;  "Analogic  de  PElectridt* 
et  du  Magndtisme,"  Van  Swinden,  the  Hague,  1786  ;  "De  I'Electricit^  du  Corps  huroain,  dans  TEtat 
de  Sant^  et  de  Maladie,"  Abb6  Bertolon,  Paris,  1786 ;  "  Exposition  raisonn4e  de  la  Th^rie  de  TElec- 
tridt^  et  du  Magn^tisme,"  Hauy,  Paris,  1787 ;  "  A  Complete  Treatise  on  Electricity,"  CavaUo,  Lon- 
don, 1796.  Theoretical:  "On  Heat  and  Electricity,"  Thomson,  London  and  Edinburgh,  18S0; 
"Treatise  on  Electricity,"  De  la  Rive,  London,  1868;  "Papers  on  Electrostatics  and  MagneUsm," 
Thomson,  London,  1872 ;  "  Treatise  on  Electricity  and  Magnetism  "  (pure  theory).  Maxwell  Oxford, 
1878;  "Elektricit&t  und  Magnetismus,"  Riemann,  Hanover,  1876;  "Prindpien  einer  Elektrody- 
namischen  Theorie  der  Materie,"  Zolhier,  Leipsic,  1876 ;  "  Introduction  to  Ae  Theory  of  Electii- 
dty,"  Cumming,  London,  1876.  HudimerUart/  and  Simplified  Treatises^  etc.:  "Elementary  LectuRS 
on  Galvanism,"  Sturgeon,  1848;  "Rudimentary  Electridty,"  Harris,  London,  1868;  "Electricity," 
Pepper,  London,  no  date;  "Light  and  Electridty,"  Tyndall,  New  York,  1876;  "Lessons  on  Elec- 
tricity," Tyndall,  London,  1876.  General  Treatises  and  Text-Books :  "  Traits  Exp^rimentale  de 
I'Electridt^,"  Bccquerel,  Paris,  1884;  "Electridty,  its  Nature,"  etc.,  Leithead,  London,  1887;  "A 
Manual  of  Electridty,  Magnetism,  and  Meteorology,"  Lardner,  London,  no  date ;  "  Traits  de  PEleo- 
tridt6,"  Gavarret,  Paris,  1867;  "A  Manual  of  Electridty,  Theoretical  and  Practical,"  Bakewell, 
London  and  Glasgow,  1869 ;  "  Electridty,  Magnetism,  and  Galvanism,"  Harris,  London,  1867;  "Stu- 
dent's Text-Book  of  Electridty,"  Noad,  London,  1867;  "Physics,"  Ganot,  New  York,  1873;  "Kat- 
ural  Philosophy,"  Deschanel,  New  York,  1878;  "Electrid^,"  Ferguson,  London  and  Edinburgh, 
1878 ;  "  Electridty  and  Magnetism,"  London,  1878 ;  "  Magnetism  and  Electridty,"  MiUei^  New 
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York,  1875;  "  Electricity,  its  Theory,  Sources,  and  Applications,*'  Sprague,  London,  1876;  "Traits 
de  r£lectrlcit4  Statiqae,''  Mascart,  Paris,  1876;  **  Magnetism  and  Electricity,''  Guthrie,  London, 
1876 ;  **  Electricity  and  the  Electric  Telegraph,"  Prescott,  New  York,  1877.  On  Special  Appliea- 
tiom:  *' Expose  des  Applications  de  I'Electridt^,"  Du  Monoel,  Paris,  1866;  "  L'Electricit6  et  les 
Ghemins  de  Fer "  (discussion  of  sjrstems  proposed  for  prevention  of  accidents  by  aid  of  electricity), 
De  Castro,  Paris,  1869;  "  Electromagnetismus,"  Dub,  Berlhi,  1861 ;  ^'Les  Menreilles  de  la  Sdence," 
Figuier,  Paris,  no  date;  '*The  Forces  of  Nature — ^Applications  of  the  Physical  Forces,"  Guillemin, 
translated  by  Lockyer,  New  York,  1873 ;  **  Electricsd  Testing,"  Eempe,  London,  1876.  For  works 
on  telegraphy,  see  Tkleoraphio  Apparatus.  Tables,  etc, :  **  Electrical  Tables  and  Formuljae,"  Clark 
and  Sabine,  London,  1871 ;  "  Experimental  Physics  "  (construction  of  apparatus),  Weinhold,  trans- 
lated by  Loewy,  London,  1876. 

ELECTRIC  LIGHT.  There  are  four  methods  of  converting  electricity  into  light  L  fiy  means 
of  two  carbon  conductors,  between  which  passes  a  series  of  intensely  brilliant  sparks,  which  form 
a  species  of  flame  known  as  the  voltaic  arc.  II.  By  means  of  a  rod  of  carbon  or  kaolin,  a  strip  of 
platinum  or  iridium,  or  various  other  substances,  placed  between  conductors  and  rendered  luminous 
by  incandescence  due  to  the  heat  caused  by  the  resistance  of  the  material  to  the  current  IIL  By 
means  of  the  stratified  discharge  of  the  electric  current  in  vacuo,  or  in  tubes  containing  various 
gases.  ly.  By  means  of  a  quick  succession  of  the  "  extra  sparks  "  due  to  the  sudden  rupture  of  a 
current  flowing  through  a  conductor  of  considerable  length. 

L  Thb  Voltaic  Arc  Light. 

This  is  the  commonest  as  well  as  the  oldest  form  of  electric  illumination.  The  amount  of  light 
yielded  depends  upon  the  intensity  of  the  current,  the  nature  of  the  electrodes,  and  the  medium 
which  surrounds  them.  The  color  of  the  light  varies  with  the  material  of  which  the  electrodes  are 
composed,  or  according  to  the  presence  of  various  metals.  It  is  yellow  with  sodium,  white  with  zinc, 
green  with  silver,  etc  The  shape  of  the  arc  depends  on  the  form  of  the  electrodes.  With  a  posi- 
tive coke  point  and  a  negative  platinum  plate,  it  is  conical ;  between  two  carbon  points,  it  is  ovoid. 
The  maximum  length  of  the  flame  depends  on  the  intensity  of  the  current  Despretz  determined  in 
1880  (I)  that  the  length  of  the  arc  augments  in  more  rapid  ratio  than  the  number  of  elements  em- 
ployed to  produce  it,  and  (2)  that  this  increase  is  more  marked  for  small  than  for  larger  arcs.  Thus, 
the  arc  produced  widi  100  Bunsen  elements  is  nearly  quadruple  that  produced  by  60  elements ;  that 
resulting  from  200  elements  is  not  triple  that  from  100,  and  the  light  from  600  elements  is  7i  times 
greater  than  the  arc  from  100  elements.  (8.)  When  the  elements  are  coupled  for  quantity,  the  length 
of  the  arc  increases  less  rapidly  than  the  number  of  elements.  The  arc  from  100  elements,  measur- 
ing 26  millimetres,  increases  to  only  69  millimetres  with  600  elements  coupled  in  6  series  of  100 
e^h ;  while  with  the  same  battery  of  600  elements  coupled  for  tension  (see  Electbo-Galyanio  Bat- 
TBBns),  it  reaches  a  length  of  188  millimetres.  (4.)  When  the  positive  pole  is  underneath,  the  voltiuc 
arc  is  shorter  than  when  the  negative  pole  takes  this  position.  With  6  series  of  100  elements  cou- 
pled for  quantity,  a  length  of  74  millimetres  is  obtained  when  the  positive  electrode  is  uppermost, 
and  66  millimetres  when  it  is  beneath.  (6.)  When  the  electrodes  are  placed  horizontally,  die  arc  is 
shorter  than  with  vertical  electrodes ;  but  then  the  quantity  battery  is  more  advantageous  than  one 
coupled  for  tension.  Thus,  6  series  of  100  elements  coupled  in  quantity  give  a  horizontal  arc  40 
millimetres  in  length,  while  if  coupled  for  tension  the  same  battery  produces  an  arc  only  27  millime- 
tres long.  These  experiments  show  plainly  the  dififioulties  in  the  path  of  constructors  of  dynamo- 
electric  machines  adapted  to  the  production  of  the  electric  light,  when  such  machines  yield  currents 
of  great  quantity  and  low  tension. 

Aie  following  useful  formulsd  relating  to  the  electric  light  have  been  deduced  by  Mr.  Desmond  G. 
Fhxgerald : 

Let  £^=  the  electromotive  force,  in  volts,  acting  in  a  circuit ;  E  =  the  total  resistance,  in  ohms, 
of  the  circuit ;  r  =  the  resistance  of  the  voltaic  arc  obtained ;  ffJP.  =  the  horse-power  of  the  prime 
motor  used  to  work  the  djmamo-electric  machine ;  and  k,p.  =  the  horse  power  absorbed  in  the  pro- 
duction of  electrical  work.    The  energy  of  the  current,  or  the  mechanical  equivalent  of  the  work 

and  beat  produced  by  it  per  hour,  will  be  W= —   foot-pounds  = j^ —  foot-tons.    The 

horse-power  absorbed  in  the  current  ( ^^^- — . — ^ — —  )  will  be  h.p.=-=: — — r.  The  ratio 
;^„    ^  \83000  X  tmie  m  mm./  ^      Rxlil 

„  P  is  the  measure  of  the  efficiency  of  djmamo-electric  machines.    In  the  case  of  Gramme's  ma- 

diine,  under  the  best  conditions,  we  have  JJ.P.  =  h.p.  x  1.89.    The  horse-power  absorbed  in  the  arc 

T                                                                    h  p,  X  T  X  747 
itself  is  h.p.  X  -^    The  ratio  of  this  latter  value  to  A./>.,  or  -^ — -^ ,  is  the  measure  of  the 

efficiency  of  the  electrical  circuit  in  the  production  of  the  greatest  quantity  of  light  with  a  given 
quantity  of  electrical  energy.  In  the  experiments  with  Gramme's  machine  made  by  the  Committee 
of  the  Franklin  Institute,  the  light  produced  by  the  voltaic  arc,  in  standard  sperm  candles,  was 

h.p.  X  "B  ^  ^^^  (candles);  or,  calling  1  the  current  in  vebers  per  second,  the  light  in  this  case  was 

P  r  X.  1.4  (candles).  This  may  probably  be  taken  as  a  safe  minimum  value  for  small  lights ;  but  it 
would  appear  that  the  quantity  of  light  increases  more  rapidly  than  the  square  of  the  current,  or 
that  the  light  is  most  economically  produced  when  it  is  least  subdivided.  With  the  larger  magneto- 
machines,  worked  with  greater  horse-power,  the  constants  for  the  two  latter  formulae  would  be  in 
fact  considerably  higher,  provided  one  light  only  be  obtained. 

From  the  foregoing  it  will  also  be  seen  that  the  diminution  according  to  the  **  square,"  and  not 
aooording  to  simple  proportion,  applies  to  electricity  just  as  it  applies  to  light,  heat,  sound,  gravita- 
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tion,  and  other  physical  phenomena.  Thus,  if  a  circuit  be  diTided  into  two  branches  whose  resist- 
ances are  equal,  a  current  of  half  the  strength  passes  through  each  branch,  producing  at  the  pomt  of 
resistance,  not  half  the  light,  but  only  a  quarter,  because  the  effect  follows  the  square  of  the  current- 
strength.  If  the  current  had  been  divided  into  three  equal  branches,  in  each  brandi  only  one-nmth 
part  of  the  original  light  would  be  obtained,  and  so  on ;  so  that  if  an  electric  light  of  1,000  candles 
were  divided  into  10  equal  lights,  the  result  would  be  10  lights  of  10  candles  each,  in  place  of  one  of 
1,000  candles.  When  the  light  is  produced  by  the  second  of  the  above-named  systems — that  is,  by 
incandescence — a  still  greater  loss  is  occasioned.  M.  Fontaine  has  shown  that  under  the  most  favor- 
able dreumstances,  with  a  Bunsen  battery  of  48  cells,  8  inches  high,  the  diminution  of  the  sub- 
divided light  was  so  great  that,  where  he  put  5  lights  in  one  circuit,  he  only  obtained  a  total  illonu- 
nating  power  of  a  quarter  of  a  burner,  with  4  lamps  only  three-quarters  of  a  burner,  with  two  lamps 
6i  burners,  and  with  one  lamp  64  burners.  These  numbers  give  the  following  ratio :  1,  8,  8, 26, 216, 
thus  showing  how  rapidly  the  light  diminishes  when  divided.  With  the  voltaic  arc,  howerer,  and 
with  the  same  battery,  he  was  able,  by  a  Serrin  lamp,  to  obtain  a  light  of  106  burners. 

The  Voltaic  Arc  is  produced  by  l^e  incandescence  of  a  jet  of  particles  detadied  from  the  elec- 
trodes and  projected  in  all  directions.    This  projection  takes  place  chiefly  from  one  pole  to  the  other, 

or  more  particularly  from  the  positive  to  the  negatire 
ll*^*  pole.    The  positive  electrode  has  a  much  higher  tem- 

perature than  the  negative,  and  its  rate  of  consump- 
tion during  a  given  time  is  double  that  of  the  latter. 
The  arc  is  approximately  represented  in  Fig.  1179. 
On  each  of  the  carbons  appear  scattered  liquid  and 
Incandescent  globules  due  to  the  mineral  substances 
contained  in  the  electrodes.  These  do  not  appear 
when  the  carbons  are  chemically  pure.  To  sum  up, 
the  voltaic  arc  is  a  portion  of  the  electric  circuit  bar- 
ing all  the  properties  of  other  portions  of  the  same 
circuit.  The  molecules  passing  over  from  pohit  to 
point  constitute  a  mobile  chain,  more  or  less  conduct- 
ing and  more  or  less  heated,  according  to  the  inten- 
sity of  the  current  on  one  hand,  and  to  the  separatioa 
and  nature  of  the  electrodes  on  the  other.  The  re- 
sults are  the  same  as  if  the  electrodes  were  connected 
with  a  metallic  wire  or  a  rod  of  carbon  of  small  see* 
tion,  BO  that  it  will  be  seen  that  the  light  produced 
by  tiie  voltaic  arc  and  that  obtained  by  incandescenoe 
is  due  to  one  and  the  same  cause,  namely,  the  beat- 
ing of  a  resisting  body  introduced  in  the  circuit 

The  Carbons,  when  in  stick  form,  usually  vair  in 
diameter  between  from  three-siiteentiis  of  an  inch  to 
nearly  1  inch ;  probably  about  three-eighths  of  an 
inch  is  the  size  most  generally  employed  with  the 
power  of  the  lights  used  for  industrial  purposes. 
Their  exact  diameter  should  be  proportioned  to  the 
strength  of  the  current  employed.  The  nature  of  the 
carbon  point  formed  during  combustion  will  soon 
show  whether  the  due  proportion  is  observed  or  not 
A  long  tapering  pomt  should  be  corrected  by  a  large 
carbon,  while  a  blunt  flat-headed  one  indicates  an  ex- 
cess of  the  combustible,  at  least  with  alternating- 
direction  currents.  The  carbons  are  composed  d 
the  material  (graphite^  which  is  deposited  on  the  in- 
side of  gas  retorts,  wnich  is  ground  up  very  finely, 
washed,  and  a  certain  proportion  of  molasses  is  added 
to  cause  the  particles  to  aidhere  more  firmly  together. 
The  mass  is  then  passed  into  a  mould,  and  afterward 
dried  and  finished.  Sometimes  also  a  proportion  of 
salts  is  added,  such  as  soda,  potash,  strontium,  etc, 
to  increase  certain  properties  of  the  carbons  during 
combustion,  either  tiieir  duration  or  their  luminosity. 
Again,  the  carbons  in  some  cases  after  being  finished 
are  metallized  exteriorly ;  that  is,  a  thin  layer  of  copper,  nickel,  or  other  metal  is  diemically  depos- 
ited on  the  outside.  The  resistance  offered  to  the  electric  current,  in  its  passage  to  the  carbon 
point,  is  thus  diminished  by  its  being  partly  conducted  along  the  copper,  instead  of  having  to  fores 
its  way  through  the  carbon  only. 

In  order  to  adapt  the  voltaic  arc,  which  for  brilliancy  is  only  exceeded  by  the  sun  itself,  to  practi- 
cal uses  of  illumination,  it  is  necessary  that  its  radiance  should  be  rendered  continuous.  This  is  im- 
possible so  long  as  the  two  carbons  are  inmiovably  adjusted  point  to  point ;  for,  as  the  pootive 
electrode  wastes  away  twice  as  fast  as  the  negative  electrode,  the  distance  between  the  points  in- 
creases continually,  until  it  becomes  so  great  that  the  current  will  no  longer  leap  over  it.  Then  the 
lamp  is  extinguished,  and  to  relight  it  the  points  must  again  be  brought  into  contact  and  readjust- 
ed to  the  proper  distance.  Ordinarily  this  would  have  to  be  done  every  few  minutes,  so  that  almost 
the  first  problem  which  presented  itself  to  inventors  was  the  devising  of  some  automatic  arrange- 
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mcnt  which  would  render  the  carbons  self-adjuBting.  This  apparatus  is  termed  the  regulator.  The 
duty  to  be  performed  by  these  contriyances  is  summed  up  as  follows  by  Mr.  J.  H.  Shoolbrcd  in  a 
paper  read  before  the  British  Association  in  1878  (see  Engineering^  :cxvi.,  862) : 

"  1.  The  regular  and  gradual  approach  of  the  cai'bons  according  to  rate  of  combustion ;  and,  there- 
fore, a  progress  varying  not  merely  with  the  strength  of  the  current,  but  also  with  the  nature  of  the 
supply,  whether  in  one  continuous  direction  or  whether  alternating  in  direction.  2.  The  approach  or 
separation  of  the  carbon  points  to  create  the  electric  spark  in  the  first  instance,  and  then  to  counter- 
act  the  ever-varying  irregularities  of  the  strength  and  supply  of  the  current  during  the  period  of 
illumination ;  and  also  to  prevent  these  irregularities  being  felt  beyond  the  lamp  itself  (a  most  im- 
portant and  essential  point  where  several  lights  exist  on  one  circuit).  3.  The  normal  separation  of 
the  carbons  according  to  the  desired  length  of  the  voltaic  arc,  which  is  deemed  suitable  to  the  strength 
of  the  current  employed.  The  first-named  duty  is  generally  performed,  in  most  apparatus,  either 
partly  or  wholly  by  gravity,  which  necessitates  the  carbons  being  placed  over  one  another.  In  some 
of  the  most  recent  forms,  however,  the  carbons  can  be  placed  horizontally,  or  in  any  other  position, 
and  either  in  a  direct  line  opposed  to  each  other,  or  inclined  toward  one  another,  their  approach  being 
performed  by  mechanical  action.  The  second  set  of  duties  are  carried  out  almost  universally  by 
means  of  electro-magnets  and  armatures,  etc.,  contained  generally  in  the  base  of  the  apparatus. 
The  third  duty  is  performed  ordinarily  by  adjustment-screws  placed  on  the  attachment  of  the  carbon- 
holders,  and  which  can  be  made  to  raise  or  depress  the  carbons  at  will,  even  during  the  period  of 
illumination." 

1.  Lamps  using  Carbon  Points. — FoueauWs  RegtUatar. — One  of  the  earliest  and  most  ingenious 
forms  of  lamps  is  that  of  Foucault,  which  is  represented  in  Fig.*  11 80.  X'  is  a  barrel  driven  by  a 
spring  inclosed  within  it,  and  driving  several  intermediate  wheels  which  transmit  its  motion  to  the  fly 
0.  Lia  the  second  barrel,  driven  by  a  stronger  spring,  and  driving  in  like  maimer  the  fly  o'.  The 
racks  which  carry  the  carbons  work  into  toothed  wheels  attached  to  the  barrel  L\  the  wheel  for  the 


1181. 


positive  carbon  having  double  the  diameter  of  the  other.  The  current  enters  at  the  binding-screw  (7, 
traverses  the  coil  of  the  electro-magnet  E,  and  passes  through  the  wheel-work  to  the  rack  Z>,  which 
carries  the  positive  carbon.  From  the  positive  carbon  it  passes  through  the  voltaic  arc  to  the  nega- 
tive carbon,  and  thence,  through  the  support  ZT,  to  the  bindling-screw  connected  with  the  negative  pole 
of  the  battery.  When  the  armature  J^  descends  toward  the  magnet,  the  other  arm  of  the  lever,  FF, 
is  raised,  and  this  movement  is  resisted  by  the  spiral  spring  R,  which,  however,  is  not  attached  to  the 
lever  m  question,  but  to  the  end  of  another  lever,  pressing  on  its  upper  side,  and  movable  about 
the  point  X.  The  lower  side  of  this  lever  is  curved,  so  that  its  point  of  contact  with  the  first  lever 
changes,  giving  the  spring  greater  or  less  leverage  according  to  the  strength  of  the  current.  In  virtue 
85 
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of  this  arrangement,  which  is  due  to  Robert  Houdln,  the  armature,  instead  of  being  placed  m  one  or 
the  other  of  two  positions,  as  in  the  ordinary  forms  of  apparatus,  has  its  position  accurately  regulated 
according  to  the  strength  of  the  current.  The  anchor  Ti  is  rigidly  connected  with  the  lever  FP^ 
and  follows  its  oscillations.  If  the  current  becomes  too  weak,  the  head  i  moves  to  the  ri^ht,  stops 
the  fly  o',  and  releases  o,  which  accordingly  revolves,  and  the  carbons  are  moved  forward.  If  the 
current  becomes  too  strong,  o  is  stopped,  o'  is  released,  and  the  carbons  are  drawn  back.  When  the 
anchor  7*  ^  is  exactly  vertical,  both  flies  are  arrested,  and  the  carbons  remain  stationary.  The  cur- 
vature of  the  lever  on  which  the  spring  acts  being  very  slight,  the  oscillations  of  the  armature  and 
anchor  are  small,  and  very  slight  dianges  in  the  strength  of  the  current  and  brilliancy  of  the  light 
are  immediately  corrected. 

SerrifCa  Regulator. — Where  single  lichts  only  are  desired  from  a  machine,  the  Serrin  lamp,  Fig. 
1181,  is  most  commonly  used.    In  this  tne  carbons  are  placed  vertically  over  one  another,  the  upper 
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carbon  being  made  to  travel  by  means  of  a  rack  and  pinion  attached  to  the  bottom  of  its  holder,  and 
driven  by  a  spring  which  is  controlled  by  an  electro-magnet  placed  in  the  base  of  the  lamp.  This 
electro-magnet,  according  to  the  force  of  the  current  passing  into  it  from  the  main  current,  also 
attracts  or  rejects  an  armature,  the  effect  of  this  osdlUting  movement  being  to  cause  the  lower  car- 
bon-holder to  rise  or  fall,  according  to  the  irregularities  in  the  strength  of  the  main  current,  which 
is  itself  producing  the  voltaic  arc    The  normal  separation  of  the  carbon  points  to  suit  any  required 

length  of  arc  is  effected  by  raising  or  depressing  the  upper 
^*^-  carbon-holder,  by  means  of  the  screw  placed  at  the  top  of  its 

upridit,  where  the  horizontal  arm  is  hinged. 

The  Brwh  Regviaior  has  a  helix  of  insulated  wire,  whiA 
is  a  core  partially  supported  by  adjustable  springs.  A  rod 
passes  through  the  core,  and  at  its  lower  end  holds  the  car- 
bon pencil  in  a  clamp.  The  axial  magnetism  produced  in 
the  helix  by  the  passage  of  the  current  draws  up  the  core, 
and,  by  means  of  a  lifting  finger,  raises  one  edge  of  a  washer, 
which  by  its  angular  impingement  against  the  rod  clamps 
and  lifts  it  to  a  distance  controlled  by  an  adjustable  stop, 
but  separating  the  carbon  points  just  far  enough  to  produce 
the  light.  As  the  carbons  bum  away,  the  increased  length 
of  the  electric  arc  increases  its  resistance  and  weakois  the 
magnetism  of  the  helix,  and  therefore  the  coil-rod  and  carbon 
move  downward  by  the  force  of  gravity,  until  by  the  shorten- 
ing of  the  arc  the  magnetism  of  the  helix  is  strengthened,  and 
the  downward  movement  arrested.  (See  "  Report  of  a  Commit- 
tee appointed  to  Test  Dynamo-Electrical  Machines,"  Journal 
ofilu  Frankhn  Insiiiule^  8d  series,  vol.  Ixxv.,  Nos.  5  and  6.) 
The  Lontin  Regulator. — M.  Lontin  has  introduced  two 
forms  of  regulator,  which  have  the  two  advantages  of  being 
independent  of  any  particular  position  (the  action  of  gravity 
being  entirely  dispensed  with),  and  of  allowing  any  length  of 
carbon  to  be  used,  and  of  providing  therefore  for  any  ordi- 
nary period  of  illumination  without  the  necessity  of  a  fresh 
supply  of  carbons.  In  one  of  these  regulatore  ihe  travel  of 
the  carbons  is  effected  by  means  of  two  endless  screws  with 
threads  in  opposite  directions,  one  to  each  carbon-holder, 
which  are  thus  caused  to  progress ;  the  action  of  an  electro- 
magnet causes  these  screws  to  revolve  when  required  to  do 
so.  In  the  other  regulator,  the  Mersanne,  Fig.  1182,  an 
I  electro-magnet  causes  a  round  bar  to  revolve,  which  runs 
I  lengthwise  with  the  carbons,  which  motion  is  imparted  by 
'  means  of  beveled  gearing  to  small  wheels  at  the  extremity 
of  which  the  carbon-holders  revolve,  and  so  propels  the  car- 
bons gradually  forward.  These  carbon-holdere  are  fixed  at 
about  2  inches 'from  the  carbon  point,  and  the  resistance  which  each  current  has  to  encounter  is 
limited  therefore  to  that  due  to  this  length,  irrespective  of  that  of  the  carbon. 

^The  Maxim  Regulator, — Mr.  H.  S.  Maxim  has  devised  several  forms  of  electric  lamps,  of  which  one 
of  the  simplest  is  represented  in  Fig.  1183.  Both  carbon-holders  are  supported  by  a  cord.  As  the 
upper  or  positive  holder  descends,  it  draws  the  cord  over  a  pulley  and  raises  the  negative  just  one* 
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half  the  distance  traveled  by  the  positive.  When  the  wires  are  properly  connected  and  the  carbons 
are  in  position,  the  top  holder  may  be  allowed  to  run  down  until  the  two  carbons  meet.  This  estab- 
lishes the  circuit  and  excites  the  axial  magnet  in  the  bottom  of  the  case,  when  the  core  is  drawn  into 
the  helix,  and  the  two  carbons,  through  the  medium  of  levers,  are  drawn  apart  until  the  magnetism 
and  tension  of  the  spring  balance  each  other,  and  as  the  carbon  is  burned  away  the  arc  is  lengthened 
and  the  magnetism  reduced ;  when  the  core  is  drawn  out  of  the  spool,  thus  feeding  the  carbons 
toge^er  as  they  are  consumed  until  the  parts  have  reached  a  position  where  the  ratchet  on  the  lower 
lever  is  beyond  the  reach  of  the  pawl,  then  the  core  descends  and  the  ratchet  revolves,  when  the 
carbons  take  a  new  position,  and  the  feeding  goes  on  as  before.  The  ratchet-wheel  is  prevented 
from  turning  more  than  one  tooth  at  a  time  by  a  spring  at  the  end  of  the  lower  lever.  The  pull  of 
the  rack  is  opposed  to  the  spring ;  and  when  the  pull  is  reduced  by  the  disengagement  of  a  ratchet- 
tooth,  the  lever,  and  with  it  the  ratchet,  are  forced  downward,  and  the  succeeding  tooth  is  caught  on 
the  pawl.  The  core  on  which  the  magnetism  operates  is  connected  with  the  rack  by  compound  levers, 
8o  that  by  changing  the  position  of  the  connecting  link  the  leverage  can  be  readily  adjusted.  Ad- 
justments may  also  be  made  with  the  thumb-nut  on  the  top  of  the  case,  which  is  attached  to  a  re- 
tractile spring. 

2.  Lamps  csino  Carbon  in  various  Forms. — ^It  will  be  noticed  that  all  the  lamps  hitherto  described 
employ  carbon  rods,  the  voltaic  arc  passing  from  point  to  point  Numerous  other  devices  have  been 
invented  in  which  the  carbon  is  otherwise  arranged,  or  is  used  in  different  forms. 

The  Bapieff  Regulaior, — This  apparatus,  Fig.  1184,  uses  continuous-direction  currents,  thereby 
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dispensing  with  the  use  of  a  second  or  distributing  machine.  Each  carbon  is,  as  it  were,  split  in  two 
lengthwise,  and  the  halves  placed  relatively  to  each  other  in  the  form  of  a  V,  approaching  each  other 
only  at  the  point  of  illumination.  Each  of  the  carbons  passes  through  a  holder,  with  a  small  guid- 
ing wheel,  at  a  point  about  2  inches  from  the  luminous  point,  whatever  the  entire  length  of  the  car- 
bon.  As  it  is  at  this  point  that  the  electric  current  enters  the  carbon,  the  total  resistance  the  former 
experiences  in  its  passage  to  the  luminous  point  is  due  to  the  intervening  2  inches  of  carbon  only, 
irrespective  of  the  entire  length  of  the  latter.  This  resistance  is  therefore  uniform  throughout  the 
entire  time  of  combustion.  The  gradual  progression  of  the  carbons  toward  the  luminous  point,  as 
required  by  the  rate  of  combustion,  is  effected  solely  by  the  intervention  of  gravity,  the  mechanism 
being  operated  by  the  descent  of  a  small  weight.  Arrangements  are  provided  for  causing  the  neces- 
sary closing  up  of  the  carbons  to  produce  lighting,  and  an  improved  safety  apparatus  is  embodied, 
the  object  of  which  is  to  have  a  second  light  in  reserve,  which  shall  be  automatically  set  alight  by 
the  current,  if  the  first  one  should  from  any  cause  be  extinguished. 

The  Werdermann  Lampy  Fig.  1185. — In  this  one  electrode  consists  of  a  large  bun-shaped  disk  of 
carbon  C,  supported  in  the  bracket  B^  and  placed  with  the  rounded  face  downward.  The  other  car- 
bon is  a  fine  rod  of  carbon  <;,  the  upper  end  of  which  is  in  contact  with  the  centre  of  the  lower  sur- 
face of  the  disk.    This  rod  is  supported  by  means  of  a  spring  collar,  which  also  forms  the  circuit 


Digitized  by 


Google 


548  ELECTRIC  UGHT. 

connection.  This  is  within  about  three-quarters  of  an  inch  of  the  top  of  the  carbon,  so  that  this 
length  becomes  incandescent,  and,  the  contact  between  the  two  carbons  being  only  a  point,  a  small 
electric  arc  is  produced  between  the  electrodes,  while  the  electricity  is  at  the  same  time  passed  on 
through  the  carbon  disk,  and  the  connections  there  attached  to  the  next  lamp.  A  cord  connects  the 
clasp  D  at  the  bottom  of  the  rod  and  the  balance  weight  If,  by  which  the  rod  is  maintained  in  con- 
tact with  the  disk.  Round  the  upper  part  of  the  disk  is  a  metal  band  A,  to  which  the  circuit  wire 
is  attached,  and  the  current  thus  passed  on  to  the  next  lamp.     (Sec  Engineer ^  Nov.  1,  1878.) 

Reyiiicr's  Electric  Lamp, — In  this  system,  which  will  operate  in  free  air,  the  renewal  of  the  carbon 
is  progressive.  The  pencil,  incandescent  at  one  part  of  its  length,  proceeds  almost  continuously  until 
completely  used  up.  The  principle  of  the  construction  is  shown  in  Fig.  1186.  A  cylindrical  or  pris- 
matic  pencil  of  carbon,  (7,  is  traversed  between  i  and  j  by  an  electric  current  (continuous  or  alter- 
nate) sufficiently  intense  to  render  it  incandescent  in  this  portion.  The  current  enters  or  passes  out 
through  the  contact  / ;  it  passes  out  or  enters  through  the  contact  B.  The  contact  /  (which  is  elastic) 
presses  against  the  carbon  laterally ;  the  contact  B  touches  it  at  the  extremity.  Under  these  condi- 
tiops,  the  carbon  wears  away  at  its  extremity  faster  than  at  any  other  point,  and  tends  to  shorten. 
Consequently,  if  the  carbon  C  is  urged  forward  continuously  in  the  direction  of  the  arrow,  it  will 
advance  gradually  in  proportion  as  it  wastes  away,  sliding  through  the  lateral  contact  /  in  such  a  way 
as  to  continually  touch  the  teiminal  contact  B,  The  heat  developed  by  the  passage  of  the  current 
through  the  pencil  Is  greatly  increased  by  the  combustion  of  the  carbon.  In  practice,  the  fixed  con- 
tact  is  replaced  by  a  revolving  contact  By  which  carries  off  the  ashes  of  the  carbon.  The  rotation  of 
the  terminal  contact  is  made  to  depend  on  the  progressive  movement  of  the  carbon,  so  that  the 
latter  acts  as  a  check  on  the  motive  mechanism  of  the  lamp. 

An  improved  form  of  one  of  these  lamps  is  represented  in  Fig.  1187.  In  this  the  rotation  of  the 
revolving  contact  is  obtained  by  the  pressure  of  the  carbon  on  the  circumference  of  the  disk.  By 
this  means  the  end  of  the  incandescent  pencil  never  leaves  the  revolving  contact,  thus  avoiding  any 
cause  for  inequality  in  the  light.  The  check,  which  is  indispensable,  is  obtained  as  follows :  The 
wheel  B  is  borne  at  the  extremity  of  a  lever  which  articulates  at  0,  The  pressure  exercised  by  the 
carbon  on  the  wheel  B  causes  the  shoe  S  to  rub  on  the  felly  of  a  smooth  wheel  A^  which  is  turned 
by  the  descent  of  the  heavy  rod  P  through  the  medium  of  its  rack  and  pinion  a.  Accordini;  as  the 
point  of  the  luminous  conductor  presses  more  or  less  on  the  wheel  B^  the  check  prevents  to  a  greater 
or  less  degree  the  descent  of  the  column  P,  the  advance  of  which  is  imperceptible. 

The  Wallace  Lamp^  represented  in  Fig.  1188,  consists  of  two  plates  of  carbon,  A  and  J?,  of  which 
A  is  fixed  and  B  is  connected  with  the  armature  of  a  small  electro-magnet.  The  two  plates  are 
joined  up  to  the  opposite  poles  of  the  machine.  When  no  current  passes,  the  electro-magnet  has  no 
effect,  and  the  upper  plate  falls  till  it  rests  upon  the  lower  plate.  On  a  current  being  sent  through 
the  system  the  electro-magnet  attracts  the  armature,  and  thus  raises  the  upper  carbon.  The  distance 
through  which  this  motion  takes  place  can  be  adjusted  as  required ;  and  as  the  time  occupied  by  the 
combustion  along  the  length  of  carbon  is  considerable,  constant  adjustment  is  unnecessary.  The 
diagram  will  give  a  better  idea  of  the  lamp  than  any  explanation.    The  manner  in  which  it  acts  may. 
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however,  be  explained.  The  electric  arc  being 
started  at  any  point,  the  flame  gradually  pasess 
along  the  length  of  the  carbons  as  the  material 
is  burnt  away.  If  it  were  possible  to  make 
two  plates  with  rigidly  parallel  edges,  the  cur- 
rent, if  it  passed  at  all,  must  pass  along  the 
whole  edge  at  once.     Practically  this  state  of 

things  is  irapos.«ible,  and  there  is  always  a  point  _ 

of  least  resistance  where  the  arc  commences. 

The  Weston  Lamp. — ^This  consists  of  two  carbon  pencils  supported  on  sockets  attached  to  a  sm^ 
able  base.  The  socket  of  the  negative  carbon  is  fixed ;  that  of  the  positive  carbon  is  movable,  and 
has  attached  to  it  an  armature  which  extends  over  the  electro-magnet.  The  positive  carbon  i* 
pressed  toward  the  negative  carbon  by  a  spring,  and  it  is  drawn  away  by  the  action  of  the  mapet 
on  the  armature  as  the  current  increases  in  strength.  When  the  current  weakens,  the  reverse  o^ 
curs.  The  negative  carbon  has  twice  the  area  of  the  positive  to  insure  the  equal  burning  of  the  two 
pencils,  and  it  has  a  longitudinal  groove  in  which  is  cemented  a  stick  of  lime,  glass,  or  other  material 
that  may  be  vaporized  at  a  high  temperature. 
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Xumerous  other  regulating  devices  are  in  existence,  but  sufficient  have  been  presented  to  exhibit 
the  principal  forms. 

The  Electric  Candle. — This  is  the  invention  of  M.  Jablochkoff,  and  is  one  of  the  most  important 
discoveries  made  in  electric  illumination,  inasmuch  as  it  obviates  the  use  of  any  regulating  contrivance, 
and  enables  several  pairs  of  carbon  rods  to  be  supplied  with  current  from  a  single  source  of  elec- 
tricity. The  so-called  candle,  which  is  represented  in  part  in  Fig.  1189,  consists  of  two  cylindrical 
pencils  of  compressed  carbon,  6.865  inches  long  and  .167  inch  in  diameter.  These  pencils  are  placed 
side  by  side  about  .118  inch  apart,  and  are  connected  together  mechanically,  but  insulated  electrically 
by  a  layer  of  plaster  of  Paris,  The  lower  ends  of  the  pair  of  carbons  or  "  candle  "  so  formed  are  im- 
bedded in  a  mass  of  composition  for  giving  to  it  solidity,  and  a  little  metallic  plate  for  making  elec- 
trical contact  with  its  holder  or  **  candlestick  "  is  attached  to  each  pencil,  there  being  one  on  each 
side  of  the  candle.  In  order  to  establish  the  light,  one  of  the  pencils  is  placed  in  metallic  connection 
with  one  electrode  of  the  dynamo-electric  machine,  and  the  other  pencil  with  the  other  pole ;  and 
when  the  arc  is  once  established  at  the  top  of  the  candle,  it  will  continue  to  be  produced  as  long  as 
the  machine  is  at  work  and  until  the  candle  is  consumed.  To  the  top  of  the  candles  is  affixed  a  piece 
of  composition  formed  of  powdered  plumbago  and  gum.  This  is  shown  at  ^,  CD  being  the  carbon 
pencils  and  B  the  insulating  material.  It  will  be  noted  that  the  essential  principles  involved  in  the 
Jablochkoff  candle  are  the  placing  the  carbons  side  by  side,  so  as  to  form  a  two-wicked  electric  candle, 
and  the  employment  of  an  insulating  substance  between  them,  which  gradually  loses  its  resistance  as 
high  temperatures  are  reached.  It  is  to  this  latter  quality  of  the  insulators  employed  that  is  due  the 
success  of  the  Jablochkoff  system  in  dividing  the  electric  current  over  a  number  of  lights. 

The  arrangement  by  which  the  candles  are  held  consists  of  a  pair  of  brass  jaws,  B  and  F,  fig. 
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1189  A,  insulated  from  one  another,  each  having  a  semi-cylindrical  vertical  groove  in  its  face  to  re- 
ceive the  candle,  which  in  the  figure  is  represented  in  dotted  lines.  The  jaw  B  is  rigidly  fixed  to  the 
base-plate  A^  to  which  is  attached  the  attachment-screw  connected  with  the  positive  electrode  of  the 
machine,  while  the  jaw  F\s  jointed  to  the  bracket  i),  which  is  attached  to,  and  is  in  metallic  connec- 
tion with,  the  attachment-screw  A',  By  this  jointed  arrangement  the  clip  can  receive  and  hold 
firmly  candles  of  sizes  varying  within  certain  limits,  and  by  means  of  the  spring  B  a  firm  pressure  is 
maintained  betweoi  the  brass  jaws  and  the  metallic  plates  attached  to  the  carbon  pencils.  The  ter- 
minal screw  A'  being  connected  to  the  negative  electrode  of  the  machine,  the  circuit  is  complete  as 
long  as  the  arc  continues  to  be  produced.  Instead  of  connecting  the  screw  A'  direct  to  the  machine, 
it  may  be  connected  to  a  second  candle-holder,  and  that  to  a  third,  and  so  on  in  series.  In  the  Ave- 
nue de  P0p6ra,  and  in  the  other  places  in  Paris  illuminated  by  the  Jablochkoff  light,  the  lamps  were 
arranged  in  groups,  each  group  being  illuminated  by  one  circuit. 

Fig.  1190  is  a  sectional  elevation  of  the  arrangement  for  holding  the  candles  in  the  lanterns  used 
for  street-lighting  purposes  in  Paris.  It  is  necessary  to  have  four  candles  in  order  to  carry  on  the 
illumination  for  the  time  required,  as  each  candle  lasts  but  an  hour  and  a  half.  Only  one  candle 
bums  at  one  time  in  each  lamp,  and  when  this  becomes  nearly  consumed  the  circuit  is  switched  from 
it  to  a  new  circuit,  until  the  four  have  been  burned,  by  which  time  the  hour  for  extinguishing  the 
street  lights  is  reached.  The  holders  are  attached  to  a  slab  of  white  onyx  and  surrounded  by  a  globe 
of  opal  glass. 

Fig.  1190a  shows  the  lantern  with  its  four  candles,  the  switch,  and  the  Gramme  dynamo-electric 
machines  used  to  supply  the  current  (see  Dtnamo-Electric  Machines).    Full  details  of  the  apparatus, 
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and  also  of  an  automatic  switch  for  shifting  the  current  from  one  candle,  will  be  found  in  Engineer' 
ing^  xxyI.,  126. 

Fig.  1190  B  shows  the  mode  of  connecting  several  sets  of  lamps,  Ay  in  circuit  with  one  machine,  B, 

II.  Electric  Light  by  IifCANDEscEMCE. 

The  first  electric  lamps  in  which  an  incandescent  carbon  rod  was  used  was  patented  in  England  bj 
King  in  1845.  His  invention  was  based  on  the  use  of  metallic  conductors  or  continuous  carbons 
heated  white-hot  bj  the  passage  of  an  electric  current.  The  best  metal  for  this  purpose  he  found  to 
be  platinum,  and  the  best  carbon  that  from  gas  retorts.  On  account  of  the  great  afiBnitj  of  carbon 
for  oxygen  when  at  a  high  temperature,  it  was  found  necessary  to  protect  it  from  air  and  dampness, 
and  to  this  end  the  carbon  was  inclosed  in  a  glass  vessel  whence  the  air  was  exhausted. 

Lodyguine's  Lamp, — In  1849  Petrie  patented  a  lamp  in  which  iridium  in  a  state  of  incandescence 
was  employed,  small  rods  of  the  metal  about  2  centimetres  in  length  being  used.    Until  1874  no  im. 
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portant  improvements  were  made ;  but  in  that  year  M.  Lodyguine  obtuned  a  grand  prize  from  the 
St.  Petersburg  Academy  of  Sciences  for  a  lamp  which  consisted  of  a  single  stick  of  carbon,  inclosed  to 
a  hermetically  sealed  glass  chamber  from  which  all  air  has  been  exhausted,  and  into  which  an  azotic 
gas  which  does  not  combine  with  carbon  at  a  high  temperature,  such  as  nitrogen,  is  admitted. 
When  the  current  from  a  magneto-electric  machine,  such  as  Wilde's,  Gramme's,  or  Noble's,  is 
passed  through  this  carbon,  it  gradually  gets  heated  to  a  white  heat,  and  emits  a  brilliant  and  at  the 
same  time  soft  and  steady  light.  Fig.  1191  shows  the  form  of  the  carbon  used ;  the  light  is  given 
off  at  the  narrow  central  part  The  advantages  claimed  for  this  plan  arc,  that  there  is  a  continuous 
circuit,  so  that  any  number  of  lights  may  safely  be  joined  up  in  series  to  form  one  or  more  lamps ;  the 
lights  can  be  made  as  small  as  desired,  the  flame  is  continuous  and  not  injurious  to  the  eye,  and  the 
current  can  be  strengthened  or  weakened  at  will.  It  bums  well  under  water,  and  has  been  proposed 
for  illuminating  dangerous  mines,  there  being  no  fear  of  explosion  from  it. 
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Eohn  of  St.  Petersburg  devised  a  material  improyement  on  this  lamp  in  1876,  the  important  fea- 
tare  of  which  consists  in  the  use  of  a  number  of  carbons  placed  vertioally  between  platforms,  and 
haTing  stems  of  unequal  heights  extending  above  the  upper  platform.  AH  are  inclosed  in  aif  ex- 
haustei  glass  vessel.  Above  the  stems,  and  resting  of  course  on  the  highest,  is  a  swinging  lid 
throi^h  which  the  current  passes  to  the  carbon  touched.  As  this  carbon  gradually  consumes  it  be- 
comes thinner,  and  finallj  breaks.  The  lid  then  drops  down  on  the  next  highest  stem,  and  a  second 
carbon  is  rendered  incandescent.  This  goes  on  until  all  the  carbons  are  consumed,  when  the  lid  falls 
upon  a  copper  rod,  and,  although  the  lamp  is  extinguished,  the  current  passes  on  through  it  to  an- 
other lamp.  Each  carbon  lasts  about  two  hours.  The  light  is  mild  and  agreeable,  but  is  much  more 
costly  than  that  of  gas.    Its  intensity  is  about  equal  to  20  Carcel  burners. 

J^ontaUie'8  Lamp. — M.  Fontaine  has  devised  a  lamp  which  is  represented  in  Fig.  1192.  The  es- 
sential features  are  as  follows :  The  carbons  are  encased  at  each  extremity  in  rigid  contacts,  and  are 
held  firmly  so  that  the  lamp  operates  in  any  position.  The  current  passea  automatically  from  one 
carbon  to  the  other  through  the  action  of  an  electro-magnet  placed  in  the  circuit. 

7%e  Semer-Man  Lampy  represented  in  Fig.  1193,  has  a  slender  pencil  of  carbon  placed  as  shown. 
The  light-giving  apparatus  is  separated  from  the  lower  part  of  the  lamp  by  three  diaphragms,  to  shut 
oft  downward  heat  radiation.  The  copper  standards  lower  down  are  so  shaped  as  to  have  great  radi- 
ating surface,  so  that  the  conduction  of  heat  downward  to  the  mechanism  of  the  base  is  wholly  pre- 
vented. The  electric  current  enters  from  below,  follows  the  line  of  metallic  conduction  to  the  "  burn- 
er," thenoe  downward  on  the  other  side,  connecting  with  the  return  circuit  The  light-producing 
portion  is,  of  course,  completely  insulated,  and  also  sealed  at  the  base,  gas-tight  The  glass  vessel  is 
diarged  with  pure  nitrogen,  and  the  crumbling  of  the  carbon  due  to  sudden  heating  when  the  lamp 
» lifted  is  claimed  to  be  prevented  by  the  use  of  a  switch  so  constructed  that  it  is  impossible  to  turn 
the  current  on  or  off  suddenly.  A  detailed  description  of  this  apparatus  will  be  found  in  the  ^Sbtan- 
i^  AmericttH,  xxxix.,  861. 

The  Jabloehkoff  Kaolin  Light. — ^M.  JablochkofF,  the  inventor  of  the  electric  candle  already  described, 
has  obtained  excellent  results  from  incandescent  kaolin,  through  the  medium  of  which,  by  employing 
a  number  of  separate  secondary  coils,  one  to  each  candle,  for  one  primary,  the  current  can  be  simply 
and  effectively  divided.  The  passage  of  the  current  through  the  kaolin  makes  the  circuit  complete, 
and  a  number  of  lights  can  be  joined  up  in  the  same  circuit,  so  as  to  form  a  set  of  luminous  centres. 
MM.  Denayrouze  and  JablochkofF  have  easily  obtained  60  luminous  centres  of  various  intensity  in 
graduated  series,  the  weakest  yielding  a  glow  equivalent  to  one  or  two  gas-burners,  the  strongest 
equal  to  16  burners,  from  one  current  By  employing  a  magneto-electric  machine  giving  alternating 
currents,  the  current  interrupter  and  condenser  of  the  induction  coil  may  be  dispensed  with,  the 
alternating  currents  being  simply  passed  through  the  primary  coil.  Again,  by  employing  a  mag- 
neto-electric machine  yielding  several  powerful  intermittent  currents,  the  induction  coil  with  its 
several  secondary  coils  may  Im  dispensed  with  altogether,  and  the  magneto-electric  currents  passed 
through  the  candles.  The  lights  require  to  be  shaded  by 
ground  or  opal  glass  shades  to  diffuse  the  rays.  The  con« 
sumption  of  kaolin  is  very  small,  a  piece  the  length  of  a 
centimetre  lasting  10  hours. 

m.  The  Oeisslxb-Tubb  Light. 

Hie  attempts  to  use  the  stratified  light  which  is  yielded  by 
the  electric  discharge  in  passing  through  Geissler  tubes  con- 
taining various  gases  have  not  been  attended  with  advanta- 
geous results.  In  1866  M.  Oervais  devised  an  apparatus  in 
which  2  bichromate-of-potash  elements  transmitted  a  current 
to  an  induction  coil,  and  from  the  latter  the  fiow  traversed  a 
tube  charged  with  carbonic  acid.  The  apparatus  was  com- 
pactly arranged,  and  yielded  a  mild,  pleasant  light,  which  was 
easily  maintained  for  several  hours  under  water;  but  the  gen- 
eral conclusions  to  be  deduced  from  the  experiments  indicate 
tiiat  the  illumination  was  of  too  feeble  a  nature  to  admit  of 
anj  extended  practical  utilization. 
IV.  Thb  Electric-Spark  Light. 

When  an  electrical  current  whidi  fiows  through  a  conductor 
of  considerable  length  is  suddenly  broken,  a  bri^t  fiash,  called 
the  extra  spark,  appears  at  the  point  of  separation.  The  extra 
spark  will  appear,  although  the  current  is  not  sufficient  to 
sustain  an  are  of  any  appreciable  length  at  the  point  of  sepa- 
ration. In  order  to  obtain  a  continuous  light  from  this  spark, 
Professors  Thomson  and  Houston  of  Philadelphia  have  de- 
vised an  apparatus  in  which  one  or  both  of  the  electrodes, 
which  may  be  the  ordinary  carbon  electrodes,  are  caused  to 
vibrate  to  and  from  each  other,  so  that  in  their  motion  toward 
each  other  they  touch,  and  afterward  recede  a  distance  part 
which  can  be  regulated.  These  motions  or  vibrations  are  made 
to  follow  one  another  at  such  a  rate  that  the  effect  of  the  light 
produced  is  continuous ;  for,  as  is  well  known,  when  fiashes  of 
light  follow  one  another  at  a  rate  greater  than  26  to  80  per 
second,  the  effect  produced  is  that  of  a  continuous  light.  The  vibratory  motion  is  best  communi- 
cated to  the  electees  by  an  automatic  vibrator  or  an  electric  engine.  In  practice,  the  negative 
electrode  only  is  vibrated.    (See  Journal  of  the  FixmJdin  InatUttte,  8d  series,  Ixxvi.,  No.  4,  p.  261.) 
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Fig.  1194  represents  the  oonstmction  of  this  apparatus.  A  flexible  bar  of  metal  b  (the  eit^t  oi 
whose  Tibrations  is  regulated  by  the  adjustment  of  the  rigid  bar  I)  is  attached  at  ooe  end  to  the 
pillaY  ppy  and  carries  at  its  other  end  an  iron  armature  a  placed  opposite  the  adjustable  pole-piece 
of  the  electro-magnet  m.  The  negative  electrode  is  supported  in  a  collar  c,  and  the  positive  one  in 
the  arm  J.  The  pillar  pp  is  divided  into  two  insulated  sections  at  i  ;  the  upper  section  conveys  the 
current  from  the  binding-post  marked  4-  to  the  arm  j  and  the  rod  R,  supporting  the  positive  elec- 
trode. The  magnet  m  is  placed,  as  shown  by  the  dotted  lines,  in  the  circuit  which  produces  the  light 
The  pillar  pp  is  hollow,  and  has  an  insulated  conducting  wire  inclosed,  which  connects  the  drcait- 
closer  V  to  the  binding-post  marked  — .  The  current  is  conveyed  to  the  n^ative  electrode  through  6 
and  the  coils  of  the  magnet  m.  When  the  electrodes  are  in  contact,  the  current  circulating  through 
m  renders  it  magnetic  and  attracts  the  armature  a,  thus  separating  the  electrodes,  when  on  the  weak- 
ening of  the  current  the  elasticity  of  the  rod  b  again  restores  the  contact.  During  the  movement  of 
the  negative  electrode,  since  it  is  caused  to  occur  many  times  per  second,  the  positive  electrode,  though 
partially  free  to  fall,  cannot  follow  the  rapid  motions  of  the  negative  electrode,  and  therefore  does 
not  rest  in  permanent  contact  with  it.  The  slow  fall  of  the  positive  electrode  may  be  insured  either 
by  properly  proportioning  its  weight  or  by  partly  counterpoising  it,  so  that  it  thus  becomes  8elf>feed- 
ing.    Various  modifications  of  this  lamp  have  been  devised  by  the  Messrs.  Siemens. 

Applications  of  the  Electric  Light. 

Industrial  Illumination, — ^The  electric  light  is  especially  well  adapted  for  the  illumination  of  work- 
shops and  large  buildings.  It  is  the  only  light  by  whidh  fine  work  can  be  carried  on  by  night  as 
well  as  by  day,  and  its  abundance  is  such  that  it  becomes  diffused  in  manner  similar  to  daylight,  80 
that  it  is  only  when  especially  precise  work  is  being  executed  that  a  second  lamp  is  needed  to  illumi- 
nate the  shadows  cast  by  the  first.  The  light  is  not  fatiguing  to  the  eyes,  and  it  possesses  the  great 
advantage  of  exhibiting  colors  in  their  natural  hues,  so  that  it  may  be  used  in  dye-works,  stores,  etc 
As  a  general  rule,  one  lamp  (carbon  points)  will  illuminate  6,120  square  feet  in  a  machine  shop,  half 
that  space  in  a  weaving-room,  spinning-loft,  or  printing-office,  and  four  tunes  the  space  in  a  ship- 
yard, court,  quay,  or  the  open  air.  Improvements  in  the  electric  light  tend  constantly  toward  reo- 
dering  its  working  more  economical.  The  principal  results  of  experience  up  to  the  date  of  issue  of 
this  work  will  be  found  in  M.  Fontaine's  "  Electric  Lighting  "  (1878). 

Lighthouses. — The  Souter  Point  Liffhi.^The  great  electric  light  at  Soutcr  Point,  England,  is  lo- 
cated 8  miles  below  the  mouth  of  the  river  Tyne.  Its  condensed  beam  is  equal  in  power  to  800,000 
candles.  Two  rotary  magneto-electric  machines  of  the  Holmes  pattern  are  driven  by  two  S-horse- 
power  engines.  Each  machine  consists  of  8  radial  frames,  to  each  of  which  are  attached  86  mag- 
nets, making  288  in  all,  and,  the  poles  are  alternately  pointed  toward  and  from  the  axis  of  the  ma- 
chine. The  number  of  revolutions  made  by  each  machine  per  minute  is  400,  and  as  16  sparks  are 
produced  by  each  magnet  at  each  revolution,  the  number  of  sparks  at  the  carbon  points  of  the  lamp 
is  6,400  per  minute  when  one  machine  only  is  in  operation,  as  is  the  case  in  fair  weather,  and  12,600 
per  minute  when  both  machines  are  at  work.  The  electric  lamp  consists  of  two  carbon  points,  each 
about  10  inches  long  by  half  an  inch  square  in  section,  placed  end  to  end  in  a  vertical  position.  The 
rate  of  feed  is  one  inch  per  hour  each.  An  oil-lamp  is  placed  under  the  electric  lamp,  and  is  always 
filled  and  ready  to  be  substituted  in  case  of  accident  to  the  latter  or  to  the  machinery. 

Fig.  1196  illustrates  the  disposition  of  the  different  parts  of  the  lenticular  apparatus.  A  is  the 
focus  at  the  meeting-point  of  the  carbon  pencils;  6,  the  holophote;  C,  the  upper  totally  reflectiDg 
prisms ;  'D,  the  fixed  dioptric  apparatus ;  Ey  the  revolving  frame  of  flash-panels ;  W,  revolving  gear- 
ing ;  T,  the  burner  of  the  oil-lamp ;  /,  telescopic  tubes  for  the  supply  of  oil  and  the  overflow,  for 
use  if  the  oil-lamp  should  be  substituted  at  any  time  for  the  electric  lamp ;  F^  the  oil-reservofa";  M^ 
the  oil-supply  pipe ;  #/,  cylindrical  shaft  for  transmission  of  the  beam  of  reflected  light  to  the  lower 
light-room ;  0,  the  lower  reflecting  prisms ;  and  P,  the  window  of  the  lower  light-room.  The  tower 
is  160  feet  in  height,  and  the  light,  which  revolves  every  half  minute,  is  visible  for  20  miles. 

77ie  South  Foreland  Lights, — ^The  great  electric  lights  at  South  Foreland,  two  in  number,  are 
3  miles  east  of  Dover  Pier,  on  the  high  chalk  cliffs  overlooking  the  Strait  of  Dover.  They  are 
about  1,000  feet  apart,  the  high  light  372  and  the  low  one  276  feet  above  the  sea,  and  form  a 
range  or  lead  as  a  guide  to  clear  Goodwin  Sands,  one  of  the  greatest  dangers  in  British  waters.  The 
magneto-electric  machines  used  to  generate  the  current  are  of  the  Alliance  pattern.  (See  Dtkaho- 
ELECTRic  Machines.)  Each  machine  is  composed  of  96  helices  mounted  upon  6  gun-metal  wheels, 
each  having  16  helices.  Between  these  wheels  are  placed  the  magnets,  8  in  eadi  divisicm,  40  of 
which  are  composed  of  6  layers  riveted  together,  and  16  (the  end  ones)  similarly  constructed,  bat 
having  only  3  leaves  or  layers.  These  magnets,  which  are  mounted  in  frames,  are  stationary,  while 
the  helices  revolve  at  the  rate  of  400  revolutions  per  minute.  (For  details  of  tests  of  this  and  other 
machines,  see  Dtnamo-electric  Machines.)  Each  electric  lamp  contains  two  carbon  rods,  10  inches 
long  by  three-eighths  of  an  inch  square.  The  rods  are  made  from  coke-dust,  and  the  rate  of  con- 
sumption is  84  inches  per  night  for  each  light.  The  lenses  are  of  about  the  same  size  as  ordinary 
third-order  lenses,  39  inches  interior  diameter.  (See  Lighthouses.)  "With  the  machine  above 
described  the  power  of  the  condensed  beam  from  each  light  is  estimated  at  180,000  candles.  The 
lights  are  fixed. 

Two  large  and  important  electric  lights  have  also  been  established  on  the  headland  known  as  the 
Lizard,  on  the  south  coast  of  England. 

For  full  details  concerning  the  electric  lights  on  Cape  La  H^ve  and  elsewhere  on  the  Frendi 
coast,  reference  may  be  had  to  **  European  Lighthouse  Systems,"  a  report  by  Major  George  H.  Eliot, 
U.  S.  A.  (New  York,  1875). 

Vessels'  Sea  Lights. — ^The  electric  light  has  been  adapted  to  sea-going  vessels,  and  has  proved  a 
valuable  method  of  indicating  the  positions  of  the  latter,  and  so  reducing  the  dangers  of  colliskm. 
On  board  of  war  vessels  it  is  a  potent  saf egxiard  against  the  approach  of  small  torpedo  craft  under 


Digitized  by 


Google 


ELECTRIC  LOOM.  553 


cover  of  the  night.  The  arrangement  of  the  light  for  marine  purposes,  as  devised  by  MM.  Sautter 
and  Lemonnier,  is  represented  in  Fig.  1196.  The  voltaic  arc  is  obtained  from  a  Scrrin  lamp,  the  beam 
of  which  is  concentrated  by  a  Fresnel  lens  0.6  metre  in  diameter,  and  composed  of  3  dioptric  and  3 
catadioptric  elements.  (See  Lighthouses.)  The  lamp  and  lens  are  carried  on  a  cast-iron  drum, 
which  is  movable  around  a  vertical  axis,  and  capable  of  oscillating  about  its  horizontal  axis  without 
changing  the  relative  positions  of  lens  and  lamp.    By  this  means  the  luminous  beam  may  be  pro- 

1195. 


jected  at  will  in  any  direction  by  the  operator,  who,  stationed  in  rear  of  the  apparatus,  manages 
suitable  handles.  A  small  lens  is  so  disposed  as  to  project,  on  a  scre<?n  of  ground  glass  in  rear  of 
the  apparatus,  the  image  of  the  carbons,  so  that  the  rate  of  consumption  of  these  may  be  constantly 
watched.  Means  are  provided  for  varying  the  position  of  the  lamps  so  as  to  cause  the  beam  to 
diverge  more  or  less.  The  apparatus  is  fixed  on  a  cast-iron  pedestal  on  the  ship^s  bridge  or  deck. 
As  arranged  on  board  the  Am^rique,  a  steamer  of  the  Compagnie  G^n^rale  Transatlantique,  the 
lamp  Is  placed  on  a  tower  elevated  about  16  feet  above  the  deck.  The  lantern  is  of  prismatic  glass, 
and  illumines  an  arc  of  226 *",  so  that  the  vessel  herself  is  left  completely  in  the  shade.  The  lumi- 
nous beam  is  about  31  inches  in  diameter.  The  lamp  is  supplied  by  a  Gramme  machine  of  200  Carcel- 
burner  power,  driven  by  a  3-cylinder  Brotherhood  engine.  This  light  is,  by  an  inj^enious  automatic 
arrangement,  made  intermittent,  so  as  more  quickly  to  attract  attention.  It  is  visible  at  a  distance 
of  about  10  marine  miles  to  an  observer  situated  19  feet  above  the  water. 

ELECTRIC  LOOM.  This  extremely  ingenious  contrivance,  in  which  the  usual  Jacquard  cards  are 
replaced  by  an  electrical  arrangement  worked  by  a  pattern  prepared  in  tin  foil  with  insulating  var- 
nish, is  the  invention  of  Cavaliere  6.  Bonelli  of  Turin.  A  simple  metal  plate,  perforated  with  holes, 
each  of  which  is  provided  with  a  kind  of  piston,  successively  plays  the  part  of  each  successive  paper 
card  in  the  usual  arrangement.  The  pistons  fill  up  every  hole  that  is  not  required,  but  are  withdrawn 
by  electro-magnets  from  those  holes  which  require  at  each  beat  of  the  loom  to  be  kept  open.  This 
is  effected  as  follows :  A  sort  of  metal  comb,  each  tooth  of  which  is  the  terminal  of  a  separate  insu- 
lated oonducUng-wire,  rests  on  the  prepared  pattern.    Whenever  a  tooth  touches  the  tin  foil,  a  circuit 
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is  completed  through  its  conducting-wirc ;  but  when  a  tooth  rests  on  the  yamish,  the  drcuit  is 
broken.  Each  conducting-wire  includes  in  its  circuit  an  electro-magnet.  The  pistons  already  spokea 
of  are  each  composed  of  a  small  iron  shank  and  brass  button-shaped  head,  and  are  all  held  hori- 
zontally in  a  frame,  one  opposite  each  electro-magnet  In  one  position  of  this  frame,  the  heads 
of  the  pistons  project  through  the  openings  of  the  metal  card  or  perforated  plate ;  the  diameter  of 
each  hole  is  a  little  larger  than  the  head  of  the  corresponding  piston,  each  piston  being  exactly  in 
the  centre  of  its  corresponding  hole.  In  this  same  position  all  the  soft-iron  shanks  touch  the  poles 
of  the  corresponding  magnets,  and  the  metal  comb  rests  on  the  prepared  pattern.  A  certain  number 
of  the  magnets  corresponding  to  the  imoovered  portions  of  the  tin  foil  are  therefore  active  or  attract 
the  shanks,  but  the  others  exert  no  attraction.  The  frame  with  the  pistons  is  now  pulled  forward 
away  from  the  magnets :  those  pistons  which  are  opposite  the  active  magnets  are  held  back,  sliding 
in  their  frame,  so  that  the  button-heads  pass  behind  the  perforated  plate ;  but  the  other  portions 
come  forward  with  the  frame,  leaving  the  magnets.  The  perforated  plate  then  drops  a  little  way, 
and  by  this  simple  contrivance  all  those  piston-heads  that  were  in  front  of  the  plate  are  retained 
there,  whatever  pressure  comes  against  them,  for  they  are  now  eccentric  from  the  holes.  The  plate 
in  this  condition  presents  a  perfect  analogy  with  the  common  prepared  card :  a  certain  number  of 
holes  corresponding  to  the  metallic  part  of  the  pattern  arc  vacant ;  the  rest  of  the  holes  are  blocked 
up  and  present  an  unbroken  surface,  by  which  the  proper  hooks  of  the  Jacquard  loom  (see  Looms) 
are  acted  on  during  one  stroke.  The  perforated  plate  is  then  brought  back  to  the  position  first 
described,  the  prepared  pattern  is  moved  on  a  little  step,  and  the  same  process  is  repeated.  When 
shuttles  with  several  different  colors  are  to  be  used,  the  pattern  is  subdivided  into  insulated  portions 
corresponding  to  the  separate  colors  by  removing  a  very  thin  outline  of  foil  around  each ;  all  the 
parts  corresponding  to  one  color  are  afterward  connected.  As  each  shuttle  is  thrown,  the  battery  is 
brought  in  contact  with  the  appropriate  series  of  insulated  patches  of  tin  foil,  producing  a  succession 
of  different  cards,  and  the  pattern  is  not  shifted  forward  until  all  the  colors  arc  exhausted.  After 
the  completion  of  each  fresh  combination  on  the  perforated  plate,  the  battery  circuit  is  broken  by  a 
proper  contact-breaker,  and  the  injurious  spark  is  thus  avoided,  which  would  otherwise  occur  when 
the  comb  is  lifted  from  the  pattern  prior  to  a  shift. 

ELECTRIC  MACHINES  (STATIC).  Electncal  phenomena  are  usually  and  conveniently  divided 
into  two  chief  classes :  the  first  comprising  those  which  depend  upon  the  mutual  action  of  bodies 
while  they  are  in  different  electrical  conditions ;  and  the  second  including  those  which  accompany 
the  process  of  electrical  equalization.  Phenomena  of  the  former  class,  since  they  depend  on  the 
existence  of  a  particular  electrical  state  in  the  bodies  which  produce  them,  are  called  elect»>-statical ; 
while  those  of  the  latter  class,  which  depend  upon  the  occurrence  of  an  electrical  procas  requiring 
the  expenditure  of  energy  in  some  shape  or  other  in  order  that  it  may  go  on  continually,  are  called 
electro-djmamical. 

The  first  condition  for  the  production  of  any  electro-statical  phenomenon  is  the  means  of  develop- 
ing the  electrical  state.  Instruments  for  this  purpose  are  commonly  called  electric  or  electrioJ 
machines.    These  act  either  by  friction  or  by  electrical  induction. 

I.  Frictional  Machines. — This  type  of  apparatus  was  first  constructed  to  be  operated  by  the  suc- 
cessive approximations  or  contacts  of  the  parts  of  the  revolving  glass  cylinder  A,  Fig.  1197,  against 
the  parts  of  a  rubber  attached  to  a  hollow  metallic  cylinder  F,  mounted  on  a  pillar  of  glass.    This 

im. 


pillar  is  sustained  on  a  sliding  base-board  at  the  l>ottom,  capable  of  being  moved  by  a  screw  toward 
the  glass  cylinder,  to  regulate  the  intensity  of  the  pressure,  and  consequently  of  the  friction  of  the 
rub^r.    The  rubber  is  made  of  leather  stuffed  with  horse-hair  to  constitute  an  elastic  cushion. 

Another  hollow  metallic  cylinder,  termed  a  "  prime  conductor,"  is  represented  at  B,  furnished  witt 
a  row  of  pointed  wires  facing  the  glass  cylinder,  designed  to  serve  for  collecting  the  electricity  excited 
UierefronL    To  prevent  the  escape  or  propagation  of  the  electro-dynamic  action  from  the  prime  con- 
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dactor,  it  is  vMulaUd  by  the  intervention  of  a  non-conducting  glass  pillar.  A  flap  of  silk,  (7,  is  at- 
tached to  the  cushion,  and  is  spread  out  oyer  the  top  of  the  revolving  cylinder,  to  suppress  the  dissi- 
pation of  the  electric  action  by  the  reaction  of  the  air,  before  it  reaches  the  row  of  points  at  E. 

A  revolving  movement  may  be  imparted  to  the  glass  cylinder  by  the  animal  motive  power  of  the 
homan  hand  applied  to  turn  the  crank-handle  attached  to  the  pulley  W,  Into  this  pulley  a  grooved 
score  is  turned,  adapted  to  receive  the  cord  that  extends  from  it  to  a  similar  groove  in.  a  pulley  at- 
tached to  the  axis  of  the  glass  cylinder. 

The  conductor  J? has  also  been  denominated  the  "positive"  conductor,  in  contradistinction  to  the 
conductor  attached  to  the  rubber,  which  is  denominated  the  "n^ative"  conductor,  the  former  being 
supposed  to  contain  an  accumulation  or  ** positive"  excess  of  the  fluid,  and  the  latter  to  have  yielded 

1198.  IIM. 


up  a  portion  of  its  natural  share  of  elec- 
tricity, and  to  be  reduced  to  a  "negative" 
state. 

To  augment  the  excitation,  it  is  usual 
to  apply  to  the  rubbing  surface  of  the 
cushion  a  compound  of  metals  triturated 
with  lard.  One  part  by  weight  of  tin  and 
two  parts  of  zinc  are  melted  together,  and 
mixed  with  six  parts  of  mercury,  which 
are  to  be  well  stirred  together  until  solidi- 
fied. The  brittle  compound  is  then  pul- 
verized in  a  mortar,  and  mixed  with  a  suf- 
ficient quantity  of  lard  to  reduce  it  to  the 
consistence  of  a  paste. 

Fig.  1198  represents  a  simple  form  of 
plate  machine.  The  glass  plate  D  D  is  caused  to  revolve  by  means  of  the  crank  O.  Attached  to  the 
mner  sides  of  the  supporting  pillars  are  four  cushions  compressing  the  plate  between  them  at  the 
upper  and  lower  portions  of  the  disk,  each  having  flaps  of  silk  appended  thereto.  The  intensity  of 
the  pressure  of  the  cushions  is  related  by  screws.  The  two  opposite  conductors  A  B  are  sup- 
ported by  two  stout  glass  pillars  S  Ey  fixed  at  each  end  of  the  mahogany  base-board  on  which  the 
other  parts  of  the  machine  are  mounted.  The  brass  arch  C  Ob  sustained  at  the  centre  and  lower 
ends  by  the  glass  pillars  FEE^  and  connects  the  two  conductors  A  B, 

Jtanuden'a  Machine^  a  more  modem  form  of  this  apparatus,  is  represented  in  fig.  1199.  Between 
the  two  supports  in  which  the  glass  plate  turns  are  two  pairs  of  cushions  of  leather,  stuffed  with 
hair  and  covered  with  some  amalgam  mixed  with  grease.  Two  large  hollow  cylinders  of  brass  c,  with 
globular  ends,  each  supported  by  two  glass  pillars,  constitute  the  reservoir  for  receiving  the  electrici- 
ty, which  in  this  case  is  positive.  They  are  called  prime  conductors,  and  are  supplied  with  U-shaped 
rods  of  metal  furnished  with  points  along  their  sides,  called  combs,  for  the  purpose  of  receiving  the 
electricity  from  the  glass  plate,  the  arms  of  the  U  being  held  upon  the  other  side.  The  other  ends 
of  the  conductors  are  connected  by  a  rod  r,  from  the  middle  of  which  projects  another  short  rod  ter- 
minating in  a  knob  for  delivering  the  spark. 

Naime's  machine  is  constructed  similarly  to  that  represented  in  Fig.  1197,  having  a  cylinder  and 
silk  rubber.  Van  Marum^s  machine  has  two  glass  plates  nearly  6^  feet  in  diameter,  separated  by 
about  8  inches,  and  pressed  by  8  pairs  of  rubbers.  With  this  apparatus  sparks  24  inches  in  length 
have  been  obtained. 

ArrMtrong^n  Hydro^Jedrxc  Machine,  Fig.  1200,  also  belongs  to  this  class.  It  consists  of  a  small 
wrought-iron  plate  boiler  standing  on  glass  legs.  A  stop-cock  C,  when  opened,  allows  the  steam  to 
pass  through  a  number  of  tubes  in  the  box  5,  containing  cold  water  for  cooling  the  steam.  The 
ends  of  the  tubes  are  furnished  with  jets  whose  construction  is  such  as  to  increase  the  friction,  and 
the  jets  are  lined  with  hard  wood,  as  shown  in  the  figure  at  M,    The  metal  plate  P,  armed  with 
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pointfl,  collects  the  electridtj,  which  is  ordinarily  positive,  and  conveys  it  to  the  prime  condoctoT  D. 
Faraday  showed  that  the  generation  of  electricity  in  this  machine  is  caused  by  the  friction  of  minnte 
globales  of  water  passing  through  the  jets. 

The  mechanical  prtsture  of  bodies,  as  well  as  friction  and  contact,  propagates  electrical  actioiL 
Elastic  India-rubber  or  caoutchouc  develops  extraordinary  electric  excitation  by  sudden  compressioD. 

Sparks  issue  in  vivid  coruscations  to  a  distance 
1200.  of  several  inches  from  between  the  rollers  used 

for  compressing  sheets  of  this  material  in  the 
process  of  incorporating  it  into  manufactures  of 
cloth.  In  certain  processes  of  calico-printing, 
the  India-rubber,  dissolved  in  spirits  of  turpen- 
tine and  alcohol,  and  mixed  with  ultramarine 
blue  or  other  colored  substances,  is  passed  with 
great  pressure  between  the  engraved  copper  roll- 
ers and  the  cloth  to  be  imprinted  therewith.  A 
torrent  of  sparks  is  noticed  to  issue  from  the 
compressed  India-rubber,  too  intense  to  be  sua- 
tained  by  the  knuckles,  held  near  them,  withoat 
absolute  pain.  Indeed,  the  process  of  printing 
with  this  material  was  finally  suspended  from 
the  danger  of  burning  up  the  building  and  ma- 
chinery employed,  the  sparks  having  actually 
set  fire  to  the  composition  of  turpentine,  alco- 
hol, and  India-rubber,  and  caused  the  cloth  in 
the  machine  to  be  burnt  up. 

n.  Machines  actixo  by  Electrical  Isdcc- 
TioN. — An    insulated  conductor  charged  with 
cither  kind  of  electricity  acts  on  bodies  in  a 
natural  state  placed  near  it  in  a  manner  analo- 
gous to  the  action  of  a  magnet  on  soft  iron; 
that  is,  it  decomposes  a  supposed  neutral  fluid, 
attracting  the  opposite  and  repelling  the  like 
I   kind  of  electricity.    The  action  thus  exerted  is 
said  to  take  place  by  influence  or  induction. 
Thus,   if    a  positively   electrified    body  A   is 
brought  into  the  neighborhood  of  two  in.sulated 
(and  previously  unelectrified)  conductors,  B  and 
C,  each  of  these  becomes  positively  electrified,  in 
the  sense  of  tending  to  impart  positive  electricity  to  other  bodies,  as  long  as  A  is  present ;  if,  however, 
B  is  nearer  to  A  than  C  is,  B  becomes  more  strongly  positive  than  C,  or  the  tendency  of  B  to  give  posi- 
tive electricity  to  C  is  greater  than  the  tendency  of  C  to  give  positive  electricity  to  B.    Consequently, 
if  B  and  C  touch  each  other,  electricity  flows  from  B  to  C  to  an  extent  depending  on  the  difference 
between  the  electrifications  of  the  two  bodies,  and  electrical  equilibrium  is  established  between  them. 
If  now  they  are  separated  from  each  other,  and  removed  beyond  the  range  of  the  sensible  influence 
of  the  body  A,  they  are  both  found  to  be  electrified,  B  negatively  and  C  positively,  while  A  remains 
exactly  in  the  same  condition  as  at  first,  and  therefore  capable  of  producing  the  same  effects  upon 
B  and  C,  or  upon  other  conductors  which  may  be  substituted  for  them,  any  number  of  times.    The 
ultimate  electrification  of  the  conductor  B  is  greatest  when  the  conductor  C  with  which  it  is  put  into 
communication,  while  under  the  influence  of  A,  is  the  earth. 

By  proper  arrangements  the  conductor  B,  which  in  the  manner  indicated  above  can  be  repeatedly 
electrified  in  the  opposite  way  to  the  body  A,  can  be  made  at  each  time  to  impart  its  electrification 
to  another  insulated  conductor  A',  thus  electrifying  it  more  and  more  strongly.  By  then  causing  the 
conductor  A'  to  act  in  its  turn  upon  B,  B  will  be  electrified  in  the  opposite  way  to  A',  or  similarly 
to  the  body  A.  If  B  when  thus  electrified  is  made  to  give  up  its  electrification  to  A,  this  will  be- 
come more  strongly  electrified.  Thus  by  letting  A  and  A'  act  alternately  upon  B,  and  each  time 
making  this  give  up  to  A'  or  to  A  respectively  the  electricity  it  has  received  while  under  the  action 
of  the  other,  each  of  these  bodies  can  be  electrified  to  a  greater  and  greater  degree,  and  will  there- 
fore act  with  greater  and  greater  intensity  upon  the  conductor  B,  and  the  other  conductor,  whatever 
it  may  be,  with  which  B  is  at  each  operation  put  into  communication.  This,  in  general  terms,  is  the 
principle  upon  which  the  most  improved  forms  of  electrical  machines  act. 

Tfie  Efccfrophortu  of  Volta,  Fig.  1201,  is  a  familiar  example  of  the  practical  application  of  the 
foregoing  principle.  It  often  consists  of  a  cake  of  sealing-wax,  which  material  is  selected  as  being 
a  readily  excitable  substance.  A  more  tough  and  useful  compound  is  commonly  used,  made  by  melt- 
ing together  equal  parts  of  pitch  and  rosin,  combined  with  a  little  linseed  oil.  This  composition, 
while  in  a  melted  state,  is  poured  into  a  flat  circular  tin  dish,  having  a  rim  of  about  half  an  inch  in 
height,  ns  shown  at  C.  A  round  metallic  plate,  adapted  to  the  size  of  this  cake  of  resinous  matter, 
is  affixed  to  the  insulating  glass  handle  A',  by  which  the  plate  of  metal  may  be  alternately  lifted  from 
the  cake  of  resin,  and  again  brought  into  contact  therewith.  Whenever  it  is  desirable  artificially  to 
propairate  the  electric  action  from  the  cake  of  resin  to  some  adjacent  body,  the  circular  plate  of  metal 
is  taken  by  the  tip  of  the  glass  handle,  and  brought  into  contact  with  the  cake  of  resin,  and  at  the 
same  time  the  finger  is  brought  to  touch  the  plate.  Then  the  finger  is  to  be  withdrawn,  and  the 
plate  removed  by  holding  the  tip  of  the  glass  handle.  The  electrophorus  is  used  practically  for  pro- 
ducing instantaneous  light,  by  causing  an  electric  spark,  always  excitable  in  an  instant  from  the  plate 
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on  being  lifted  from  the  cake  of  resin,  to  kindle  a  jet  of  hydrogen  gas  artificially  arranged  to  issue 
from  a  small  apparatus,  containing  a  lump  of  zinc  in  acidulated  water. 

The  Holtx  Electrical  Machine^  Fig.  1202,  is  remarkable  for  its  great  power.  A  circular  plate  a  is 
fixed  in  an  insulating  frame.  Li  opposite  sides,  near  the  circumference,  are  two  large  orifices,  which 
are  partly  covered  at  the  back  by  two  bands  of  thick  paper//',  baring  points  projecting  in  the  op- 
posite direction  to  that  of  the  motion  of  a  second  glass  plate  6,  somewhat  smaller  than  a,  and  made 
to  revolve  very  near  it.  Opposite  the  face  of  the  movable  plate,  which  has  no  orifices,  there  are 
metal  combs  pp\  connected  with  insulated  conductors  which  terminate  in  adjustable  knobs,  m  and 
n.  An  orifice  in  the  centre  of  the  fixed  plate  gives  passage  te  the  axis  of  the  movable  one,  which 
can  be  rapidly  rotated  by  a  system  of  hand-wheels.  The  machine  is  started  by  bringing  the  knobs  m 
and  n  of  the  conductors  together,  and  electrifying  one  of  the  armatures,  say/,  by  holding  against  it 
a  plate  of  ebonite  which  has  been  negatively  excited.  After  a  few  turns  of  the  plate  both  armatures 
become  highly  charged  with  opposite  kinds  of  electricity,  /'  becoming  positive ;  and  if  the  knobs  are 
separated  a  stream  of  sparks  will  pass  from  one  to  the  other.  By  increasing,  within  a  certain  limit, 
the  distance  between  the  knobs,  the  sparks  become  larger  and  less  frequent ;  but  beyond  this  limit, 
which  depends  upon  the  insulation  and  working  order  of  the  machine,  the  sparks  will  no  longer  pass, 
and  unless  the  knobs  are  quickly  brought  together  the  machine  will  cease  to  act.  The  following  is 
a  brief  explanation  of  its  action :  The  negative  electricity  of  the  firet  armature  tends  to  repel  the 
same  fluid  in  ite  vicinity,  and  to  attract  the  opposite ;  consequently  n^ative  electricity  flows  from 
the  face  of  the  movable  plate  to  the  points  of  the  comb,  while  positive  electricity  is  discharged  by 
the  comb  upon  the  plate.  This  will  cause  the  comb  of  the  second  conductor,  which  at  the  com- 
mencement, as  has  been  said,  is  in  connection  with  the  first,  to  become  negative,  while  each  por- 
tion of  the  glass  plate  will  pass  from  the  first  to  the  second  comb  positively  electrified.  When 
successive  portions  of  the  plate  thus  charged  arrive  opposite  the  second  armature,  the  latter,  through 
its  point,  discharges  negative  electricity  upon  the  plate  and  receives  positive  in  return,  thus  be- 
coming positively  charged.  Positive  electricity  from  the  face  of  the  plate  also  passes  to  the  second 
comb,  and  the  latter  discharges  negative  electricity  upon  the  plate,  which  then  passes  on  to  the 
first  armature  and  comb  negatively  electrified.  Therefore  the  comb  will  discharge  positive  electri- 
city on  and  receive  negative  from  the  plate,  and  the  armature  will  also  receive  a  higher  negative 
charge  from  the  other  side  of  the  plate,  because  the  latter  is  charged  with  higher  tension.  The 
effect  is  to  cause  the  plate  to  leave  the  first  comb  more  highly  positive  than  it  was  the  first  time, 
and  on  again  coming  opposite  the  second  armature  to  increase  its  positive  charge.  Both  arma- 
tures become  thus  in  a  short  time  highly  charged  with  opposite  electricities,  the  tension  of  which  is 
only  limited  by  the  degree  of  insulation.  A  strong  current  of  positive  electricity,  it  will  therefore 
be  seen,  is  constantly  passing  through  the  conductors  from  the  second  to  the  first  comb,  and  a  cor- 
responding current  of  negative  electricity  from  the  first  to  the  second  comb ;  and  when  the  knobs  of 
the  conductors  are  separated  the  electricity  will  leap  from  one  to  the  other.  It  is  moreover  evident 
that  the  action  of  the  machine  requires  that  each  part  of  the  movable  plate  be  charged  with  elec- 
tricity of  an  opposite  kind  to  that  of  the  armature  it  leaves,  and  of  the  same  kind  to  that  of  the  one 
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it  approaches.  This  condition,  however,  cannot  continue  if  the  conductors  are  so  far  separated  as  to 
prevent  communication,  or  are  beyond  striking  distance,  because  there  would  then  simply  be  two 
armatures  in  opposite  electrical  conditions,  with  a  moving  plate  passing  from  one  to  the  other  and 
gradually  equalizing  the  charge.  The  inventor  has  modified  this  machine  by  placing  the  plates  hori- 
zontally and  turning  them  in  opposite  directions,  as  represented  in  Fig.  1203.  Neither  plate  has 
openings,  but  two  combs  are  placed  above  the  upper  plate  opposite  each  other,  and  two  others  below 
the  lower  plate,  at  right  angles  to  the  upper  ones.  Each  of  the  upper  conductors  is  connected  with 
one  of  the  lower,  so  that  there  are  only  two  conductors.  The  machine  is  started  by  holding  for  a 
short  time  an  exerted  plate  of  ebonite  opposite  one  of  the  combs.  Sometimes,  as  in  the  figure,  a 
third  upper  comb  is  placed  above  one  of  the  lower  combs,  which  appears  to  increase  the  power.  In 
both  forms  of  the  machine  work  is  expended  in  turning  the  plates  in  opposition  to  electrical  attrac- 
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tions  and  repulsions,  by  which  mechanical  is  conyerted  into  electrical  energy.  It  will  always  be 
found  difficult  to  obtain  good  results  with  electrical  machines  in  damp  weather.  By  wanning  the 
glass  insulators,  however,  and  frequently  rubbing  them  with  a  warm  dry  cloth,  their  non-conducting 
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property  may  be  in  a  degree  preserved.    The  Holtz  machine  is  more  sensitive  to  moisture  than  the 
ordinary  kinds. 

Eltetrie  Conderuen  or  Aeeumulc^ra  for  Staiieal  Electricity  are  instruments  by  which  through  the 
agency  of  induction  we  are  enabled  by  means  of  a  second  conductor  to  augment  the  quantity  of  elec- 
tricity capable  of  being  stored  up  on  the  surface  of  the  first,  an  insulated  conductor.  Every  condenser 
consists  of  two  conductors  separated  by  an  insulator,  or  dicUctric  The  one  conductor  must  be  insulated, 
the  other  in  connection  with  the  earth  or  some  very  large  neutral  body.  The  usual  form  of  condenser 
is  made  by  separating  two  conductors  by  a  plate  of  glass,  as  shown  in  Fig.  1204.    When  cither  posi- 
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tive  or  negative  electricity  exists  uncombined  with  its  opposite  kind  of  electricity,  and  is  capable  of 
exerting  to  a  marked  and  obvious  degree  its  attractive  and  repulsive  powers  indifferently  on  surrounding 
bodies,  it  is  said  to  be  **  free.''  When  either  kind  of  electricity  exists  uncombined  with  its  opposite 
kind,  but  is  incapable  of  attracting  or  repelling  or  manifesting  its  inductive  power  on  bodies  in  general, 
in  consequence  of  the  special  inductive  action  of  an  adjacent  store  of  the  opposite  electricity  acting 
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through  the  medium  of  a  dielectric,  it  is  said  to  be  bound,  captive,  disguised,  dissimulated,  or  latent 
(Angell).  The  quantity  of  electricity  which  can  be  stored  up  on  the  surface  of  the  plates  of  a  con- 
denser is  limited:  1,  by  the  tension  of  the  electricity  of  the  prime  conductor;  2,  by  the  distance 
between  the  two  plates,  or  in  other  words  by  the  thickness  of  the  intervening  dielectric ;  8,  by  the 
cohedye  power  of  the  dielectric ;  4,  by  the  specific  inductive  capacity  of  the  dielectric  used. 

The  Ziydm  Jar^  fig.  1205,  is  the  most  convenient  and  portable  form  of  electric  accumulator  or 
condenser.  It  consists  of  a  glass  jar  of  suitable  thickness,  covered  inside  and  out  with  a  coating  of 
tin  foil  reaching  to  within  2  to  4  inches  of  the  top  of  the  jar.  A  varnished  wooden  cap  fits  into  the 
node  of  the  vessel,  and  supports  a  brass  knob,  wire,  and  chain  terminating  below  in  contact  with 
the  tin-foil  coating  at  the  bottom  of  the  inside  of  the  jar.  A  Leyden  battery  consists  of  a  series  of 
Leyden  jars,  usually  placed  in  a  box  or  tray,  the  bottom  of  which  is  lined  with  tin  foil,  which  thus 
clerically  unites  the  exterior  coatings,  their  interior  coatings  being  united  by  means  of  brass  rods 
connecting  the  knobs  of  the  jars. 

The  Carre  Machine. — In  this  apparatus,  Rg.  1206,  a  disk  Ay  of  ebonite  or  glass,  passes  between 
two  leather  cushions  2>,  and  is  carried  directly  on  the  axle  of  the  crank  M,  A  pulley  on  the  same 
shaft  communicates,  by  means  of  a  cord,  rapid  rotation  to  another  and  larger  ebonite  disk  B.  In 
face  of  the  latter  are  two  combs,  E  and  Fy  the  second  of  which  is  opposed  to  a  fixed  leaf  of  ebonite 
furnished  with  paper  layers,  terminating  in  points  and  designed  to  servo  as  a  second  inducer,  as  in 
the  Holtz  machine.  The  upper  comb  communicates  with  an  insulated  conductor  C,  and  the  lower 
comb  is  also  insulated,  or  communicates  with  the  soil    An  arm  T  serves  as  exciter. 

The  ThotMon  Machincy  Figs.  1207  and  1208,  is  known  as'  the  charge-reproducer.  A  ^heel  C,  of 
ebonite,  carries  a  certain  number  of  insulated  metallic  plates,  disposed  in  sectors  on  the  two  faces, 
and  appearing  at  the  circumference  like  the  teeth  of  a  gear-wheel.  Two  metallic  plates,  /and  Ry 
bent  8o  as  to  envelop  completely  half  of  the  wheel  (one  of  these  is  indicated  by  dotted  lines),  serve 
both  as  inducer  and  receiver;  that  is  to  say,  they  act  by  induction  on  an  intermediary  conductor  Fy 
and  &en  receive  by  the  eifect  of  the  motion  the  electricity  so  developed.  Hence  it  results  that  the 
charge  of  each  of  them  augments  at  first  in  geometrical  progression,  as  in  all  analogous  apparatus. 
Two  receiving  springs,  t  and  r,  communicating  separately  with  the  metallic  envelopes  in  the  interior 
of  which  they  are  placed,  receive  the  electricity  carried  by  the  different  sectors  and  communicate  it 
to  the  corresponding  envelopes.  Two  other  springs,  t'  and  r',  called  conductors,  placed  behind  the 
former  ones  with  reference  to  the  direction  of  rotation  of  the  wheel,  are  connected  by  the  wire  F. 
Suppose  that  one  of  the  inducers,  /,  for  example,  is  first  charged  with  negative  electricity.  The  cor- 
responding spring,  t,  is  then  charged  with  positive  electricity,  which  it  communicates  to  the  succes- 
sive teeth  of  the  wheel,  which,  by  the  receiving  spring  r,  transmit  this  electricity  to  the  second  in- 
ducer It  The  opposite  spring,  r',  is  similarly  chiarg^  with  negative  electricity,  which  comes  back 
by  the  sectors  and  by  the  receiving  spring  r'  to  the  first  inducer,  /.  As  constructed,  the  wheel  is 
not  more  than  2  inches  in  diameter,  and  may  be  set  in  motion  by  the  motor  of  a  Morse  telegraph  in- 
strument A  few  seconds  after  it  is  started  it  produces  brilliant  sparks.  A  dry  pile  of  40  elements, 
the  two  poles  of  which  were  placed  in  communication  separately  with  the  two  conductors,  sufficed  to 
charge  the  machine  or  suddenly  to  reverse  the  electrical  signs. 

Thomson's  tension  equalizer.  Fig.  1209,  works  like  a  series  of  contacts  by  a  proof  plane,  in  order 
to  establish  on  a  conductor  the  tension  which  exists  in  the  surrounding  atmosphere.  A  disk  of 
ebonite  C,  turning  around  a  vertical  axis,  carries  a  certain  number  of  metal  pins,  on  which  are 
applied  two  springs  R  and  R!y  in  communication  with  the  two  electrodes  of  an  electrometer.  If  one 
of  these  springs  is  submitted  to  the  influence  of  an  electrified  body,  the  keys  which  detach  them- 
sdves  from  it  in  succession  carry  continuously  electricity  of  contrary  sign  to  that  of  the  inducing 
body,  until  the  electric  density  at  the  extremity  of  the  spring  becomes  null.  If  the  two  springs  are 
at  the  same  time  submitted  to  the  influence  of  two  conductors  at  different  tensions,  equilibrium  will 
be  attained  at  the  end  of  a  certain  time,  and  quite  rapidly,  because  the  electricity  carried  off  at  one 
of  Ac  springs  is  taken  to  the  other.  The  difference  of  tension  of  the  two  springs,  or  of  the  two 
electrodes  of  the  electrometer,  will  be  proportional  to  that  of  the  two  inducing  bodies. 

In  Fig.  1210  is  represented  another  Thomson  machine,  in  which  T'  is  a  metallic  tube  communicat- 
ing with  the  soil  This  is  placed  in  the  interior  of  a  metal  cylinder  /,  which  may  be  termed  tiie  in- 
ducer, having  negative  tension.  This  tube  is  electrified  positively ;  and  if  liquid  drops  are  allowed 
to  escape  therefrom,  they  carry  with  them  contrary  electricity,  which  is  reproduccKl  indefinitely. 
Th^  drops  fall  into  another  metal  cylinder,  R,  the  receiver,  which  has  a  funnel  within.  The  elec- 
tricity of  the  drops  expands  over  the  surface  of  the  receiver,  and  the  drops  escape  in  a  neutral  state 
from  the  spout  of  the  fimnel.  The  charge  of  the  receiver  then  augments  more  and  more  until  sparks 
are  produced  between  the  cylinders,  or  until  the  drops  no  longer  fall  into  the  receiver,  on  account  of 
theur  being  thrown  off  laterally  by  the  electric  repulsion  which  they  encounter.  Under  such  con- 
ditions it  is  necessary  to  maintain  the  tension  of  the  inducer  /  by  a  foreign  source.  But  it  will 
easily  be  seen  that  two  similar  apparatuses  may  be  disposed  so  as  to  react  one  on  the  other,  and  to 
augment  reciprocally  their  electric  charges.  For  this  purpose  the  receiver  R  (Fig.  1211)  of  the  first 
communicates  with  the  inducer  /  of  the  second,  and  the  receiver  R!  of  the  second  with  the  inducer  / 
of  the  first.  The  drops  which  fall  from  the  second  inducer  /  are  then  charged  with  negative  elec- 
tricity, which  is  collected  in  the  receiver  72',  which  augments  the  charge  of  the  first  inducer  /.  Two 
conductors  are  united  with  the  interior  covering  of  two  Leyden  jars,  A  and  B,  These  jars  are  cov- 
ered exteriorly  with  tin,  and  contain  a  certain  quantity  of  concentrated  sulphuric  acid.  In  the  liquid 
are  plunged  leaden  rods  terminating  below  with  leaden  plates.  The  rods  are  surrounded  with  glass 
tubes,  and  pass  through  an  ebonite  cover,  so  that  the  absolutely  dry  air  contained  in  the  bottles  is 
not  fleeted  by  the  atmosphere.  If  the  glass  (Glasgow  flint)  is  of  good  quality,  the  insulation  of 
the  bottles  may  be  so  perfect  that  the  electric  loss  may  not  exceed  one  one-hundredth  of  the  charge 
in  three  or  four  days.    Under  these  conditions,  one  of  the  jars  being  electrified  at  a  tension  so  we^ 
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as  not  to  be  appreciable  but  with  a  Tery  delicate  electrometer,  the  Talves  are  opened  in  order  to  allow 
the  water  to  escape  drop  by  drop.  These  drops  become  subdivided  into  very  small  ones,  which  separate 
by  their  mutual  repulsion.  After  a  few  minutes  a  rapid  succession  of  sparks  is  produced  in  some 
part  of  the  apparatus.  It  is  stated  that  the  loss  of  electricity  in  this  apparatus  is  so  small  that  a 
single  drop  falling  from  each  tube  every  three  minutes  is  sufficient  to  maintain  the  charge  constant 
indefinitely. 

Tlie  Jndudorium, — ^This  is  a  device  for  producing  induced  currents  by  the  action  of  another  elec> 


trie  current,  which  is  alternately  opened  and  closed  in  rapid  succession.  All  instruments  of  this 
kind  consist  essentially  of  a  hollow  cylinder,  in  which  is  a  bar  of  soft  iron  or  bundle  of  iron  wir^ 
with  two  helices  coiled  about  it,  one  connected  with  the  poles  of  a  battery,  the  circuit  of  which  is 
alternately  opened  and  closed  by  a  self-acting  arrangement,  and  the  other  serving  for  the  develop- 
ment of  the  induced  current.  By  means  of  this  apparatus,  with  a  current  from  a  few  cells,  phpi- 
cal,  chemical,  and  physiological  effects  are  produced,  equal  or  superior  to  those  obtainable  with 

1212. 


3 


electrical  machines,  and  even  with  the  most  powerful  Lcyden  batteries.  Fig.  1212  shows  the  inter- 
nal construction  of  one  of  the  large  horizontal  coils,  arranged  on  Ritchie's  plan.  C  is  the  core  of 
soft-iron  wires,  separated  by  a  thin  layer  of  insulating  material  from  the  primary  coil  contained 
in  the  space  FF.  The  two  coils  are  separated  by  two  heavy  glass  tubes  B  B,  closed  at  the  outer 
ends,  while  their  open  ends  meet  in  the  middle  of  the  coil.  I)  D  is  a  hard-rubber  bobbin,  thinnest 
at  its  middle,  and  B.t  dd  are  a  number  of  thin  insulating  disks,  which  divide  the  bobbin  into  com- 
partments which  communicate  with  each  other,  so  that  the  secondary  wire  is  continuous  from  end  to 


Digitized  by 


Google 


ELECTRIC  MACHINES  (STATIC). 


561 


end.  One  of  the  largest  ooils  is  that  made  for  the  Royal  Poljrtechnic  Institute,  London.  Its  len<^h 
is  9  feet  2  inches;  diameter,  2  feet;  weight,  15  cwt.,  including  411  lbs.  of  hard  rubber.  The 
core  is  5  feet  long  and  4  inches  in  diameter,  of  No.  16  iron  wire.  The  primary  coil  consists  of 
145  lbs.  =  8,770  yards  of  No.  18  wire.  The  secondary  ooil  consists  of  160  miles  of  wire,  weighing 
606  lbs.,  and  having  a  resistance  of  33,560  ohms.  The  condenser  is  in  6  parts,  each  containing  126 
square  feet  of  tin  foil,  with  6  large  Bunsen  cells.  The  spark  is  12  inches  in  length  ;  and  with  50 
cells,  it  has  been  increased  to  29  inches. 

Talt  of  Electric  Machine*. — The  usual  method  of  testing  electrical  machines  is  by  means  of  Lane's 
electrometer,  Fig.  1218.  This  consists  of  a  Leyden  jar,  the  exterior  armature  of  which  communicates 
with  a  ball  B,  which  by  means  of  the  miorometric  screw  C  may  be  adjusted  as  desired  with  reference 
to  the  ball  Ay  which  terminates  the 

Ulterior  armature.    If  the  ball  B  com-  1®1*« 

monicates  with  earth  and  the  ball  A 
with  an  electrical  machine,  a  spark  is 
produced  between  the  two  balls  when 
the  potential  of  the  interior  armature 
acquires  a  certain  value.  The  electric 
energy  which  is  exercised  between  two 
neighboring  conductors  and  the  elec- 
tric densities  on  the  opposite  faces 
being  proportional  to  the  difference 
of  the  potentials,  it  is  clear  that  the 
production  of  a  spark  between  two 
conductors  depends  only  on  the  dif- 
ference of  the  potentials,  and  not  on 
their  absolute  yalue,  and  that  the 
quantity  of  electricity  which  escapes 
at  each  spark  is  always  the  same. 
The  charge  of  the  battery  will  then 
be  exactly  proportional  to  the  num- 
ber of  sparks  from  the  jar.  The  dis- 
charge, howerer,  is  not  complete  after 

each  spark,  because  of  residues ;  but  if  the  experiment  is  continuously  repeated,  the  total  quantity 
of  electricity  that  escapes  is,  as  above  stated,  proportional  to  the  number  of  sparks.  The  unit  of 
measure — that  is  to  say,  the  quantity  of  electricity  expended  at  each  spark—is  proportional  to  the 
capacity  of  the  jar,  and  depends  on  the  explosive  distance,  which  may  be  modified  at  will.  It  varies 
also  with  the  resistance  of  the  conductor  which  joins  the  exterior  armature  with  the  ball  B. 

In  order  to  compare  the  yield  of  electricity  of  different  machines,  it  is  necessary  to  equalize  the 
conditions  under  which  they  operate.  The  results  given  in  the  following  table  have  been  obtained 
with  a  Lane  electrometer,  the  explosive  distance  of  which  was  maintained  at  one  millimetre,  and  all 
the  machines  were  adjusted  so  as  to  give  nearly  similar  yields.  The  quantity  produced  by  the  first 
Ramsden  machine  is  taken  as  unity.  The  rubber  being  always  larger  than  the  comb  (or  any  other 
conductor  destined  to  collect  the  electricity),  the  useful  surface  of  the  electrified  glass  (plate  or  cylin- 
der) may  be  considered  as  that  which  after  being  rubbed  passes  in  front  of  the  collector.  In  order 
to  compare  the  surface  utilized  at  each  turn  of  the  plate  in  the  different  models,  it  is  necessary  fur- 
ther to  remark  that  if  a  machine  has  two  pairs  of  rubbers,  the  faces  of  the  glass  are  each  rubbed 
twice,  so  that  the  surface  of  the  annul  us  on  the  plate  which  corresponds  to  the  length  of  the  comb 
should  be  multiplied  by  4.  In  the  Naime  machine,  on  the  contrary,  the  surface  is  rubbed  but  once. 
In  Holtz  and  like  machines,  the  two  faces  of  the  plate  are  counted,  since  one  of  the  combs  only  serves 
as  rubber  and  the  other  as  collector. 


T<Me  thawing  BesuUs  of  Tests  of  EUctric  Machines, 
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1                               Madia*. 
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1  KfiiTif^i^^  Fig.  1199             ... 

Maim. 

0.98 
1.63 
0.98 
0.85 
0.83 
0.55 
0.65 
0.80 
0.80 

lf«tm. 
0.90 
0.27 
0.20 
0.15 
0.80 
0.14 
0.14 
0.09 
0.18 

1 

l.TO 

1 

1.40 

0.18 

0.45 

0.86 

0.28 

0.21 

SoMnmctrM. 
2.86 
4.84 
2.86 
1.74 
0.80 
0.86 
0.73 
0.24 
0.29 

0.42 
0  89 
0.42 
0.80 
0.60 
1.25 
1.20 
0.97 
0.72 

1  Same,  larger  7. 

Same,  with  oollectiog  cylinders 

V«n  Mftrnnf ....              , 

Nalrne 

Holts,  ordinary 

1  ^une,  with  two  piatee 

1  Bame,  Inverse  rotation  machine 

1  Cair6,  with  ebonite  plate 

As  these  results  are  all  based  upon  an  explosive  distance  of  1  millimetre,  they  become  changed  when 
the  same  is  augmented.  Thus  the  Van  Marum  and  Naime  machines  rapidly  lose  their  advantage, 
while  the  Holtz  machines  retain  the  constancy  of  their  yield.  The  three  Ramsden  machines  are 
nearly  equal,  the  advantages  of  Nos.  2  and  8  being  mainly  due  to  the  quality  of  glass.  It  will  be 
observed  that  the  Naime  machine,  despite  its  low  yield  in  absolute  value,  is  much  more  advantageous 
than  the  first  three  when  the  results  are  valued  in  ratio  of  the  surface  rubbed.  This  table,  however, 
scarcely  gives  all  the  data  for  comparative  estimates  of  value,  because  the  various  apparatus  did  not 
all  have  like  speed  of  rotation.  The  f  rictional  machines,  the  plates  of  which  did  not  exceed  1  metre 
36 
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in  diameter,  are  easily  turned  onoe  a  second  ;  but  it  is  with  difficulty  that  a  machine  1.62  metre  in 
diameter  can  be  rotated  faster  than  40  turns  per  minute  by  one  man.  In  the  following  tabic  we  give 
the  velocities  which  cannot  conyeniently  be  exceeded.  On  this  basis  all  electrical  machines  may  be 
compared  without  regard  to  the  principle  on  which  they  are  made.  The  Armstrong  machine  referred 
to  had  8  points  of  discharge,  and  operated  under  a  pressure  of  4  atmospheres.  The  induction  coil, 
supplied  by  8  large  Bunsen  elements,  was  capable  of  giving  sparks  58  dentimetres  long.  It  had  been 
employed  to  charge  a  battery  over  an  explosive  distance  of  20  centimetres.  Under  these  conditions 
each  spark  of  the  coil  furnished  nearly  the  same  quantity  of  electricity  as  6  turns  of  the  plate  of  the 
Holtz  machine ;  and  as  the  coil  gave  6  or  more  discharges  per  second,  it  was  evidently' equiralent  to 
3  Holtz  machines. 

TahU  thowifig  lienUta  of  Testa  of  £Udrie  Machines, 
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SamBden,  Fig.  1199..., 
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Same,  with  cylinders. . . 
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0.26 
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0.42 

1 

1.4 

o.so 

2 

0.86 

1.20 

10 

4.5 
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10 

8.6 

12.8 

10 

2.8 

9.7 

10 

2.1 
2.4 
18 

7.2 

This  table  shows  plainly  the  superiority  of  modem  machines.  The  induction  coil  really  does  not 
give  much  more  electricity  than  a  double  Holtz  machine ;  while  if  it  be  desired  to  obtain  dilferenoes 
of  potential  notably  greater,  the  Holtz  machine  appears  much  superior  to  the  coiL 

For  a  complete  discussion  of  this  subject,  the  reader  is  referred  to  "  Traits  d'£lectricit6  Statiqne," 
Mascart,  Paris,  1876,  whence  the  above  tables  and  many  illustrations  are  taken.  See  also  treatisei 
classified  uuder  Elkctricitt. 

ELECTRIC  PEN.  This  apparatus  is  the  invention  of  Mr.  T.  A.  Edison,  and  its  object  is  the  pio- 
duction  of  a  stencil  from  which  any  number  of  copies  of  the  writing  made  thereon  can  be  produced. 
The  pen  consists  of  a  metallic  tube,  in  the  centre  of  which  a  fine  needle  is  reciprocated  by  means  of 
a  small  electro-magnetic  engine  placed  on  the  top  of  the  pen.  The  current  is  transmitted  to  this 
engine  through  two  fine  wires  oomiected  with  an  electric  battery.  The  battery  is  placed  on  the  table 
or  anywhere  near  the  writer,  and  occupies  but  little  space.  The  pen  being  held  in  an  upright  por- 
tion, and  moved  over  the  paper,  the  rapidly  succeeding  thrusts  of  the  needle  cause  the  surface  of  the 
paper  to  become  punctured  with  the  characters  which  the  hand  has  traced.  After  the  writing  is  fin- 
ished nothing  but  a  faint  line  appears  on  the  surface  of  the  paper,  but  on  holding  it  up  to  the  light 
the  writing  is  clearly  visible.  This  sheet,  which  is  called  the  stencil, 
1214,  is  then  placed  over  a  sheet  of  plain  paper  in  a  frame,  which,  when 

closed,  binds  the  two  around  their  edges.  An  inked  roller  is  then 
passed  over  it,  and  the  ink  penetrating  the  holes  in  the  stencil 
transmits  the  written  matter  to  the  clean  sheet,  the  lines  being  com- 
posed of  a  series  of  very  fine  dots.  In  this  way,  and  by  placing  a 
number  of  sheets  in  succession  under  the  stencil,  about  600  copies  or 
more  in  facsimile  may  be  taken,  each  copy  being  very  clear  and  dis- 
tinct 

An  end  view  of  the  pen  is  given  in  Fig.  1214.  The  current  A  en- 
ters the  engine  by  the  bindiug-screw  B^  and  thence  passes  by  the 
wire  B  D  into  the  coil  A\  which  together  with  B'  forms  an  electro- 
magnet. On  leaving  A'  it  traverses  the  wire  C  £,  and  enters  the 
coil  B,  and  on  leaving  the  latter  passes  to  the  screw  i,  and  thence 
to  the  platinum  point  K ;  and  when  the  latter  is  in  contact  with 
the  other  platinum  point  if  attached  to  the  spring  N  M  Oy  it  re- 
turns by  the  binding-screw  P  to  the  battery.  Q  H  Sa  2l,  small  fly- 
wheel, on  the  axis  of  which  at  Z  there  is  a  cam,  which  in  certain 
positions  of  the  wheel  presses  against  the  spring  NM  O,  and  so  sep- 
arates the  platinum  points  M  K^  and  at  the  same  time  interrupts  the 
current  When  the  wheel  has  revolved  half  round,  the  cam  no  longer  presses  against  the  spring, 
and  the  current  passes. 

ELECTRO-BALLISTIC  MACHINES.  Apparatus  for  the  determination  of  the  velocity  of  a  pro- 
jectile  at  any  point  of  its  trajectory.  (See  Ordnance,  and  Projectiles.)  The  earliest  contrivance 
for  this  purpose  was  the  ballistic  pendulum,  which  consisted  of  a  tripod,  from  the  top  of  whidi  was 
suspended  a  pendulum  vibrating  freely  on  its  axis  of  suspension,  Fig.  1216.  The  bob  was  arranged 
to  receive  the  impact  of  the  projectile.  The  pendulum  being  at  rest,  it  was  struck  by  the  projectile, 
a  body  of  known  weight  The  degree  of  vibration  due  to  the  impact  was  then  registered,  and  from 
this  the  velocity  of  the  striking  body  was  determined,  the  quantity  of  motion  of  the  body  before 
impact  being  equal  to  that  of  the  pendulum  and  body  after  impact  The  gun-pendulum,  F^.  1216, 
consisted  of  a  cannon  suspended  in  a  horizontal  position  and  vibrating  freely,  the  arc  of  its  recoil 
being  accurately  measured  when  the  gun  was  fired.  The  quantity  of  motion  of  the  gun  as  a  pendu- 
lum is  equal  to  that  of  the  projectile,  the  charge  of  powder,  and  the  air.    From  this  the  vekxaty  of 
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the  projectile  may  be  deduced.  A  complete  description  of  this  machine,  together  with  reference  to 
the  extended  experiments  made  with  it  by  Major  Mordeoai,  U.  S.  A.,  will  be  found  in  the  former  edi- 
tioDB  of  this  work  (**  Appletons'  Dictionary  of  Mechanics  "^.  It  has  now  given  place  to  the  very  inge- 
nious devices  known  as  electro-ballistic  machines,  though  in  reality  they  are  exceedingly  delicate 
dironoscopes  or  measurers  of  brief  intervals  of  time.  Their  operation  is  based  either  upon  the  action 
of  gravity  upon  a  falling  body,  the  time  being  deduced  from  ^e  space  passed  over  during  the  inter- 
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val  to  be  measured ;  or  upon  the  number  of  vibrations  made  by  a  tuning  fork  during  the  interval  of 
time  to  be  measured,  the  rate  of  vibration  of  the  fork  being  accurately  known ;  or  upon  the  direct 
action  of  electro-magnets  upon  a  recording  stylus,  said  magnets  being  demagnetized  by  the  rupture 
of  the  circuit  by  the  projectile. 

To  the  first  class  of  apparatus  belong  those  dependent  upon  the  pendulum,  upon  the  free  fall  of  a 
wei^t,  upon  the  downward  movement  of  a  weight  transformed  into  rotary  motion,  and  upon  the 
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escape  of  liquids.    Examples  of  the  second  and  third  classes  occur  in  the  Schultz  and  Bashforth 
mstrumenta,  which  will  be  described  further  on. 

OraHfy  TntirumaUi, — Of  the  pendulum  apparatus  the  Navez-Leurs  Chranoseape  is  the  most  suo- 
oessfuL  Two  wire  targets  are  placed  in  front  of  the  gun  so  that  the  projectile  passes  through  them, 
as  indicated  by  the  arrow  in  Fig.  1217.    As  the  projectile  passes  through  the  first  target  it  breaks  a 
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circuit  and  demagnetizes  the  electro-magnet  a.  The  pendulum-bob  Bustained  by  this  magnet  then 
begins  to  fall,  carrying  with  it  an  index-needle.  When  the  projectile  cuts  the  wires  of  the  aeoond 
target,  the  second  circuit  is  broken,  and  the  magnet  of  the  register-pendulum  b  is  demagnetized.  The 
bob  falls,  carrying  with  it  an  arc  and  stirrup  d^  which  knocks  away  a  wedge-lever  and  closes  Bpiinga 
on  a  disk  <;,  which  clamps  the  index-needle.  The  time  due  to  the  arc  of  yibration  is  asoertained  hj 
the  theory  of  the  pendulum. 

In  the  Le  BouUngk  Chronograph  the  shot  is  made  successively  to  cut  two  currents,  and  thus  to 
demagnetize  two  electro-magnets  which  had  previously  supported  two  heavy  bodies ;  the  fall  of  these 
bodies  under  the  action  of  gravity  is  the  measure  of  the  time  taken  by  the  shot  to  pass  over  a  known 
distance. 

The  principle  of  action  of  the  Noble  Chronoaeope,  Hg.  1218,  consists  in  registering  by  means  of 
electric  currents  upon  a  recording  surface,  traveling  at  a  uniform  and  very  high  speed,  the  precise 
instant  at  which  a  projectile  passes  certain  defined  points  in  the  bore.  It  is  m  two  portions :  the 
mechanical  apparatus  for  obtaining  the  necessary  speed  and  keeping  that  speed  uniform,  and  the 
electrical  reooiding  arrangement.  The  first  part  of  the  instrument  consists  of  a  series  of  thin  metal 
disks  A  A,  each  36  inches  in  circumference,  fixed  at  intervals  upon  a  horizontal  shaft  8  8^  wMch  is 
driven  at  a  high  speed  by  a  heavy  descending  weight  B^  through  a  train  of  gearing  multiplying  625 
times.  The  precise  rate  of  the  disks  is  obtained  by  means  of  the  stop-clock  D,  which  can  at  plea- 
sure be  connected  or  disconnected  with  the  revolving  shaft  E,  and  the  time  of  making  any  number 
of  revolutions  of  this  shaft  can  be  recorded  with  accuracy  to  one-tenth  of  a  second.  The  speed 
usually  attained  in  working  this  instrument  is  about  1,000  inches  per  second,  linear  velocity,  at  the 
circumference  of  the  revolving  disks,  so  that  each  inch  traveled  at  that  speed  represents  the  tbon- 
sandth  of  a  second ;  and,  as  the  inch  is  subdivided  by  the  vernier  V  into  1,000  parts,  a  linear  repre- 
sentation at  the  cinmmference  is  thus  obtained  of  interv&ls  of  time  as  minute  as  one-millionth  of  a 
second.  The  arrangements  for  obtaining  the  electrical  records  are  as  follows :  The  revolving  ^ks 
are  covered  on  the  edge  with  a  strip  of  white  paper,  and  are  connected  with  one  of  the  seoondaiy 
wires  6^  of  an  induction  coil.  The  other  secondary  wire  H,  carefully  insulated,  is  brought  to  a  dis- 
charger /  opposite  the  edge  of  its  corresponding  disk,  and  is  fixed  so  as  to  be  just  clear  of  the  latter. 
When  a  spark  passes  from  the  discharger  to  the  disk,  a  minute  hole  is  perforated  in  the  paper  cov- 
ering (which  is  lampblacked)  upon  that  part  of  the  disk  which  was  opposite  the  discharger  at  the 
instant  of  the  passage  of  the  spark.  By  means  of  the  micrometer  the  distance  between  the  spaiks 
on  the  disks  is  read  off.  From  this  is  known  the  time  which  the  projectile  occupies  from  the  com- 
mencement of  motion  in  reaching  different  parts  of  the  bore,  and  from  these  time  records  may 
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be  deduced  the  velocity  with  which  the  projectile  is  passing  through  the  different  parts  of  the  bore, 
and  the  pressures  in  the  gun  whidi  correspond  to  these  velocities. 

77ie  Eledrie  Clepsydra  measures  time  by  means  of  the  weight  of  mercury  which  escapes  during 
the  interval  to  be  measured. 

Vibration  Insteuments. — 7%e  Sehtdtz  Chronoseope,  Fig.  1219,  has  a  tuning-fork,  making  an  as- 
certained number  of  vibrations  per  second,  and  arranged  to  trace  on  the  blackened  surface  of  a  re- 
volving cylinder  a  sinuous  line  showing  the  beginning  and  end  of  each  vibration.  This  sinuous 
trace  will  be  an  actual  scale  of  time.  If,  then,  the  instant  the  projectile  reaches  each  of  the  two 
given  points  in  its  trajectory  be  marked  upon  the  cylinder,  beside  the  sinuous  line  or  scale  of  time, 
the  number  of  vibrations  comprised  between  the  two  marks  will  be  an  exact  measure  of  the  time 
required.  The  general  arrangement  of  parts  will  be  understood  from  Fig.  1219,  in  which  1  is  the 
blackened  cylinder ;  2,  the  actuating  clockwork ;  8,  the  pendulum ;  4,  the  vibrating  fork ;  5,  the 
Ruhmkorff  coil ;  6,  the  interrupter ;  and  7,  the  micrometer.  At  8  the  mode  of  construction  of  the 
target  is  shown.  To  use  the  Ruhmkorff  coil,  the  primary  wire  is  connected  with  the  battery  and 
the  targets,  -and  the  secondary  wire  with  the  instrument.    One  of  the  ends  is  brought  throi]^  a 
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glass  tube  close  to  the' cylinder  just  over  the  fork ;  the  other  end  is  connected  with  the  bed-plate  and 
tbenoe  with  the  cylinder  and  other  parts  of  the  machine,  except  the  support  for  the  glass  tube, 
wUch  is  insulated.  By  this  arrangement,  when  the  primary  current  is  broken  by  the  rupture  of  the 
target  wire,  a  secondary  current  is  induced,  and  a  spark  is  projected  from  the  end  in  the  glass  tube 
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to  the  face  of  the  cylinder,  which  represents  the  other  end,  where  a  bright  spot  beside  the  trace  in- 
dicates the  exact  instant  the  rupture  took  place.  The  pendulum  is  used  to  determine  the  number  of 
Tibrationa  of  the  fork  in  a  second  of  time ;  and  the  micrometer  is  used  to  divide  a  yibration  on  the 
cylinder  into  yery  small  parts  for  close  reading. 

7%e  Bash/arih  Chronograph^  Fig.  1220,  has  a  fly-wheel  A,  which  revolves  about  a  vertical  axis, 
carrying  with  it  the  cylinder  if,  which  is  covered  with  prepared  paper  for  the  reception  of  the  clock 
and  screen  records.  The  length  of  the  cylinder  is  12  or  14  inches,  and  the  diameter  4  inches.  B  is 
a  toothed  wheel  which  gears  with  the  wheelwork  i/*,  so  as  to  allow  the  spring  C7  J7to  be  slowly  un- 
wrapped from  its  drum.  The  other  end  of  C  D,  being  attached  to  the  platform  8^  allows  it  to  de- 
sceikl  slowly  along  the  slide  Z,  about  a  quarter  of  an  inch  for  each  revolution  of  the  cylinder.  E  E 
are  electro-magnets ;  <f  cT  are  frames  supporting  the  keepers ;  and  f  f  9ltq  the  ends  of  the  springs, 
which  act  against  the  attraction  of  the  electro-magnets.  When  the  current  is  interrupted  in  one 
circuit,  as  E^  the  magneUsm  of  the  electro-magnet  is  destroyed,  and  the  spring  /  carries  back  the 
keeper,  whidi,  by  means  of  the  arm  a,  gives  a  blow  to  the  lever  h.  Thus  the  marker  m  is  made  to 
depart  from  the  uniform  spiral  it  was  describing.  When  the  current  is  restored  the  keeper  is  at- 
tracted, and  thus  the  marker  m  is  brought  back,  which  continues  to  trace  its  spiral  as  if  nothing  bad 
happened.  E  is  connected  with  the  clock,  and  its  marker  m'  records  the  seconds.  E  is  connected 
with  the  screen,  and  records  the  passage  of  the  projectile  through  the  screens.  By  comparing  the 
marks  made  by  m  m!  the  exact  velocity  of  the  projectile  can  be  calculated  at  all  points  of  its 
coarse. 

Work9  far  Ee/erence.—The  foregoing  illustrations  and  abridged  descriptions  are  taken  from  "  A 
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Text-Book  of  Ordnance  and  Nayal  Gunnery,"  by  Commander  A.  P.  Cooke,  U.  S.  N.,  New  York,  1875. 
See  also  *'  The  Le  Bouleng^  Chronograph,^'  Michaelis,  New  York,  1872 ;  "  Electro-Rallistic  Machines 
and  the  Schultz  Chronoaoope,"  Benet,  New  York,  1866 ;  "  The  Determination  of  the  Flight  of  Pio- 
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Jectiles,"  etc.,  Le  BouIeng6  (translated  by  Manrin),  Washington,  1878.  Also  the  Tarious  works  re- 
ferred to  under  Ordnance.  

ELECTRO-GALVANIC  AND  THERMIC  BATTERIES.  L  Galvanic  BATnRiE8.~Wben  a  piece 
of  zinc  is  dropped  into  a  vessel  containing  acidulated  water,  bubbles  of  gas  are  seen  to  issue  from 
the  metal,  and  the  electro-djmamio  impulses  are  propagated  therefrom  in  every  direction.  By  these 
counterbalanced  opposite  directions,  the  impulses  neutralize  each  other's  actions  and  reactions;  con- 
sequently, no  decided  electro-dynamic  action  is  perceptible.  This  experience  was  repeated  thousands 
of  times  before  the  discovery  of  the  galvanic  battery  arrangement,  without  developing  electric  exdta- 
tion.  But  if  a  plate  of  copper  or  platinum,  as  at  C,  Fig.  1221,  be  placed  opposite  to  the  zinc  Z,  the 
impulses  are  determined  through  the  water  to  the  atoms  of  the  copper  plate,  in  one  common  specific 
direction.  When  the  zinc  is  dissolving  it  gives  off  hydrogen  and  heaif  while  forming  the  more  satis- 
fied compound  sulphate  of  zinc  (the  water  being  acidulated  with  sulphuric  add).  The  energy  set 
free  by  the  zinc  entering  into  new  combinations  takes  that  form  which  we  call  electridty,  instead  of 
the  other  form  which  wc  call  heat,  and  is  capable  of  manifesting  itself  by  its  magnetic,  diemical,  or 
calorific  effects  (Sprague). 

When  the  two  free  ends  of  the  wire  are  brought  in  contact  as  shown,  a  current  of  positive  electridty 
is  generated,  which,  as  indicated  by  the  arrows,  passes  from  the  zinc  through  the  liquid  to  the  copper, 
and,  traversing  the  copper  plate  from  it,  through  the  wires  toward 'the  zinc  At  the  same  time  a  cur- 
rent of  negative  electridty  is  supposed  to  start  from  the  immersed  part  of  the  copper  plate,  traveling 
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in  the  opposite  direction  through  the  liquid  to  the  zinc  plate,  and  out  of  the  cell  from  the  zinc  by  the 

wire  connected  with  it  toward  the  copper.    The  particles  (molecules)  of  the  liquid  through  which 

the  current  passes  are  supposed  to  undergo  polarization,  i  e.,  the  separation 

of  the  electricity  of  the  respective  molecules,  so  that  one  half  of  each  mole-  ^^^' 

cule  becomes  positively  and  the  other  n^;atively  charged  (Angell),  by  which 

their  invisible  transfer  is  effected. 

DefinUionM, — The  combination  of  parts  above  described  constitutes  a  couple. 
Many  couples  connected  form  a  hatterjf  ;  couples  of  certain  forms  are  called 
cdls.  The  two  metals  or  their  equivalents  are  called  elements^  the  one  most 
acted  upon  being  always  the  positive  substance,  and  the  other  the  negative. 
The  supposed  positive  electric  fluid  will,  however,  always  come  cut  from  the 
negative.  The  liquid  employed  is  commonly  called  the  exciting  liquid.  That 
metal  which  has  the  strongest  affinity  for  oxygen  is  usually  the  most  electro- 
positive, and  one  metal  may  therefore  bear  an  electro-positive  relation  to  a 
second,  while  it  is  electro-negative  when  compared  to  a  third.  Potassium 
is  the  most  electro-positive  of  all  bodies,  but  its  attraction  for  oxygen  is  so 
violent  as  to  make  it  practically  useless  as  an  element  in  the  galvanic  circuit. 
Among  those  which  can  be  usefully  employed  as  electro-positive  elements, 
zinc  ranks  first,  while  platinum  is  the  most  highly  electro-negative  metaL 
But  the  relative  electric^  condition  of  several  of  the  metals  changes  when 
immersed  in  different  liquids ;  thus,  if  an  iron  and  a  copper  plate  be  con- 
nected with  the  electrodes  of  a  galvanometer  and  immersed  in  dilute  sul- 
phuric acid,  the  needle  will  be  deflected  in  one  direction ;  while  if  the  pUtes 
are  immersed  in  a  solution  of  sulphide  of  potassium,  the  deflection  will  be  in 
the  opposite  direction.    The  following  table  shows  a  few  of  the  results  obtained  by  Faraday : 

Comparison  of  Different  Metals  in  the  Presence  of  Different  Liquids, 


IMliita  snlph.  add. 

Sol.  of  potaah. 

8oL  anlphide  of  potaah. 

Silver. 

Antimony. 

Silver. 

Iron. 

Copper. 

Silver. 

Nickel. 

Nickel. 

Antimony. 

Nickel. 

Copper. 

Bismuth. 

Bismuth. 

Bismuth. 

Iron. 

Lead. 

Nickel 

Copper. 

Bismuth. 

Silver. 

Iron. 

Iron. 

Lead. 

Antimony. 

Lead.     . 

Lead. 

Antimony. 

Tin. 

Tin. 

Tin. 

Cadmium. 

Copper. 

Cadmium. 

Cadmium. 

Tin. 

Zinc 

Kinc 

Zinc. 

Zinc 

Cadmium. 

The  order  in  each  column  places  the  most  positive  metal  in  regard  to  the  fluid  at  the  bottom,  and 
the  most  electro-negative  at  the  top.  It  has  been  demonstrated  by  Poggendorff  that  the  electromo- 
tive force  between  any  two  metals  is  equal  to  the  sum  of  the  electromotive  forces  between  all  the 
intervening  metals. 

The  conductive  circuit  comprises  the  wires,  instruments,  etc,  forming  the  path  for  the  passage  of 
the  current  (Prescott).  Eesistance  is  the  opposition  presented  by  the  circuit  to  the  development  of 
the  current ;  it  is  an  inherent  property  of  every  substance,  varying  in  degree  in  each  substance, 
from  silver,  the  best  conductor,  up  to  gutta-percha  and  other  so-called  non-conductors.  The  force  of 
a  battery,  sometimes  called  the  tension  of  the  current,  is  the  power  which  it  has  to  transmit  a  cur- 
rent against  resistance,  such  as  that  offered  by  a  bad,  long,  or  thin  conductor,  and  is  designated  as  its 
electromotive  force.  The  unit  of  electromotive  force  is  called  a  volt.  The  unit  of  resistance  to  the 
passage  of  an  electric  current  is  the  ohm^  and  is  about  equal  to  that  of  a  cylindrical  wire  of  pure 
copper,  .05  inch  in  diameter  and  250  feet  in  length  (No.  18  Birmingham  wire  gauge),  or  of  880  feet 
of  No.  9  iron  wire  (.166  inch  in  diameter)  of  the  averaee  quality.  The  unit  of  the  current  is  called 
Skfarad^  and  is  equivalent  to  the  quantity  of  electridty  flowing  per  second  in  a  circuit  having  an  elec- 
tromotive force  of  one  volt  and  a  resistance  of  one  ohm.  The  quantity  of  electricity  passing  in  a 
circuit,  or  the  strength  of  the  current,  is  estimated  by  the  power  of  the  current  to  deflect  the  magnet- 
ic needle,  by  the  chemical  decomposition  it  effects,  or  by  the  temperature  to  which  it  raises  a  wire  of 
given  thickness  and  material.  The  strength  of  the  current  must  not  be  confounded  with  the  strength 
of  the  element  or  battery  which  produces  it  A  battery  of  100  cells  has  100  times  the  electromo- 
tive force  of  a  single  cell  of  the  same  kind,  yet  in  certain  circumstances  the  one  cell  will  produce  as 
strong  a  current  as  the  100.  The  greatest  quantity  of  current  which  a  given  galvanic  element  can 
produce  is  proportional  to  its  surface.  By  doubling  the  size  of  the  plates,  the  amount  of  current  is 
doubled,  provided  the  connecting-wire  offers  no  appreciable  resistance,  and  the  quantity  is  not  in- 
creased by  increasing  the  number  of  cells.  The  electromotive  force  of  a  battery,  on  the  contrary,  is 
not  affected  by  the  size  of  plates,  but  by  the  number  of  cells  in  combination. 

Electrodes  is  the  term  applied  by  Faraday  to  the  poles  or  plates  leading  the  current  into  and  out  of  a 
cell.  JSlectrolifsis  is  the  act  of  decomposition  by  an  electric  current.  Ehdrolytes  are  bodies  capable  of 
being  so  decomposed  (Sprague).  OknCs  laws  are  formulas  devised  by  Ohm  for  calculating  unknown 
electrical  magnitudes  from  certain  given  data.  The  symbols  should  represent  fixed  units  to  obtain 
definite  results.  They  are  as  follows :  1.  Current  equals  electromotive  force  divided  by  resistance. 
2.  Resistance  equals  electromotive  force  divided  by  current.  8.  Electromotive  force  equals  current 
multiplied  by  resistance.  The  chief  difference  between  frictional  and  voUcne  deetricity  consists  in 
the  fact  that  the  latter  is  generated  in  very  large  quantities,  but  its  electromotive  force  is  so 
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feeble  as  to  render  it  incapable  of  overcoming  a  comparativelj  slight  resistance ;  while  the  former, 
on  the  contrary,  is  generated  in  very  minute  quantities,  but  its  electromotive  force  is  so  great  as  to 
enable  it  readily  to  overcome  a  resistance  many  million  times  as  great  as  that  which  would  entirely 
stop  the  passage  of  a  current  of  voltaic  electricity.  The  quantity  of  electricity  which  is  denoted  by 
unity  in  calculations  based  on  electro-magnetic  phenomena  is  nearly  thirty  thousand  million  times  as 
great  as  the  quantity  denoted  by  unity  when  electro-static  phenomena  are  taken  as  the  basis  of 
measurement 

77ie  VoUaie  Pile. — ^The  voltaic  pile  of  Yolta,  Ilg.  1222,  is  constructed  by  placing  upon  a  bottom 
piece  of  wood  a  disk  of  copper,  and  upon  this  a  disk  of  cloth  moistened  with  dilute  add  or  a  solo- 
tion  of  some  salt,  and  upon  this  a  disk  of  zinc,  repeating  the  order  indefinitely,  one  end  of  the  pile 
terminating  in  a  copper,  the  other  in  a  zinc  disk.  In  Cruikehank's  battery.  Fig.  1223,  plates  of  zinc 
and  copper  are  placed  together  in  pairs  and  held  in  vertical  grooves,  all  the  zinc  plates  facing  in 
one  and  all  the  copper  plates  in  the  other  direction ;  the  connection  between  the  plates  should  be 
impervious  to  the  fluid  of  the  trough.    This  arrangement  is  really  a  horizontal  voltaic  pile. 

The  Dry  Oalvcmie  Pile  of  De  Lite  is  constructed  of  sheets  of  paper,  coated  on  one  ^ide  with  gold 
or  silver  leaf,  and  alternated  with  thin  leaves  of  zinc.  By  means  of  a  circular  steel  pund),  about 
an  inch  in  diameter,  disks  may  be  cut  out  of  sheets  of  this  paper  foil,  all  of  one  exact  size,  adapted 
to  be  packed  neatly  together  in  a  long  glass  tube.  The  atoms  of  the  leaves  of  zinc  very  slowly 
become  united  with  the  atoms  of  oxygen  of  the  air,  recoiling  to  their  natural  polarized  condition  of 
groupings  of  an  oxide,  whereby  a  feeble  propagation  of  electro-dynamic  action  is  sustained  during 
surprisingly  long  periods  of  time.  Mr.  Singer  constructed  a  dry  pile  of  20,000  series  of  disks  of 
silver,  zinc,  and  writing  paper,  which  propagated  an  intense  electro-dynamic  action,  like  that  produced 
by  frictional  electrical  machines,  causing  a  pair  of  pith  balls  of  an  electroscope  to  become  divergent 
A  pith  ball  suspended  by  a  silk  thread  between  two  metallic  knobs,  one  connected  by  a  wire  with  the 
top  cap  of  the  pile,  and  the  other  with  the  lower  cap  of  the  pile,  continued  to  vibrate  unceasingly 
between  the  two  knobs  during  several  years.  A  thin  glass  jar  containing  50  square  inches  of 
coated  surface,  charged  by  10  minutes'  contact  with  the  column,  was  found  by  Mr.  Singer  to  propa- 
gate sufficient  electro-dynamic  action  to  fuse  one  inch  in  length  of  platinum  wire  of  the  diameter  of 
TTj^juth  part  of  an  inch.  He  states  that  an  efficient  pile  may  be  maide  of  one  kind  of  metal  only,  as 
of  zinc  foil,  if  one  side  be  made  bright,  ^d  thus  rendered  more  readily  oxidizable  than  the  opposite 
surface. 

The  black  oxide  of  manganese  contains  an  extraordinary  excess  of  oxygen,  capable  of  freely  unit- 
ing with  zinc  and  other  metals.    Zamboni  improved  De  Luc's  pile  by  coating  one  side  of  the  paper 
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disks  with  this  substance,  mixed  with  sulphate  of  zinc,  and  the  other  side  with  tin  foil.  These  piles 
are  capable  of  developing  sparks  across  a  space  of  air  of  one-sixteenth  of  an  inch,  and  also  of  pro- 
ducing chemical  decompositions. 

A  common  form  of  battery,  which  is  merely  a  modification  of  Cruikshank's,  is  represented  in  Fig. 
1 224.  ^  It  consists  of  a  wooden  trough  divided  into  separate  compartments  containing  the  exciting 
fluid,  into  each  of  which  are  suspended  a  zinc  and  a  copper  or  a  zinc  and  a  platinum  plate,  from  a 
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horizontal  wooden  beam,  the  opposite  elements  in  each  compartment  being  connected  together.  The 
beam  slides  in  rertioal  grooves  in  posts  at  the  end  of  the  trough,  by  which  means  the  plates  may 
be  raised  ont  of  or  lowered  into  the  liquid.  They  may  also  be  easily  removed  from  the  beam  and 
cleaned  or  amalgamated  with  mercury,  an  operation  which  it  is  essential  to  perform  with  zinc  plates 
wbidi  are  not  of  pure  metal ;  and,  it  not  being  practical  to  procure  this,  the  operation  of  amalga- 
mation is  therefore  universal.  It  consists  in  applying  metallic  mercury  to  the  cleared  surface  of 
the  zinc  plates,  by  which  the  pure  zinc  becomes  dissolved  and  brought  to  the  surface,  where  the 
action  of  the  acid  is  confined.  In  Impure  unamalgamated  zinc  local  polarization  takes  place,  form- 
ing local  currents  which  greatly  diminish  or  annul  the  electromotive  force.  A  modification  devised 
by  Wollaston  consisted  in  having  a  sheet  of  copper  brought  around  one  end  of  a  zinc  plate  and 
separated  from  it  by  pieces  of  cork.  Any  number  of  couples  can  be  united  by  using  a  trough  di- 
vided into  compartments,  or  by  employing  a  number  of  glass  or  earthen  cups  such  as  are  repre- 
sented In  Fig.  1225. 

Har^t  Deflagrator^  Fig.  1226. — ^A  powerful  form  of  battery  for  heating  purposes,  in  consequence 
of  the  immense  quantity  of  electricity  it  generates,  was  constructed  by  Prof.  Hare  of  Philadelphia, 
and  consists  of  one  or  only  a  few  simple  couples,  having  a  great  metaUic  surface.  A  large  sheet  of 
zinc  of  several  hundred  square  feet  of  surface,  and  a 

similar  one  of  copper,  are  separated  by  a  piece  of  felt  1227. 

or  doth  saturated  with  acidulated  water  and  then  rolled 
together  in  the  form  of  a  cylinder. 

Orovt^s  Elemenl,  Fig.  1227. — A  glass  or  earthen  ves- 
sel A^  containing  dilute  sulphuric  add,  receives  a  cylin- 
der of  snc,  within  which  is  a  porous  earthenware  cup 
V  containing  strong  nitric  acid,  and  in  which  there  is 
immersed  a  platinum  plate  P,    Jl  cover  attached  to  it 

eonfines  the  fumes  of  hyponitric  add,  which  are  liber-  . 

ated  by  the  decomposing  nitric  add.    The  electromotive  ' 

force  is  1.956  volt.  ^ 

The  Setquioxide  of  Iran  EUmerU  of  Messrs.  Clamond 
and  Gaiffe  is  composed  of  a  prism  of  charcoal  which 
contains  sesquioiide  of  iron  in  its  pores,  and  a  small 
rod  of  amalgamated  zinc  The  latter  passes  through 
the  stopper,  in  the  under  surface  of  which  is  fixed  tilie 
diarcoaL  A  solution  of  ammonium  chloride  is  used  as 
the  exciting  liquid.    The  reactions  are  the  same  as  in 

Ledanch^'s  couple,  where  oxide  of  manganese  is  used.  Its  electromotive  power  is  as  12  to  10  of 
the  sulphate-of-copper  battery,  and  it  is  thus  well  adapted  for  industrial  purposes. 

The  Danieil  Improved  Element^  Fig.  1228. — A  porous-day  cylinder  t  is  surrounded  by  a  zinc  cyl- 
inder SL  Within  the  former  is  suspended  a  thin  sheet  of  copper,  which  is  attached  to  the  copper 
wire  a,  connected  to  the  zinc  cylinder  of  the  next  cell.  At  the  upper  part  of  the  copper  sheet  C  a 
neve-like  perforated  copper  plate  is  attached,  which  serves  to  hold  the  sulphate-of-copper  crystals. 
The  glass  vessd  and  porous  cup  of  each  cell  is  filled  with  water,  and  the  crystals  of  sulphate  of 
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copper  are  placed  as  stated.  Adapted  for  electro-deposition,  gilding,  silvering,  electro-magnets,  and 
la^  telegraphs ;  scentless,  develops  no  poisonous  vapors ;  electromotive  force  in  volts,  1.08. 

The  SiemenM-UaUke  Element^  Fig.  1229. — -4,  glass  vessel;  <?,  glass  tube;  it,  perpendicular  copper 
plate  bent  in  spirals ;  6,  wire  attached  to  it ;  «,  thin  pasteboard  disk ;  /,  diaphragm  in  place  of 
porous  cell  in  Daniell's  battery,  formed  of  a  peculiarly-prepared  mass  of  paper  z  ;  A,  zinc  ring, 
with  clamp.  Inner  glass  cylinder  filled  with  crystals  of  sulphate  of  copper  and  water  poured  on. 
Ring-shaped  intermediate  space  filled  with  water,  to  which  on  first  filling  is  added  add  or  common 
salt.  Quite  constant,  cheap,  owing  to  prevention  of  chemical  consumption  of  zinc  and  copper. 
Adapted  for  working  long  telegraph-lines ;  electromotive  force  same  as  Danieirs. 

The  Mdixnger  Euaneni^  Fig.  1280. — A,  glass  vessel,  in  which  is  placed  cemented  small  glass  ves- 
sel d^  surrounded  by  zinc  disk  Z.    Inside  wall  of  d  covered  by  copper  sheet  e,  to  which  insulated 
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copper  wire  g  is  riyeted.  Mouth  of  vessel  closed  by  wooden  plate,  which  receives  glass  cylinder  \ 
having  an  opening  below.  This  is  filled  with  sulphate-of -copper  crystals.  Large  vessel  filled  with 
diluted  solution  of  Epsom  salts.  Valuable  where  long  duration  and  a  current  of  moderate  but  con- 
stant strength  is  required,  and  espedally  so  for  operating  Morse  telegraph,  electrical  docks,  hotel 
telegraphs,  and  electric  bells.    Electromotive  force  same  as  DanielPs. 

Grawiy  Element^  Fig.  1281. — ^A  cylinder  of  zinc  is  suspended  near  the  top  of  a  glass  Jar,  and  a 
copper  plate  is  placed  at  bottouL    Jar  filled  with  saturated  solution  of  sulphate  of  copper  and  a 

1281. 

1289.  


dilute  solution  of  sulphate  of  zina  The  difference  in  the  specific  gravity  of  the  two  solotiooi 
causes  them  to  separate  at  once  and  become  superposed  in  the  jar,  the  sulphate  of  copper  oocopj- 
ing  the  lower  and  the  sulphate  of  zinc  the  upper  portions.  Does  not  have  the  inconvenience  expe- 
rienced in  use  of  Daniell  battery  from  deposit  of  copper  on  porous  oelL  Electromotive  force  same 
as  Darnell's. 

An  improvement  on  this  form  of  battery  has  been  devised  by  Edison,  and  is  extensively  used  on 
telegraphs  in  this  country.  The  modification  /insists  in  preventing  the  diffusion  of  the  two  liquids 
through  each  other  by  placing  the  copper  element  on  top  of  a  large  quantity  of  the  crystals  of  sul- 
phate of  copper,  the  tendency  to  diffusion  being  checked  by  the  decomposition  of  the  sulphate  ol 
copper. 

CaUaud't  Element  is  constructed  on  the  gravity  principle,  and  works  constantly  for  some  months 
if  care  is  taken  to  replace  water  lost  by  evaporation.  It  consists  of  a  glass  or  earthenware  vessel 
in  which  is  a  copper  plate  soldered  to  a  wire  insulated  by  gutta-percha.  On  the  plate  is  a  lajer  of 
crystals  of  sulphate  of  copper.  The  whole  is  then  filled  with  water,  and  the  zinc  cylinder  immersed 
in  it  The  lower  part  of  the  liquid  becomes  saturated  with  sulphate  of  copper.  The  action  of  the 
battery  is  that  of  a  Daniell,  and  the  sulphate  of  zinc  which  gradually  forms  floats  on  the  solution 
of  the  sulphate  of  copper  owing  to  its  lower  density. 

Sir  William  TTumtson^s  Element,  Fig.  1232,  consists  of  a  containing  vessel  of  sheet  lead,  in  the 
bottom  of  which  is  placed  6  or  6  lbs.  of  sulphate  of  copper.  This  is  covered  with  a  layer  of  dean 
pine  sawdust  from  1  to  2  inches  thick,  upon  which  the  zinc  plate  rests.  The  vessel  is  then  nearly 
filled  with  soft  water,  or  for  quick  action  with  a  solution  d  sulphate  of  zinc  Remains  constant, 
giving  strong  current  for  from  three  months  to  a  year.  Internal  resistance  low.  Adapted  for 
workingcircuits  of  small  resistance,  where  comparatively  strong  and  continuous  currents  are  required. 

TheBunsen  Element,  Fig.  1238. — This  consists  of  a  carbon  cylinder,  open  at  the  bottom,  placed 
in  a  narrow-mouthed  glass  vesseL  In  the  hollow  of  the  carbon  cylinder  is  inserted  a  hollow  porous- 
clay  cylinder  closed  at  the  bottom.  A  ring  a  is  closely  laid  around  the  upper  part  of  the  carbon  cyl- 
inder, and  is  attached  to  a  hollow  cylinder  c,  of  rolled  zinc  The  porous-cUy  cup  is  filled  with  sul- 
phuric acid,  and  the  glass  vessel  with  concentrated  nitric  acid.  The  zinc  cylinder  e,  belonging  to  the 
next  element  of  the  battery,  hangs  in  the  porous  cup  filled  with  sulphuric  acid.  The  positiTe  current 
in  this  battery  passes  in  the  closing  wire,  outside  the  fluid,  from  carbon  to  zinc  The  Bunsen  ele- 
ment, like  the  Grove,  develops  a  very  powerful  current,  but  it  evolves  a  heavy  deleterious  gas.  The 
carbons  are  sawn  from  the  carbon  deposited  in  gas  retorts.  A  modification  of  the  Bunsen  battery 
is  in  use,  in  which  a  solution  of  bichromate  of  potash  and  sulphuric  acid  takes  the  place  of  the 
nitric  acid.    Electromotive  force,  nitric  acid,  1.964 ;  chromic  add,  2.028. 

The  Grenet  Element,  Fig.  1234.— This  has  a  bottle-shaped  cell,  containing  a  mixture  of  2  parts 
bichromate  of  potash,  dissolved  in  20  parts  of  hot  water,  and  1  part  of  sulphuric  add.  To  the 
wooden  cover,  which  is  inclosed  in  a  brass  frame,  are  attached  two  carbon  plates,  which  permanently 
dip  into  the  fluid  ;  and  between  the  carbon  plates  a  zinc  plate  is  suspendcKi,  which  may  be  plunged 
into  the  fluid  or  withdrawn  at  pleasure.  This  element  is  not  suitable  for  continuous  use ;  but  in  tU 
cases  where  a  powerful  current  is  required  for  a  brief  period,  it  may  be  economically  empbjed. 
Electromotive  force,  1.096. 

The  Smee  Battery,  Fig.  1285,  consists  of  a  strip  of  platinum,  1  inch  wide  by  10  in  length,  list- 
ened to  a  beam  of  wood,  upon  the  opposite  side  of  which  is  a  plate  of  zinc  covered  with  memny. 
Both  are  plunged  into  the  glass  vessel.  A  is  the  wooden  bar,  B  brass  clamps,  Z  zinc  plate,  F  plati- 
nized silver  plate  or  strips  of  platinum.  Electromotive  force  when  not  in  action,  1.090;  in  action, 
0.482. 

The  Lcdanchi  Element,  Fig.  1236. — The  +  pole  consists  of  a  carbon  plate,  whidi  on  itB  upper 
end  is  coated  with  rosin  and  provided  with  a  binding-screw ;  it  stands  in  a  porous  cup,  whidi  b 
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filled  with  a  coarse-grained  mixture  of  the  needle  form  of  peroxide  of  manganese  and  carbon  from  gas 
retorts.  The  —  pole  consists  of  an  amalgamated  zinc  rod.  Both  poles  stand  in  a  diluted  solution  of 
sal-ammoniac,  which  is  poured  into  the  outside  glass  Tessel.  There  is  no  waste  of  material  when  the 
batterj  is  not  in  action,  so  that,  if  the  evaporation  of  the  liquid  is  prevented,  it  may  be  allowed  to 
remain  untouched  for  months  without  losing  power.    It  is  well  suited  for  a  telegraph-wire  not  in 
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ooDstant  use,  and  worked  upon  the  open  circuit  plan  or  for  electric  bells.  It  is  not  suitable  for  per- 
manent currents  or  local  circuits,  because  when  placed  in  short  circuit  it  polarizes  very  rapidly  and 
loses  power.    Electromotive  force,  1.481. 

The  Marie-Davy  EUmerUy  Fig.  1287. — The  zinc  stands  in  pure  water,  and  the  carbon  in  a  paste 
of  moistened  protosulphate  of  mercury  in  a  porous  cup.  While  this  makes  a  powerful  battery 
which  produces  excellent  effects,  its  maintenance  is  expensive,  and  it  is  not  adapted  for  continuous 
work,  owing  to  the  slow  solubility  of  the  salt.    Electromotive  force,  1.624. 

The  Byrne  Compound-Plate  Battery, — The  special  feature  of  this  battery  consists  in  the  negative 
plate,  which,  instead  of  being  of  one  material,  is  constructed  of  three  different  metals  soldered  to- 
gether. The  surface  exposed  to  the  exciting  solution  and  opposed  to  the  positive  or  zinc  plate  is 
platmam ;  this  platinum  is  backed  by  and  soldered  to  a  plate  of  sheet  lead ;  behind  this  agun  is  a 
plate  of  copper  backed  by  a  fold  of  the  first  lead  plate  doubled  on  to  the  back  of  the  copper.  The 
back  surface  of  this  second  layer  of  lead  is  coated  with  asphaltum  varnish.  The  arrangement  will 
be  understood  from  fig.  1238,  in  which  A  represents  a  vertical  cross-section  of  the  compound  nega- 
tive plate,  the  thickness  of  its  laminse  being  greatly  exaggerated  in  order  to  show  its  construction. 
Each  cell  consists  of  a  central  zinc  plate  placed  between  two  of  the  compound  plates,  as  shown  at 
C,  The  exciting  solution  consists  <^  6  ounces  of  potassium  bichromate  dissolv^  in  6  pints  of  boil- 
ing water,  to  which  is  slowly  added  when  cold  1  pint  of  strong  sulphuric  acid.  In  the  pneumatic 
form  of  the  compound-plate  battery  the  exciting  solution  is  kept  in  a  state  of  mechanical  agitation 
by  air  being  pumped  into  the  cells  through  a  perforated  tube  leading  from  each  cell-cover  to  the 
bottom  of  the  cell,  where  it  turns  at  right  angles,  so  as  to  lie  in  a  horizontal  position  underneath 
and  in  a  line  with  the  central  zinc  plate  and  between  the  compound  plates.  Jets  of  air  are  thus  in- 
jected mto  the  cell,  which,  rising  in  the  form  of  bubbles  between  the  plates,  keep  the  solution  in 
violent  agitation,  washing  off  from  the  plates  bubbles  of  hydrogen  which  otherwise  would  oollecti 

1288.  C 


and  insuring  fresh  fluid  being  continually  brought  into  contact  with  the  plates.  The  position  of 
the  air-tube  is  shown  at  B  and  C,  leading  to  a  small  hand-syringe  or  bellows.  A  battery  of  10 
cells  has  heated  to  incandescence  no  less  than  86  inches  of  stout  platinum  wire  (No.  14  B.  W.  6.X 
and  has  decomposed  addulated  water  at  the  rate  of  producing  16  cubic  inches  of  gas  per  minute. 
This  battery  has  been  tried  with  Mr.  Spottiswoode's  18.inch  induction  coil,  which  it  was  capable  of 
charging  to  its  fullest  extent,  givmg  sparks  in  air  18  inches  in  length  while  the  air  was  being 
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pumped  in,  but  which  fell  to  8  inches  when  the  air  supply  was  cut  oflf.  Mr.  W.  H.  Precce,C.  E.,ha8 
determined  that  the  greatly  increased  current  is  due  partly  to  the  diminution  of  resistance  in  the 
compound  plate,  partly  to  a  second  diminution  of  resistance  in  the  liquid  itself  caused  by  the  pass- 
ing of  the  air  through  it,  and  partly  to  the  production  of  heat,  which,  by  modifying  the  chemicil 
affinity  between  the  molecules  of  the  solution,  reduces  its  resistance.  Mr.  Preece's  experiments  lead 
him  to  the  belief  that  the  action  of  the  air  is  principally  and  directly  mechanical,  and  indirectly 
chemical ;  for  by  mechanical  agitation  it  removes  adherent  hydrogen  from  the  n^ative  pltte,  as 
well  as  the  chrome  alum  which  is  formed  there,  and,  by  causing  a  circulation  in  the  liquid,  brings 
fresh  acid  into  contact  with  the  zinc,  thereby  assisting  its  consumption,  and  by  the  generation  of 
heat  reduces  the  resistance  of  the  solution,  and  again  aids  the  acid  in  dissolving  the  zinc.  (See  ^ 
gineering^  xxv.,  417-421.) 

Tnmvh^s  Portable  Battery, — M.  Trouv6  has  devised  a  simple  and  cheap  form  of  portable  battery 
suitable  for  military  telegraphing,  etc.,  which  contains  from  40  to  80  elements.  Each  of  the  elementi 
is  composed  thus :  Between  two  disks,  one  of  copper,  the  other  of  zinc,  are  placed  a  number  of 
round  pieces  of  blotting-paper.  One  half  of  the  rouleau  is  saturated  with  sulphate  of  copper,  the 
other  half  with  sulphate  of  zinc.  The  elements  are  arranged  for  tension  in  a  case  of  hardened 
caoutchouc,  and  about  a  commutator  and  galvanometer,  the  whole  being  inclosed  in  a  mahogany 
box.  When  the  apparatus  is  to  be  used,  the  elements  are  immersed  in  water,  which,  absorb^  by 
the  paper,  dissolves  the  sulphate  of  copper  and  sulphate  of  zinc,  producing  the  chemical  action  neces- 
sary to  a  current.  The  paper  remains  moist  for  a  .long  time.  To  recharge  the  pile,  it  is  suffident 
to  inmierse  it  one  half  in  sulphate-of-copper  solution,  since  the  sulphate  of  zinc  is  continually  being 
produced.    (See  Les  MondcSy  xxxiii.,  8 ;  Scientific  American^  xxxvii..  No.  21.) 

The  Maynooth  Battery  is  essentially  the  same  as  the  Grove  battery,  except  that  it  has  a  plate  of 
iron  instead  of  platinum,  and  is  therefore  much  cheaper. 

EarUi  BcUterie$. — ^These  are  simply  voltaic  couples  in  which  the  layers  of  acidulated  cloth,  etc, 
are  replaced  by  a  layer  of  moist  earth.  Large  plates  of  copper  and  zinc  have  been  buried  sereral 
miles  apart,  and  a  powerful  electric  current  has  been  found  in  a  wire  connecting  them.  The  con- 
struction of  such  earth  batteries,  easy  and  simple  as  it  appears  to  be,  has  never  become  a  settled 
practice,  by  reason  of  the  laborious  digging  required,  it  being  much  easier  to  plunge  plates  into  cnps 
and  renew  them  after  a  while,  than  to  dig  up  the  oxidized  zinc  plates  in  order  to  replace  them  by 
new  ones.  However,  when  a  brook  or  river  is  at  hand,  the  use  of  earth  batteries  may' be  recom- 
mended, as  in  that  case  the  zinc  plate  has  only  .to  be  sunk  at  a  convenient  and  safe  spot  Then  at 
any  time,  if  the  current  becomes  weak,  the  plate  may  be  easily  replaced  by  a  fresh  one,  while  in 
place  of  the  copper  a  quantity  of  coke  may  be  buried  in  the  moist  earth.  The  great  objection  to 
this  form  of  battery  is,  however,  the  unavoidable  total  lack  of  intensity;  as  the  latter  quality 
depends  upon  the  number  of  cups,  and  the  earth  or  water  acts  as  but  one  single  cup,  and  thns  the 
burial  of  several  plates  is  equivalent  only  to  the  immersion  of  them  in  a  single  cup.  If  the  plates  are 
connected  for  quantity  (that  is,  all  the  zincs  together  and  all  the  coppers  or  cokes  together),  the  series 
will  act  like  a  single  pair,  of  which  the  surface  is  equal  to  the  sum  of  the  individuid  plates,  and  thm 
as  one  pair  of  large  surface.  If,  on  the  other  hand,  the  plates  are  connected  for  intensity  (that  is, 
every  alternate  zinc  to  the  next  copper),  only  the  two  plates  at  the  extremes  of  the  series  will  be  of 
use,  because  the  several  intermediate  pairs  discharge  mutually  all  the  electricity  generated  into  the 
moist  earth  through  their  metallic  connections. 

Carhon-corumminff  Elements. — ^It  has  been  stated  as  probable  that  when  the  discovery  shall  bare 
been  made  of  how  to  oxidize  carbon  in  the  galvanic  battery,  the  cheapest  source  of  electricity  will  bare 
been  attained.  Crookes^s  battery,  in  which  carbon  is  claimed  to  be  oxidized,  consists  of  an  iron  Udk, 
which  serves  both  as  a  containing  vessel  and  as  the  non-attackable  electrode.  In  this  is  melted 
nitrate  of  potash,  and  into  the  liquid  thus  produced  carbon  is  plunged.  The  oxygen  in  the  nitrate 
with  the  carbon  produces  carbonic  acid,  which  unites  with  the  remaining  potash,  forming  carbonate 
of  potash,  and  by  the  chemical  action  a  current  of  electricity,  which  "  fleets  the  galvanometer,"  is 
liberated.  A  better  current  is  obtained  by  a  plate  of  platinum  placed  with  the  carbon  in  the  fused 
salt.  M.  Jablochkoff  has  devised  another  form  of  carbon  battery  essentially  the  same  as  the  fore- 
going. He  rejects  the  pUtinum  in  favor  of  iron  alone,  and  suspends  his  carbon  in  a  wire  basket  in 
the  liquid ;  but  he  says  that  by  adding  different  metallic  salts  he  is  enabled  to  vary  the  power  of  the 
battery  and  the  rapidiity  of  expenditure  of  carbon,  and  with  these  salts  there  is  reoeived  a  galvano- 
plastic  deposit  of  the  metals  on  the  non-attackable  electrode.  The  electromotive  force  of  the  battery 
is  stated  to  vary  between  2  and  8  units,  according  to  the  nature  of  the  metallic  salts  used. 

Becquerefs  Two-IAquid  Element, — I^.  1239  represents  a  galvanic  couple  composed  of  two  liquWi 
and  one  metal,  devised  by  Becquerel,  and  called  an  onj^en  circuit.  A  bottle,  d,  contains  nitric  add, 
and  into  its  mouth  is  inserted  a  tube  containing  a  solution  of  caustic  potash,  and  having  a  oork  m 
the  top  through  which  passes  a  wire.  The  bottom  of  the  tube  is  stopped  by  a  piece  of  linen  ckyth, 
which  is  covered  with  clay,  and  this  with  cotton  wool,  to  prevent  the  clay  from  mixing  with  the 
liquid.  The  wire  connects  two  plates  of  platinum,  a  and  />,  and  the  connection  may  be  made  throi:^ 
the  coil  of  a  galvanometer  if  it  is  desired  to  measure  the  strength  of  the  current.  The  two  liquids 
meet  each  other  in  the  clay,  and  a  current  of  considerable  strength  is  generated,  which  piuMi 
through  the  wire  from  the  add  to  the  potash  solution,  and  through  the  clay  from  the  potai:h  solutioo 
to  the  acid ;  the  latter  answering  to  the  copper  plate  of  an  ordinary  couple,  and  the  potash  solatKa 
to  the  zinc.  The  wat«r  in  the  potash  solution  is  decomposed,  its  oxygen  escaping  in  bubbles,  and 
its  hydrogen  going  to  the  nitric  acid,  which  it  reduces  to  nitrous  acid.  The  current  which  is  gener- 
ated is  of  constant  strength,  and  the  plates  do  not  become  polarized.  The  power  is  increased  by 
making  the  plate  in  the  potash  solution  of  amalgamated  zinc,  which  being  attacked  by  the  nascent 
oxygen  produces  polarization  in  the  direction  of  the  current  A  simple  couple  of  this  kind  is  suffi- 
cient to  effect  the  electrolysis  of  water,  and  several  couples  form  a  powerful  battery. 
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OiMS  and  Secondary  Batteria, — In  the  electrolysis  of  water  or  any  body  which  causes  oxygen  to  be 
erolved  at  one  electrode  and  hydrogen  at  the  other,  a  thin  film  of  gas  becomes  attached  to  each  plate, 
haying  sufBdent  electromotive  force  to  send  a  current  in  the  contrary  direction  when  the  battery  is 
removed  and  a  connecting-wire  introduced.  Such  currents,  produced  by  polarized  plates,  are  called 
secondary  currents ;  and  upon  this  principle  Prof.  Grove 
constructed  a  gas  battery  which  is  capable  of  producing  a  1389. 
continuous  current.  Two  glass  tubes.  Fig.  1240,  closed  at 
the  top,  each  contain  a  strip  of  platinum,  which  is  sus- 
pended by  a  platinum  wire  passing  through  the  top  of  the 
tube.  The  surfaces  of  the  strips  present  the  metal  in  a 
finely  divided  state.  The  tubes  at  their  upper  extremities 
are  closely  sealed  and  filled  with  dilute  sulphuric  acid,  and 
their  lower  ends,  which  are  open,  are  placed  in  the  same 
liquid  in  the  vessel  a  a.  The  platinum  strips  are  then  con- 
nected with  the  poles  of  a  battery,  and  by  electrolysis  hydro- 
gen LB  collected  in  one  tube  and  oxygen  in  the  other.  Upon 
removing  the  battery  and  connecting  the  platinum  strips 
either  through  a  galvanometer  or  an  easily  decomposed  elec- 
trolyte, as  iodide  of  potassium,  a  current  will  flow  from  the 
oxygen  to  the  hydrogen  tube,  and  in  the  opposite  direction 
to  that  produced  by  the  battery  used  in  evolving  the  gases, 
while  during  the  action  the  gases  in  the  tubes  will  gradually 
disappear,  the  hydrogen  twice  as  fast  as  the  oxygen.  Bit- 
ter's secondary  pile  is  constructed  upon  the  same  principle.  

A  number  of  disks  of  the  same  metal  are  separated  by 

pieces  of  moistened  cloth.    After  passing  for  a  time  a 

galvanic  current  through  the  system,  on  removing  the  battery  and  connecting  the  ends  of  the  pile 

a  cuirent  will  be  found  passing  in  the  opposite  direction  to  the  battery  current. 

M.  Graston  Plants  has  devised  a  secondary  element,  which  consists  of  a  tall  vessel  of  glass,  gutta- 
percha, or  ebonite,  in  which  are  placed  two  sheets  of  lead,  rolled  spirally,  and  parallel  one  to  the 
other,  and  kept  from  touching  by  two  cords  of  India-rubber  rolled  up  with  them ;  they  are  im- 
mersed in  a  solution  of  1  part  of  sulphuric  acid  to  9  parts  of  water.  The  vessel  is  closed  by  a  sealed 
cover  pierced  with  a  small  hole,  throush  which  the  liquid  can  be  poured  in  or  extracted,  and  which 
alBo  allows  the  escape  of  any  gas  which  may  be  generated  during  the  charging  of  the  battery.    The 
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apparatus  is  surmounted  by  a  disk  of  ebonite,  upon  which  are  fixed  two  contact  pieces  in  connection 
with  the  two  electrodes ;  two  clips  are  also  provided  for  the  purpose  6f  holding  metallic  wires  to  be 
made  red-hot  or  melted  by  the  secondary  current.  Two  Bunsen  cells,  or  in  their  stead  three  Daniell 
cells,  are  required  to  charge  this  secondary  element  During  the  operation  of  charging,  one  of  the 
electrodes  oxidizes,  a  brown  coating  of  peroxide  of  lead  soon  shows  itself,  and  the  metallic  appear- 
ance disappears  entirely;  the  other  electrode  also  changes  in  appearance,  its  surface  becoming 
covered  with  a  powdery  gray  coating.  When  the  charge  has  attained  its  maxunum — ^that  is  to  say, 
when  oxygen  begins  to  be  pven  off  by  the  brown  electrode — ^the  secondary  element  is  disconnected 
from  the  charging  battery,  for  any  further  expenditure  of  the  polarizing  current  is  entirely  wasted. 
The  secondary  element,  once  charged  m  this  manner  and  left  to  itself,  will  retain  a  portion  of  its 
charge  for  several  days ;  and  even  at  the  end  of  a  week  it  is  still  far  from  being  exhausted.  The 
secondary  element,  when  fully  charged,  has  an  electromotive  force  once  and  a  half  greater  than  that 
of  Bunsen ;  it  will  redden  a  platiniun  wire  of  a  greater  or  lesser  diameter  according  to  its  size,  or 
rather  according  to  the  size  of  the  electrodes.  Secondary  elements  can  be  joined  together  either  for 
intensity  or  quantity,  and  form  batteries  capable  of  producing  very  powerful  effects  for  short  periods 
of  time.  (See  Scieniijtc  American  Supptemeni^  i.,  65.  As  to  effects  of  large  numbers  of  these  ele- 
ments when  coupled  together  producing  the  electro-silicic  light,  see  Scientific  American^  xxxviii.,  813.) 

Conneetum  of  Elements  in  BaUeriee. — ^The  coupling  of  elements  to  overcome  external  resistance  is 
represented  in  Fig.  1241.  This  is  .termed  coupling  for  intensity  or  in  series,  and  is  the  arrange- 
ment adopted  in  telegraph  batteries  and  in  galvanoplastic  operations.  Coupling  for  quantity  is 
represented  in  Fig.  1242,  where  plates  of  the  same  metal  are  grouped  together.  It  has  the  same 
effect  as  the  employment  of  one  pair  of  plates  having  an  equal  area  of  suif  ace. 

Diaehargee  from  Great  JVumbers  of  Cells. — Some  remarkable  experiments  showing  the  effects  of 
discharges  of  great  numbers  of  cells  have  been  made  by  Messrs.  Warren  de  la  Bue,  Spottiswoode, 
and  Muller.    (See  Proceedings  of  the  Royal  Society,  No.  160, 1876,  and  No.  166,  1876.)    The  element 
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consisted  of  a  flattened  wire  of  silver  and  a  rod  of  zinc  At  one  end  of  tbe  silver  a  cylinder  of 
chloride  of  silver  was  cast.  In  order  to  prevent  contact  between  the  rods  of  zinc  and  dikmde  of 
silver,  the  latter  was  surrounded  with  a  cylinder  open  at  top  and  bottom,  and  made  of  vegetiUe 
parchment  The  cell  was  a  glass  tube,  the  stopper  a  cork  saturated  with  paraffine,  and  through 
which  a  rod  of  non-amalgamated  zinc  was  inserted  The  exciting  liquid  was  a  solution  <^  ii 
grammes  of  chloride  of  ammonium  to  1  litre  of  water.  On  examining  the  length  of  discharge  from 
various  numbers  of  these  elements,  its  length  was  found  to  be  in  the  direct  ratio  of  the  sqoue  of 
their  number,  as  follows : 


No.  of  cells. 

Striking  dlstanoe. 

600 

.0088  mch. 

1,200 

.0130    " 

No.  of  C6D8. 
1,800 
2,400 


Striking  dl&tanoe. 
.0345  inch. 
.0636     " 


These  are  very  nearly  the  squares  of  the  number  of  cells.  As  the  experiments  were  carried 
further,  it  was  found  that  the  striking  distance  probably  increases  in  far  greater  ratio.  Taking  as  a 
basis  the  spark  with  600  celhi  =  .0038  inch,  the  investigators  point  out  that  a  unit  of  1,000  such 

0038  X  lOOO' 
cells  would  give  a  spark  of  * -~j =0.009166  inch ;  one  hundred  units  (100,000),  a  spark  of 

91.66  inches;  and  a  thousand  units  (1,000,000),  a  spark  of  9,166  indies,  or  764  feet— nearly  a troe 
flash  of  lightning,  not  only  in  distance  but  in  quantity.  With  6,640  cells  spiu4ts  were  obtained  over 
.189  and  .140  inch ;  and  other  phenomena  were  noted,  which  will  be  found  described  in  detail  m  the 
references  above  given. 

An  excellent  series  of  lectures  on  the  voltaic  battery  by  Dr.  Gladstone,  F.  R.  S.,  appears  m  the 
Tdegraphic  Jouifud^  iii.,  14.  See  also  the  list  of  works  for  reference  given  under  the  general  bead- 
ingof  Electricitt. 

n.  Thkrmo-Electric  BATTERiES.^Whenever  two  pieces  of  unlike  metal  are  heated  together  and  the 
parts  not  heated  are  joined,  a  current  passes  through  the  whole  circuit  The  direction  which  this 
current  takes  is  always  reversed  if,  instead  of  being  heated,  the  place  of  contact  of  the  two  is  cooled. 
In  the  following  table  the  metals  are  arranged  in  such  order  that,  on  heating  the  point  of  contact 
of  any  pair,  the  current  passes  through  the  point  of  contact  from  the  one  above  to  the  one  below : 


1.  Bismuth. 

2.  Nickel 
8.  Cobalt 

4.  Palladium. 
6.  Platinum  (1). 

6.  Uranium. 

7.  Copper. 


8.  Manganese. 

9.  Titanium. 

10.  Mercury. 

11.  Lead. 

12.  Tin. 

13.  Platinum  (2). 

14.  Chromium. 


16.  MolybdenunL 

16.  Rhodium. 

17.  Indium. 

18.  Gold. 

19.  Silver. 

20.  Zinc. 

21.  Tungsten. 


22.  Platinum  (3). 

23.  Cadmium. 

24.  Steel. 
26.  Iron. 

26.  Arsenic 

27.  Antimony. 

28.  Tellurium. 


In  experimenting  with  thermo-electric  batteries  formed  of  plates  of  bismuth  and  antimony,  tbe 
bismuth  being  fusible  at  a  low  temperature,  a  very  moderate  heat  must  be  applied.  For  this  reason 
German  silver  and  brass  are  preferred,  as  they  admit  of  being  safely  excited  by  the  contact  of  the 
red-hot  iron,  which  will  melt  the  bismuth. 

To  render  the  arrangement  of  the  series  of  plates  or  wires  of  a  thermo-electric  battery  more 
compact,  they  are  laid  side  by  side,  as  shown  in  Fig.  1243.  They  are  insulated  from  each  other  by 
pasteboard,  except  at  the  ends,  where  the  respective  plates  of  bismuth  and  antimony,  or  of  German 
silver  and  brass,  are  alternately  soldered  together,  as  in  the  arrangement  of  the  series  of  plates  of  a 

1248. 


voltaic  pile.  Fig.  1243  represents  a  series  of  10  pairs.  The  heat  of  the  palm  of  the  hand  held  in 
contact  with  the  soldered  ends  of  this  battery  induces  sufficient  excitation  to  affect  a  galvanometer 
needle. 

A  more  perfect  thermo-electric  battery  is  commonly  constructed  as  exhibited  in  Fig.  1244,  consist- 
ing of  60  pairs  of  plates  of  bismuth  and  antimony,  each  three-quarters  of  an  inch  broad  and  one- 
quarter  of  an  inch  thick.  They  are  packed  together  in  a  case  J5,  but  are  insulated  from  one  another, 
except  at  the  soldered  junctions  of  their  ends,  as  above  stated.  The  soldered  ends  of  one  smea  are 
arranged  together  on  the  under  side  of  the  case,  where  they  may  be  heated  by  the  radiation  of  the 
hot  iron  plate  -£*,  the  edge  of  which  only  is  exhibited  in  the  cut  The  opposite  series  of  the  soldered 
ends  are  arranged  together  on  the  upper  side  of  the  case,  as  seen  at  u4,  whidi  forms  a  reservoir  for 
receiving  a  refrigerating  mixture  of  snow  or  ice  and  table  salt  .  The  plates  are  insulated  from  each 
other,  and  from  the  case,  by  pouring  fluid  plaster  therein ;  which  also  serves  to  render  the  consoli- 
dated mass  impervious  to  the  water  resulting  from  the  melting  ice.  By  thus  combining  two  extremes 
of  temperature  at  the  opposite  ends  of  the  plates,  there  is  produced  a  correspondinglj  extreme  dis- 
turbance of  the  temperature  of  the  plates,  and  development  of  electric  forces,  as  t«ted  by  tbe  two 
conjoined  iron  semicircles  D,  environed  by  a  coil  of  the  conducting-wire  C,  whereby  "  a  weight  of 
40  or  60  lbs.  is  required  to  separate  them."    Indeed,  this  thermo-electric  battery  is  adequate  to 
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exhibiting  yarious  eleotro-magnetic  phenomena  which  a  galvanic  battery  is  commonly  used  to  exhibit, 
and  ^flo  to  give  shocks  and  sparks. 

The  mechanical  forces  brought  into  action  upon  the  needle  of  a  galvanometer  by  slight  disturbances 
of  temperature  have  been  illustrated  in  an  interesting  manner  by  the  experiments  of  Nobili  and 
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Ifelloni.  The  thermo-electric  battery  employed  by  them  consisted  of  50  small  bars  of  bismuth  and 
antimony,  forming  a  bundle  about  1^  inch  long  and  about  1  inch  in  diameter,  inclosed  in  a  band,  as 
shown  in  Fig.  1246.  To  facilitate  the  radiating  and  imbibing  properties  of  the  two  extremities  of 
the  bundle  of  bars,  the  conjoined  ends  are  all  blackened.  The  extremities  of  the  circuit  are  termi- 
nated at  the  two  poles  x  y.  The  bars  of  antimony  and  bismuth  are  insulated  from  each  other  by 
coatings  of  dry  paper  or  silk  throughout  their  lengths,  and  are  soldered  together  alternately  at  their 
ends.  The  terminating  bar  of  each  series  is  separately  connected  with  the  ends  of  a  wire  forming 
the  coil  beneath  the  galvanometer  n  m.  Fig.  1246,  in  the  same  manner  as  the  copper  and  zinc  plates 
of  a  galvanic  battery  are  connected  by  the  wires  g  and  h  with  the  battery  poles  z  ^  of  Fig.  1245. 
In  the  position  of  the  instrument  indicated  in  the  figure,  it  is  intended  to  denote  at  p  the  blackened 
ends  of  the  bars  of  the  themio-electric  scries,  heated  by  a  lamp  with  a  reflector.  The  dotted  lines 
represent  the  radiation  of  the  heat  through  the  aperture  of  the  screen  r,  while  the  temperature  of 
the  other  ends  of  the  bars  p  remains  the  same  as  that  of  the  surrounding  air.  The  heat  of  the 
lamp  induces  a  disturbance  in  the  electrical  equilibrium  of  the  bars  of  antimony  and  bismuth.  The 
electricity  is  determined  to  move  in  one  uniform  direction  in  a  closed  circuit  through  the  conducting- 
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wires  soldered  thereto,  and  through  the  coil  in  proximity  to  the  galvanometer  needle,  which  is  thereby 
flwong  around  on  its  pivot.  To  prevent  local  disturbances  of  the  needle  by  currents  of  air,  the  gal- 
vanometer is  inclosed  under  a  bell-glass,  and  is  suspended  from  <^  by  a  very'flexible  fibre  of  silk.  At 
o  18  a  movable  screen,  designed  to  intercept  the  propagation  of  heat  from  the  lamp  when  an  experi- 
ment is  suspended.    The  least  radiation  of  heat  from  a  lamp,  or  from  the.  bodies  of  living  animals, 
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presented  before  the  aperture  of  this  instrument,  causes  the  needle  of  the  galvanometer  to  more 
around  on  its  pivot.  This  thermo-electric  battery,  taken  in  connection  with  the  appended  galvanom* 
eter,  constitutes  a  far  more  sensitive  test  of  the  approach  of  a  warm  body  than  the  most  delicate 

thermometer.     The  approach  of 
1S47.  a  person  within  80  feet  of  it 

causes  the  needle  to  move,  as 
stated  by  Nobili  and  MeUonl. 
The  slight  heat  of  the  bodies  of 
insects,  of  phosphorescent  wood, 
putrefying  fish,  etc,  was  thus 
detected. 

Koe's  Pile,  Fig.  1247,  conasta 
of  small  cylinders,  about  l^inch 
long  and  three-eighths  of  an 
inch  diameter,  of  an  alloy  of 
about  86|  parts  of  zmc  and  62^ 
of  antimony  as  the  positive,  and 
'   stout  German-silver  wire  as  the 
negative   element.     Twelve  of 
these  pairs  have  an  electromo- 
tive force  of  one  Danieirs  cell, 
and  20  of  them  that  of  one 
Bunsen.    The  resistance  of  20 
of  them  is  about  equal  to  one  ohm.    With  a  great  external  resistance,  20  of  them  are  equal  to  one 
Bunsen's ;  and  with  a  small  external  resistance,  20  auadrupUd  ones  are  somewhat  stronger  than  one 
of  Bunsen's  elements.    The  construction  of  a  few  elements  is  shown  in  the  figure.    The  junctions  of 
the  elements  are  heated  by  small  gas-flames,  and  the  alternate  junctions  are  cooled  by  the  heat  bdng 
conducted  away  by  large  blackened  sheets  of  thin  copper.    To  protect  the  German-silver  wire  from 

oxidation,  it  is  inclosed  in  a  tube  of  that 
1248.  alloy  where  the  flame  impinges  against 

it ;  and  to  prevent  the  ends  of  the  posi- 
tive cylinders  being  melted,  they  are  faced 
with  iron  and  a  thin  sheet  of  mica.  The 
German-silver  wire  may  be  heated  to  low 
redness.  The  usual  form  of  the  appa- 
ratus is  in  96  elements,  which  may  he 
used  either  as  96  by  1,  48  by  2,  or  24  by 
4,  and  instantly  changed  from  one  to 
the  other  of  these  arrangements  by 
'  means  of  a  most  ingenious  and  effective 
current-transposer,  which  does  not  re- 
quire cleaning.  The  current  attams  its 
maximimn  strength  in  about  one  minute ; 
that  from  the  single  series  decomposes 
water  rapidly,  and  that  from  the  quad- 
ruple scries  excites  a  large  electro4Dag- 
net  powerfully. 

Fig.  1248  represents  a  small  Clamond's 
PUcy  connected  for  intensity.  Iron  plates 
are  bent  back  on  themselves  irr^pilariy, 
so  as  to  present  many  reentering  angk& 
These  are  made  to  envelop  the  bar,  so 
that,  as  the  latter  heats,  it  expands  more 
than  the  surrounding  metal,  and  so  forces 
itself  lightly  into  the  angles.  The  couple^ 
are  made  of  an  alloy  of  nnc  and  anti- 
mony. The  bars  of  alloy  are  assembled 
in  crowns,  which  are  each  composed  of 
ten  bars,  superposed  and  separated  by 
-  collars  of  asbestos.  The  apparatus  forms 

a  cylinder,  the  interior  of  whidi  is  lined 
with  asbestos,  and  heated  by  means  of  a  perforated  pipe  of  refractory  day.  The  gas  bums  in  the 
annular  space  between  the  tube  and  bars.  The  consumption  of  gas  is  said  to  be  1  cubic  foot  for 
each  volt  of  tension  per  hour.  The  electromotive  force  of  this  combination  is  sudi  that  20  elements 
are  about  equal  to  1  Daniell  cell — about  1  volt 

ELECTRO-MAGNET.  Conrirudion^—Axi  electro-magnet  is  formed  by  wrapping  about  a  core  of 
soft  iron  numerous  turns  of  moderately  thick  and  well-insulated  copper  wire.  The  core  is  gener- 
ally bent  in  the  form  of  a  horse-shoe,  as  shown  in  Fig.  1249.  It  is  frequently  made  by  screwing  the 
ends  of  two  soft-iron  cylinders  to  a  stout  flat  iron.  It  must  be  formed  of  very  pure  iron,  a»i  be 
made  perfectly  stout  by  the  most  careful  annealing  after  the  bending  (if  it  is  bent)  has  taken  place. 
It  is  polished  with  a  file,  and  care  should  be  taken  to  avoid  twisting  it.  If  this  be  not  done,  the  bar 
retains  a  portion  of  its  magnetism  after  the  current  ceases.  The  wire  is  insulated  with  silk  or  cot- 
ton, and  is  coiled  chiefly  about  the  two  extremities,  in  such  a  way  that  to  an  observer  looking  upon 
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the  poles  it  appears  to  be  wound  in  opposite  directions  upon  tbem.  On  sending  a  current  through 
the  coil,  the  core  becomes  instantaneously  a  magnet ;  and  on  breaking  contact  with  the  battery,  it 
loses  its  magnetism  at  once.  The  power  of  the  electro-magnet  is  enormously  greater  than  that  of 
any  permanent  magnet.  A  permanent  magnet  weighing  1  lb.  has  been  made  to  carry  27  lbs. ;  but 
Dr.  Joole  has  constructed  a  small  electro-magnet,  by  arranging  the  coils  to  advantage  and  propor- 
tioning the  wire  of  the  core  and  the  thickness  and  length  of  the  wire,  which  will  carry  8,500  times 
its  own  weight 

Fig.  1250  represents  a  simple  electro-magnet  which  may  be  made  of  a  piece  of  wrought-iron  pipe 
8  indies  long  by  1  inch  in  diameter.  File  away  one  side  until  through,  and  then,  after  softening  it 
in  fire,  wind  with  cotton-covered  wire  in  the  direction  of  its  length.  It  is  superior  to  the  ordinary 
form  of  magnet  in  its  great  power,  arising  from  several  causes.    The  poles  are  close  to  one  anoth- 
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er  and  have  large  surfaces,  and,  from  their,  proximity,  the  part  of  the  wire  in  the  interior  of  the 
tube  reacts  on  both  poles,  thus  utilizing  the  battery  power  to  the  full. 

An  electro-magnet  has  been  made  by  Mr.  John  Faulkner  which  is  constructed  in  the  ordinary  way, 
with  the  addition  of  an  exterior  tube  of  soft  iron  of  the  same  length  as  that  portion  of  the  interior 
bar  which  projects  beyond  the  plate.  This  tube  has  flat  ends,  so  that  a  plate  or  keep  placed  over 
the  end  is  in  contact  with  both  the  bar  and  the  cylinder.  When  excited,  the  magnet  has  a  very  lim- 
ited field,  the  same  being  confined  to  the  space  in  front  of  the  open  end  of  the  tube,  and  it  is  said  to 
retain  its  keep  with  100  times  more  power  when  the  outer  tube  is  on  than  when  it  is  removed.  The 
ratio  of  these  retaining  powers  seems  to  depend  on  the  relative  diameters  of  the  bar  and  the  tube ; 
the  larger  the  bar  in  proportion  to  the  tube,  the  greater  is  the  difference.  (See  Telegraphic  Journal^ 
iv^  27.) 

An  electro-magnet  has  been  devised  by  Sr.  J.  S.  Camacho  of  Havana,  Cuba,  in  which  each  limb  is 
formed  of  4  hollow  concentric  iron  cylinders,  the  inner  one  13  millimetres  in  thickness,  and  the  three 
remaining  7.  The  interior  diameters  of  the  tubes  are  respectively  48,  76,  106,  and  127  mm.  Each 
of  them  is  surrounded  by  a  coil  of  copper  wire,  covered  with  cotton,  and  of  3  square  nmi.  in  sec- 
tion, forming  on  the  three  inner  tubes  2  complete  layers  with  180  turns,  and  on  the  outer  tube  7 
layers  with  630  turns.    The  copper  wire  on  each  tube  is  coiled  in  the  same  direction,  passing  at  its 
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ends  across  the  armature  of  the  magnet,  and  uniting  them  therefore  in  the  natural  order  so  as  to 
form  a  single  conductor,  through  which  the  current  from  the  battery  may  travel,  magnetizing  each 
tube  and  endowing  them  all  with  magnetism  of  an  equal  nature.  The  length  of  the  limbs  of  the 
magnet  is  212  mm.,  the  weight  85  lulos,  and  that  of  the  copper  wire  19  kilos,  with  a  total  length 
of  800  metres.    Repeated  experiments  (see  BevUta  de  TeUgra/os,  No.  18,  September  15,  1874)  have 
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shown  that  this  magnet  requires  the  carrent  produced  by  1  bichromate^f -potash  elements,  and  its 
power  of  attraction  at  a  distance  of  2  mm.  is  more  than  562  kilos.  An  electro-magnet  of  the  oidi* 
nary  construction,  of  equal  exterior  diameter,  and  placed  in  the  same  conditions,  supports  only  11 
kilos,  or  a  weight  60  times  less. 

The  largest  electro-magnet  yet  constructed  (1879)  is  in  the  possession  of  the  Stevens  Institate  of 
Technology,  Hoboken,  N.  J.  Its  weight  is  about  1,600  lbs.  Some  2,000  feet  of  copper  wire  is  woond 
on  8  brass  spools,  each  9^  inches  high  by  1 1^  inches  external  diameter.  The  wire  weighs  400  lbs.,  and 
is  half  an  inch  thick.  The  spools  are  split  and  filled  in  with  vulcanite.  The  cores  are  hollow,  and 
measure  6  inches  in  diameter  by  8  feet  3  inches  in  length.  The  lifting  force  of  this  magnet  is  in 
the  neighborhood  of  40  tons.    A  good  idea  of  its  comparative  size  can  be  obtained  from  Fig.  1251. 

Laws  of  Electro-Magnetism, — 1.  7*he  Armature,  The  attraction  between  an  electro-magnet  and 
its  armature  increases  with  the  size  of  the  armature.  2.  The  Wire,  When  the  current  is  of  equal 
strength,  the  material  and  the  thickness  of  the  wire  of  an  electro  magnet  are  without  influence  upon 
its  magnetism.  The  free  magnetism  is  directly  proportional  to  the  number  of  turns.  The  attrac- 
tion is  proportional  to  the  square  of  the  number  of  turns.  When  the  currents  are  unequal,  the 
magnet  will  attract  a  bar  of  soft  iron  with  a  force  proportional  to  the  square  of  the  product  of  current- 
strength  and  number  of  turns  of  the  core ;  or  another  magnet,  with  a  force  proportional  to  the  sum 
of  the  products  of  the  current  and  the  number  of  turns  on  both  magnets.  8.  Polariiy,  The  south 
pole  is  always  at  the  end  where  the  current  from  the  carbon  or  copper  of  a  battery  enters  a  rightr 
handed  helix.  Whatever  be  the  nature  of  the  helix,  either  right-  or  left-handed,  if  the  end  facing 
the  observer  has  the  current  flowing  in  the  direction  of  the  hand  of  a  watch,  it  is  the  south  pole,  and 
vice  versa,  4.  Effect  of  Strength  of  Current.  The  free  magnetism  of  the  pole-forces  of  an  electro- 
magnet is  proportional  to  the  strength  of  current  passing  in  the  coils:  between  two  magnets, 
the  attraction  is  proportional  to  the  square  of  the  strength  of  the  current  5.  Action  of  an  Mtdro- 
Magnetic  Core  on  a  Magnet,  Jl  magnet  (needle)  in  the  axis  of  a  circular  current  is  attracted  or 
repelled  by  the  centre  with  a  force  proportional  to  the  superficial  current  of  the  circle ;  and  the  force 
with  which  a  magnet  is  attracted  by  the  coil  is  proportional  to  the  product  of  the  strength  of  the 
current  and  number  of  turns  of  the  coil  6.  the  Core,  The  free  magnetism,  other  thhigs  being 
equal,  is  proportional  (a)  to  the  square  root  of  the  diameter  of  the  core,  or  (h)  to  the  square  root  of 
its  length.  The  magnetism  is  the  same  whether  the  core  be  an  iron  bar  or  a  hollow  iron  cylinder  of 
the  same  diameter. 

For  theoretical  discussion  of  the  laws  of  electro-magnetism,  and  also  of  the  best  form  to  be  given  to 
an  electro-magnet,  see  papers  on  the  subject  by  Count  du  Moncel  in  The  Telegraphic  JottmaL,  ii.,  23, 
69.  The  construction  of  electro-magnets  for  experimental  purposes  is  detailed  in  Weinhold's  "  In- 
troduction to  Experimental  Phy8i<^"  translated  by  Loewy,  London,  1876.  A  good  popular  exposi- 
tion of  the  subject  appears  in  "The  Forces  of  Nature,"  Guillemin,  translated  by  Lockycr,  New 
York  and  London,  1873. 

ELECTRO-METALLURGT,  or  GALYANOPLASTT,  is  the  art  of  separathig  metals  from  their 
chemical  compounds  and  causing  them  to  be  deposited  in  their  elementary  condition  upon  surfaces 
in  various  forms  by  the  agency  of  dynamic  electricity.  Its  principal  divisions  are  electroplating  and 
gilding,  and  electrotyping.  In  electroplating  and  gilding  the  deposited  metal  is  usually  refined 
upon  the  surface  on  which  it  is  deposited.  In  electrotyping  it  is  subsequently  removed  from  sodi 
surface,  which  forms  a  mould  of  which  the  deposit  is  a  reverse  copy. 

General  Methods  of  depositing  Metals, — ^There  are  various  methods  which  either  have  been  or  are 
still  employed  in  depositing  metals  from  their  solutions  for  practical  purposes,  and  they  may  be 
classed  as  follows:  1.  By  immersing  one  metal  in  one  liquid,  as,  for  instance,  by  immersing  steel  or 
iron  in  a  slightly-acidulated  solution  of  sulphate  of  copper.  2.  By  immersing  two  metids  in  one 
liquid,  as  by  unmersing  the  article  to  be  coated  in  contact  with  zinc  or  other  sufficiently  positive 
metal  in  the  particular  metallic  solution.  8.  By  immersing  one  metal  in  two  liquids,  as,  for  instance, 
if  a  deep  glass  vessel  be  half  filled  with  a  saturated  aqueous  solution  of  cupric  sulphate,  the  vessel 
be  then  nearly  filled  with  water  containing  a  small  quantity  of  sulphuric  add,  poured  in  quietly  so  as 
not  to  mix  with  the  copper  solution,  and  a  bright  rod  of  copper,  as  deep  as  the  vessel,  be  allowed  to 
remain  in  a  vertical  position  in  the  liquid  during  24  hours  without  disturbance ;  the  upper  half  of 
the  rod  will  slowly  corrode  and  dissolve,  while  the  lower  half  will  receive  a  deposit  of  copper.  4. 
By  immersing  two  metals  in  two  liquids,  as  in  the  ordinary  '*  single-cell "  electrotype  apparatus. 
6.  By  the  separate  current  plan,  as  when  a  voltaic  battery,  magneto-machine,  or  thermoelectric  pile 
is  employed  with  a  separate  depositing  vessel  In  the  present  article  we  have  to  do  only  with  die 
last  two  methods. 

There  are  two  principal  forms  of  electro-metallurgical  apparatus,  respectively  known  as  simple  and 
compound.  In  the  former  the  current  is  produced  in  the  same  vessel  as  that  in  which  the  metallic 
deposit  is  effected.  It  is  most  frequently  employed  when  the  article  to  be  coated  is  small,  and  when 
time  is  no  object.  The  single-cell  apparatus  is  illustrated  in  Figs.  1262  and  1268.  The  vesad  is 
half  filled  with  a  solution  of  sulphate  of  copper,  8;  in  this  is  placed  the  earthen  vessel  P,  with 
the  dilute  add  A  and  zinc  Z,  and  this  constitutes  the  whole  of  the  present  fonn  of  apparatus; 
for,  when  we  desire  to  make  an  electro-medallion,  it  is  only  necessary  to  place  one  or  more  casts  m 
the  outer  vessel  m  m  connected  by  a  wire  with  the  zinc,  and  then  action  will  immediately  commence. 
Any  number  of  moulds  may  be  placed  in  the  outer  vessel,  provided  they  can  radiate  to  the  zinc. 
Saturation  of  the  liquid  may  be  preserved  by  suspending  some  of  the  salt  in  a  linen  bag  over  the 
mould.  This  form  is  objectionable,  because  the  salt  of  zinc  speedily  passes  through  to  the  outer 
vessel ;  but  it  has  the  advantage  of  allowing  the  mould  to  be  placed  vertically,  in  which  podtiOD  it 
is  much  less  liable  to  have  particles  of  dust  settling  upon  it.  There  is  no  limit  to  the  siae  of  this 
outer  vessel ;  for  a  water-butt,  a  tank,  or  even  a  lake  naturally  impregnated  with  sulphate  of  copper, 
would  answer. 
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There  is  another  form,  where  bladder  takes  the  place  of  the  earthen  vessel,  and  where  the  position 
of  the  cast  is  horizontal  Here,  the  outer  vessel,  Fig.  1258,  which  is  square,  is  made  of  wood,  coated 
internally  with  cement ;  on  one  part  of  the  edge  of  this  a  piece  of  brass  b  is  fixed,  in  which  are 
two  holes,  one  for  connection  with  the  wire  of  the  cast  m,  the  other  with  that  of  the  zinc.  In  the 
interior  of  the  trough  a  movable  shelf  of  mahogany  is  placed,  on  which  is  supported  a  glass  con- 
tauing  a  zinc  plate  Z  and  crystals  of  sulphate  of  copper  to  be  dissolved.  The  glass  has  a  piece  of 
bladder  tied  over  the  rim,  and  this  forms  an  outer  vessel  similar  to  the  porous  tube  in  the  former 
apparatus.  It,  in  like  manner,  contains  the  acid  and  zinc ;  the  latter  being  connected  by  a  screw  to 
a  wire,  in  such  a  way  that  it  can  be  readily  removed. 

In  every  single-cell  apparatus,  the  solution  of  metallic  salt  should  be  maintained  in  the  required 
degree  of  concentration,  by  keeping  some  crystals  of  the  salt  undissolved  in  the  solution.  If  these 
crystals  are  allowed  to  sink  to  the  bottom  of  the  Tessel,  they  will  not  answer  the  intended  purpose 
of  maintaining  a  saturated  solution ;  for  the  portions  of  the  fluid  which  have  been  deprived  of  their 
metallic  salt  rise  to  the  surface,  while  the  saturated  parts  remain  in  contact  with  the  crystals  at  the 
bottom,  thus  preventing  their  solution.  This  difficulty  may,  however,  be  readily  overcome  by  placing 
the  crystals  to  be  dissolved  in  a  little  bag  on  a  shelf  at  the  top  of  the  liquid,  by  which  means  the 
satoration  of  the  fluid  will  be  insured. 

An  excellent  single-cell  apparatus  having  a  permanent  battery,  especially  adapted  for  gold-  and 
silver-plating,  is  represented  in  fig.  1254.  The  exterior  jar  is  of  earthenware,  the  inside  one  of 
glass,  with  a  bottom  formed  of  bladder  and  fastened  on  with  cement  Projecting  into  the  earthen 
jar  through  the  bottom  is  a  copper  rod  J,  attached  to  a  copper  plate  upon  which  rests  an  amalga- 
mated zinc  plate.    The  lower  end  of  the  copper  rod  is  immersed  in  mercury  contained  in  the  box  or 
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trough  B,  The  lower  end  of  the  copper  rod  C  also  enters  the  mercury,  while  its  upper  extremity  is 
bent  over  to  sustain  the  articles  to  be  plated.  The  battery  is  set  in  an  ordinary  wooden  bench,  so 
that  no  part  is  exposed  save  the  inner  surface  of  the  interior  jar.  The  battery  is  always  ready  for 
use,  and,  there  being  no  acid,  it  is  free  from  smell.  It  is  unaffected  by  the  weather,  and  is  stated  to 
be  capable  of  plating  in  from  3  to  5  minutes.  The  inner  jar  contains  the  cyanide,  the  outer  the 
salt  solution. 

^  Electro-metallurgical  apparatus  is  termed  compound  when  the  galvanic  current  is  produced  out- 
side the  bath  containing  the  solution  to  be  decomposed.  This  is  shown  in  Fig.  1255.  The  object 
i^,  on  wliich  precipitation  is  to  take  place,  is  connected  with  the  zinc  of  the  battery  Z,  while  a  piece 
of  sheet  copper  is  attached  to  the  copper  8.  Some  authorities  employ  the  terms  simple  and  com- 
pound with  reference  to  the  bath,  according  as  the  latter  consists  of  one  or  many  cells.  Thus,  Fig. 
1255  would  be  designated  as  a  simple-bath  apparatus,  and  that  illustrated  in  Fig.  1266  as  a  com- 
poond-cell  bath.  In  the  latter  case  the  bath  is  divided  into  separate  cells  like  those  of  a  trough 
battery,  the  negative  cell  in  one  plate  being  connected  to  the  adjoining  positive  plate  in  the  next. 
This  arrangement  requires  the  addition  of  electromotive  force  to  the  battery,  and  is  moreover  found 
not  to  be  so  manageable  or  economical  as  the  simple-cell  system.  It  is  important  in  this  apparatus 
that  every  positive  and  negative  plate  should  possess  nearly  the  same  surface,  and  the  solution  the 
same  strength,  in  order  that  the  metal  of  the  same  quality  should  be  reduced  in  each  cell. 

BaUerieB, — ^The  batteries  most  used  in  electro-deposition  are  the  old  Wollaston  battery  of  zinc  and 
copper  plates  in  dilute  sulphuric  acid,  Smee's,  DanielPs,  Bunsen's,  and  Grove's.  (See  Electro-Gal- 
VAHio  Battbbiss.)  Wollastou's  is  the  most  suitable  one  where  the  resistance  is  not  great,  and  where 
a  lai^  quantity  of  electricity  and  long-continued  action  (as  in  depositing  copper  and  silver)  are 
requued,  because  its  electromotive  force  is  small,  its  action  (after  once  it  has  conunenced)  is  toleiv 
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ably  uniform,  and  large  plates  and  considerable  bulks  of  exciting  liquid  may  be  oonTeniently  em- 
ployed. Smee's  is  suitable  for  similar  cases,  but  where  only  a  small  quantity  of  electricity  is  required, 
because  large  plates  of  platinized  silver  are  expensive.  Adam's  modification  of  Smee's  battery  is 
reliable  and  good,  as  it  gives  a  full  current  and  uniform  action  until  nearly  exhausted  of  add.     It 

1286. 

186«. 


contains  zinc  and  Smee's  platinized  platina  plates,  extending  to  about  one-third  the  depth  of  the 
vessel.  Platinized  platina  or  silver  plates,  though  expensive  at  first,  are  cheapest  in  the  end,  and 
work  better  in  the  batteiy.  They  are  not  so  liable  to  get  foul  as  the  silver-plated  and  platinized 
copper  plates,  and  are  much  more  easily  cleaned.  The  battery  solution  is  made  by  pouring  into  the 
battery  trough  from  16  to  20  quarts  of  water  and  then  1  quart  of  sulphuric  add,  stirring  well  with 
a  piece  of  clean  board.  In  Fig.  1257  is  represented  the  construction  of  an  improved  battery  of  thia 
type  made  by  Messrs.  R.  Hoe  &  Co.  of  New  York.  It  is  lined  with  thick  glass,  united  at  the  joints ; 
and  leakage  is  guarded  against  by  cement  and  a  filling  of  an  insoluble  hydrocarbon  substance.  Dan- 
iell's  battery  is  the  best  in  cases  where  the  resistance  is  greater,  and  a  very  uniform  current  is 

necessary.     Grove's  and   Bunsen's  are  the 
*^''  most  suitable  where  the  resistance    is  stiU 

greater,  and  an  occasional  current  of  consid- 
erable electromotive  force,  but  not  of  long 
continuance,  is  necessary,  as  in  gilding,  and 
preparing  for  gilding  (L  e.,  brassing  or  cop- 
pering) small  articles  of  iron,  stec^  etc.,  in 
cyanide  solutions.  In  all  these  batteries  the 
zinc  element  is  immersed  in  dilute  sulphuric 
acid.  The  strength  employed  of  this  mixture 
varies  from  1  measure  of  add  and  60  of  wa- 
ter to  1  of  acid  and  5  of  water;  the  usual 
strength  with  batteries  such  as  Grove's  and 
Bunsen's  (which  are  soon  exhausted)  is  1  to  6 ;  but  with  Darnell's,  Smee's,  or  Wollaston's,  I  to  10 
or  20  is  a  very  good  proportion. 

Thermo-electric  piles  are  also  sometimes  used  for  electro-deposition.  It  is  stated  that  a  Clamond 
battery  (see  Electro-Galtamio  Batteries),  which  consumes  160  litres  of  gas  per  hour,  is  oipable 
of  depositing  1  kilogramme  of  copper  at  a  cost  of  60  cents.  (Telegraphic  JouiytcU,  vol.  iiL,  pp.  157 
and  319.) 

Magneto-electric  machines  are  also  largely  used  for  the  production  of  current  for  electro-deposition. 
Descriptions  of  these  machines  will  be  found  under  Dtnamo-Electric  Machines.  A  large  Wilde  ma- 
chine, driven  at  a  speed  of  about  2,000  revolutions  per  minute,  has  caused  the  deposition  of  28  ounces 
of  silver  in  an  hour  with  an  expenditure  of  2  horse-power.  A  single  multiple-armature  machine  of 
Wilde's  (sec  FhUosophical  Magazine^  June,  1873)  has  deposited  4|  cwt.  of  copper  in  24  hours.  By 
the  Gramme  machine,  to  deposit  600  grammes  of  siFver  requires  1  horse-power  and  a  speed  of  300 
turns  per  minute ;  the  tension  of  the  current  being  equal  to  that  of  2  Bunsen's  cells,  and  its  quantity 
equal  to  32  such  cells  of  ordinary  size.  At  a  speed  of  275  revolutions  per  minute,  it  has  deposited 
625  grammes  of  silver  per  hour ;  at  300  revolutions,  605  grammes ;  and  at  325  turns,  675  grammes. 
The  weight  of  the  copper  wire  on  the  fixed  electro-magnets  was  186,  and  on  the  movable  ones  40 
kilogrammes.  (Telegraphic  Journal^  vol.  i.,  p.  64.)  An  improved  form  of  magneto-electric  ma- 
chine by  Siemens  and  Altcneck  will  be  found  described  in  the  Electrical  News^  vol.  i.,  p.  226.  The 
chief  obstacle  to  the  use  of  these  machines  is  that,  after  a  few  hours'  action,  the  different  parts  are 
liable  to  become  considerably  heated,  partly  by  the  incessant  molecular  changes  attending  the  varia- 
tions of  magnetism,  and  partly  by  the  conduction-resistance  of  the  coils.  This  has  been  largely 
overcome  in  Wilde's  machine  by  the  employment  of  several  small  machines  instead  of  one  large  one, 
and  by  allowing  a  stream  of  cold  water  to  run  through  the  hollow  ends  of  the  magnet.  In  Gramme's 
machine,  provided  it  is  not  worked  too  fast,  the  heat  is  reduced  to  a  moderate  amount.  Another 
common  objection  is  the  complexity  of  the  commutator.  The  Weston  machine,  for  the  construc- 
tion of  which  see  Dtnaiio-Electric  Machines,  has  been  used  for  electroplating  with  much  success, 
it  being  claimed  that  a  shell  can  be  obtained  by  the  machine  in  from  2  to  2^  hours,  equal  to  that 
from  the  usual  batteries  in  from  10  to  12  hours.  In  Fig.  1258  is  exliibited  the  interior  of  a  large 
electroplating  works  using  a  machine  of  this  class.  The  illustration  also  shows  the  arrangement  of 
tanks.  The  machine  is  rotated  at  800  revolutions  per  minute,  and  is  connected  by  means  of  wires  to 
rods  running  across  the  various  tanks  containing  the  metal  solution  .to  be  deposited.    On  the  tanks 
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are  rods  supporting  the  anodes  or  metals  to  be  deposited,  and  also  the  work  to  be  plated.  It  is  usual 
to  place  the  tank  containing  the  nickel  solution  nearest  the  machine,  as  this  solution  offers  the 
greatest  resistance  to  the  electrical  current.  A  solution  of  cyanide  of  copper  is  used  in  many  cases 
as  an  intermediate  deposit  upon  iron  or  steel  before  the  nickel,  as  it  prevents  the  tendency  to  rust 

125S. 


upon  exposure.    This  solution  is  also  used  for  depositing  copper  on  adnc  and  lead,  or  articles  made 
up  of  several  metals. 

Preparatory  Cleansing. — ^AU  articles  which  are  to  receive  a  deposit  require  to  be  made  scrupu- 
lously clean.  The  surface  should  also  be  rendered  smooth  by  means  of  the  revolving  "scratch- 
brush,^'  and  by  other  methods.    Articles  of  copper  are  usuaUy  not  scratch-brushed,  but  dipped. 


1260. 


1261. 


The  processes  of  cleansing  are  both  of  mechan- 
ical and  chemical  nature.  The  mechanical  means 
are  the  nsual  ones  of  filing,  scrubbing,  and  scour- 
ing with  various  gritty  materials.  Emery-cloth 
is  employed  when  the  articles  are  dry,  and  fine 
silver-sand  and  a  hand-brush,  or  piece  of  canvas, 
when  they  are  wet.  In  addition  to  this,  an  in- 
strument called  a  scratch-brush  is  continually 
used,  asd  cannot  be  dispensed  with.  A  scratch- 
brush  is  merely  a  bundle  of  fine  and  hard  brass 
wires,  about  6  or  8  inches  long,  bound  round 
very  tightly  with  other  wire  except  at  the  ends, 
fig.  1259.  These  wires  are  of  various  degrees 
of  fineness,  and  are  also  annealed  to  different  de- 
grees, to  suit  the  various  kinds  of  work.  Four 
of  such  brushes  are  usually  fixed  in  grooves  upon 

the  outside  of  the  chuck  of  a  lathe,  so  that  the  wires  are  parallel  with  the  axis  of  the  chuck  (see 
Fig.  1260).  Another  form  of  scratch-brush,  in  which  the  wires  are  radial  instead  of  parallel,  is 
shown  in  Fig.  1261.  To  use  these  brushes,  a  lathe  is  required.  A  "scratch-brush  lathe,''  suitable 
for  cleaning  small  articles,  is  represented  in  Hg.  1261.    Above  the  revolving  brush  is  placed  a  cis- 
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tern  containing  stale  beer,  a  little  of  which  is  allowed  to  dribble  upon  the  articles  during  the  process 
of  brushing,  and  the  brushes  are  surrounded  by  a  screen  to  preyent  splashing. 

The  chemical  methods  of  cleaning  consist  in  immersing  the  articles,  for  a  greater  or  less  period 
of  time,  in  various  acids  or  alkalies,  according  to  the  nature  of  the  metals.  Alkalies  are  usuallj 
employed  hot,  and  are  generally  used  for  removing  greasy,  tarry,  or  resinous  matters ;  and  adds  are 
generally  used  cold,  after  the  greasy  matters  have  been  removed.  The  alkalies  are  kept  in  iron  ves- 
sels, and  the  adds  in  stoneware  pans,  etc 

The  alkali  commonly  employed  is  caustic  potash.  Several  kinds  of  add  liquids  are  used,  viz^ 
dilute  sulphuric,  strong  nitric,  and  various  mixtures  of  them.  All  greasy  articles  are  always  dipped 
in  potash  solution,  and  then  **  swilled "  in  water.  Those  of  lead,  tin,  Britannia  metal,  pewter,  and 
line  are  similarly  treated.  Iron  is  cleansed  in  strongly  diluted  sulphuric  add.  Silver  is  dipped  in 
dilute  boiling  sulphuric  acid.  Articles  of  copper,  brass,  or  German  silver  require  a  series  of  liquids, 
consisting,  &st,  of  strong  nitric  add ;  second,  a  dipping  liquid  composed  of  water  64  parts,  sul- 
phuric add  64  parts,  nitric  add  82  parts,  and  hydrochloric  add  1  part ;  and  third,  spent  liquid, 
i.  e.,  either  nitric  add,  or  dipping  liquid  which  has  become  weak.  Many  artides  which  are  to  re- 
odve  deposits  require  to  have  portions  of  their  surface  "  stopped  oflP,"  to  prevent  the  deposits  spread- 
ing over  those  parts.  For  gilding  and  other  hot  solutions,  copal  varnish  is  used ;  for  cold  liquids, 
an  ordinary  varnish  will  answer.  '*  Quicking''  means  coating  the  surfaces  with  a  film  of  mercury, 
for  the  purpose  of  causing  the  deposited  metal  to  adhere  firmly.  Solutions  of  cyanide  of  mercury 
are  used  for  preparing  the  surfaces  of  copper,  brass,  and  German  silver  for  receiving  silver  deposits. 

Electroplating. — ^The  following  practioid  directions  for  the  deposition  of  the  different  metals  are 
mainly  taken  from  Gore's  '*  Electro-Metallurgy  "  (New  York,  1877),  to  which  the  reader  is  referred 
for  further  details. 

AwUmony. — In  depositing  antimony  by  the  battery  process,  the  metal  may  be  obtained  not  only  in 
a  state  of  loose  black  powder,  but  also  in  two  distinctly  different,  coherent,  reguline  conditions,  viz., 
as  a  very  brittle  metal  of  a  gray-slate  color  and  haM  crystalline  structure,  and  also  as  a  fairly 
lustrous  steel-black  deposit,  of  amorphous  structure,  and  somewhat  less  hard  than  the  pure  variety, 
which  retains  its  color  and  brightness  without  oxidizing  for  a  long  time.  A  satisfactory  solution  for 
obtaining  the  pure  gray  metal  is  composed  of  distill^  water  12  ounces,  tartar-emetic  1  ounce,  tar- 
taric add  1  ounce,  pure  hydrochloric  add  1^  ounce.  It  is  not  a  good  conductor,  and  should  be 
worked  slowly,  with  two  Sraee's  elements,  at  such  a  rate  as  to  deposit  about  one-eighth  of  an  indi 
thick  of  metal  in  four  weeks. 

Bitmwth, — ^According  to  M.  A.  Bertrand,  metallic  bismuth  may  be  deposited  upon  copper  or  brass 
from  a  solution  composed  of  80  grains  (grammes  ?)  of  the  double  chloride  of  bismuth  and  ammo- 
nium, dissolved  in  a  litre  of  water  slightly  acidified  with  hydrochloric  add,  by  means  of  a  current  from 
a  single  Bunsen's  cell.  He  states  that  antimony  may  be  deposited  in  a  similar  manner  {AtJunmim^ 
April  22,  1876,  p.  570),  and  recommends  its  use  for  artistic  decorations,  instead  of  platinum-black. 

Br<UB. — ^A  good  solution  for  brassing  by  means  of  a  separate  current,  with  an  anode  of  brass,  may 
be  made  by  dissolving  9  or  10  ounces  of  the  strongest  aqueous  ammonia,  and  16  to  20  of  cyanide  of 
potassium  (with  or  without  the  addition  of  20  of  the  strongest  aqueous  hydrocyanic  acid,  **  Scheele's 
strongth  *'),  in  160  (i.  e.,  1  gallon)  of  water,  and  saturating  the  hot  liquid  with  brass  by  meaps  of  an 
electric  current ;  it  must  be  used  at  212''  F. 

Cobalt, — ^To  dei)osit  the  metal,  dissolve  6  ounces  of  the  dry  chloride  in  a  gallon  of  distilled  water, 
and  make  the  solution  slightly  alkajine  with  ammonia.  Pass  the  current  trough  the  liquid,  dther 
by  using  a  plate  of  cobalt  as  anode,  or  a  bar  of  gas-carbon  in  contact  with  a  heiq)  of  fragments  of 
cobalt  contahied  in  a  gutta-peroha  basket  From  2  to  6  Smee*8  cells  are  required.  The  sdution 
must  be  kept  slightly  alkaline. 

Copper  jDepo&ition  by  Separate- Current  Process, — ^In  depositing  copper  by  the  single-cell  method, 
a  nearly  saturated  solution  of  sulphate  of  copper  answers  very  well ;  but  for  the  batteiy  process,  an 
excellent  solution  may  be  made  by  dissolving  4  parts  by  weight  of  finely-powdered  sulphate  of  cop- 
per (best  quality),  and  1  of  sulphuric  add,  in  about  18  or  20  of  water,  and  then  filtering  it.  Kdther 
of  these  solutions,  however,  is  fit  to  deposit  copper  upon  steel,  iron,  or  zinc,  because  the  dectrical 
relations  are  unsuitable ;  these  metals  decompose  such  liquids  rapidly,  and  deposit  the  copper  upon 
themselves  by  simple  immersion.  Some  persons  use  a  solution  containing  a  smaller  proportion  of 
add,  a  greater  one  of  copper  salt,  and  less  water ;  and  others  add  a  small  quantity  of  sulphate  of 
zinc  or  sulphate  of  potassium  to  the  liquid ;  the  latter  is  very  good.  The  sulphate  solution  is  used 
for  coating  all  metals  and  alloys,  such  as  brass  and  German  silver,  which  do  not  decompose  that 
liquid ;  but  zinc,  iron,  steel,  tin*  lead,  Britannia-metal,  type-metal,  etc,  which  predpitate  the  copper 
from  such  a  liquid  by  simple  immersion,  are  coated  in  the  cyanide  or  other  alkaline  solution ;  and  as 
the  deposition  of  copper  from  an  alkaline  liquid  is  more  expensive  than  that  from  the  sulphate,  if  a 
greater  thickness  of  metal  is  required,  the  additional  thickness  is  put  on  the  articles  in  the  sulphate 
solution.  A  very  good  solution  may  be  formed  thus :  Dissolve  cyanide  of  copper  to  saturation  in 
water  containing  about  2  lbs.  of  cyanide  of  potassium  to  the  gallon,  and  then  add  about  4  ounces 
more  of  the  potassic  salt  per  gallon,  to  form  free  cyanide ;  the  liquid  is  then  ready,  and  should  be 
used  at  a  temperature  of  about  160**  F.  Cyam'de  of  copper  is  not  very  soluble  in  cyanide  of  potas- 
sium solution ;  the  liquid  formed  does  not  readily  dissolve  the  anode,  nor  does  it  conduct  well ;  it 
also  has  a  strong  tendency  to  evolve  hydrogen  at  the  cathode,  but  this  may  be  lessened,  or  wholly 
prevented,  by  avoiding  the  use  of  any  free  cyanide  of  potassium,  employing  a  weaker  current,  and 
adding  some  aqueous  ammonia  and  oxide  of  copper.  Busts  and  other  similar  objects  may  be  coated 
with  copper  by  saturating  them  with  linseed-oil  (or  better,  with  beeswax),  then  well  blackleading,  or 
treating  them  with  the  phosphorus,  silver,  and  gold  solutions,  attaching  a  number  of  **  guiding-wires," 
connected  with  all  the  most  hollow  and  distant  parts,  and  then  immersing  them  in  itie  sulphate  of 
copper  solution,  and  causing  just  suffident  copper  to  be  deposited  upon  them  by  the  battery  process 
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to  protect  them,  but  not  to  obliterate  the  fine  lines  or  features.    Further  particulars  relatiye  to  the 
deposition  of  copper  will  be  found  under  the  section  on  electrotjping. 

GkM, — ^The  electric  current  emplojed  is  usuallj  derived  either  from  a  Bunsen's  battery  or  a  Cla- 
mond^s  thermo-electric  pile,  that  from  a  magneto-electric  machine  being  found  to  be  less  suitable. 
Ifanj  solutions  hare  been  tried,  but  none  have  succeeded  like  the  double  cyanide  of  gold  and  potas- 
sium. They  may  be  formed  either  by  chemical  methods  or  by  means  of  the  battery  process.  The  ' 
latter  is  preferable,  as  it  is  unattended  by  the  risk  of  loss  of  metal,  which  occurs  in  the  chemical 
process.  To  prepare  a  cyanide  gilding  solution  by  this  plan,  simply  dissolve  some  cyanide  of  potas- 
slum  in  hot  distilled  water,  in  an  earthenware  vessel,  in  the  proportion  of  from  1  to  2  lbs.  to  each 
gallon.  Immerse  2  large  electrodes  of  pure  sheet  gold  in  the  liquid,  and  pass  the  current  from 
about  8  Smee's  or  2  Daniell's  cells,  stirring  the  liquid  occasionally,  until  a  clean  and  bright  cathode 
of  German  silver  (substituted  a  short  time  for  the  gold  one)  receives  a  proper  coating.  The  liquid 
should  be  kept  at  a  temperature  of  about  160°  F.  during  the  process,  by  immersing  the  vessel  con- 
taining it  in  an  outer  vessel  of  hot  water  with  a  lamp  beneath.  The  quantity  of  gold  dissolved  from 
the  anode  is  ascertained  by  weighing,  and  is  not  of  material  consequence,  provided  the  deposit  is 
good.  In  this  process  a  portion  of  the  cyanogen  from  the  cyanide  unites  with  the  gold,  and  leaves 
potash  in  the  solution,  and  after  a  time,  being  exposed  to  the  atmosphere,  absorbs  carbonic  acid, 
and  thus  brings  carbonate  of  potassium  into  the  liquid ;  but  the  presence  of  this  salt  is  not  objec- 
tionable. A  very  good  gilding  solution  made  by  this  method  consisted  of  1  gallon  of  water,  1^  lb. 
of  cyanide  of  potassium,  and  60  pennyweights  of  gold. 

jfiekeL — ^The  bath  may  be  composed  either  of  the  chloride  of  nickel  and  anmionia  or  the  corre- 
sponding sulphate,  dissolved  in  pure  water.  If  the  latter  is  used,  the  solution  must  be  kept  neutral 
and  up  to  about  d"*  of  hydrometer.  It  is  prepared  by  dissolving  three-fourths  of  a  pound  of  the 
salt  in  each  gallon  of  water.  This  salt  is  generally  considered  the  best  for  nickel-plating,  and  costs 
$1.30  a  pound  (1879).  From  this  bath  the  nickel  can  be  profitably  deposited  at  $2  a  pound.  The 
diloride  bath  requires  about  4  ounces  of  the  salt  per  gallon,  and  works  better  with  a  slight  acid 
reaction,  the  tendency  in  working  being  toward  alkalinity,  even  with  great  exposure  of  anode.  The 
intensity  of  battery  current  must  be  proportioned  to  the  bath,  and  remain  constant  Large  baths 
offer  less  resistance  to  the  electric  current  than  those  of  smaller  dimensions,  and  can  therefore  be 
worked  with  a  current  of  somewhat  less  tension.  For  a  bath  of  10  gallons  or  less,  the  tension  of 
the  current  should  be  equal  to  that  of  from  2  to  8  Smee  cells  (carbon  and  zinc)  in  series.  The 
exposed  surface  of  the  nickel  anodes  should  in  no  case  be  less  than  the  surface  to  be  coated,  but 
may  with  advantage  be  greater.  The  amount  of  battery  power  for  a  given  amount  of  work  should 
be  in  zinc  surface  equal  to  the  surface  to  be  coated,  with  care  to  preserve  the  normal  tension  of  the 
current  If  the  current  is  too  intense,  the  coating  will  present  a  dull  white  or  frosted  appearance. 
The  anodes  must  be  in  connection  wiUi  the  negative  plate  (carbon)  of  the  battery.  Damage  is  not 
infrequently  done  to  the  bath  and  work  by  misconnection.  The  work  should  be  scrupulously  clean 
when  entered  to  the  bath,  and  should  be  carefully  moved  about  after  entering  to  free  it  from  any 
adhering  air-bubbles.  If  the  finished  work  is  to  have  a  smooth  polishing  surface,  it  must  present 
such  a  surface  before  entering  the  bath.  Nickel  is  hard,  and  cannot  well  be  burnished.  Traces  of 
oil  and  grease  are  removed  by  a  hot  soda  solution.  After  dipping  in  clean  water,  the  surface  is 
freed  from  films  of  oxide  by  an  add  bath.  If  the  work  is  of  iron,  the  add  may  be  hydrochloric 
diluted  with  8  or  4  volumes  of  water;  if  of  copper  or  brass,  nitric  add  diluted  with  about  20 
parts  of  water.  Brighten  the  work  in  the  add  dip,  then  immerse  momentarily  in  water ;  go  over  it 
with  &  clean  stifF  brush  and  very  fine  sand ;  agam  dip  in  the  add,  then  quickly  in  soft  water,  and 
place  immediately  in  drcuit  The  hand  must  not  come  in  contact  with  the  surface  of  the  work  after 
removal  from  the  alkali,  as  the  slightest  touch  may  spoil  all.  On  removal  of  the  work  from  the 
plating  bath,  it  should  be  immediately  dipped  in  cold  water  and  transferred  to  hot  water,  which  will 
canse  it  when  taken  out  to  dry  quickly  and  perfectly.  The  bath  should  be  covered  when  not  in  use, 
to  keep  out  dust  and  prevent  as  much  as  possible  its  evaporation.  By  a  little  practice  and  proper 
attention  to  these  simple  rules,  the  nickel  bath  may  be  worked  continuously,  month  after  month,  and 
the  metal  deposited  smoothly  and  with  certainty. 

Silver, — ^The  following  solutions  for  plating  by  a  separate  current  may  be  made  either  by  diemical 
means  or  by  the  aid  of  an  electric  current  The  best  solution  for  general  purposes  is  the  double 
cyanide  of  silver  and  potassium,  and  when  required  Ih  large  quantities  it  is  usually  made  by  chemical 
means.  Many  solutions  have  been  proposed  and  tried  tor  depositing  silver  by  the  battery  process, 
but  none  have  stood  the  test  of  time  and  experience  like  the  one  composed  of  double  cyanide  of 
ailTer  and  potassium  dissolved  in  water,  and  a  little  free  cyanide  of  potassium  added.  It  must,  how- 
ever, always  be  remembered,  when  making  cyanide  depositing  solutions  with  the  aid  of  potassic 
c]ranide,  that  the  composition  of  this  salt,  as  usually  sold,  b  extremely  variable ;  and  unless  the  de- 
positor is  aware  of  this,  he  may  be  led  quite  astray  in  his  calculations,  and  unwittingly  introduce 
▼arions  impurities  into  his  depositing  liquids. 

The  ordinary  cyanide  of  silver-plating  solution  is  best  made  by  the  battery  process.  To  make  by 
this  method  a  solution  containing  1  ounce  of  silver  per  gallon,  first  ascertain  the  percentage  of 
actual  cyanide  in  the  salt  of  potassium  to  be  used.  If  it  contains  about  60  per  cent,  dissolve  about 
8  ounces  of  it  in  each  gallon  (=160  ounces)  of  distilled  water ;  or  if  it  contains  more,  add  less,  and 
if  less,  add  more,  in  proportion.  Suspend  a  large  anode  and  a  small  cathode  of  silver  in  the  liquid, 
and  pass  a  strong  current  of  electridty,  until  about  1  ounce  of  silver  for  each  gallon  of  liquid  has  |' 
dissolved  from  the  anode,  or  until,  with  a  moderate  current,  and  electrodes  of  average  size,  a  bright 
silTer  or  other  suitable  cathode  receives  a  good  deposit  As  this  process  produces  some  caustic  potash  * 
in  the  liquid,  some  of  the  strongest  hydrocyanic  add  may  now  be  added  to  form  cyanide,  and  some 
more  silver  then  dissolved  in  the  mixture  by  the  battery  process. 

The  following  is  an  outline  of  the  French  method  of  silver-plating :  Immerse  the  articles  of  cop- 
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per,  brass,  or  German  silver,  during  a  few  minutes,  in  a  boiling  solution  of  1  part  of  caustic  potash 
in  10  parts  of  water.  Swill  them  thoroughly  in  clean  water.  Dip  them  into  a  liquid  composed  of 
10  parts  of  water  and  1  of  sulphuric  add.  Rinse  them  again.  Immerse  them  during  a  few  seconds 
in  a  mixture  of  20  parts  of  common  salt,  20  of  calcined  soot,  and  1,000  of  yellow  nitric  add  of 
specific  gravity  1.832,  and  swill  them  as  quickly  as  possible  in  plenty  of  water.  Dip  than  also 
rapidly  in  a  mixture  (prepared  some  time  beforehand)  of  1  part  of  sulphuric  add,  spcK^ific  gravity 
1.846,  40  of  common  salt,  and  1,000  of  yellow  nitric  acid,  of  specific  gravity  1.882,  and  instantly 
wash  them  well  in  clean  water.  Dip  them  at  once  for  a  few  seconds,  or  until  they  are  quite  white, 
in  a  **quicking"  solution  composed  of  10  parts  of  nitrate  of  binoxide  of  mercury  and  1,000  parts  of 
water  containing  suffident  sulphuric  add  to  make  the  solution  clear,  and  swill  them  again  in  the 
fresh  water.  Immerse  them  in  the  plating  liquid,  using  a  weak  current ;  and  if  the  deposit  looks 
good,  continue  the  process ;  but  if  it  looks  uneven  or  spotted,  take  them  out,  **  scratch-brush  "  ihevoy 
dip  them  into  a  hot  solution  of  cyanide  of  potassium,  and  then  in  fresh  water ;  **  quick ''  them  afresh, 
rinse  them  again,  and  then  continue  the  process.  When  the  plating  is  finished,  stop  the  current  a 
few  minutes  before  removing  the  articles,  in  order  to  remove  subsalts  of  silver  from  the  deposit, 
and  prevent  its  turning  yellow.  Swill  them  in  water,  then  in  water  slightly  acidified  by  sulphuric 
acid,  again  finally  in  water,  scratch-brush  them  if  necessary,  swill  them  again,  dry  them  in  hot  saw- 
dust of  boxwood,  and  weigh  them. 

The  rapidity  with  which  metal  of  good  quality  can  be  deposited  depends  largely  upon  the  com- 
position of  the  solution.  To  work  rapidly,  the  solution  should  contain  a  rather  large  proportion  of 
free  cyanide  of  potassium ;  otherwise,  the  anode  becomes  covered  with  an  insoluble  film  before  free 
cyanide  from  the  articles  can  diffuse  to  it,  and  this  film  impedes  the  current.  In  a  good  silver 
solution,  a  dozen  of  ordmary  table-spoons  or  forks  will  acquire  1,000  to  1,600  grains  of  silver  in 
12  hours;  but  there  are  solutions  used  in  Birmingham,  in  which  it  is  said  as  much  as  1  ounce  of 
silver  can  be  deposited  upon  a  small  table-spoon  in  half  a  day.  Electroplated  articles  vary  greatly 
in  quality,  because  any  degree  of  thinness  of  silver  may  be  put  upon  them.  Great  quantities  of 
Britannia-metal  articles  are  coated  with  only  a  few  pennyweights  of  silver  per  square  foot.  ^  The 
thickness  of  electro-deposited  silver  is  in  many  cases  from  n^  to  ^l^r,  or  even  ^^*(r3  of  a  millimetre,  or 
1.24  grain  upon  a  square  metre  of  surface."  One  ounce  of  silver  per  square  foot  of  surface  is  equal 
to  a  coating  of  about  the  thickness  of  thin  writmg-papcr,  and  is  considered  an  excellent  coating. 

Tin, — ^There  are  many  solutions  for  electro-tinning  by  means  of  a  separate  current,  but  only  a 
very  few  have  been  extensively  used.  Most  of  them  alter  in  property  by  contact  with  the  atmos- 
phere, and  deposit  their  metal  as  a  white  oxide.  Roseleur  uses  a  solution  composed  of  5  parts  of 
fused  (or  6  of  crystals)  stannous  chloride,  and  60  of  pyrophosphate  of  potassium  or  sodium,  added 
to  6,000  of  distilled  water ;  the  chloride  is  dissolved  in  a  portion  of  the  water,  and  added  the  last, 
and  ihe  liquid  is  stirred  until  it  is  clear.  A  very  laige  surface  of  anode  is  employed,  and  a  strong 
electric  current  As  less  tin  is  dissolved  than  is  deposited,  it  is  necessary  to  add  occasionaUy  equal 
weights  of  the  pyrophosphate  and  fused  chloride. 

Mne. — ^Zinc  may  be  deposited  from  its  sulphate,  ammonio-sulphate,  chloride,  ammonio-diloride, 
acetate,  tartrate,  etc.,  by  the  separate-current  process.  As  with  nearly  all  other  metals,  the  nitrate 
forms  a  bad  depositing  solution.  By  proper  management,  good  coherent  metal  may  be  obtained 
from  the  sulphate,  acetate,  and  chloride.  A  solution  of  zinc  in  caustic  potash  is  not  a  good  con- 
ductor ;  a  zinc  anode  does  not  readily  dissolve  m  it ;  similarly  with  the  potassio-tartrate  and  potas- 
sio-cyanide  (Smee).  A  solution  of  1  part  of  the  sulphate  in  6  to  10  parts  of  water,  with  a  large  zine 
anode,  may  be  made  to  yield  a  good  deposit,  by  a  current  from  two  small  Smee's  cells  feebly 
charged. 

Many  years  ago,  sheets  and  other  articles  of  iron  were  coated  with  zinc  by  electrolysis,  in  order  to 
protect  them  from  rusting;  but  this  process  has  been  entirely  superseded  by  the  so-called  "galvani- 
zing," which  is  not  a  galvanic  process  at  all,  but  consists  of  dipping  the  previously  deaned  iron  into 
a  bath  of  melted  zinc;  the  latter  being  covered  with  a  layer  of  saline  flux,  in  order  to  prevent  oxida- 
tion, and  also  to  dissolve  any  trace  of  oxide  which  may  be  upon  the  iron  articles.  Such  a  coating 
of  zinc  is  a  much  more  effectual  preventive  of  rusting  than  an  electro-deposited  one,  because  the 
heat  expels  all  moisture  from  the  pores  of  the  iron,  and  the  layer  of  zinc  is  homogeneous,  and  not 
granular  or  porous,  while  that  formed  by  voltaic  action  is  always  more  or  less  porous,  and  very 
liable  to  contain  traces  of  the  depositing  liquid ;  the  surface  beneath  the  electro-deposit,  not  having 
been  heated  before  receiving  the  coating,  is  also  liable  to  contain  moisture  and  acid,  absorbed  daring 
the  preparatory  processes  of  cleaning,  etc 

WrigkCs  Hot-  Vapor  JElectroplaHnff. — ^A  method  of  electroplating  has  been  discovered  by  Prof.  A. 
W.  Wright,  which  consists  in  plating  the  surfaces  of  substances  with  metals  by  exposing  such  sur- 
faces to  the  hot  vapors  of  whatever  metal  it  is  desired  to  plate  with.  The  metal  is  volatilized  by  the 
electric  current  The  apparatus  consists  of  a  hoUow  vessel,  from  which  the  air  is  partially  ex- 
hausted ;  within  this  vessel  are  arranged  opposite  to  each  other  the  two  poles  of  an  induction  coiL 
The  article  to  be  electroplated,  a  bit  of  glass  for  example,  is  suspended  between  the  poles;  to  the 
negative  pole  is  attached  a  small  piece  of  the  metal  that  is  to  be  deposited  on  the  glass.  Grove  cells 
of  8  to  6  pints  are  employed,  yielding,  by  means  of  the  induction  coil,  an  electric^  spark  from  2  to 
8  inches  in  length.  Under  the  influence  of  this  spark  a  portion  of  the  metal  of  the  electrode  is  con- 
verted into  gas,  or  volatilized,  and  condenses  upon  the  cooler  surface  of  the  suspended  glass,  form- 
ing a  most  brilliant  and  uniform  deposit  The  thickness  of  the  plating  thus  produced  may  be  regu- 
lated at  will,  by  simply  continuing  the  action  of  the  electridty  for  a  longer  or  shorter  period.  That 
the  metal  is  actually  volatilized  is  proved  by  examination  with  the  spectroscope  during  the  progress 
of  the  operation,  the  characteristic  lines  of  whatever  metal  is  used  for  the  electrode  being  fully  re- 
vealed. (See  American  Journal  of  Science  and  ArU^  vol.  xiii.,  January,  1877,  and  vol.  xiv.,  Septan- 
ber,  1877.) 
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EucmoTTPixo. — ^The  following  excellent  account  of  the  process  of  electrotyping,  with  descriptions 
of  the  most  improved  machinery  and  tools,  is  condensed  from  '^  Hints  on  Electrotyping  and  Stereo- 
typing," a  pamphlet  issued  by  Messrs.  R.  Hoe  Sl  Co.  of  New  York. 

M&Mmg, — The  type  should  be  perfect,  and  set  up  with  high  spaces  and  quadrats  and  with  t3rpe- 
high  bearers  all  around  it.  This  prevents  the  wax  from  spreading  while  the  form  is  pressed  in  it,  and 
also  facilitates  the  operation  of  **  backing."  Forms  for  electrotyping  must  be  locked  up  tighter  than 
those  for  press-work.  Great  care  must  be  taken  that  the  form  be  well  justified,  all  spaces  planed 
down,  and  the  surface  perfectly  clean.  Blacklead  freely  with  a  fine,  soft  hatter's  brush,  removing 
the  surplus.  A  well-leaded  form  facilitates  the  drawing  of  the  mould,  and  prevents  the  wax  from 
adhering  to  the  woodcut  or  type.  Woodcuts  are  locked  up  in  the  same  way  as  type,  but  before 
blacklefuiing  they  must  be  perfectly  cleaned  with  naphtha  or  benzine  from  the  ink  which  is  commonly 
adhering  to  them,  and  dri(Kl  thoroughly.  Great  care  must  be  taken  that  no  particles  of  black  lead 
dog  the  fine  lines  of  the  engraving,  as  very  much  depends  upon  the  preparation  of  the  form  for 
moulding.    The  cuts,  of  course,  must  be  brought  up  to  exact  type  height  by  proper  underlaying. 

The  movlding-case  is  a  flat  brass  pan  about  a  quarter  of  an  inch  deep,  with  two  flanges,  which  fit 
into  the  clamps  of  the  moulding-press.  The  bade  of  the  pan  must  be  planed  smooth.  The  moulding 
composition  is  made  of  the  best  pure  yellow  beeswax.  In  a  temperature  of  90°  to  95°  the  wax  may 
need  no  admixture ;  but  tt  the  room  is  cooler,  it  should  be  prevented  from  cracking  by  the  addition 
of  from  5  to  20  per  cent  of  vii^n  turpentine.  New  wax  should  be  boiled  several  hours  before  pour- 
ing into  the  moulding-case ;  old  wax,  only  long  enough  to  evaporate  all  moisture.  Care  must  be 
taken  not  to  have  too  much  heat,  or  the  wax  will  be  burned  and  rendered  quite  useless.  Steam  is 
mudi  the  best  for  this  purpose,  as  with  it  the  wax  cannot  be  overheated.  The  moulding-case,  having 
been  slightly  warmed,  is  placed  on  the  level  ccue-filling  table,  and  the  melted  wax  is  poured  into  it 
with  a  dean  iron  or  copper  ladle,  great  care  being  taken  to  run  the  wax  entirely  over  the  case  while 
it  is  hot,  so  that  its  cooling  too  quickly  may  not  cause  irregularities  in  any  part.  The  air-bubbles 
which  rise  to  the  surface  must  be  touched  with  the  heated  building-iron.  Should  the  wax  shrink 
away  from  the  edges  of  the  case,  it  can  be  remeltcd  there  by  running  the  heated  iron  over  it  when  it 
is  just  set.  When  the  wax  has  become  cool,  it  should  present  a  smooth,  even  surface ;  otherwise  it 
is  useless,  and  it  is  better  put  back  into  the  pot  to  be  melted  over  again^  The  whole  surface  should 
now  be  carefully  and  thoroughly  rubbed  over  with  black  lead,  by  means  of  the  soft  brush  alluded  to, 
after  which  the  wax  is  ready  for  the  impression.  The  form  is  placed  on  the  bed  of  the  press,  and 
the  moulding-case  in  the  clamps  on  the  head  of  the  press,  immediately  over  but  not  touching  it,  and 
the  bed  is  raised  until  a  proper  impression  is  taken  in  the  wax.  The  exact  depth  can  only  be  at- 
tained by  practice.  Should  the  form  stick  in  the  wax,  it  may  be  relieved  by  touching  the  chase  gently 
in  two  or  three  places  with  a  long  screw-driver,  so  as  not  to  break  the  face  of  the  wax.  When  once 
the  form  or  engraving  is  withdrawn  from  the  wax,  it  must  not  be  reentered,  as  it  probably  would  not 
go  exactly  into  the  same  place  again,  and  the  impression  would  be  rough. 

Now  remove  the  case  from  the  clamps  and  place  it  upon  a  table  ready  for  the  process  of  building. 
This  operation  requires  skill  and  a  steady  hand.  A  well-built  mould  will  save  a  great  deal  of  trouble 
in  the  stages  which  follow,  as  the  object  is  to  obviate  as  much  as  possible  the  necessity  of  chiseling 
the  plates.  Wax  is  run  or  built  on  the  places  where  blanks  are  to  be.  This  building  is  performed 
with  the  buildiog-iron,  Fig.  1262,  which  is  heated  and 

applied  to  a  strip  of  wax,  melting  it  and  causing  it  to  1262. 

flow  down  from  the  point  of  the  iron  on  to  the  blanks 
of  the  mould.  This  process  cannot  be  easily  taught, 
but  it  must  be  acquired  by  careful  practice.  The 
great  difficulty  is  to  prevent  the  wax  from  running 
where  it  is  not  required.  A  quick  eye  and  steady 
band  will  do  this.  The  wax  used  in  building  should 
be  cat  in  strips  of  various  widths  to  suit  the  work,  and  must  be  kept  perfectly  dry.  If  any  portion 
gets  damp,  it  is  best  not  to  use  it  for  building  purposes,  as  there  is  danger  of  its  spattering  over  the 
mould.    The  building-iron  must  not  be  too  hot. 

After  the  wax  mould  is  well  built,  it  is  ready  for  blacklcading,  which  is  necessary  to  give  it  a  con- 
ducting surface  and  cause  the  copper  to  be  gradually  deposited  over  every  part  of  it.  Black  lead 
for  this  purpose  must  be  pure,  with  a  bright  lustre,  free  from  grit,  and  very  fine.  If  it  is  inferior 
and  dead-looking,  it  is  worse  than  useless.  It  must  be  thoroughly  worked  into  every  letter  and  line, 
or  it  is  useless  to  put  the  mould  into  the  precipitating  cell,  for  the  copper  will  not  be  deposited  per- 
fectly over  its  surface.  The  black4ead  machine  has  a  traveling  carriage  that  holds  the  mould,  or 
several  moulds  if  small,  and  passes  backward  and  forward  under  the  vibrating  brush.  One  12  by  18 
Inches  can  be  blackleaded  in  two  minutes.  An  apron  under  the  machine  catches  the  powder  and 
prevents  waste.  After  this  operation  has  been  thoroughly  performed,  the  superfluous  black  lead  is 
removed  by  a  broad-nosed  bellows,  not  a  particle  being  allowed  to  remain,  or,  the  copper  being  de- 
posited over  it,  a  rough  and  faulty  electrotype  will  result.  The  mould,  held  to  the  light,  should 
reflect  from  all  parts  of  its  polished  face.  The  black  lead  being  an  inferior  conductor,  and  its 
whole  surface  not  bdng  in  the  current  at  once,  it  is  necessary  to  have  some  nucleus  of  metal  on 
which  the  copper  deposit  may  commence.  This  is  sometimes  provided  by  removing  the  wax  from 
the  rim  of  the  brass  case,  on  which  the  deposit  will  begin,  and  from  which  it  will  gradually  spread 
over  the  whole  surface  of  the  wax.  Another  way  is  to  fasten  a  piece  of  metal  to  the  wax  at  the  top 
of  the  mould,  and  connect  it  with  the  metal  by  a  copper  wire,  perfectly  clean,  wound  around  the  con- 
necting-rod. The  back  and  edges  of  the  moulding-case  must  be  coated  with  hot  wax  after  it  is  black- 
leaded,  to  prevent  the  copper  forming  upon  it  To  prevent  the  deposit  of  copper  on  any  places 
where  it  is  not  wanted,  the  hot  building-iron  is  run  over  them  so  as  to  destroy  the  continuity  of  the 
blade-lead  surface.    To  dispd  the  film  of  air  which  forms  on  the  surface  of  the  blackleaded  wax, 
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before  placing  in  the  precipitating  cell,  lay  the  case  in  an  inclined  shallow  tin  pan,  and  poor  alcobdl 
over  it,  beginning  at  the  upper  side.  Then  place  the  case  on  its  back  in  a  shallow  trough,  and  forae 
water  on  it  by  a  pump  through  a  flexible  tube,  taking  care  that  the  water  thoroughly  penetrates  the 
cavities  and  forces  out  the  air-bubbles  which  adhere  so  tenaciously.  The  mould  ^ould  now  be  taken 
out  and  quickly  placed  in  the  precipitating  cell. 

The  Battery. — See  that  all  the  connections  are  perfect  Those  from  the  platinized  plates  in  the 
battery  lead  to  the  copper  plate  in  the  precipitating  cell,  and  from  the  zinc  plates  to  the  wax  mould. 
The  copper  plate  must  be  suspended  about  2  inches  from  the  mould.  The  battery  should  not  work  too 
rapidly,  or  the  shell  will  be  spongy  and  unfit  for  printing.  If  too  strong,  remore  some  of  the  negir 
tive  or  zinc  plates ;  if  too  slow,  increase  either  zinc  or  platinized  plates,  or  add  sulphuric  tcid.  Per- 
haps,  if  the  battery  has  been  running  some  time,  only  water  may  be  needed  to  excite  its  action ;  but 
always  remove  both  negative  and  zinc  plates  when  pouring  acid  into  the  battery  solution.  The  eolo* 
tion  of  the  sulphate  of  zinc  in  the  bottom  of  the  battery  should  be  removed  as  it  becomes  satureted 
by  a  siphon,  and  fresh  water  and  add  added.  If  the  battery  is  working  properly,  10  or  12  hours  will 
give  a  perfect  shell ;  but  if  it  is  found  that  some  part  of  the  mould  is  not  covered  with  copper,  wash 
it  off  well  with  water,  and  with  the  finger  or  brush  rub  black  lead  upon  it,  after  which  the  copper 
will  soon  run  over  it.  This  will  never  become  necessary,  however,  if  the  wax  has  been  suffidentlj 
blackleaded  in  the  first  place.  The  strips  of  sheet  copper  forming  the  connection  between  the  bat- 
tery and  the  precipitating  trough  should  be  of  suflScient  width  to  conduct  a  plentiful  current  of  eleo> 
tridty ;  in  fact,  it  is  better  to  have  them  larger  than  is  actually  required.  The  rods,  hooks,  and  all 
connections,  on  both  battery  and  predpitating  trough,  should  be  well  dcaned  with  sand-paper. 

Adamses  Process  for  Covering  Moulds  with  a  Metallic  Surface. — This  process,  patented  hi  1870, 
is  claimed  to  give  a  perfect  surface  with  certainty  and  rapidity.  While  the  wax  is  still  warm  in  the 
moulding-case,  apply  finely  powdered  tin  with  a  soft  brush  until  the  surface  presents  a  metallic  ap- 
pearance. Then  brush  off  superfluous  powder.  The  form  of  type  or  woodcut  is  first  coated  with 
black  lead,  to  insure  the  separation  of  the  mould  from  it,  and  an  impression  is  taken  in  the  wax, 
after  which  the  black  lead  is  blowm  out.  Build  up  and  connect  the  mould  in  the  usual  manner. 
Then  brush,  by  hand  or  machine,  tin-powder  over  it,  and,  after  blowing  out  again,  touch  writh  a  hot 
building-iron  all  parts  of  the  mould  on  which  the  copper  is  not  to  be  predpitated.  Immene  it  in 
alcohol,  then  wash  with  water  to  remove  the  air  from  the  surface,  and  it  is  ready  to  be  suspended  in 
a  solution,  which  must  be  made  as  follows :  Fill  a  precipitating  cell  nearly  full  with  water,  keeping 
an  account  of  the  number  of  gallohs  poured  in ;  hang  a  bag  of  sulphate-of-copper  crystals  in  the  top 
of  it  until  the  water  is  saturated  ;  for  every  gallon  of  water  add  from  half  a  pint  to  3  gills  of  sni- 
phuric  acid,  and  mix  the  whole  thoroughly.  In  this  solution  hang  a  sheet  of  copper,  connecting  it 
with  the  negative  plates  of  the  battery ;  and  when  the  solution  b^mes  cool  and  settled,  immerse 
the  mould  and  connect  it  with  the  positive  or  zinc  pole  of  the  battery,  when  the  surface  of  the  mould 
will  be  quickly  covered  with  thin  copper.  Then  remove  for  completion  to  another  and  larger  pre- 
dpitating cell,  containing  a  solution  made  in  the  proportion  of  one  pound  of  sulphate  of  copper  and 
one  gill  of  sulphuric  add  to  each  gallon  of  water.  If  sulphate-of-copper  crystals  form  on  the  copper 
plate  in  the  first  predpitating  trough,  detach  it  and  dissolve  them  off,  adding  another  plate  in  its 
place.  When  the  solution  in  the  first  precipitating  cell  has  become  nearly  saturated  with  tin,  whidi 
will  happen  after  a  long  time,  it  should  be  thrown  away  and  replaced  with  fresh.  This  process  (rf 
using  a  metallic  powder  in  connection  with  black  lead,  or  in  place  of  it,  is  said  to  accomplish  in  a  few 
minutes  what  with  black  lead  alone  requires  from  2  to  4  hours. 

ELECTROMETERS  AND  GALVANOMETERS.  ELECTROinETEB8.~For  the  purpose  of  ascertam- 
ing  the  intensity  with  which  a  body  is  charged,  and  also  the  lawrs  of  electrical  attraction,  an  instro- 
ment  was  invented  by  Coulomb,  called  Coulomb's  torsion-balance  electrometer,  illustrated  m  Fig. 
1263.  Its  essential  parts  consist  of  a  fine  metalh'c  wire,  which  is  held  on  a  cap  at  the  top,  and  sop- 
ports  a  delicate  horizontal  needle  of  shellac  The  needle  has  a  small  gilt  ball  g  at  one  extremity. 
Another  rod  of  shellac,  /',  is  so  adjusted  in  the  cover  of  the  large  glass  cylinder  that  the  small  ^ 
ball  g'  may  be  passed  down  and  held  at  a  level  with  the  latter.  If,  now,  the  horizontal  needle  /is 
so  placed  that  the  ball  g  may  be  touched  by  the  ball  ^,  and  the  latter  is  charged  with  electridtj  and 
introduced,  it  will  deliver  to  the  former  hall  of  its  charge,  and  the  two  will  be  mutually  repelled,  tiie 
repulsion  being  measured  by  the  amount  of  torsion  of  the  suspending  wire,  whidi  may  be  ascertained 
by  means  of  a  drcular  scale  marked  upon  the  circumference  of  the  cylinder,  and  another  suitably 
adjusted  at  the  upper  end  of  the  small  cylinder,  from  which  the  wire  is  suspended.  The  cap  at  the 
top  may  be  turned  to  increase  the  force  of  torsion,  which  is  in  proportion  to  the  angle,  and  to  bring 
the  balls  nearer  together.  With  this  instrument  Coulomb  demonstrated  the  following  laws :  1.  The 
force  of  attraction  and  repulsion  between  two  electrified  bodies  is  in  the  inverse  ratio  of  the  sqnam 
of  the  distance.  2.  The  distance  remaining  the  same,  the  force  of  the  attraction  and  repulsion  be- 
tween two  electrified  bodies  is  dii-ectly  as  the  product  of  the  quantities  of  electridty  with  whkh  they 
are  charged. 

Galvanomiters. — It  has  been  stated  that  if  a  magnetic  needle  is  brought  near  a  wire  throagfa 
which  a  galvanic  current  is  passing,  it  will  be  deflected  ;  the  direction  depending  upon  the  relative 
position  of  the  wire  to  the  needle,  and  upon  the  direction  of  the  current  Upon  this  peculiar  action 
depends  the  construction  of  an  instrument  which  is  used  for  measuring  the  strength  of  a  galTamc 
current,  called  a  galvanometer.  If  the  wire  is  held  above  the  magnetic  needle,  and  parallel  to  it, 
and  a  current  is  passed  in  the  direction  of  its  north  end,  that  end  will  be  deflected  to  the  left,  as 
represented  in  Fig.  1264,  when  the  observer  is  looking  downward  and  to  the  north.  If  the  wire  is 
held  under  the  needle,  and  the  current  passed  in  the  same  direction,  the  north  end  will  be  deflected 
to  the  right ;  but  if  the  current  is  passed  from  north  to  south,  the  needle  will  be  deflected  in  the 
same  direction  as  when  the  current  parsed  above  it  from  south  to  north.  If,  therefore,  the  wire  is 
turned  upon  itself,  as  represented  in  Fig.  1266,  two  forces  will  act  upon  the  needle,  tending  to  deflect 
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h  in  the  same  direction ;  and  if  the  wire  is  fonned  into  a  flat  coil,  the  deflecting  force  exerted  upon 
the  needle  will  be  multiplied  nearly  as  many  times  as  the  wire  passes  backward  and  forward. 
Schweigger*8  multiplier,  constructed  in  this  manner,  is  shown  in  Fig.  1266.  The  sensitiveness  of  the 
instrument  is  increased  by  using  what  is  called  an  astatic  needle,  which  is  constructed  by  placing  two 
magnetic  needles  upon  the  same  axis,  but  with  their  noi*th  and  south  ends  in  opposite  directions,  and 
suspending;  them  horizontally  by  a  delicate  fibre  of  silk.  If  their  axes  are  perfectly  parallel,  and  they 
have  precisely  the  same  magnetic  force,  they  will  form  a  system  which  is  astatic ;  that  is,  they  will 
when  acted  upon  only  by  the  earth's  magnetism  point  ind^erently  in  any  direction.    It  is  howerer 

1268. 


1964. 


I860. 


1866. 


impossible  to  place  them  perfectly  parallel,  and  it  therefore  follows  that  when  they  have  equal  mag- 
netic force  they  will  only  come  to  rest  when  at  right  angles  to  the  plane  of  the  magnetic  meridian. 
It  is  usual,  however,  except  in  the  most  delicate  tests,  to  have  one  of  the  needles  slightly  stronger 
than  the  other,  so  that  there  shall  be  a  slight  directive  tendency  north  and  south  to  the  system.  If 
a  wire  carrying  a  current  is  held  between  the  two  needles,  they  will  both  be  deflected  in  the  same 
direction ;  and  if  the  wire  is  formed  into  a  coil,  the  force  will  be  multiplied.  An  astatic  galvanome- 
ter is  represented  in  Fig.  1267. 
The  astatic  galvanometer  cannot  be  used  to  measure  currents  of  much  strength,  on  account  of  its 


126T. 


1268. 


too  great  delicacy.  For  this  purpose  the  tangent  galvanometer  and  the  sine  galvanometer  are  em- 
ployed. The  tangent  galvanometer,  F\^,  1268,  consists  of  a  vertical  circle  made  of  a  band  of  copper, 
the  two  ends  of  which  are  connected  with  the  poles  of  a  battery.  In  the  centre  of  this  vertical  circle 
a  small  magnetic  needle  is  placed,  in  length  about  one-twelfth  of  the  diameter  of  the  cirale.  When 
the  needle  is  no  longer  than  this,  the  tangent  of  the  angle  of  deflection  will  be  proportional  to  the 
strength  of  the  current.  In  using  the  mstrument,  the  plane  of  the  vertical  circle  is  placed  in  the  plane 
of  the  magnetic  meridian. 

The  sine  galvanometer,  invented  by  Pouillet,  is  represented  in  Fig.  1260.    A  longer  magnetic  nee- 
dle may  be  employed  in  this  instrument,  because  it  is  kept  at  right  angles  to  the  axis  of  the  coil 
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through  which  the  current  passes.  A  horizontal,  graduated  circle,  containing  a  declination  needle,  is 
fixed  within  a  vertical  circle,  the  two  turaing  on  a  vertical  axis  which  passes  through  the  centre  of  a 
lower  stationary,  horizontal,  graduated  circle,  an  index  being  used  to  measure  the  arc  of  revolution. 
A  stout  copper  wire,  covered  with  silk,  is  passed  one  or  more  times  around  the  rim  of  the  vertical 
circle,  according  to  the  strength  of  the  current  which  is  to  be  measured    For  weaker  currents  the 

coils  are  increased.     In  using  the  instrument,  the 
^^^'  plane  of  the  vertical  circle  is  placed  in  the  plane 

of  the  magnetic  meridian.  The  needle  and  index 
will  then  each  stand  at  0,  respectively  on  the  up- 
per and  lower  horizontal  circles.  If  a  current  is 
now  sent  through  the  wire,  the  needle  will  be 
deflected ;  and  if  the  vertical  circle  is  rotated  till 
the  needle  lies  in  its  plane,  and  therefore  again 
points  to  0,  the  deflection  will  be  marked  by  the 
index  on  the  lower  circle.  The  deflecting  force 
of  a  current  acting  at  right  angles  to  the  axis  of 
the  needle  exactly  balances  the  magnetic  force 
of  the  earth,  which  is  proportional  to  the  sine  of 
the  angle  which  the  needle  makes  with  the  mag- 
netic meridian. 

An  instrument  called  a  differential  galvanom- 
eter is  sometimes  used  to  measure  at  the  same 
time  the  difference  in  strength  of  two  currents. 
For  this  purpose  two  separate  coils  of  the  same 
sized  wire  are  passed  an  equal  number  of  tunes 
around  the  same  needle.  When  two  currents  are 
sent  in  contrary  directions  through  the  coils,  the 
amount  of  deflection  produced  will  indicate  the 
difference  in  strength  between  them. 

Sir  William  Thomson's  mirror  galvanometer, 

Fig.  1270,  measures  a  delicate  galvanic  current 

with  more  precisidn  than  any  other  instrument 

that  has  been  invented.    A  magnet  is  suspended 

within  a  coil  of  wire  which  varies  in  size  and 

length  according  to  the  size  and  length  of  the 

conductor  through  which  the  current  has  alreadj 

passed.    If  it  has  passed  through  long  circuits 

containing  bad  conductors,  the  coil  should  be  long 

and  of  fine  wire,  because  the  current  will  have  been  so  much  weakened  that  a  fine  long  wire  is  now 

sufficient  to  conduct  it,  and  therefore  it  may  be  used  to  induce  a  considerable  magnetic  force.    The 

coil  is  placed  within  the  cylinder  mounted  upon  the  rectangular  box  shown  in  the  figure,  and  to  one 

side  of  the  magnet  suspended  within  it  there  is  attached  a  mirror  which  reflects  a  ray  of  light  upon 

a  horizontal  graduated  screen  in  front  of  it,  and  behind  which  there  is  placed  a  lamp  which  sends  a 

ray  of  light  through  an  orifice.    A  slight  deflection  of  the  magnet,  which  together  with  the  mirror 

weighs  only  a  few  grains,  gives  the  reflected  ray  a  wide  range  over  the  graduated  screen.    A  bar 

magnet,  S,  placed  in  the  magnetic  meridian,  is  used  to  counteract  the  earth's  magnetism  and  thereby 

increase  the  delicacy  of  the  instrument.    Another  bar  magnet,  T,  perpendicular  to  the  magnetic 

meridian,  is  used  to  adjust  the  instrument  to  zero  when  no  current  is  passing. 

An  instrument  called  a  rheostat,  invented  by  Wheatstone  for  the  purpose  of  comparing  resistances, 
is  represented  in  Fig.  1271.    Two  cylinders  of  equal  diameters  turning  upon  their  axes  are  held  in  a 


frame.  One  of  them,  -4,  is  of  metal,  and  the  other,  5,  of  some  non-conductor,  as  vulcanite  or  baked 
wood.  There  is  a  spiral  groove  in  the  non-conducting  cylinder  in  which  a  wire,  connected  with  the 
binding-screw  C,  is  wound  for  an  indefinite  distance,  and  then  transferred  to  the  other  cylinder  and 
wound  upon  it  to  its  further  end.  By  turning  the  crank  connected  with  one  of  the  cylinders,  the 
wire  may  be  all  transferred  from  one  to  the  o£er.    A  binding-screw  connects  with  the  metal  cylin- 
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der;  and  when  this  and  the  other  binding-screw  are  connected  with  the  electrodes  of  a  battery,  a  gal- 
Tanic  current  will  pass  through  the  wire  which  is  wound  upon  the  non-conductor,  and  also  through 
the  metal  cylinder,  so  that  it  will  be  easy  to  interpose  in  the  circuit  any  desired  length  of  wire  having 
any  desired  area  of  cross-section.  Establishing  a  certain  length  of  a  certain  sized  wire  as  a  unit  of 
measure,  a  comparison  may  be  made  between  the  resistances  of  yarious  media.  To  measure  the 
resistance  of  any  conductor,  the  rheostat  and  sine  galvanometer  may  be  used  in  the  following  man- 
ner :  In  Fig.  1272,  let  m  be  a  conductor  whose  resistance  is  to  be  measured  or  compared.  One  end 
of  it  is  dipped  in  a  cup  of  mercury,  6,  which 

ia  also  connected  with  one  pole  of  a  battery,  T.  12T1. 

The  other  end  of  m  dips  into  a  second  cup  of 
mercury,  a,  which  is  connected  with  one  of  the 
bmdmg-screws  of  the  rheostat  A  wire  at- 
tached to  the  other  binding-screw  is  connected 
with  one  end  of  the  wire  which  passes  around 
the  vertical  circle  of  the  galvanometer,  the 

other  end  of  which  connects  with  the  other  ' 

pole  of  the  battery.  The  rheostat  wire  is  all 
wound  on  the  metal  cylinder,  and,  the  circuit 
being  closed,  the  deflection  of  the  galvanome- 
ter may  be  noted.  Then  the  conductor  m  is 
removed  from  the  circuit,  and  the  two  wires  at 
a  and  b  are,  joined.  Enough  of  the  rheostat 
wire  is  now  wound  on  the  non-conducting  cyl- 
inder to  cause  the  same  deflection  in  the  needle 
as  before.  That  portion  of  the  rheostat  wire 
through  which  the  current  passes  will  have 
the  same  resistance  as  that  of  the  conductor 
m,  whose  amount  is  therefore  found  by  com- 
parison. 

The  results  obtain<Hl  from  numerous  experi- 
ments upon  the  conductivities  of  various  met- 
als show  that  silver,  gold,  and  copper  are  the 
three  best  conductors,  and  that  impurities 
greatly  increase  resistance,  as  does  also  an  in- 
crease of  temperature.  It  has  been  shown  by  Forbes  that  metals  have  proportional  conductivities 
for  heat  and  for  electricity,  and  that  impurities  also  proportionately  increase  the  resistance  for  each. 
The  following  table  gives  £.  Becquerel's  determinations  of  specific  electrical  resistances  at  16°  C, 
regarding  that  of  silver  at  0**  as  100 : 


Silver. 107 

Copper 112 

Gold. 165 

Cadmium 407 

Zinc 414 


Tin 734 

Iron 826 

Lead 1218 

Platinum 1248 

Mercury 6660 


ELECTROMOTORS.  Motors  actuated  by  the  attraction  and  repulsion  of  electro-magnets  exist 
in  numerous  forms.  The  commonest  and  simplest  is  the  rotating  cylinder,  having  arms  of  metal, 
which  serve  as  armatures,  to  be  attracted  or  repulsed  by  electro-magnets  disposed  radially  about 
the  periphery  of  the  cylinder.  A  commutator  connects  the  current  in  proper  manner  to  the  elec- 
tro>magnet8  successively,  which  are  thus  excited  at  such  intervals  as  to  attract  the  cylinder  and 
cause  it  to  rotate  continuously.  The  older  forms  of  this  engine  were  made  on  the  reciprocating 
plan.  No  attempts  to  adapt  it  for  general  use  as  a  motor  have  been  successful — on  account,  first, 
of  the  practical  difficulties  in  the  construction  of  the  machine  itself,  and  second,  of  its  great  lack  of 
economy  as  compared  with  the  steam-engine.  The  best  results  obtained  have  been  from  small 
machines,  in  which  economy  of  fuel,  etc.,  is  no  especial  object.  It  has  in  such  form  been  adapted 
for  operating  sewing  machines,  dental  drills,  small  printing  presses,  and  other  light  machinery ;  but 
its  value  is  not  permanent,  as  it  deteriorates  rapidly,  especially  through  the  destruction  of  the  com- 
mutators, and  involves  the  constant  care  and  renewing  of  the  batteries. 

On  the  other  hand,  the  actual  efficiency  of  the  electric  engine  is  about  four  times  that  of  the  best 
steam-engine ;  but  when  the  relative  cost  of  zinc  and  coal  is  considered  as  materials  of  consumption, 
this  advantage  is  much  more  than  counterbalanced.  It  may  be  demonstrated  that  in  the  Daniell 
battery,  the  liquid  used  being  a  solution  of  sulphate  of  copper,  the  heat  produced  by  the  solution  of 
1  lb.  of  zinc  is  8,006  thermal  units,  and  that  consumed  is  1,687  thermal  units,  leaving  the  total  quan- 
tity of  heat  developed  1,419  thermal  units.  This  multiplied  by  772  foot-pounds  gives  1,096,468  foot- 
pounds for  the  amount  of  energy  developed  by  dissolving  1  lb.  of  zinc  in  a  Daniell  battery,  equal 
to  one-tenth  part  of  the  energy  developed  by  burning  1  lb.  of  carbon.  Similarly,  it  may  be  shown  that 
in  Smee's  battery  694,800  foot-pounds  of  mechanical  energy  are  developed.  This  last  is  about  one- 
sixteenth  part  of  the  energy  developed  by  burning  1  lb.  of  carbon.  Now  it  has  been  stated  that  the 
actual  efficiency  of  the  electro-magnetic  engine  is  four  times  that  of  the  steam-engine ;  hence,  the 
work  performed  per  pound  of  zinc  would  be  four-tenths  of  the  work  per  pound  of  carbon  in  the 
first  instance  above  given,  and  four-sixteenths  in  the  second.  Consequently,  therefore,  the  working 
expense  per  pound  of  zinc  consumed  must  fall  until  it  is  from -four-tenths  to  one-quarter  of  the 
worlung  expense  of  the  most  economical  steam-engines  per  pound  of  carbon,  or  of  coal  equivalent  to 
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carbon,  before  the  electromotor  can  hope  to  equal  the  steam-engine  in  point  of  eoonoroj.  Acoording 
to  Van  der  Weyde,  the  ratio  of  the  cost  of  electricity  as  a  motive  power  as  compared  with  that  of 
steam  is  as  600  to  1,  the  price  of  zinc  being  estimated  at  12^  cents  and  of  coal  at  ^  cent  per  pound. 
Allowing  for  the  superior  efficiency  of  the  electric  engine,  he  determines  the  expense  of  running  the 
latter  to  be  about  100  times  that  of  the  steam-engine.    (See  Manufacturer  and  Builder^  iii.,  150, 172.) 

Many  misinformed  inventors  have  attempted  to  build  electromotors  on  a  supposed  principle  that  a 
given  battery  is  capable  of  magnetizing  any  number  of  magnets.  This  is  wholly  without  foundation. 
According  to  Ohm's  law,  a  battery  works  to  its  utmost  capacity  and  utmost  result  when  the  resistance 
which  the  discharging  wire  offers  to  the  current  is  equal  to  the  resistance  which  the  battery  itself 
offers  to  the  passage  of  the  same  current  Metals  are  much  better  conductors  than  fluids,  surpassing 
them  several  million  times ;  copper  wire  conducts  the  currents  20,000,000  times  better  than  the  beet 
solutions  in  the  battery,  to  which  the  resistance  of  the  porous  cups  has  to  be  added ;  consequently  a 
Bunsen  battery  of  two  cups  is  able  to  discharge  its  current  through  many  miles  of  copper  wire,  with- 
out experiencing  a  resistance  greater  than  the  current  has  to  overcome  in  the  battery  itself:  bow 
many  miles  may  be  easily  calculated  from  the  dimensions  of  the  battery,  thickness  of  wire,  etc.  As 
long  as  the  length  of  the  wire  is  below  this,  the  whole  power  of  the  battery  is  discharged,  and  no 
change  in  the  currents  of  the  wire  and  its  effects  on  electro-magnets  can  be  perceived,  though  the 
length  of  this  wire  be  increased  and  say  4,  8,  or  even  20  or  60  electro-magnets  be  charged.  As  soon 
as  the  number  of  magnets  is  augmented  so  that  the  length  of  the  wite  surrounding  them  exceeds  the 
limit  at  which  the  resistance  it  offers  to  the  current  is  equal  to  the  resistance  offered  by  the  battery, 
the  whole  power  of  the  battery  can  no  longer  be  discharged,  and  the  power  of  the  individual  magnets 
will  begin  to  decrease. 

A  good  review  of  the  various  attempts  which  have  been  made  in  Europe  to  construct  an  econom- 
ical electromotor  will  be  found  in  Figuier's  **  Merveilles  de  la  Science.''  Dubs,  ^  Electro-Magnetis- 
mus"  (Berlin,  1861),  deals  with  the  subject  quite  fully.  An  interesting  controversy  regarding  an 
alleged  electromotor  of  great  power  appears  in  the  Scientific  American^  vol.  xxv. 

An  advantageous  application  of  the  electro-magnetic  engine  has  been  'made  in  Phelps's  electro- 
motor telegraph  (see  Telegraphic  Apparatus),  where  it  is  used  to  operate  the  type-wheel  and  print- 
ing mechanism,  hitherto  driven  by  means  of  a  weight  and  wheel-work.  The  motor  consists  of  8 
electro-magnets  arranged  in  a  circle,  within  which  a  revolving  shaft  carries  a  circular  row  of  soft-iron 
armatures,  6  in  number.  The  commutator  is  so  connected  t£at  the  electro-magnets  act  sucoessiTely 
as  the  armatures  come  within  their  influence,  and  cease  to  act  just  as  the  latter  arrive  at  a  pohit 
opposite  to  the  poles  of  the  magnets.  By  this  means  a  constant  attraction  is  exerted  upon  the  anna- 
tures,  which  causes  the  shaft  to  revolve  with  great  rapidity.  The  motor  is  provided  with  a  centrifu- 
gal governor,  which  acts  to  reduce  the  quantity  of  electricity  flowing  through  the  actuating  magnets 
whenever  the  speed  becomes  too  great,  by  which  means  its  motion  is  rendered  perfectly  uniform. 
The  magnets  are  of  ordinary  form,  having  cores  0.6  inch  in  diameter  and  1.26  inch  in  length,  wound 
with  insulated  copper  wire  0.042  inch  in  diameter.  The  local  battery  which  drives  the  motor  con- 
sists of  two  large  Bunsen  cells  (see  Electro-Galvanic  Batteries),  charged  with  PoggendorCTs 
bichromate  solution  in  contact  with  the  carbons  in  the  porous  ceU,  and  diluted  sulphuric  add  in  the 
outer  or  zinc  cell.  The  containing  jars  are  of  glass  9  inches  in  diameter  and  6  inches  high.  The 
zinc  cylinders  are  8  inches  outside  diameter  and  0.6  inch  thick.  Each  contains  a  porous  cell  7.6 
inches  in  diameter.  The  carbon  element  consists  of  two  rectangular  plates  placed  parallel  and  about 
2  inches  apart,  each  plate  being  6  by  6.6  inches.  This  battery  will  run  a  motor  continuously  for  16 
hours  without  requiring  a  renewal  of  the  bichromate  solution.  A  complete  description  of  this  appa- 
ratus will  be  found  in  "  Electricity  and  the  Electric  Telegraph,"  Prescott,  New  York,  1877.  A  good 
historical  account  of  electromotors  appears  in  **  Les  Merveilles  de  la  Science,"  Figuier,  Paris,  no  date, 
vol.  ii.,  886. 

Transmission  of  Power  bt  Electrioitt. — ^For  the  transmission  of  power  from  a  steam  or  water 
motor  initially,  the  following  system  has  been  adopted :  First,  a  strap  or  belt  from  the  motor  was 
carried  to  the  pulley  of  the  driving  dynamo-electric  machine  which  generated  the  current.  By  lead- 
ing-wires of  the  required  length,  the  electrical  current  generated  in  the  first  machine  was  conveyed 
to  the  terminals  of  a  second  and  precisely  similar  machine.  Thus  the  first  machine  generated  the 
current,  which  was  utilized  in  imparting  motion  to  the  second  machine.  The  greatest  work  was 
yielded  by  the  second  machine  when  the  strength  of  the  current  given  by  the  first  machine  or  sooroe 
had  been  reduced  to  one-half  by  the  induced  current  from  the  second  madiine.  Supposing  two 
equal  machines  arranged  for  the  transmission  of  power,  the  amount  of  work  reclaimable  from  the 
second  machine  would  be  60  per  cent  of  that  employed  upon  the  first ;  and  the  number  of  revolu- 
tions of  the  armature  of  the  second  machine,  corresponding  to  the  maximum  of  work  reclaimed, 
would  be  haif  the  number  made  by  the  first.  Experiments  also  proved  that  the  loss  of  eflSdcn^ 
was  proportional  to  the  added  resistance.    (See  Engineer^  xlv.,  96^ 

At  the  electroplating  works  of  the  Soci6t6  du  Val  d'Osne  in  Paris,  two  Gramme  machbes  have 
been  used  in  the  above  manner,  one  being  connected  to  the  driving-shaft  of  the  works,  producing  a 
current  which  sets  machine  No.  2  in  motion,  and  this  in  turn  drives  the  machine  which  supplies  cur^ 
rent  for  the  baths.  Motive  power  is  thus  transmitted  over  a  distance  of  about  400  feet  by  means  of 
a  single  copper  wire.  The  system,  says  M.  Cadiat  in  La  Nature  (1878),  has  worked  perfectly  and 
uniformly  for  two  months.  The  velocity  can  be  easily  regulated  by  interposing  resistance  m  the  cir- 
cuit. If,  in  the  circuit  from  machine  No.  2  to  the  electroplating  machine,  a  copper  wire  6.4  feet  long 
and  0.06  inch  in  diameter  be  inserted,  the  velocity  falls  from  760  to  40  turns  per  minute;  with  an 
iron  wire  4.8  feet  long  and  0.32  inch  in  diameter,  the  velocity  is  reduced  to  100  turns.  As  for  the 
power  required,  the  author  states  that  the  starting  or  stopping  of  the  system  is  not  recognizable  by 
the  engineer  who  controls  the  driving-engine  of  about  10  horse-power,  from  which  power  is  also 
taken  for  a  variety  of  tools. 
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The  statement  has  been  made  bj  Dr.  Siemens  that  a  continuous  rod  of  copper  80  miles  long  and 
3  inches  in  diameter  is  capable  of  conveying  that  distance  electrically  energy  equal  to  1,000  horse- 
power. This  has  been  discussed  by  Mr.  N.  S.  Keith  in  a  paper  read  before  the  American  Institute 
of  Mining  Engineers,  May  7, 1877  (republished  in  the  Etfigineering  and  Mining  Jrmmaly  July  7,  1877). 
In  planning  a  theoretical  machine  to  suit  the  conditions  of  the  problem,  he  points  out  that  it  will 
require  746,000  vebers  current  or  their  equivalent  in  energy  to  utilize  1,000  horse-power  as  electricity 
for  dynamic  purposes.*    He  says :  "  We  may  tlierefore  use  electromotive  force  of  1,000  volts,  resist- 

1000  £j 
ance  of  1.84  ohm,  and  a  current  of  746  vebers;  thus,  _  =  746  C.     In  other  words,  the  dy- 

1.84  K 

namic  equivalent  of  746,000  vebers  may  be  had  by  multiplying  the  electromotive  force  1,000  by  the 
current  746.  It  has  been  found  that  a  discharge  of  the  magnetism  of  a  soft-iron  core  induces  a  cur- 
rent in  the  coil  surrounding  it  possessing  electromotive  force  of  one  volt  for  about  each  25  feet  of 
coil.  The  quantity  or  current  comes  from  the  strength  of  the  magnetism  and  number  of  discharges. 
For  1,000  volts  electromotive  force  25,000  feet  in  length  of  copper  wire  or  strips,  weighing  1.2  lb. 
per  foot  length,  or  in  all  80,000  lbs.,  may  be  taken.  This  will  have  a  resistance  of  .66  ohm.  It 
should  be  wound  npon  a  core  of  iron  weighing  10,000  lbs.  This  coi*e  and  coil,  constituting  what  is 
called  an  armature,  must  be  revolved  between  the  poles  of  an  electro-magnet  having  such  an  attrac- 
tion for  the  armature  as  to  call  for  the  expenditure  of  1,000  horse-power  in  revolving  it.  Such  a 
magnet  will  weigh  probably  60,000  lbs.,  and  have  a  like  weight  of  copper  in  its  coils.  It  should  be 
excited  or  magnetized  by  a  smaller  armature  revolved  between  the  poles  of  a  smaller  magnet,  with 
an  expenditure  of  say  100  horse-power.  This  is  necessary,  because,  if  the  coil  of  the  magnet  is 
part  of  the  main  circuit,  the  resistance  will  be  much  increased.  The  electromotor  receiving  the 
current  of  electricity  must  have  at  least  the  same  length  of  copper  in  its  coils ;  and  as  the  resistance 
of  the  coils  (when  the  machine  in  motion  is  exerting  its  greatest  power)  is  double  that  which  they 
have  at  rest,  and  as  it  is  necessary  from  our  other  fixed  resistances  to  make  the  resistance  of  the 
machine  .60  ohm,*we  make  the  weight  of  copper  coils  per  foot  8.17  lbs.,  a  total  of  79,200  lbs.,  with 
a  weight  of  iron  about  70,000  lbs."    The  cost  of  this  apparatus  is  estimated  at  $83,200. 

"The  energy  of  1,000  horse-power  expended  on  the  machine  generating  the  electric  current  is  dis- 
tributed throughout  the  circuit  in  proportion  to  the  special  resistances  of  the  several  parts.  The 
armature,  having  a  resistance  of  .66  ohm,  absorbs  66-134,  or  492.5  horse-power;  the  conductor  18- 
134,  or  134.3  horse-power ;  the  motor  50-134,  or  878.2  horse-power.  This  last  amount  is  all  that  can 
be  utilized  with  this  arrangement,  even  if  there  is  no  loss.  The  electric  machine  and  the  motor  may 
be  made  larger,  or  two  may  be  used,  making  the  resistances  of  them  one-half  as  much,  but  not  with 
any  increase  of  utilizable  power,  as  the  resistance  of  the  conductor  remains  the  same.  Estiooating 
a  resistance  of  .83  ohm  for  machine,  .18  ohm  for  conductor,  and  .25  ohm  for  motor,  and  we  have 
83-76  or  434  horse-power  for  machine,  18-76  or  287  horse-power  for  conductor,  and  25-76  or  829 
horse-power  for  motor.  This  is  less  available  power  than  before.  The  i*esistance  of  the  earth  re- 
turning the  current  we  may  count  as  nothing.  Under  no  circumstances  can  we  utilize  the  full  power 
expended.  If  we  decrease  the  resistance  of  the  machine  to  .83  ohm,  and  increase  that  of  the  motor 
to  .83,  keeping  total  resistance  the  same,  we  will  gain.  Then  the  machine  will  absorb  33-1 34  or 
246.2  horse-power,  the  conductor  18-134  or  134.3  horse-power,  and  the  motor  619.6  horse-power. 
With  a  larger  conductor  or  shorter  distance,  this  proportion  may  be  increased.  There  are  various 
sources  of  loss,  especially  with  electricity  of  such  electromotive  force  and  tension.  There  is  no 
doubt  that  at  least  50  per  cent,  of  the  energy 
expended  on  a  magneto-electric  or  dynamo-  ^*^' 

electric  machine  at  a  waterfall  may  be  used 
at  a  distance  by  an  electro-magnetic  motor  as 
mechanical  power.  The  amount  of  heat  de- 
veloped throughout  the  entire  circuit  will  be 
equivalent  to  that  from  the  combustion  of  200 
lb«.  of  coal  per  hour,  or  42.746  heat  units  per 
minute.  That  proportion  due  to  the  armature, 
having  resistance  of  .33  ohm,  is  sufficient  to 
raise  its  temperature  V  C  per  minute.  Of 
course,  then,  some  arrangement  for  cooling  by 
water  must  be  applied." 

ELECTROPLATING.     Sec  Electro-metal- 

LOtOT. 

ELECTROSCOPES  are  instruments  for  the 
purpose  of  detecting  the  presence  of  free  elec- 
tricity, and  also  its  nature.  Hare's  electroscope, 
Fig.  1278,  consists  of  a  glass  vase,  through  the 
side  of  which  is  inserted  a  wire  having  a  brass 
knob  on  its  end,  which  may  be  approximated  by 
means  of  a  screw  cut  upon  its  circumference  to 
within  a  very  minute  distance  of  a  single  strip 

of  gold  leaf.  The  intensity  of  the  electricity  through  a  space  of  air  being  found  to  decrease  in  the  in- 
verse ratio  of  the  squares  of  the  increased  distances,  this  instrument  becomes  thus  exceedingly  sensi- 

*  **  A  veber  of  cnrrent  represents  the  energy  set  free  by  the  combnstion  of  11  grains  of  carbon,  or  11  grains,  abont, 
of  ooal,  or  1  grain  of  hydrogen,  with  a  development  of  6  units  of  heat  in  6,888  seconds.  That  amount  of  free  or  sen- 
sible heat  is  set  free  in  the  circuit  Thus,  one  volt  of  electromotive  force  forces  one  veber  of  electric  current  through  a 
dreuit  of  one  ohm  resistance,  requiring  to  do  so  4,678  foot-pounds  of  energy,  with  a  development  of  6  units  of  heat  In 
th«  drcult  in  6,888  seconds.    The  heat  set  free  is  the  exact  measure  of  the  force  used. " 
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tive  to  the  slightest  disturbances  of  electrical  matter  in  the  gold  leaves  propagated  from  the  metallic 
cap,  which  is  made  of  zinc.  By  means  of  this  simple  instrument,  one  of  the  most  important  facts  in  the 
whole  science  of  electricity  may  be  experimentally  demonstrated,  by  bringing  into  contact  with  the 
plate  various  kinds  of  metals,  as  a  copper  plate  insulated  by  a  glass  handle.  A  disturbance  of  the  nata- 
ral  electrostatic  condition  of  the  zinc  plate  and  of  the  gold  leaves  suspended  therefrom  is  producible 
by  the  simple  approximation  and  contact  of  various  bodies  with  the  plate ;  the  sifting  of  various  pul- 
verized substances  thereon  being  sufficient  to  produce  the  movement  of  the  gold  leaf.  Both  of  these 
metallic  plates  may  be  separately  examined  by  the  test  of  the  contact  with  other  electroscopes  com- 
posed of  pith  balls  or  flexible  gold  leaves,  and  no  signs  of  electricity  will  be  discoverable.  Now  place 
the  plate  of  copper  on  the  plate  of  zinc,  which  is  called  the  **  cap  of  the  electroscope,"  and  hold  one 
band  in  contact  with  M,  which  is  to  be  screwed  up  imtil  the  ball  at  the  end  of  it  is  brought  close  to 
the  tip  end  of  the  pendent  strip  of  gold  leaf ;  and  with  the  other  hand  touch  the  copper  plate,  and 
then  lift  it  by  the  glass  handle  from  the  zinc  At  the  instant  the  separation  is  effected,  the  gold  leaf 
will  be  seen  to  strike  the  ball  if  the  latter  be  previously  brought  to  within  the  distance  of  ono-twen- 
tieth  of  an  inch  from  the  former.  This  instrument  serves  the  purpose  of  a  delicate  cUdromeUrj  to 
measure  very  minute  degrees  of  intensities  of  electrical  action.  Bohnenberger's  electroscope  is  rep- 
resented in  Fig.  1274.  In  this  two  voltaic  piles  stand  with  their  opposite  poles  upon  a  metal  plate, 
and  from  the  top  of  a  bell-glass  which  covers  the  piles  a  strip  of  gold  leaf  is  suspended  from  a 
conductor  which  passes  through  the  top  and  terminates  in  a  knob.  The  gold  leaf  hangs  between  the 
two  knobs  of  the  piles,  and  the  instrument  is  so  delicate  that  whenever  a  body  only  slightly  elec- 
trified is  brought  within  a  few  feet  of  it,  the  gold  leaf  will  move  toward  one  or  the  other  of  the  pfle& 
A  pith  ball  suspended  by  a  silk  thread  between  them  will  oscillate  as  long  as  the  chemical  action  of 
the  pile  continues,  which  may  be  for  two  or  three  years. 

Another  form  of  gold-leaf  electroscope  consists  of  a  circular  brass  plate  having  rounded  edges, 
which  carries  a  stout  brass  wire  cemented  by  shellac  into  a  glass  tube  which  passes  through  a  woodoi 
cap  fitted  by  a  groove  upon  the  top  of  a  bell-jar.  The  lower  end  of  the  wire  supports  a  horizontal 
brass  cross-piece  about  an  inch  in  length,  flattened  in  a  vci-tical  plane  and  made  very  thin.  Each 
side  of  the  cross-piece  is  smeared  with  a  little  strong  gum  and  laid  upon  the  edge  of  a  rectangular 
strip  of  gold  leaf  about  1  inch  by  6  inches  in  dimensions.  The  leaves  hang  thus  face  touching  face. 
On  the  inside  of  the  bell-jar,  opposite  to  one  another  and  each  facing  one  of  the  gold  leaves,  an^ 
sometimes  pasted  two  strips  of  tin  foil,  of  such  height  that  they  are  touched  by  the  leaves  on 
the  extreme  divergence  of  the  latter.  These  strips  reach  to  the  stand  if  it  be  of  metal;  or  if 
it  be  of  wood,  they  are  horizontally  prolonged  and  carried  over  the  edge  to  the  earth.  A  shal- 
low cup  contains  quicklime,  chloride  of  calcium,  or  strong  sulphuric  acid,  to  keep  dry  the  inside 
of  the  jar. 

ELECTROTYPING.    See  Electro-metallurgy. 

ELEVATED  RAILWAY.     See  Railroad. 

ELEVATORS  AND  LIFTS.  Suspended  platforms  or  boxes  known  as  elevators  are  largely  used 
now  to  raise  passengers  and  freight  from  the  lower  to  the  upper  stories  of  high  edifices.  Since  their 
introduction  buildings  are  carried  much  higher  than  before.  The  structure  of  the  Western  Union 
Tel^raph  Company  in  New  York  has  ten  stories  above  the  street  which  are  occupied  as  offices,  while 
the  New  York  Tribune  building  has  twelve  such  stories.  Without  a  passenger  elevator  the  upper 
stories  would  be  practically  inaccessible. 

Power  required  for  Elevators, — The  useful  power  required  for  operating  an  elevator  is  very  small 
That  employed  to  run  either  of  the  sets  of  elevators  in  two  of  the  largest  buildings  (the  Western 
Union  Telegraph  and  Evening  Post  buildings)  in  New  York  City  amounts  to  less  than  i-^  of  a 
horse-power. 

Classes  of  levators. — ^Elevators  in  general  use  may  be  divided  into  two  general  classes :  1.  Steam 
elevators,  where  the  rope  lifting  the  car  is  wound  round  a  drum  turned  by  a  steam-engine ;  2.  "Hy- 
draulic elevators,  where  the  rope  lifting  the  car  is  connected  with  a  motor  worked  by  water.  In 
addition  to  the  motor,  the  hydraulic  elevator  must  have  a  pump  to  lift  the  water  from  the  cellar  to 
the  tank  above. 

The  reasons  why  steam  elevators  are  so  wasteful  of  power  are :  1.  The  low  steam-pressure  and 
the  great  back  pressure  in  the  steam  cylinders ;  2.  The  small  size  of  the  cylinders ;  8.  The  large 
proportion  of  power  expended  in  overcoming  friction  on  engine  and  car ;  4.  The  fact  that  the  engine 
runs  while  the  car  is  descending,  thus  requiring  a  cylinder  full  of  steam  at  least  atmospheric  pres- 
sure. The  following  are  the  pressures  on  the  indicator  card  of  the  engine  running  the  elevator  m 
the  Western  Union  building  while  canying  passengers : 

Up.  Down. 

Initial  pressure  above  zero 82.0  24.5 

Terminal  pressure  above  zero 26.6  22.1 

Mean  back  pressure  above  zero 22.6  20.4 

Indicated  pressure 6.7  2.9 

Friction  of  engine  and  load ^. .  9  0 

Thft  causes  of  the  waste  of  power  in  hydraulic  elevators  are :  1.  The  ordinary  steam-pump  not 
being  an  economical  machine ;  2.  Having  to  use  a  cylinder  full  of  water  whether  the  car  is  fully 
loaded  or  not ;  3.  The  large  proportion  of  power  absorbed  by  the  friction  of  the  machine. 

In  the  machine  in  the  Evening  Post  building,  the  dimensions  are  as  follows :  Height  from  surface 
of  water  in  well  to  surface  of  water  in  tank,  140  feet ;  diameter  and  stroke  of  hydraulic  cylind», 
36  X  96  inches  ;  lift  of  car,  96  feet.  From  these  data  may  be  calculated  the  following :  Total  un- 
balanced load  in  car,  equivalent  to  140  feet  of  water  on  plunger,  6,000  lbs. ;  number  of  round  trips 
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in  6  boon,  170;  actual  load  carried  each  round,  calling  each  passenger  140  lbs.,  960  lbs.  Thus  it 
appears  thiat  fire-sixths  of  the  head  of  water  is  wasted. 

The  cars  of  both  the  hydraulic  and  steam  elevators  are  generally  in  part  counterbalanced.  The 
counterbalance  is  always  much  lighter  than  the  car,  in  order  to  be  certain  that  the  car  will  not  stick 
fast  on  its  passage  and  then  drop  suddenly  after  the  rope  has  become  slack.  There  are  yarious 
derioes  called  '*  siSeties  *'  to  prevent  this,  which  will  be  described  in  the  proper  place. 

The  cost  of  running  by  steam  a  large  elevator,  like  that  in  the  Western  Union  building,  for  a 
year  of  800  days,  8  hours  a  day,  may  be  reckoned  as  follows : 

Interest  on  cost  of  elevator,  engine,  and  boiler,  $10,000,  at  1  per  cent $700 

Annual  repairs,  5  per  cent 500 

Sinking  fund,  3  per  cent 800 

Engineer,  at  $60  per  month 720 

Attendant,  at  $40  per  month 480 

Goal,  600  lbs.  per  day,  at  $6  per  ton 640 

Total $8,240 

In  cities  where  the  municipal  authorities  will  furnish  water,  hydraulic  elevators  can  be  run  much 
more  dieaply  than  steam.  In  other  places  they  are  gradually  gaining  favor  from  their  great  simplicity, 
less  first  cost,  less  liability  to  accident  and  necessity  for  repidr,  and  smaller  amount  of  fuel  requirsd. 

12TO. 


Steam  Elevators. — ^Two  of  the  best  types  of  st^am  elevators  are  illustrated  in  Figs.  1276  to  1219. 

Fig.  1276  shows  the  car  in  an  Otis  elevator.  A  A  A  A  are  the  guide-blocks,  which  may  be 
tightened  up  by  screws.  F  P  arc  the  pawls  which  catch  in  ratchets  bolted  the  whole  length  of  the 
guides  when  the  hoisting  rope  gives  way. 

ilg.  1276  shows  the  machinery  overhead  in  an  Otis  elevator.     C  is  the  drum  over  which  the  rope 
to  counterbalance  passes ;  D,  the  drum  over  which  the  hoisting  rope  passes ;  i7,  the  hand-rope ;  W^ 
the  weight  which  presses  the  brake  on  the  drum  when  the  hand-rope  is  thrown  up. 
88 
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fig.  1277  is  an  end  and  Fig.  1278  is  a  side  ticw  of  the  hoisting  engine  for  the  Otia  elerator. 
L  is  the  starting  lever  connected  with  the  hand-rope.  This  machine  works  entirely  through  gear- 
wheels, which  are  apt  to  be  more  durable  than  worms  and  worm-wheels. 


12T7. 


Digitized  by 


Google 


ELEVATORS  AND  LIFTS.  695 


1278. 


Fig.  1279  shows  the  Hanford  elevator  engine.  2)  D  are  the  drums,  which  turn  in  opposite  direc- 
tioos,  being  driven  by  right  and  left  worms  on  the  shaft  8,  jS  is  the  belt  driving  the  worm-shaft. 
The  hoisting  ropes  and  hand-ropes  are  not  shown. 

Hydraulic  Elevators. — ^The  water-balance  elevator,  Kg.  1280,  is  in  use  in  the  Western  Union  build- 
ing. New  York.    The  car  or  platform  is  similar  to  the  ordmary 

steamT      ^      •      '      '"  .     .        ., 

ingovc 
badand 
closely 
Indian 
Near  t1 
from  t 


the  backet,  which  moves  up  and  down  in  the  stand-pipe.  A  valve  in  this  tank  is  opened  by 
stepping  upon  a  treadle  in  the  car,  and  the  operator  thus  takes  into  the  bucket  enough  weight  of 
water  to  overbalance  the  load  he  then  has  in  the  car.    As  soon  as  the  bucket  is  heavier  than  the  car. 
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it  desoendB,  and  of  course  draws  tbe  car  upward,  thus  using  the  minimum  power  required  to  mn 
each  load,  rather  than  the  full  power  of  an  engine  each  and  every  time.  The  speed  is  controlled  bj 
means  of  brakes  or  clamps,  that  firmly  clasp  wrought-iron  slides  secured  to  posts  on  each  side  of  the 


188L 


1233. 


well-room,  the  operator  having  control  of  these  brakes  by  a  lerer  in  the  car.  When  the  car  hts 
ascended  as  far  as  desired,  the  operator  steps  upon  another  treadle  in  the  car  connected  with  t  Tilre 
in  the  bottom  of  the  bucket,  and  thus  discharges  tbe  water  into  the  receiving  tank  below  until  tbe 
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car  is  heavier  than  the  bucket,  and  it  then  of 
eoorse  descends.  The  water  is  thus  taken 
from  the  upper  tank  into  the  bucket,  dis- 
cbai^ged  through  the  stand-pipe  into  the  re- 
ceiving tank  under  the  floor  of  the  basement, 
and  ^en  pumped  back  again  to  the  upper 
tank,  so  that  it  is  used  over  and  over  again 
without  loss.  From  the  upper  tank  water 
maj  be  taken  for  use  in  the  building,  and 
then  it  must  be  replenished. 

The  duplex  elevator,  Hg.  1281,  is  operated 
by  utilizing  the  weight  of  water  within  a  tube, 
nsing  it  both  above  and  below  one  or  more 
pistons.  It  is  well  known  that  83  feet  or  less 
of  water  in  a  tight  tube  will  adhere  to  the 
bottom  of  a  piston,  and  weigh  the  same  as  if 
above  it.  By  the  application  of  this  principle 
an  exceedingly  simple  machine  may  be  made 
at  a  moderate  cost,  adapted  to  use  in  dwell- 
ing-bouses, and  for  all  passenger  and  freight 
purposes.  The  tube  in  which  the  pistons 
move  is  connected  by  an  open  pipe  to  a  tank, 
or  directly  to  the  city  mains,  and  discharges 
its  water  into  a  tank  or  sewer  below.  By 
opening  the  valve  at  the  bottom  of  the  tube 
the  water  is  discharged,  and  the  weight  of  the 
whole  column,  thus  thrown  upon  the  pistons, 
draws  them  down,  and  raises  the  car  attached  ' 
to  them.  The  power  is  always  the  same,  the 
supply  of  water  above  filling  the  tube  as  fast 
as  dnwn  out  below,  so  that  we  always  have 
the  weight  of  the  tubeful,  or  the  pressture  direct  from  the  city  mains,  to  draw  the  car  and  its  load 
op.    By  palling  the  valve-rope  the  opposite  way,  a  valve  connecting  with  a  return-pipe  is  opened, 
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and  the  car  is  allowed  to  descend.    The  upward  and  downward  motion  is  perfectly  smooth,  noiselese, 
and  steady,  and  free  from  all  jarring  or  shaking, 
fig.  1282  represents  a  device  for  giving  a  long  travel  to  the  car  with  a  short  travel  to  the 


i-H- 


hjdranlic  piston.  The  piston  is  moved  up  and  down  bj  admitting  water  above  and  below,  and  the 
motion  transferred  through  the  chain  to  the  large  drum  around  which  the  hoisting  rope  is  wound. 

Fig.  1283  represents  the  general  arrangement  of  a  hydraulic  elevator,  in  which  all  the  machinery 
except  the  steam-boiler  is  shown.  A  is  the  car ;  By  the  hydraulic  cylinder ;  C,  the  pump ;  D,  the 
reservoir  for  water  on  the  top  of  the  building ;  -£",  the  reservoir  for  water  in  the  cellar. 

Safeties. — These  are  devices  to  keep  elevator  cars  from  falling  in  case  of  breakage  of  the  rope 
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F!g.  1284  represents  **  Baldwin^s  safety."  ^  is  a  wronght-iron  slide,  4  inches  by  i  inch.  Such 
slides  are  firmly  bolted  to  the  posts  on  each  side  of  the  well-room,  and  act  as  guides  to  the  car,  and 
for  holding  the  same  from  falling  if  the  ropes  should  break.  B  is  the  safety-block.  This  is  made 
of  cast-iron,  and  is  15  by  16  by  6  inches.  Two  blocks  are  used  on  each  elevator,  securely  at- 
tached to  the  bottom  of  the  platform.  D  is  a  wrought-iron  band,  2^  inches  square,  shrunken 
around  Uie  safety-block  to  gi?e  it  additional  strength.    jP  is  the  safety-roll,  made  of  corrugated 


steel,  1}  inch  diameter.  G  is  the  finger  on  which  the  safety-roll  rests,  and  H  a  rod  attached  to  it 
This  safety  is  not  operated  by  springs,  but  by  the  weight  of  the  car  itself.  The  breaking  or  over- 
strain of  one  or  all  of  the  six  cables  brings  it  into  action.    Four  of  these  cables  are  attached  to  the 
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bottom  of  the  car,  through  the  safety-block.  The  other  two  act  as  safety  cables,  and  do  not  ooooe 
into  use  until  the  others  are  overstrained.  Whenever  this  occurs,  the  weight  is  thrown  on  tbe 
safety-ropes ;  by  which  means  the  fingers  to  which  they  are  attached,  and  on  which  the  safety-rolU 


rest,  are  raised,  so  as  to  bring  the  safety-rolls  in  contact  with  the  slides  (which  are  stationair  tnd 
firmly  secured  to  the  posts)  on  one  side,  and  the  inclined  planes  on  the  safety-blocks  on  the  other— 
thereby  wedging  these  rolls  firmly  into  the  slot,  so  tiiat  it  is  impossible  for  the  car  to  go  down  a 
single  inch  until  a  readjustment  is  made. 
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Jfiaeeilaneoua  Houting  Apparatus, — The  following  illustratioiis  represent  small  machinery  for 
raiaiiig  materials  in  mills,  factories,  mines,  etc.    For  ice  elevators,  see  Ice-Habvesting  Apparatus. 

A  verUeal  Elevator^  mowd  by  hand, — ^Fig.  1285  is  a  side  elevation ;  Fig.  1286,  a  front  elevation ;  Fig. 
1287,  a  section  on  the  line  a  h.  The  weight  to  be  raised  is  placed  on  the  platform  a  of  the  frame 
ad  e^  which,  moving  between  the  posts  c  6,  is  retained  in  position  by  grooves  in  a  and  «,  as  shown 
clearly  in  the  section.  Fig.  1287.  The  platform  is  raised  by  the  winding  of  the  chains  or  ropes 
attached  to  the  frame  at  /  on  the  barrel  h^  which,  if  the  weight  is  trifling,  is  turned  by  a  winch  on 
its  own  shaft,  but  more  commonly  an  extra  shaft  t,  gear  (,  and  pinion  k  are  employed  with  the 
winch  m  ;  two  ratchet-wheels  q  r  and  catches  a  and  t  hold  the  platform  in  any  desired  position.  A 
counterpoise  p  is  attached  by  the  rope  o,  passing  over  the  pulley  n,  to  the  barrel  h, 

A.  vertical  ^Hevator^  driven  by  steam  or  water  potcer^  used  in  the  iron-works  of  Belgium, — Fig. 
1288  is  a  front  elevation;  fig.  1289,  a  side  elevation;  Fig.  1290,  a  plan  of  the  lower  part.  The 
parts  are  as  follows :  The  standards  c  and  d  support  a  lower  shaft  a  and  upper  6,  to  each  end  of 
which  are  fixed  the  iron  wheels  e  e,  of  about  7^  feet  diameter  and  7  inches  wide,  cast  with  projec- 
tions //,  adapted  to  the  links  of  the  endless  chains  g  g ;  at  distances  of  about  5  feet  the  two 
chains  are  connected  by  iron  rods  hhh^  from  which  depend  the  platforms  t  A:,  on  which  are  placed 
the  loads  to  be  raised  or  lowered.  These  weights  can  be  put  on  or  taken  off  while  the  macMne  is 
in  motion ;  and  if  from  n^lect  the  load  is  not  removed,  the  only  result  is  that  it  continues  to  ascend 
and  descend  with  the  revolutions  of  the  wheels  e  e.  Motion  is  communicated  through  the  shaft  o, 
the  pinion  m,  and  the  gear  2,  fixed  to  the  shaft  a.  ^  is  a  slide  coupling ;  o  o,  standaiSs  of  the  shafts 
p  and  n  /  and  if,  a  pit  or  span  necessary  below  a  for  the  passage  of  the  platforms. 

An  levator  working  on  an  indine^  tnih  an  endless  diain^  usm  at  some  of  the  blast-fumaees  of  Bel- 
gium.— ¥i%,  1291  is  the  side  elevation;  Fig.  1292,  the  rear  elevation;  Fig.  1293,  the  plan.  ^  ^  is 
the  bottom,  and  B  B  the  top  platform ;  C  C  the  railway,  inclined  at  an  angle  of  about  30",  and  sup- 
ported by  the  frame  D  D.  The  wagons  are  drawn  up  by  the  endless  chain  a  a  a,  resting  loosely  in 
the  wheels  6  6  e  c,  to  which  last  motion  is  communicated  through  the  gears  e  and  /  and  the  pulley 
A,  over  which  passes  a  band  i  from  the  prime  mover.  Figs.  1294  and  1296  represent  two  views  of  a 
portion  of  the  wheel  ec  ;  Figs.  1296  and  1297,  of  the  wheel  b  b  ;  Fig.  1298,  a  view  of  the  chain. 
It  will  be  seen  that  there  is  but  one  row  of  projections  k  kon  the 
rim  of  the  wheel  <;,  fitting  the  openings  m  of  the  links  of  the  chain,  l^^O. 

while  on  b  the  row  is  double,  and  is  adapted  to  the  spaces  n  n  of  the 
chain. 

The  loaded  wagon  being  broueht  to  the  bottom  of  the  incline,  the 
hind  axle  is  caught  by  one  of  the  hooks  g  (which  are  about  9  feet 
apart),  and  is  drawn  up.  At  the  top  the  wagon  is  received  on  a 
small  descending  railway,  inclined  at  an  angle  of  about  6",  and 
whose  summit  is  sufficiently  above  the  platform  B  B  for  gravity 
alone  to  carry  the  wagon  to  its  place  of  unloading.  The  emptied 
wagons  are  placed  on  a  side  track  s  «,  and  are  lowered  by  means  of 
a  rope  attached  to  the  windlass  t  /,  Figs.  1292  and  1293.  Along 
the  railway  o  o,  and  at  a  distance  of  from  6  to  6  feet,  are  placed  the 
movable  catches  or  bell-levers  u  u,  which,  in  case  of  the  breakage  of 
the  chain,  will  catch  the  hind  axle  and  stop  the  descent  of  the  wagon. 
The  wagons  used  in  Belgium  are  composed  of  cast  and  wrought 
iron,  and  the  materials  for  supplying  the  furnace  are  first  put  in 
plate-iron  vessels  (holding  from  80  to  40  lbs.,  and  of  the  form  rep- 
resented in  Figs.  1299  and  1300),  and  then  placed  in  the  wagons, 
which  contain  from  12  to  18  of  them. 

An  Elevator  working  on  an  incline  with  a  pvUey-rope. — ^In  blast- 
furnaces where  only  charcoal  is  used,  the  elevator  represented  in 
Figs.  1301  to  1305  is  frequently  employed.  Fig.  1301  is  a  side 
view ;  Fig.  1302,  a  plan ;  Fig.  1303,  ti,  section  on  the  line  A  B  ;  and 
Figs.  1304  and  1305  are  details.  The  principal  axis  k  A:,,  Fig.  1304, 
is  at  it,  where  the  drum  I  is  cylindrical,  and  at  ki  squared.  On  this 
part  is  placed  the  movable  wheel  m^  with  the  knobs  n  n,  which  are 
inserted  into  corresponding  holes  of  the  drum  /,  whenever  this  latter 
is  to  follow  the  movement  of  the  axis  k  kx.  In  the  periphery  of 
the  wheel  is  carved  a  groove,  into  which  fits  the  quadrant  o,  Figs. 
1801  and  1304,  wound  like  the  worm  of  a  screw,  and  fixed  to  the 
shaft  p.  To  this  shaft  is  also  fixed  the  disk  q,  Figs.  1301,  1304, 
and  1305,  on  whose  periphery  is  placed  the  bar  r  r,  which  is  joined 
to  it  by  the  counter-chains  s  and  /,  Fig.  1305,  in  such  manner  that 
the  wheel,  together  with  the  shaft  p  and  quadrant  o,  is  alternately 
turned  to  the  left  and  to  the  right,  according  as  the  bar  is  pushed 
backward  and  forward.  By  this  the  wheel  m  is  either  moved  on  or 
off  the  drum  /,  and  consequently  the  latter  is  brought  in  or  out  of 
connection  with  the  axis  k  ki, 

A  double  Elevator  toorking  on  an  incline  with  puUey-ropes, — At   I 
blast-furnaces  where  the  smelting  of  the  ore  is  effected  by  means  of 

coke,  and  large  quantities  of  iron,  stone,  fuel,  and  other  supplies  are  to  be  conveyed  up  to  heights 
of  30  or  50  feet,  several  of  these  elevators  are  applied.  On  the  inclined  plane,  forming  an  angle 
of  30*  or  40**,  are  two  railways,  parallel  to  each  other,  the  one  serving  for  the  ascent  of  the  chared 
wagon^  and  the  other  for  the  descent  of  the  empty  one.    An  elevator  of  this  kind  is  represented 
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in  Figs.  1806  to  1809.  Fig.  1806  is  a  side  elevation;  Fig.  1807,  a  plan;  Fig.  1808,  a  front  eleva- 
tion ;  and  Fig.  1809  represents  the  principal  axis  with  its  two  drums  and  levers  for  moving  out  and 
in  the  clutches. 

An  Elevator  moved  hf  eomprased  air  or  pneumatic  entfine. — At  the  Iron-works  of  Chatlinot,  near 
Charleroi,  in  Belgium,  an  elevator  of  this  description,  and  about  60  feet  in  height,  was  constructed  in 
1889,  for  three  blast-furnaces,  where  the  smelting  of  the  ore  is  effected  by  means  of  coke.  The  com- 
pressed air  required  as  motive  power  was  derived  from  the  great  wind-reservoir  of  the  blast  appwntttft, 
the  air  here  being  compressed  at  the  rate  of  4  lbs.  pressure  on  the  square  inch.  Fig.  1310  is  a  side  ele- 
vation ;  Fig.  1311,  a  front  elevation ;  and  Fig.  1312,  a  horizontal  section  of  a  part  immediate^  above 
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the  cylinder.  The  frame  a  a,  Figs.  1810  and  181 1,  is  composed  of  upright  standards  and  cross-bars, 
whoflc  joints  are,  for  the  sake  of  durability,  covered  with  iron  bands.  The  nine  vertical  beams  b  b  b 
form  in  the  plan  four  equal  squares,  Fig.  1812.  They  rest  on  cast-iron  pedestals  c  <;,  Figs.  1810  aftd 
131 1,  into  whose  holes  they  are  firmly  fixed  by  means  of  wooden  wedges.  In  two  of  the  squares,  by 
the  side  of  each  other,  the  iron  ore  and  other  materials  are  drawn  up  in  vessels  or  tubs  A  Ay  one  of 
which  is  represented  in  Fig.  1812.  The  vessels  are  provided  with  two  cast-iron  crosses,  dd  and  e  e, 
joined  by  the  wrought-iron  bars  //.  The  cross-arms  form  diagonals  of  the  squares,  and  are  at 
their  ends  provided  with  rollers  g  g  g  g,  grooved  at  their  periphery  to  fit  the  rectangular  rails 
A  A  A  A,  on  which  they  run  up  and  down  from  the  bottom  to  the  top  of  the  elevator.  The  vessels 
containing  the  ore,  etc,  are  placed  on  the  iron  plate  %  %  resting  on  the  lower  cross.  The  square 
marked  A:,  Fig.  1812,  is  the  upper  face  of  a  pedestal  To  each  of  the  frames  are  fixed  the  chains  1 1, 
The  other  ends  of  the  chains  pass  round  the  cast-iron  wheel  m  m  and  are  fastened.  The  wheels 
are  fixed  on  the  shaft  n  n,  to  the  middle  of  which  a  third  wheel  o  is  attached,  of  far  smaller  diam- 
eter than  that  of  the  other  ones,  and  to  whose  periphery  is  fixed  the  chain  />/>,  fastened  at  its  lower 
end  to  the  joint-head  q  of  the  piston-rod  r.  The  piston  P  moves  up  and  down  in  the  air-cylin- 
der 9  c,  which  is  about  10  feet  high,  2  feet  in  diameter,  and  open  below.  The  piston-rod  is  packed 
as  in  a  steam-engine.  At  the  side  of  the  cylinder  is  the  valvc-box  «,  Fig.  1811,  which  receives 
the  condensed  air  from  the  reservoir  of  the  blast  apparatus  through  the  pipe  «  v,  and  from  which 
again  it  can  be  let  into  the  cylinder  «  «,  by  means  of  the  valve  w.  The  valve  is  hollow,  to  permit 
the  escape  of  the  condensed  air  (after  it  has  pressed  down  the  piston  to  t^e  extremity  of  the  cylin- 
der) through  the  aperture  ac  As  soon  as  the  valve  vj  is  moved  out  of  its  position,  as  shown  in  Fig. 
1811,  downward  (which  is  efTected  by  the  combined  contrivance  of  the  bar  a,  the  shaft  ^,  and  the 
lever  y\  the  condensed  air  acts  on  the  piston  t  and  presses  it  down.  The  effect  of  this  is  that  the 
vessels  ^  ^  are  drawn  up  simultaneously  with  a  velodty  surpassing  the  movement  of  the  piston  in 
proportion  to  the  difference  in  diameter  between  the  wheels  m  m  and  the  wheel  o.  As  soon  as  the 
vessels  are  lowered  again,  the  slide  w  is  drawn  upward ;  and  as  the  condensed  air  filling  the  cylinder 
escapes  through  the  aperture  z,  the  vessels  A  A  sink  by  their  own  weight,  which  surpasses  that  of 
the  oonnterbalance  P,    The  piston  t  is  at  the  same  time  drawn  up  to  the  upper  part  of  the  cylinder. 

EUvaiorfor  raUing  brieka.  mortar ^  and  any  olJier  maieriaU  emptoyed  in  building^  and  ctdapted  to  (he 
unioading  of  ships  and  warMounng  ofgoodsj  Figs.  1818  to  1816. — ^The  main  part  of  the  machine  A^ 
consisting  of  the  gearing  to  set  the  machine  in  motion,  rests  upon  the  ground.  The  second  pait  is  a 
trestle,  which  may  be  placed  upon  the  scaffolding  of  the  bricklayers,  as  at  F;  in  the  upper  part  of 
this  trestle  is  an  indented  wheel  B,  which  corresponds  perpendicularly  with  a  similar  wheel,  at- 
tached to  the  principal  body  of  the  machine,  rest-  ^U^  • 
ing  on  the  ground.  Passing  round  these  two 
wheels  is  an  endless  iron  chain,  which  is  put  in 
motion  by  one  or  several  men,  who  turn  the 
handle  of  the  machine  Ay  consisting  of  a  pinion- 
wheel  working  into  a  large  toothed  wheel,  on  the 
axis  of  which  is  an  indented  wheel,  round  which 
an  endless  chain  passes,  and  also  round  a  corre- 
sponding wheel  at  the  side  of  the  one  at  the  foot 
of  the  vertical  chain ;  the  latter  is  set  in  motion 
when  the  lower  wheel  revolves,  together  with  the 
endless  chain  just  described,  over  the  indented 
wheels  at  C  and  By  by  which  the  chain  operates 
its  rotation.  On  the  side  of  the  chain  ascending 
the  workmen  attach  their  hods  full  of  materials 
by  means  of  a  hook  fixed  in  the  hod,  as  at  By 
and  others  detach  them,  as  at  ^,  to  carry  them 
to  the  bricklayers  on  the  scaffolding.  The  empty 
hods  are  attached  to  the  chain  on  the  opposite 
side,  as  at  Gy  and  descend  to  the  ground,  where 
they  are  detached,  as  at  ff.  The  chain  may  be 
lengthened  and  shortened  as  necessary.  When 
a  story  is  added  to  the  scaffolding,  the  trestle  is 
placed  upon  the  new  story,  and  the  chain  length- 
ened as  required.  At  the  top  is  a  screw  for  tight- 
ening or  relaxing  the  chain,  as  occasion  may  re- 
quire. In  Hg.  1816,  IKL  are  accessories  used  for 
hoisting  the  materials,  viz. :  /  for  broken  bricks, 
K  for  water,  and  L  for  pieces  of  stone  for  win- 
dows, chimneys,  etc.  Fig.  1814  is  an  enlarged  view 
of  the  indented  wheel,  and  Fig.  1815  of  the  chain. 

For  elevators  and  other  hoisting  apparatus  used 
in  mines,  see  Minb  Appliances.  For  grain  ele- 
vators, see  Elevators,  Grain.  For  ice  elevators, 
see  Icb-Harvestino  Apparatus.     T.  S.  (in  part). 

ELEVATORS,  GRMN.  In  this  country  the 
name  of  grain  elevators  is  given  to  certain  estab- 
lishments in  which  the  transshipment  of  grain  is 
carried  on,  and  in  which  it  is  often  stored  for  long 
periods.   The  grain  is  weighed  when  taken  in,  and 
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again  when  sent  out  The  remoral  of  the  grain  from  one  spot  to  another,  necessitated  by  these 
operations,  is  almost  wholly  effected  by  machinery  in  a  very  small  space  and  in  a  very  little  time. 
There  are  establishments  capable  of  storing  from  1,000,000  to  1,500,000  bushels  of  gram  at  once, 
and  these  may  take  in  from  5,000  to  8,000  bushels  an  hour,  and  send  out  twice  that  quantity  in 
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the  same  time.  If  it  be  borne  in  mind  that  the  distinctions  of  shipper,  receiver,  and  owner  have  to 
be  kept  up,  it  will  be  seen  that  the  problem  solved  by  the  grain  elevator  is  a  veiy  complicated  one. 
The  buildings  are  approachable  by  vessels  upon  one  or  more  sides,  and  have  tracks  for  railroad 
cars  running  into  them  on  a  level  with  the  adjoining  ground.  The  grain  is  shoveled  from  the  cars 
into  receiving  pits,  from  which  it  is  raised  by  buckets  attached  to  an  endless  belt  to  the  upper  part 
of  the  building.  In  order  to  weigh  it,  it  is  stopped  at  the  beginning  of  its  downward  motion  in  a 
hopper  resting  upon  a  scale.  To  clean  it,  it  is  let  fall  from  the  top  of  a  cylinder  1 5  or  20  feet  long, 
up  which  a  strong  current  of  air  is  driven  by  a  fan.  The  grain  is  stored  in  compartments,  or  bins, 
into  which  the  building  is  divided,  which  are  generally  about  10  feet  square  and  from  50  to  65  feet 
deep.  The  bottoms  of  these  bins  are  hopper-shaped,  in  order  that  the  grain  may  run  out  of  its  own 
accord  through  an  orifice  of  limited  section.  A  small  annex  to  the  principal  building  contains  the 
engine  and  boilers.  The  motion  is  transmitted  by  belts  to  one  or  two  horizontal  shafts  in  the  upper 
part  of  the  building,  which  drive  the  elevators.  Such  arc  the  general  arrangements  of  an  elevator 
building. 

As  an  example  of  improved  construction  of  grain  elevators,  elevations  and  plan  of  the  Canton 
elevator  are  presented  in  Figs.  1318,  1319,  and  1320.*  The  structure  is  located  at  Canton,  near 
Baltimore,  Md.,  and  is  built  upon  a  pier  100  feet  in  width,  which  extends  into  the  bay  for  a  distance 
of  500  feet  from  low-water  line.  The  foundation  is  of  piling  60  feet  long,  spaced  about  2  feet 
from  centre  to  centre,  and  cut  off  at  3  feet  under  extreme  low  water.  Around  these  piles  were 
driven  two  rows  of  sheet-piling,  and  the  whole  space  filled  with  oyster-shells  and  small  stones,  form- 
ing a  solid  foundation  of  great  strength  and  stability.  Upon  the  tops  of  the  piles  was  laid  a  plat- 
form 151  feet  long  and  85  feet  wide,  formed  of  two  thicknesses  of  12-  by  12-inch  Georgia  pine. 
This  was  of  sawed  limber  laid  close,  and  well  secured  by  rag-bolts  and  locust  treenails.  The  princi- 
pal dimensions  of  the  superstructure  are  given  in  the  following  table,  and  will  serve  as  a  guide  to  in- 
dicate relative  proportions  in  designing  buildings  of  similar  character : 


*  Engineering,  zxiL,  57L 
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Feet  Inchee. 

Length  from  outside  to  outside  of  posts 142  1 1 

Width      "        "                "       atbase 81      0 

"          "        "                "       on  weighing  floor 40      8 

Height  from  masonry  to  top  of  main  rafters  at  centre 139      6 

"          "        **          to  under  side  of  grain-bins  in  clear 19      6 

Thence  to  top  of  grain-bins 62      4 

**      to  under  side  of  next  floor-beam, 26      0 

"      to  top  of  wall-plate 21      8 

"      to  top  of  main  rafter. 11       1 

Ventilating  top  upon  main  roof  adds 6      0 

There  are  144  rectangular  bins ;  one  is  used  for  piping  and  one  for  a  hoisting  pit,  leaving  142  for 
grain.  One-half  of  the  number  measure  1  feet  4^  inches  by  7  feet  6  inches  by  60  feet  inside,  ex- 
oeptmg  where  each  elevating  tube  passes  through  the  bms,  in  which  case  a  partition  is  cut  out, 


making  a  bin  16  feet  3  inches  by  7  feet  6  inches  by  60  feet  inside.  The  engines  are  located  above 
the  grain-bins  at  the  land  end  of  the  building;  they  are  horizontal,  with  two  cylinders  16  inches  in 
diameter  and  24  inches  stroke.  A  piece  of  4-iuch  gas-pipe,  supported  by  bearings,  extends  through 
the  centres  of  all  elevator  tubes  in  each  line,  and  receives  from  the  main  engines  a  horizontal  move- 
ment of  12  feet  and  about  14  double  strokes  per  minute.  To  this  gas-pipe,  at  each  elevating  tube, 
two  laigc  scoops  or  shovels  are  attached  by  ropes  passing  through  leaders  properly  arranged ;  by 
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means  of  these  the  cars  are  quickly  unloaded.  The  centre  line  of  shafting  passes  through  the  centre 
of  elevating  tubes,  and  at  each  tube  it  has  a  paper  friction-pulley,  1  foot  6  inches  in  diameter,  built 
of  disks  of  best  quality  of  Manilla  paper,  under  a  pressure  of  60  tons,  and  secured  by  heavy  foU 
lowers  and  bolts.  Above  each  paper  friction-pulley  is  one  of  cast-iron,  double-armed,  very  heavy, 
8  feet  9  inches  in  diameter  and  22  inches  face ;  it  has  adjusting  machinery  attached  to  its  short 
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shaft.  In  the  boot  at  the  base  of  the  elevator  is  a  drum-pulley  2  feet  6  inches  in  diameter,  22  indies 
face,  fitted  with  stretching  gear  for  the  belt,  and  worked  from  the  track  floor.  The  grain-belt  is  of 
rubber,  four-ply,  20  inches  wide ;  it  connects  these  two  last-mentioned  pulleys,  and  is  kept  tight  by 
the  stretching  gear  just  mentioned.  The  grain-buckets,  of  heavy  tin,  are  spaced  12  inches  from 
centre  to  centre,  and  secured  to  the  belt  by  six  bolts  in  each  bucket  They  measure  18  inches  long, 
5^  inches  deep,  6^  inches  wide.  The  shafting  being  in  motion,  the  upper  belt-pulley  is  lowered,  and 
rests  upon  the  paper  friction-pulley,  thus  causing  the  elevating  belt  to  travel  at  about  450  feet  per 
minute.  In  front  of  each  elevator  tube  are  placed  two  sets  of  Fairbanks  scales,  each  fitted  with  an 
iron  tank,  having  cylindrical  body,  conical  top  and  bottom,  with  capacity  for  540  bushels  of  wheat, 
shoot-spout  and  valve  fitted  to  the  bottom  of  weighing  tank.  Under  each  pair  of  tanks  is  a  conical 
collecting  hopper,  having  a  crane-spout  leading  from  it  to  the  storage  bins,  shifting  conveyer,  or 
shipping  spouts,  as  desired.  Two  shifting  conveyers  are  located,  as  shown  in  section,  above  the 
grain-bins,  and  extend  the  whole  length  of  the  building.  They  consist  of  four-ply  rubber  belts,  80 
inches  wide,  supported  by  wooden  rollers,  spaced  5  feet  apart  under  the  loaded  and  10  feet  apart 
under  the  unloaded  belt.  They  are  driven  by  bevel  friction-gear  of  paper,  and  are  reversible.  They 
move  at  a  speed  of  550  feet  per  minute,  and  are  arranged  to  throw  off  the  grain  wherever  desired. 
The  belt  is  perfectly  flat,  has  no  raised  edges,  and  does  not  spill  any  grain  when  working  under  a 
capacity  of  9,000  bushelB  per  hour.  The  arrangement  of  crane-spouts  is  fully  explained  by  the 
drawings. 

The  working  of  each  line  of  elevators  is  as  follows :  Four  cars  of  grain  having  been  passed  by 
the  inspector  are  pushed  in  upon  one  track,  until  stopped  by  the  bumper  at  the  end,  which  will  bave 
the  doors  nearly  opposite  the  elevators.  The  car  doors  having  been  opened,  two  attendants  enter 
each  car  with  the  wooden  shovels,  with  which  they  quickly  discharge  the  grain  into  the  receiving 
hopper.  The  ropes  which  work  the  scoops  are  attached  so  as  to  work  alternately,  this  causing  a  con- 
tinuous flow  of  grain  through  the  door  of  the  car,  so  long  as  any  remains  or  the  gas-pipe  plunger  is 
kept  in  motion.  At  the  beginning  of  this  operation  the  grain-valve  in  the  boot.  Fig.  1320,  should 
be  opened,  so  as  to  allow  the  grain  to  flow  from  the  receiving  hopper  into  the  ascending  belt-buckets 
(all  of  the  machinery  being  in  operation)  just  fast  enough  to  fill  them. 

The  grain  is  discharged  from  the  head  of  the  elevator  into  one  of  the  weighing  tanks,  where  the 
whole  car-load  is  collected,  weighed,  and  distributed.  While  this  operation  is  in  progress,  four  cars 
are  pushed  in  on  the  other  side  of  the  same  elevators  and  discharged  in  the  same  manner,  as  soon 
as  the  valve  at  the  elevator  head  is  shifted  to  the  other  weighing  tank,  which  is  done  after  all  of  the 
first  lot  is  raised.  The  first  line  of  empty  cars  is  now  drawn  out  and  full  ones  take  their  places,  and 
this  operation  is  repeated  as  rapidly  as  circumstances  will  allow.  The  weighing  tank  having  been 
filled,  the  grain  is  weighed  and  discharged  through  the  valve  into  the  collecting  hopper  and  crane- 
spout,  to  where  it  may  be  required.  The  crane-spout  is  made  of  suflicient  size  to  deliver  the  gram 
much  faster  than  the  elevator  can  lift,  so  that  one  weighing  tank  may  always  be  ready  to  receive 
grain.  The  crane-spout  can  deliver  the  grain  into  each  of  many  storage-bins,  shipping  bins,  shipping 
spouts,  or  shifting  conveyers,  aa  may  be  desired  or  found  necessary.    Should  all  the  elevators  be 
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working  one  kind  or  lot  of  gnun  to  be  stored  in  one  part  of  the  house,  the  crane-spouts  which  can 
T»u^  those  bins  may  be  used,  and  the  remainder  of  the  grain  be  discharged  upon  the  shifting  con- 
veyers, and  by  them  placed  in  the  bins.  Similar  use  is  often  made  of  shipping  conveyers  when 
working  the  whole  house  upon  one  vessel,  or  a  single  elevator  upon  a  large  vessel  which  cannot  be 
moved,  the  elevator  being  a  long  distance  from  the  spout  leading  to  the  vessel.  Should  a  vessel 
be  nearly  ready  for  grain  or  be  taking  bagi^  grain,  it  is  run  into  the  shipping  bins,  and  from  them 
drawn  off  as  required.  When  the  grain  in  the  house  or  storage  bins  is  to  be  shipped,  spouts  are 
attached  to  the  bottom  of  the  bins,  and  the  grain  discharged  into  the  receiving  hopper  in  a  con- 
tmuoQS  stream,  elevated  as  before  described,  weighed  at  the  top  of  the  house,  and  discharged  through 
crane  and  shipping  spouts  into  the  ship. 

When  grain  is  ordered  for  clean  delivery,  it  is  elevated  in  the  regular  way,  weighed,  and  discharged 
into  the  foot  of  the  cleaning  elevator,  by  which  it  is  lifted  to  the  top  of  the  house  anid  delivered  into 
a  feeder.  From  the  feeder  it  flows  on  to  a  screen  made  of  perforated  Russia  iron,  measuring  8  feet 
wide  by  12  feet  long,  and  is  set  at  an  angle  of  26**  from  horizontal;  it  is  driven  at  a  speed  of  1,100 
vibrations  per  minute.  As  the  grain  falls  upon  it,  the  cobs,  sticks,  straws,  etc.,  are  carried  over  the 
end;  the  grain  passes  through  and  down  an  inclined  plane  to  a  wind-spout  8  feet  by  1  foot,  where  it 
is  met  by  a  strong  current  of  air.  The  unsound  grain,  dirt,  and  chaff  are  carried  off,  and  the  cleaned 
grain  falls  into  a  chamber,  and  is  carried  where  desired  by  an  iron  pipe.  The  unsound  grain  is  de- 
posited in  the  dirt  room,  and  the  chaff  and  light  dirt  thrown  into  the  water.  The  current  of  air  is 
prodoocd  by  a  large  exhaust  fan.  As  only  about  10  per  cent  of  the  grain  goes  through  the  cleaner, 
it  is  cUimed  that  this  system  of  **  cleaning  elevators ''  for  lifting  the 
grain  to  be  cleaned  is  a  great  improvement  upon  the  custom  of  building  1821. 

the  house  high  enough  for  the  cleaner,  and  raising  all  of  the  grain  to 
that  height,  whether  it  has  to  be  cleaned  or  not.  A  saving  of  10  per  cent, 
in  fuel  is  claimed  by  this  arrangement.  Each  of  these  machines  will 
draw  grain  from  four  main  elevators,  and  clean  8,000  bushels  per  hour. 
The  toUl  storage  capacity  of  this  building  is  600,000  bushels.  The 
total  elevating  capacity  per  hour  is  32,000  bushels.  The  size  of  the 
grain-bins  depends  upon  the  nature  of  the  business,  location,  rules  of 
produce  exchanges,  and  systems  of  grading.  Small  ones  in  larger  num- 
bere  are  the  most  convenient,  as  many  prefer  their  grain  separate. 
With  heating  grain  they  save  loss,  and  where  there  is  no  grading  of 
grain  they  are  necessary. 

The  Renhaye  Elevator^  Fig.  1821. — ^The  principle  on  which  this  ap- 
paratus  is  based  is,  that  when  divided  solid  matters  are  mixed  with  air 
in  motion  in  a  conduit,  a  semi-fluid  is  fonued,  in  which  the  pressures 
vary  according  to  the  laws  of  ordinary  fluids.  It  may  be  demonstrated 
mathematically  that  in  the  semi-fluid  column  pressures  vary  as  in  ordi- 
nary fluid ;  that  the  specific  weight  of  the  semi-fluid  column  may  augment 
np  to  a  certain  limit ;  that  the  solids  may  be  elevated  to  any  height  by 
regulating  the  specific  weight  of  the  semi-fluid  according  to  the  pressure 
obtained ;  that  when  the  specific  weight  of  the  semi-fluid  column  is  too 
considerable  in  proportion  to  the  pressure,  this  column  attains  a  limit 
in  height  which  it  cannot  pass ;  and  that  the  maximum  results  take 
place  when  the  specific  weight  of  the  semi-fluid  colunm  is  in  the  neigh- 
borhood of  its  maximum.  Barret  and  Eorting  have  both  utilized  air- 
pressure  as  a  means  of  elevating  grain,  the  one  employing  the  vacuum 
produced  by  an  air-pump,  the  other  entraining  the  air  by  a  steam-jet 
The  Renhaye  elevator  differs  from  both  of  these  in  that  the  air  is  set 
in  motion  by  a  fan-blower  or  centrifugal  ventilator,  and  that  the  specific 
weight  of  the  semi-fluid  is  regulated  by  a  pneumatic  regulator.  K  is  a 
double  ventilator  capable  of  giving  a  pressure  equivalent  to  29.2  inches 
of  water,  connected  to  the  receiver  R  by  the  tube  T,  Into  the  receiver 
R  the  grain  passes  by  the  tube  8^  which  is  separated  from  the  tube  T 
by  a  plane  inclined  at  45°,  which  carries  the  grain  to  the  lower  part  of 

the  chamber.  In  the  upper  portion  of  the  latter  is  a  perforated  partition  which  affords  passage  to 
the  air  and  to  dust  The  grain  escapes  at  the  lower  portion  upon  a  platform  placed  at  suitable  dis- 
tance to  regulate  the  escape  and  hinder  the  reentry  of  air.  ^  is  a  regulator  which  governs  the 
weight  of  the  semi-fluid  colunm  according  to  the  pressure ;  it  consists  of  a  piston,  the  joint  of  which 
is  a  rubber  membrane  which  extends  without  friction.  A  tube  connects  the  tube  S  with  the  lower 
portion  of  the  regulator.  The  piston  is  connected  by  pulleys  with  a  damper  0,  which  comes  down 
over  the  lower  end  of  pipe  8^  and  is  designed  to  admit  more  or  less  air  into  the  semi-fluid  mass. 
The  quantity  of  air  is  by  means  of  the  piston  regulated  according  to  the  pressure  of  the  ventilator. 
It  will  be  obvious  that  if  the  exhaustion  of  air  in  S  reaches  too  high  a  degree,  the  upper  part  of  K 
descends  and  O  is  thus  drawn  up,  increasing  the  air  orifice  at  the  bottom  of  the  pipe. 

MM.  Sautter  and  Lemonnier  have  made  numerous  experiments  on  this  device,  of  which  the  follow- 
ing are  some  of  the  results :  The  receiver  was  placed  32  feet  above  the  ground.  The  motive  power 
was  d-horse  to  elevate  from  17,600  to  22,000  lbs.  per  hour,  and  the  regulator  worked  perfectly  the 
instant  the  lower  orifice  of  the  pipe  became  choked.  A  large  quantity  of  dust  was  mixed  with  the 
grain,  but  the  latter  was  delivered  perfectly  clean,  the  impurities  passing  off  through  the  aspirating 
pipe.  By  taking  out  the  receiver  and  leading  the  grain  through  the  ventilator,  the  material  was 
cleanly  cracked  without  production  of  flour.  To  secure  the  best  results  it  has  been  found  that  the 
velocity  of  the  solids  on  arriving  in  the  receiver  should  be  nothing,  and  that  the  velocity  of  the  air 
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leaving  the  ventilator  should  have  a  determined  value  for  each  kind  of  grain.  The  rising  tube  is 
gradually  increased  in  diameter  so  as  to  diminish  progressively  the  velocity  of  the  gram  as  it  ap- 
proaches the  receiver.  The  latter  is  constructed  so  as  to  divide  the  air-current  by  means  of  numer- 
ous concentric;  rings,  and  the  orifice  of  the  aspiration  tube  is  enlarged  so  as  to  diminish  the  stranga- 
lation  of  the  fluid  vein.  At  the  lower  part  of  the  escape  tube  is  placed  a  conical  oounterweighted 
regulator.  The  regulator  is  placed  around  the  rising  tube,  and  is  in  communication  with  the  air  pass- 
ing from  the  ventilator,  and  hence  modifies  the  velocity  of  the  entrained  air.  This  arrangement  is 
said  to  give  results  far  in  advance  of  those  reached  by  any  other  pneumatic  system  of  elevation.  It 
has  been  determined  by  experiment  that  by  giving  the  air  a  velocity  of  circulation  of  64  feet  per 
second,  grain,  plaster,  and  similar  substances  can  be  elevated  in  a  vertical  tube ;  with  a  velodt;  of 
128  feet,  stone  in  pieces  large  enough  for  macadamizing  may  be  lifted ;  with  a  velocity  of  192  feet, 
heavy  bodies,  such  as  leaden  balls,  pieces  of  iron,  etc,  can  be  elevated.  Large  spikes,  screw-bolts, 
coke,  coal,  and  iron  chain  have  been  thus  lifted  without  difficulty. 

Fig.  1822  represents  a  simple  form  of  elevator  for  unloading  vessels.    The  extremity  of  the  shoot 
C  is  inserted  in  the  hold  of  the  vessel  about  to  be  discharged,  its  height  being  regulated  bj  the 

18£S. 


guide-frame  and  pulleys.  The  machine  is  put  in  motion  by  means  of  the  prime  mover  A  and  hand- 
wheel  B^  when  by  means  of  a  scries  of  tin  dippers  attached  to  a  belt  of  gutta-percha  or  leather, 
tightly  stretched  over  the  wheels  at  B  and  C,  the  grain  is  brought  up  to  a  height  of  76  feet,  and  dis- 
charged by  means  of  the  small  spout  attached  to  the  elevator  into  the  weighing  madiine ;  from 
thence,  by  a  repetition  of  the  same  contrivance,  it  is  taken  through  the  building  to  a  shoot  on  the 
roof,  containing  an  Archimedean  screw,  by  the  use  of  which  and  the  elevator  the  grain  may  not  only 
be  placed  on  any  particular  floor  in  the  warehouse,  but  may  be  transshipped. 
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Floating  Elewdor, — ^Flgs.  1328  to  1826  are  a  plan,  oross-sections,  and  longitudinal  section  of  a 
floating  elevator  designed  by  Messrs.  Gill  &  Mansfield  of  New  York.  This  kmd  of  elevator  is  used 
for  truiaferring  grain  from  one  vessel  into  another.    By  means  of  them,  ships  can  take  their  oon- 
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signmttit  of  grain  while  lying  in  their  dodcs  and  receiving  the  rest  of  their  cargoes ;  avoiding  thereby 
the  expense  of  moving  to  a  storage  elevator,  as  well  as  the  expense  of  storage,  as  grain  coming  into 
port  by  boat  can  be  immediately  transferred  to  the  vessel  to  which  it  is  consigned. 

The  vessel  carrying  the  elevator  is  constructed  on  the  ordinary  propeller  model.  The  one  here 
described  is  100  feet  long  on  the  l^eel,  with  10  feet  depth  of  hold  and  27  feet  breadth  of  beam  amid- 
ships. The  propelling  power  is  furnished  by  an  engine  of  160  horse-power.  The  engine  is  arranged 
so  as  to  be  disconnected  from  the  propelling  apparatus  when  its  service  is  required  for  elevating  pur- 
poses.  Only  86  horse-power  is  required  to  worlc  the  elevator  up  to  its  full  capacity,  i.  e.,  elevating, 
cleaning,  and  transferring  6,000  bushels  per  hour.  In  the  figures,  A  is  the  lx>at  elevator;  E,  the 
joke  in  which  the  boat  elevator  hangs ;  C/,  a  telescopic  spout,  which  is  lengthened  or  shortened  as 
the  boat  elevator  is  lowered  or  raised  into  position ;  D^  a  receiver  or  pit ;  JS*,  the  screen  elevator;  F^ 
the  screen ;  (7,  the  wind-spout ;  If,  the  shipping  elevator ;  /,  the  shipping  spout ;  /,  the  fan ;  £,  an 
outlet  for  the  dirt  blown  out  of  the  grain ;  Z^  Uie  engine^a  surface  condenser  with  two  18-  by  18- 
inch  cylinders. 

The  position  of  the  elevator  when  transferring  grain  is  naturally  between  the  two  vessels.  The 
boat  elevator  is  lowered  into  the  hold  of  the  vessel  containing  the  grain,  by  means  of  a  rope  attached 
to  the  drum  F.  The  grain,  being  raised  by  the  elevator  A,  passes  downward  through  the  spout  C 
into  the  receiving  hopper  IT,  from  which  by  means  of  a  valve  portions  of  it  are  drawn  off  frcmi  time 
to  time  into  the  weighing  hopper  W,  From  this,  after  being  weighed,  it  is  passed  into  the  receiver 
D  to  the  foot  of  the  screen  elevator  E,  by  which  it  is  again  raised  and  passed  down  over  the  screen 
F  (an  inclined,  perforated  sheet  of  Russia  iron)  into  the  wind-spout  O,  where  it  is  met  in  its  descent 
by  a  strong  current  of  air  caused  by  the  fan  J.  By  this  current  of  air  all  the  chaff  and  foreign 
matter  in  the  grain  is  driven  out  through  the  outlet  K  into  the  river,  the  grain  falling  to  the  foot  of 
the  shipping  elevator  if,  by  which  it  is  again  raised  and  passed  out  through  the  shipping  spout  / 
into  the  vessel  alongside. 

EMERY-GRINDING.  Emery-wheels  are  employed  mainly  for  producing  cuttmg  edges  and  for 
smoothing  surfaces.  Their  action  is  abrasive,  and  is  termed  grinding  or  polishing,  according  to  the 
nature  of  the  duty.  It  is  indeed  somewhat  difficult  to  separate  the  gnnding  from  the  polishing  duty, 
as  the  end  to  be  attained  rather  than  the  nature  of  the  duty  determines  the  name  by  which  that  duty 
is  Imown.  As  a  general  rule,  however,  emeiy  polishing  wheels  are  distinguished  from  grinding  wheels 
in  that  the  former  are  composed  of  wooden  disks  covered  with  leather,  the  surface  of  whic£  is  cov- 
ered with  emeiy  fastened  thereon  by  glue ;  while  the  grinding  wheels  are  composed  of  emery  and 
cement.  As  a  matter  of  fact,  the  action  of  the  emery  is  merely  abrasive  in  both  cases ;  and  althougli 
in  practice  wheels  composed  of,  or  covered  with,  the  finer  grades  of  emery  (that  is  to  say,  from  almit 
No.  70  to  No.  120)  are  used  for  polishing  purposes,  yet,  as  before  stated,  emery  polishing  wheels  are 
understood  in  our  workshops  to  be  wheels  of  wood  covered  with  leather  and  coated  with  emeiy. 
Notwithstanding  this,  however,  wooden  wheels  are  sometimes  coated  with  emery  of  the  coarsest 
grades  (from  about  No.  10  up  to  No.  60X  and  the  action  of  such  wheels  can  scarcely  be  properiy 
termed  that  of  polishing.  The  duty  of  solid  emery-wheels,  composed  of  even  the  finest  grades  of 
emery,  is  usually  termed  emery-grinding,  although  the  result  attained  is  in  many  cases  that  of  coarse 
primary  polishing. 

The  solid  emery-wheel  is  an  American  invention,  and  has  in  the  smaller  sizes  attained  great  prom- 
inence of  late  years  from  its  special  capabilities ;  such,  for  instance,  as  the  grinding  of  hai^ened  tools 
or  cutters  to  a  true  edge,  or  of  hardened  surfaces  to  a  true  conformation.  The  larger  sizes  of  solid 
emery-wheels  are  used  for  purely  abrasive  or  grinding  purposes,  for  which  the  fast-running  grindstone 
is  either  too  unwieldy,  or  so  obstructive  to  the  workman^s  operations  as  to  render  the  manipulataon 
both  tedious  and  crude.  Among  this  class  of  operations  may  be  enumerated  the  grinding  of  plough- 
shares, stove-plates,  and  wrought-iron  plates,  the  fettling  of  iron  castings,  and  the  grinding  of  the 
inner  surfaces  of  hollow  iron  ware.  In  all  the  latter  classes  of  work,  however,  the  emery-wheel  has 
displaced  the  grindstone  because  of  its  handier  and  greater  adaptability  to  the  size,  shape,  and  form 
of  the  works,  rather  than  to  its  cutting  qualification.  For  it  is  an  indisputable  fact  that,  while  the 
speed  at  whiclf  an  emery-wheel  can  be  run  is  several  times  greater  than  that  at  which  it  is  safe  to 
run  a  grindstone,  yet  a  large  grindstone  will  remove  a  given  quantity  of  metal  in  less  time  than  any 
emery-wheel,  even  of  the  largest  sizes  yet  made.  Another  and  very  successful  field  of  operations 
occupied  by  the  solid  emery-wheel  is  that  of  finishing  work  in  the  lathe.  Thus,  the  bearings  of  q)in- 
dles  and  the  surfaces  of  steel  or  chilled  cast-iron  rolls  may  be  and  are  finished  more  true  and  given 
a  finer  polish  by  emery-wheels  than  is  possible  with  lathe  tools  of  any  kind  whatever. 

In  all  cases  of  the  employment  of  emery-wheels  in  place  of  steel  cutting  tools,  the  operation  is 
considerably  slower,  and  it  may  be  laid  down  as  a  rule  that,  save  upon  metal  too  hard  to  be  operated 
upon  by  steel  tools,  the  emery-wheel  cannot  compete  with  the  ordinary  lathe,  planer,  or  milling- 
tool.  And  furthermore,  the  emery-wheel  cannot  compete  with  the  planer  or  with  the  file  in  the 
production  of  flat  surfaces  upon  either  hard  or  soft  metals.  Indeed,  as  a  fitting-tool  for  fine  work, 
the  emery-wheel,  except  upon  cylindrical  surfaces,  is  out  of  place.  In  the  abrasive  operations  carri^ 
on  in  the  manufacture  of  needles,  cutlery,  harness-hardware,  etc.,  the  emery-wheel  is  a  most  valuable 
tool,  and  has  assumed  a  very  important  position.  This  is  largely  due  to  its  strength  in  proportion  to 
its  shape  and  size.  For  instance,  vulcanite  emery-wheels  18  inches  in  diameter,  and  having  three- 
sixteenths  of  an  inch  thickness  (or  **  face,"  as  it  is  commonly  termed),  are  not  unfrequently  used  at  a 
speed  of  some  6,000  feet  (measured  at  the  circumference)  per  minute ;  whereas  it  would  be  altogether 
impracticable  to  use  a  grindstone  of  such  size  and  shape,  because  the  side  pressure  would  break  it 
no  matter  at  what  speed  it  was  run.  Indeed,  in  the  superior  strength  of  the  emery-wheels  of  the 
smaller  sizes  lies  their  main  advantage,  because  they  can  be  made  to  suit  narrow  curvatures,  sweeps, 
recesses,  etc,  and  can  bo  run  at  any  requisite  speed  under  6,000  feet  per  minute,  and  with  oonsiderm- 
ble  pressure  upon  either  the  circumferential  or  radial  faces. 
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The  distinctiTe  featare  of  the  yarioae  makes  of  solid  emery-wheels  lies  in  the  material  used  to 
cement  the  emery  together,  and  much  thought  and  experiment  is  now  directed  to  the  end  of  discov- 
ering some  cementing  substance  which  will  completely  fill  all  the  requisite  qualifications.  Such  a 
material  must  bind  the  emery  together  with  sufficient  strength  to  withstand  the  centrifugal  force  due 
to  the  high  speeds  at  which  these  wheels  must  be  run  to  work  economically ;  and  it  must  neither 
soften  by  heat  nor  become  brittle  by  cold.  It  must  not  be  so  hard  as  to  project  above  the  surface 
of  the  wheel ;  or  in  other  words,  it  should  wear  away  about  as  fast  as  does  the  emery.  It  must  be 
capable  of  being  mixed  uniformly  throughout  the  emery,  so  that  the  wheel  may  be  uniform  in 
strength,  texture,  and  density.  It  must  be  of  a  nature  that  will  not  spread  over  the  surface  of  the 
emery,  or  combine  with  the  cuttings  and  form  a  glaze  on  the  wheeL  This  glazing  is  in  fact  one  of 
the  uKMt  serious  difficulties  to  be  encountered  in  the  use  of  emery-wheels  for  grinding  purposes,  while 
it  is  a  requisite  for  polishing  uses,  as  will  be  explained  further  on.  Many  of  the  experiments  to 
prevent  glazing  have  been  in  the  direction  of  discovering  a  cement  which  would  wear  away  under 
about  the  same  amount  of  duty  as  is  necessary  to  wear  away  the  cutting  angles  of  the  grains  of 
emery,  thus  allowing  the  emery  to  become  detached  from  the  wheel,  rather  than  to  remain  upon  it 
in  a  glazed  condition.  In  the  following  list  of  cementing  materials  in  common  use,  the  initial  W. 
prefixed  signifies  that  the  wheel  thus  made  may  be  used  with  water ;  H.,  that  the  wheels  are  com- 
preeaed  by  hydraulic  pressure ;  and  T.,  that  they  are  tamped :  W.  H.  Hard  rubber.  H.  Chemical 
diarooal ;  that  is,  leather  acted  upon  by  acid  (used  to  prevent  shrinkage)  and  glue.  T.  Oxychloride 
of  zinc  W.  H.  Shellac,  linseed  oil,  and  litharge.  T.  Silicate  of  soda  (water-glass)  and  chloride  of 
calcium ;  celluloid.    T.  Oxychloride  of  magnesia.    W.  H.  Infusoria.    H.  Pure  glue. 

The  speed  at  which  an  emery-wheel  may  be  run  without  danger  of  bursting  varies  according  to 
the  thickness  or  breadth  of  face  of  the  wheel,  as  well  as  according  to  the  quality  of  the  cementing 
material  and  excellence  of  manufacture.  Hence,  although  a  majority  of  manufacturers  recommend 
a  speed  of  about  5,000  circumferential  feet  per  minute,  that  speed  may  be  largely  exceeded  in  some 
cases,  while  it  would  be  positively  dangerous  in  others.  It  is  in  fact  impracticable  in  the  operations 
of  the  workshop  to  maintain  a  stated  circumferential  speed,  because  that  would  entail  a  constant  in- 
crease of  revolutions  to  compensate  for  the  wear  in  the  diameter  of  the  wheel.  Suppose,  for  ex- 
ample, that  a  wheel  when  new  is  a  foot  in  diameter :  a  speed  of  about  1,600  revolutions  per  minute 
would  equal  about  6,000  circumferential  feet ;  whereas,  when  worn  down  to  2  inches  in  diameter,  the 
revolutions  would  require,  to  maintain  the  same  circumferential  speed,  to  be  about  9,500  per  minute, 
entailing  so  many  changes  of  pulleys  and  counter-shafting  as  to  be  impracticable.  In  practice,  there- 
fore, a  uniform  circumferential  speed  does  not  exist,  the  usual  plan  adopted  being  to  run  the  large- 
sized  wheels,  when  new,  at  about  the  speed  recommended  by  the  manufacturer  of  the  kind  of  wheel 
used,  and  to  make  such  changes  in  the  speed  of  the  wheel  during  wear  as  can  be  accomplished  by 
changing  the  belt  upon  a  three-stepped  cone-pulley,  and  perhaps  one,  or  at  most  two,  changes  of 
Hght  pulley  upon  the  counter-shaft.  It  is  somedmes  practicable  to  use  wheels  of  a  certain  diameter 
upon  machines  speeded  to  suit  that  diameter,  and  to  transfer  them  to  faster-speeded  machines  as 
they  diminish  in  diameter.    Even  by  this  plan,  however, 

only  an  approximation  to  a  uniform  speed  can  in  most  1827. 

cases  be  obtained,  because  as  a  rule  certain  machines  are 
adapted  to  certain  work,  and  the  breadth  of  face  and  form 
of  the  edge  of  the  emery-wheel  are  very  often  made  to  suit 
that  particular  work.  Furthermore,  a  new  wheel  is  gener- 
ally purchased  of  such  a  size,  form,  and  grade  of  emery 
as  are  demanded  by  the  work  it  is  intended  at  first  to  per- 
form. Neither  is  it  as  a  rule  practicable  to  transfer  the 
work  with  the  diametrically  reduced  wheel  to  the  lighter 
and  faster-speeded  grinding  machine.  So  that,  while  it  is 
desirable  to  run  all  emery-wheels  as  fast  as  their  compo- 
sition will  with  safety  admit,  yet  there  are  practical  objec- 
tions to  running  smidl  wheels  at  a  rate  of  speed  sufficient 
to  make  their  circumferential  velocities  equal  to  those  of 
large  wheels.  The  speeds  recommended  for  the  various 
kinds  of  wheels  now  in  use  vary  from  about  2,700  to  6,600 
circumferential  feet  per  minute ;  but  the  speeds  obtaining  in  workshops  average  between  2,000  and 
4,000  feet  for  wheels  8  inches  and  less  in  diameter,  and  from  about  8,000  to  5,600  feet  for  wheels 
above  12  inches  in  diameter.  Wheels  above  16  inches  in  diameter,  and  of  ample  breadth  of  face, 
are  not  unfrequently  run  at  much  greater  velocities. 

Emery-wheels  should  be  held  upon  their  driving-spindles  by  the  flanges  upon  the  face ;  for  if  the 
bore  of  the  wheel  fits  tightly  upon  the  driving-spindle  or  arbor,  and  the  latter  should  become  heated, 
its  expansion  would  tend  to  burst  the  wheel.  To  prevent  this,  and  to  permit  the  wearing  out  of  the 
wheel  without  excessive  variation  in  the  circumferential  speed  of  the  wheel  as  the  wear  takes  place, 
the  vulcanite  wheels  A  above  14  inches  in  diameter  are  made  upon  a  cast-iron  centre,  as  shown  at  B 
in  Fig.  1827.  The  spindles  or  arbors  for  emery-wheels  should  have  a  solid  arbor  for  the  wheel  to 
jam  against,  and  a  washer  and  nut  on  the  otiier  side.  The  thread  should  be  such  that  the  resistance 
upon  the  washer  shall  be  in  a  direction  that  will  tend  to  screw  up  and  not  unscrew  the  nut ;  other- 
wise the  latter  will  be  apt  to  become  loosened.  It  is  obvious,  therefore,  that  where  an  arbor  drives 
two  wheels,  it  will  require  a  right-hand  thread  upon  one  and  a  left-hand  thread  upon  the  other  end. 
When  the  wheel  is  composed  entirely  of  emery,  that  is  to  say,  when  no  metallic  centre  is  used,  it  is 
an  excellent  plan  to  place  between  the  collars  and  the  side  of  the  wheel  a  leather  or  other  suitable 
washer ;  and  in  this  case  the  inside  face  of  the  collars  may  be  made  slightly  hollow,  so  as  to  insure 
that  the  surface  most  firmly  gripped  shall  be  that  at  the  outer  diameter  of  the  wheel    This  will 
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tend  to  secure  its  truth  as  well  as  to  maintain  the  grip.  If  the  wheel  requires  to  be  taken  cm  and 
off  the  arbor  occasionally,  it  is  well  to  bore  the  hole  in  the  wheel  enough  larger  than  the  size  of  the 
arbor  to  admit  of  a  lead  ferrule  being  put  into  the  wheel,  and  then  bored  out  to  give  the  arbor  an 
easy  working  fit  In  no  case  must  a  key  or  feather  be  employed,  because  it  tends  to  destroj  the 
balance  of  the  wheel. 

The  balancing  of  emery-wheels  is  a  very  important  element ;  for,  unless  the  wheel  itself  as  well 
as  the  arbor  and  driving-pulley  be  properly  balanced,  the  great  velocity  of  the  wheel  will  cause  vi- 
brations which  will  mark  the  work  very  plainly.  Messrs.  Morton,  Poole  k  Co.,  of  Wilmington, 
Delaware,  found  that  the  difference  in  the  density  of  cast-iron  arbors  moulded  horizontally  was  sat- 
ficiently  great  to  mar  considerably  the  smoothness  of  the  g^rinding  operations  for  which  that  firm 
have  become  famous.  Hence  all  their  arbors,  pulleys,  etc.,  are  cast  vertically,  and  with  gates  of 
sufficient  height  and  body  to  insure  solidity  in  the  castings.  Each  piece  is  separately  balanced,  and 
the  balandng  process  is  repeated  as  each  part  is  assembled.  Even  with  all  these  precautions,  how- 
ever,  it  is  impracticable  to  secure  in  all  cases  perfect  truth  as  well  as  balance,  especially  in  the 
wheels  themselves,  because  of  the  difficulty  of  securing  a  sufficiently  uniform  density.  Hence,  for 
accurate  work  performed  at  high  velocities,  it  is  found  to  be  preferable  to  turn  up  the  perimeter  of 
the  wheel  true,  and  to  vary  the  thickness  of  the  wheel  on  diametrically  opposite  sides  when  that  is 
necessary  to  balance  it.  It  will  not  answer  to  turn  the  emery-wheel  true  and  balance  it  through  the 
medium  of  the  arbor,  pulley,  or  collar ;  because  in  that  case,  though  the  whole  may  be  balanoed  at 
first,  the  balancing  will  be  destroyed  as  the  diameter  of  the  wheel  diminishes.  The  best  method  of 
operating  upon  the  wheel  to  balance  it  is  so  to  adjust  the  centres  of  the  arbor,  or  apparatus  upon 
which  it  is  turned,  as  to  throw  the  side  face  of  the  wheel  out  of  true  to  an  amount  just  suflBdent  to 
allow  the  face  to  true  up  when  the  wheel  is  balanced,  taking  very  light  cuts  and  trying  the  balance 
after  each  cut  The  tool  employed  to  turn  emery-wheels  is  the  bort  or  black  diamond,  held  in  an 
iron  stock  or  holder.  Being  easily  broken,  it  must  be  brought  to  bear  gradually  and  not  violently 
against  the  work. 

The  grades  of  emery  used  for  solid  emery-wheels,  and  the  smoothness  of  the  duty  as  compared  to 
files,  are  as  follows : 


No.  of  Emeiy.  Grade  of  Cut 

8  to  10 Wood  rasp. 

16  to  20  Rasp  file. 

24  to  80 Rough  file. 

86  to  40 Bastard  file. 


No.  of  Emery.  Grade  of  Cut. 

46  to    60 Second-cut  file. 

70  to    80 Smooth  file. 

90  to  100 Superfine  file. 

120  Dead-smooth  file. 


Emery-Grinders, — The  machines  in  which  solid  emery-wheels  are  used  are  termed  emery-grind- 
ers ;  and  of  these  there  are  various  kinds  designed  to  suit  various  classes  of  duty.  For  general 
work  the  class  of  machine  represented  in  Fig.  1328  is  employed,  the  rests  A  and  B  being  adjustable 
and  secured  in  position  by  means  of  the  hand-screws  C  and  D  respectively.    This  class  of  grinder  is 


1828. 


generally  used  for  promiscuous  work  in  machine  shops.  The  rest  B  is  made  angular  to  facilitate 
the  grinding  operations  performed  on  the  side  as  well  as  on  the  circumferential  face.  In  using  this 
class  of  machine,  it  is  highly  essential  to  distribute  the  work  evenly  over  all  parts  of  the  wheel  face, 
thus  preventing  it  from  wearing  in  ridges.  In  Fig.  1329  is  shown  a  machine  designed  by  the  Tanite 
Company  for  grinding  wood-planing-machine  knives  or  cutters.  The  knife  is  clamped  at  the  requi- 
site angle  against  the  rest,  and  is  presented  to  the  side  face  of  the  emery-wheel.  The  rert  is  traversed 
by  a  chain  fed  by  hand,  and  by  a  self-acting  feed  by  belt  and  pinion-gear  at  the  back  of  the  mip 
chine.    ^  is  the  emery-wheel  secured  to  the  arbor,  driven  by  the  step-pulley  B,     C  is  a  planer-knif^ 
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aecored  to  the  traversing  rest  D,  E  \b  the  carriage  supporting  the  rest  D,  F  is  the  bed  upon 
whidi  the  carriage  E  slides.  O  is  the  hand-wheel  by  which  the  hand-chain  feed  is  operated.  H  is 
a  drtying-pullej,  to  be  connected  bj  belt  to  the  feed-pulley  /,  which  operates  the  feed-gears  shown. 

188a 


For  grinding  circular  work,  such  as  spindles,  arbors,  or  bearings,  the  class  of  grinding  machine 
shown  in  Fig.  1829  is  employed.  The  particular  machine  illustrated,  and  the  two  shown  in  Figs. 
1330  and  1831,  are  the  design  of  Messrs.  Brown  k  Sharp  of  Providence,  R  I.  In  Fig.  1880,  the  base 
forms  a  support  for  the  machine,  and  also  provides  a  convenient  closet  for  holding  wheels  and  such 


1880. 


parts  or  attachments  as  are  not  in  use.  Supported  on  this  base  is  the  bed,  inside  of  which  are  the 
feed-works  of  the  machine.  This  bed  has  grooved  ways  for  the  sliding  table  (7,  which  table  moves 
automatically,  similar  to  the  table  of  a  planing  machine,  and  is  of  sufficient  length  and  of  a  suitable 
form  folly  to  protect  the  slides  and  f eed-worlu  from  grit  and  dust    Placed  upon  the  table  C  is  the 
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additional  table  A^  fastened  in  the  middle,  so  as  to  allow  a  lateral  movement  of  the  ends,  whidi  is 
regulated  by  the  tangent  screw  a  and  gauged  by  a  graduated  arc.  Upon  the  table  A  are  fastened 
the  head  and  foot  stocks  of  the  machine,  the  centres  of  which,  it  will  be  noticed,  are,  by  the 
lateral  movement  of  the  table,  always  kept  in  line,  either  for  straight  or  taper  grinding.  The  head- 
stock  B  also  moves  upon  a  perpendicular  central  bearing,  allowing  the  spindle  to  be  placed  at  any 
given  angle  to  the  slides  of  the  machine,  affording  a  ready  means  for  grin<Ung  taper  holes.  The  base 
of  this  head  is  graduated  to  degrees.  One  of  Uorton's  6-inch  universal  chucks  is  fitted  to  the  spin- 
.  die  at  d  for  holding  circular  work  in  grinding  out  holes,  etc.  The  cast-iron  pan  6  receives  Uie  grit 
and  water  from  the  grinding  wheel,  and  also  supports  the  back  rest  The  wheel-arbor  and  stand  are 
adjustable  upon  the  table  V^  which  is  fastened  upon  a  bed  which  moves  around  a  fixed  centre,  en- 
abling the  table  i>  to  be  placed  and  operated  at  any  required  angle  to  the  larger  table  C,  by  which 
movement  angular  cuttera  and  work  of  a  similar  character  can  be  ground.  The  table  2>,  at  whatever 
angle  placed,  is  operated  by  the  handle/.  This  handle,  with  accompanying  disk,  is  provided  with  a 
clami>-gauge  which  regulates  the  relation  of  the  grinding  wheel  to  the  work  upon  the  centres  of  the 
madiine.  Graduations  made  upon  the  bed  supporting  the  table  D  determine  any  desired  angle. 
The  operation  is  as  follows :  The  work  is  placed  between  the  centres  and  revolved  in  the  usual  man- 
ner  at  a  high  speed.  The  emery-wheel  W  is  revolved  in  an  opposite  direction  by  means  of  the  pulley 
P,  which  is  connected  by  belt  to  the  countershaft  shown  in  the  figure  at  the  foot  of  the  madiine. 

The  design  of  the  machine  shown  in  Fig.  1831  is  as  nearly  that  of  an  ordinary  iron-planer  as  the 
requirements  of  the  case  will  admit    The  emery-wheel  A,  which  takes  the  place  of  the  steel  tool,  is 
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driven  by  belt  from  the  drum  B^  the  latter  extending  across  the  machine,  so  that  the  belt  may  travel 
along  it  as  the  sliding  head  carrying  the  emery-wheel  is  fed.  To  maintain  the  tension  of  the  emeiy- 
wheel  belt,  notwithstanding  the  raising  or  lowering  of  the  emery-wheel  to  suit  different  thicknesses 
or  heights  of  work,  the  cross-slide,  as  will  be  seen,  slides  in  slots  in  the  side  frames  or  standards,  the 
slots  being  the  section  of  a  circle  struck  from  the  centre  of  the  driving  drum. 

In  Fig.  1832  is  shown  an  emery-grinder  for  sharpening  small  tools  by  hand. 

In  addition  to  the  foregoing  fixed  machines,  there  is  Uie  swing-frame  machine  shown  in  Hg.  133S, 
in  which  A  is  the  overhead  driving-pulley ;  ^  is  a  frame  pivoted  at  the  top  upon  the  shaft  to  which 
A  is  attached,  and  carrying  at  the  lower  end  the  grooved  step-pulleys  or  cone  C  and  the  frame  D  ; 
^  is  a  telescopic  rod  carrying  the  emery-wheel  at  its  outer  end,  the  object  being  to  permit  the  emery- 
wheel  to  revolve  with  the  plane  of  its  motion  at  any  angle.  The  frame  B  swings  from  its  top  as  a 
centre ;  4he  frame  D  E  swings  vertically,  using  its  bearings  upon  the  end  of  the  frame  ^  as  a  pivot 
The  twist  of  the  emery-wheel  permitted  by  the  telescopic  arm  enables  it,  while  being  driven  by  the 
belts  F  (?,  to  be  traversed  or  operated  upon  any  surface ;  while  the  counterweight  W  operates  to 
relieve  the  overhanging  weight  of  the  frames  and  emery-wheel.  The  operator  guides  the  emeir- 
wheel  to  its  work  by  holding  the  handles  H  H, 

Emery  Polishing  Wheels  are  built  up  in  sections  of  wood  fastened  together  by  gluing,  and  widi 
wooden  pegs  in  place  of  nails  or  screws.  The  joints  of  the  sections  or  segments  are  broken ;  that  is 
to  say,  suppose  in  Fig.  1334  that  1,  2,  3,  etc.,  up  to  8,  represent  the  joints  of  the  8  sections  of  wood 
forming  one  layer  of  the  wheel,  the  next  8  sections  would  have  their  joints  come  at  the  dotted  lines 
A,  B,  C,  etc.,  up  to  I£,  The  thickness  of  these  sections  is  usually  made  of  well-seasoned  soft  wood, 
such  as  pine ;  and  to  prevent  them  from  warping  after  being  made  into  a  wheel,  it  is  advisable  to 
cut  out  ^e  sections  somewhere  near  the  size  in  the  rough  and  allow  them  to  lie  a  day  or  two  before 
planing  them  up  and  fitting  them  together,  the  object  being  to  allow  any  warping  that  may  take  place 
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to  do  BO  before  the  pieces  are  worked  up  into  tlie  wheel,  beoauBe  if  the  warping  takes  place  afterward 
it  will  be  apt  to  throw  the  wheel  out  of  true.  To  cover  the  circumference  of  the  wheel  sole  leather 
is  used,  its  thickness  being  about  a  quarter  of  an  inch;  it  should  be  put  on  soft  and  not  hardened  by 
hammering  at  all,  and  with  the  flesh  side  to  the  wood.  The  joint  of  the  leather  should  not  be  made 
straight,  but  diagonal  with  the  wheel-face,  the  leather  at  the  edge  of  the  joint  being  chamfered  off  as 
shown  in  Fig.  1836  at  A^  and  the  joint  made  diagonal    If  the  leather  was  put  on  with  a  square  butt 

joint,  there  would  be  apt  to  be  a  crease  in  the  joint,  and 
^898^  the  emery  or  other  polishing  material  would  then  strike 

au 1.  _»*u  ^  ui jj  ^  presenting  a  keener  cut- 

[6  marks  in  the  work.    It  is 
ig  material  on  the  immediate 
m  inch  clear  of  polishing  ma- 
in fastening  the  wheel  to  its 
that  it  will  run  in  the  direo- 
l  the  operator  works  with  the 
is  usually  the  case  with  large 
Is  over  18  inches  in  diameter, 
rheel  should  be  put  on  so  that 
smooth  the  edge  of  the  leather 
ind  not  catch  against  the  edge 
md  to  rough  it  up  and  tear  it 
be  glued  to  the  wheel,  which 
In  hot  water.   The  glue  should 
i  leather  applied  quickly  and 
ith  a  band.    After  the  leather 
le  custom  in  Europe  to  further 
>eg8,  about  three-sixteenths  of 
through  the  leather  into  the 
low  the  surface  of  the  leather, 
e  emery  and  fastening  it  upon 
face  of  the  wheel  is  well  sup- 
>e8t  quality,  and  some  roll  the 
this  case  the  emery  does  not 
'  as  it  does  when  the  operation 
is  performed  as  follows :  Let 
the  wheel  either  remain  in 
its  place  upon  the  shaft,  or 
else  rest  it  upon  a  round 
mandrel,  so  that  the  wheel 
can  revolve  upon  the  same. 
Then  apply  the  hot  glue  to 
about  a  foot  of  the  drcnm- 
ferenoe  of  the  wheel,  and  cover  it  as  quickly  as  possible  with  the  emery.    Then  take  a  piece  of  board 
about  three-fourths  of  'an  inch  thick  and  28  inches  long,  the  width  being  somewhat  greater  than  that 
of  the  polishing  wheel,  and,  placing  the  flat  face  of  the  board  upon  tlie  circumferential  surface  of  the 
whed,  work  it  by  hand,  and  under  as  much  pressure  as  possible,  back  and  forth,  so  that  each  end  will 
ahematdy  approadi  the  droumference  of  the  wheel,  as  illustrated  in  Fig.  1386,  the  movement  being 
incUcated  by  the  dotted  lines.    By  adopting  this  method  the  whole  pressure  placed  upon  the  board 
is  brought  to  bear  upon  a  small  area  of  the  emery  and  leather,  and  the  two  hold  much  more  firmly 
together.    The  emery  thus  glued  will  be  thicker  at  the  junction  of  the  gluing  operations ;  but  it  is 
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the  practice  where  this  plan  is  employed  to  true  up  the  new  wheel  by  a  round  iron  bar,  resting  upon 
a  wooden-frame  rest  kept  for  the  purpose.  The  speed  at  which  these  wheels  are  used  is  about  7,000 
feet  per  minute.  The  finest  of  emery  applied  upon  wheels  of  this  kind  is  used  for  cast-iron,  wrought- 
iron,  and  steel,  to  give  to  the  work  a  good  ordinary  machine  finish.    But  if  a  high  polish  or  glaze  is 
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required,  the  wheels  are  coated  with  flour  emery ;  and  a  wheel  \b  made  into  a  glaze-wheel  by  wetr- 
ing  the  emery  down  until  it  gets  glazed,  applying  occasionally  a  little  grease  to  the  surface  of  the 
wheel.  J.  R. 

ENERGY,  POTENTIAL  AND  KINETIC.    See  DYNAMica 

ENGINE,  BEATING.    See  Paper-makino. 

ENGINE,  ELECTRO-MAGNETIC.    See  Electromotobs. 

ENGINE,  WASHLVG.    See  Papir-makino. 

ENGINES,  A£R0-STEAM  AND  BINARY  VAPOR  If  the  products  of  combustion,  after  letr. 
ing  the  furnace  of  a  steam-boiler,  are  forced  into  the  boiler,  mingling  with  the  water  and  stetm, 
instead  of  escaping  into  the  atmosphere,  it  is  reasonable  to  infer  that  a  greater  effect  can  be  realized 
from  the  fuel.  There  have  been  numerous  engines  invented  to  apply  this  principle,  and  some  of 
them  have  given  very  satisfactory  results  for  a  short  time.  So  far,  however,  there  have  been  many 
mechanical  difficulties  that  have  interfered  with  their  continued  success,  so  that  it  is  scarcely  neces- 
sary to  present  detailed  descriptions  showing  their  construction.  The  reader  will  find  nameroos 
articles  on  the  subject  in  the  files  of  technical  journals,  and  is  especially  referred  to  a  paper  on  "The 
Theory  of  A6ro-Steam  Engines,"  by  J.  A.  Henderson,  published  in  the  Journal  of  the  J^nUin  Intti- 
UtU  for  July,  August,  and  September,  1874,  and  to  an  article  on  **The  Warsop  Aero-Steam  Engine," 
by  R.  Eaton,  in  "  Proceedings  of  the  Institution  of  Mechanical  Engineers,"  1870. 

Another  plan  of  increasing  the  efficiency  of  steam-engines,  that  has  been  very  popular  with  mren- 
tors,  is  to  add  a  second  engine,  which  is  driven  by  the  vapor  of  a  liquid  having  a  low  boiling-point, 
and  receiving  its  heat  from  the  exhaust  steam  from  the  first  engine.  Bisulphide  of  carbon  is  the 
liquid  ordinarily  employed ;  and  the  use  of  the  second  engine  generally  increases  the  economy  as  a 
matter  of  course,  since  the  effect  is  to  increase  the  range  of  temperature  through  which  the  engine 
worlcs. 

Although  many  binary-vapor  engines  have  been  brought  to  the  notice  of  the  public,  they  have  been 
usually  short-liveid,  and  scarcely  warrant  an  extended  notice.  There  are  many  practical  objections  to 
most  forms  of  binary-vapor  engines,  and  they  seem  to  possess  no  advantage,  theoretical  or  practical, 
that  cannot  be  obtained  by  the  use  of  a  single  fluid,  with  less  complication  and  expense.    R.  H.  B. 

ENGINES,  AIR.  The  action  of  air-engLoes,  lilce  that  of  all  other  heat-engines,  consists  in  admit- 
ting the  air  at  a  high  temperature  and  pressure,  and  allowing  it  to  perform  work  on  the  piston  and 
thus  reduce  its  pressure  and  temperature,  when  it  is  either  exhausted  into  the  atmosphere  and  a  freah 
supply  is  introduced,  or  it  is  agidn  heated  and  compressed  for  a  repetition  of  the  former  process. 
It  wiU  be  seen  from  the  above  that  air  has  some  advantages  over  steam  as  a  working  fluid  under 
certain  drcumstances.  The  efficiency  of  an  engine  depends  upon  the  limits  of  temperature  to  whidi 
the  working  fluid  is  subjected,  and  it  is  practicable  to  use  a  higher  working  temperature  with  air 
than  with  steam,  because  there  is  no  fixed  relation  between  the  temperature  and  pressure  of  air,  such 
as  exists  in  the  case  of  steam. 

The  principal  varieties  of  air-engines  may  be  classified  by  the  following  distinctive  features:  1. 
Change  of  temperature  at  constant  pressure.  2.  Heat  received  and  rejected  at  a  pair  of  constant 
pressures.    8.  Change  of  temperature  at  constant  volume. 

Ericsson's  en^ne,  best  known  as  the  caloric  engine,  may  be  taken  as  an  example  of  the  first  dan. 
In  this  engine,  air  is  admitted  from  the  atmosphere  to  the  compressing  pump  at  the  lowest  woridng 
temperature,  and  compressed,  the  temperature  being  maintained  constant  ^y  the  action  of  some 
refrigerating  apparatus.  The  air  when  compressed  enters  a  receiver.  It  is  then  admitted  to  the 
working  cylinder,  being  heated  in  its  passage  to  the  higher  temperature,  so  that  its  volume  is  in- 
creased and  the  pressure  remains  constant  under  the  movement  of  the  piston,  then  expands  with  its 
temperature  maintained  constant  at  the  higher  limit,  and  is  finally  expelled  into  the  atmosphere,  gir- 
(ng  up  its  heat  to  the  regenerator,  to  be  used  in  heating  the  volume  of  air  next  introduced. 

This  engine  is  represented  in  Figs.  1837  and  1888.  In  Fig.  1887,  ^  and  ^  are  two  cylmders  of  un- 
equal diameter,  accurately  bored  and  provided  with  pistons  a  and  6,  the  latter  having  air-tight  metal- 
lic packing  rings  inserted  at  their  circumferences.  A  is  the  supply  cylinder,  and  B  the  working 
cylinder ;  a',  piston-rod  attached  to  the  piston  a  working  through  a  stuffing-box  in  the  cover  of  the 
supply  cylinder.  C  is  a  cylinder  with  a  spherical  bottom  attached  to  the  working  cylinder  at  c  « ; 
this  vessel  is  called  the  expansion  heater.  D  i>,  rods  or  braces  connecting  together  the  supply  piston 
a  and  the  working  piston  h,  ^  is  a  self-acting  valve  opening  inward  to  the  supply  cylinder :  F,  a 
dmilar  valve,  opening  outward  from  said  cylmder,  and  contained  within  the  valve-box/  v  is  a 
cylindrical  vessel,  which  is  called  the  receiver,  connected  to  the  valve-box  /  by  means  of  the  pipe  f 
J7,  a  cylindrical  vessel  with  an  inverted  spherical  bottom,  is  called  the  heater.  /,  a  conical  valve  snp- 
ported  by  the  valve-stem  j,  and  working  in  the  valve-chamber  tT,  which  diamber  also  forms  a  oqo»- 
munication  between  the  expansion  heater  C  and  heater  J7,  by  means  of  the  passage  A.  if  is  another 
conical  valve,  supported  by  the  hollow  valve-stem  k^  and  contained  within  tlie  valve-chamber  V,  L 
and  My  two  vessels  of  cubical  form  filled  to  their  utmost  capadty,  excepting  small  spaces  at  top  and 
bottom,  with  disks  of  wire  net,  or  straight  wires  closely  packed,  or  with  other  small  metallic  sub- 
stances, or  mineral  substances,  such  as  asbestos,  so  arranged  as  to  have  minute  channels  rannbg  np 
and  down.  These  vessels  L  and  if,  with  their  contents,  are  termed  r^nerators.  ll^mmy  pipei 
forming  a  direct  communication  between  the  receiver  Q  and  the  heater  H^  through  the  regenerators. 
2^N^  two  ordinary  slide-valves,  arranged  to  form  alternate  communications  between  the  pipes  /  /  and 
m  m,  and  the  exhaust-chambers  0  and  P,  on  the  principle  of  the  valves  of  ordinary  fajgh-prespne 
steam-engines ;  n  n,  valve-stems  working  through  stuffing-boxes  n'  n' ;  ja,  pipe  communicating  between 
the  valve-chamber^'  and  exhaust-chamber  F;  o\  pipe  leading  from  exhaust-diamber  O ;  Qy  pipe 
leading  into  the  receiver  O,  provided  with  a  stop-cock  y.  RBj  fireplaces  for  heating  the  vesi*^  S 
and  C;  rrrry  flues  leading  from  said  fireplaces,  and  terminating  at  r*.  /S^  a  cylindrical  vessel 
attached  to  the  working  piston  6,  having  a  spherical  bottom  corresponding  to  the  expansion  vessel  C. 
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This  Teasel  8,  which  is  the  heat-interoepUng  Tossel,  is  to  be  filled  with  fire-clay  at  the  bottom,  tnd 
ashes,  chareoal,  or  other  non-conducting  substances  toward  the  top,  its  object  being  to  prevent  any 
intense  or  injurious  heat  from  reaching  the  working  piston  and  cylinder.  T  T,  brickwork  or  other 
fire-proof  material  surrounding  the  fireplaces  and  heaters.  Fig.  1838  represents  a  sectional  plan  of 
F«.  1887. 

188T. 

i 


The  piston-rod  a'  only  receives  and  transmits  the  differential  force  of  the  piston  5,  viz.,  the  excess 
of  its  acting  force  over  the  reacting  force  of  piston  a.  This  differential  force  imparted  to  said 
piston-rod  may  be  communicated  to  machinery  by  any  of  the  ordinary  means,  such  as  links,  connect- 
ing-rods, and  cranks^  or  it  may  be  transmitted  directly  for  such  purposes  as  pumping  or  blowing, 
nie  conical  valves  a  and  J  may  be  worked  by  any  of  the  ordinary  means,  such  as  eccentrics  or  cams, 


1888. 


provided  the  means  adopted  be  so  arranged  that  the  valve  iT  will  begin  to  open  the  instant  that  the 
piston  b  arrives  at  the  full  up  stroke,  and  be  again  closed  the  instant  the  piston  arrives  at  full  down 
stroke,  while  the  valve  /is  made  to  open  at  the  same  moment,  and  to  close  shortly  beforo  or  at  the 
termination  of  the  up  stroke.  In  like  manner,  the  slide-valve  ^  is  to  open  and  close  as  the  piston  b 
arrives  respectively  at  its  up  and  down  stroke,  similar  to  the  slide-valve  of  an  ordinary  high-pressure 
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Before  Btarting  the  engine,  fuel  is  pat  into  the  fireplacee  R  B^  and  ignited,  a  slow  combustion  being 
kept  up  until  the  heaters  and  lower  parts  of  the  regenerators  shall  hare  been  brought  to  a  tempera- 
ture of  about  500°.  By  means  of  a  hand-pump,  or  other  simple  means,  atmospheric  air  is  then  forced 
into  the  receirer  Q  throu^  the  pipe  Q,  until  there  is  an  internal  pressure  of  some  8  or  10  lbs.  to  tiie 
square  inch.  The  valve  J  \b  then  opened,  as  shown  in  the  figure ;  the  pressure  entering  under  the 
piston  b  will  cause  the  same  to  move  upward,  and  the  air  contained  in  A  will  be  forced  through  the 
valve  i^into  the  receiver.  The  slide-valves  JV^^  being,  by  means  of  the  two  stems  «i  n,  previously 
so  placed  that  the  passages  //are  open,  the  air  from  the  receiver  will  pass  through  the  wires  in  i 
into  the  heater  ffy  and  further  into  C,  the  temperature  of  the  air  augmenting  and  its  volume  increas- 
ing as  it  passes  through  the  heated  wires  and  heaters.  The  smaller  volume  forced  from  A  will,  in 
consequence  thereof,  suffice  to  fill  the  larger  spaces  in  C,  Before  the  piston  arrives  at  the  top  stroke, 
the  valve  /will  be  closed,  and  at  the  termination  of  the  stroke  the  valve  if  will  be  opened;  the 
pressure  from  below  being  thus  removed,  the  piston  will  descend  and  the  heated  air  in  C  will  pass 
through  if,  p,  Py  and  m  into  the  regenerator  Jf,  and,  in  its  passage  through  the  numerous  small  spaces 
or  cells  formed  between  the  wires,  part  with  the  heat,  gradually  fiOling  in  temperature  until  it 
passes  off  at  o\  nearly  deprived  of  all  its  heat  The  commencement  of  the  desert  of  the  piston 
a  will  cause  the  valve  Fio  dose  and  the  valve  Elo  open,  by  which  a  fresh  chaise  of  atmospheric 
air  is  taken  into  the  cylinder  A,  At  the  termination  of  the  full  down  stroke,  the  valve  K  is  dosed 
and  the  valve  /again  opened,  and  thus  a  continued  redprocating  motion  kept  up.  It  will  be  evident 
that  after  a  certain  number  of  strokes  the  temperature  of  the  wires  or  other  matter  contained  in  the 
regenerators  will  change;  that  of  J/' will  become  gradually  increased,  and  that  of  L  diminished. 
The  position  of  the  side  valves  iyTiV  should,  therefore,  be  reversed  at  Uie  termination  of  every  fifty 
strokes  of  the  engine,  more  or  less,  which  may  be  effected  dther  by  hand  or  by  a  suitable  connec- 
tion to  the  engine.  The  position  being,  by  dther  of  these  means,  accordingly  reversed  to  that  repre- 
sented in  the  drawing,  the  heated  air  or  other  medium  passing  off  from  C  will  now  pass  throu^  the 
partially  cooled  wires  in  Ly  while  the  cold  medium  from  the  receiver  will  pass  through  the  heated 
wires  of  My  and  on  entering  H  wlU  have  attained  nearly  the  desired  working  temperature.  In  this 
manner  the  regenerators  will  alternately  take  up  and  give  out  heat,  whereby  the  drcnlating  medium 
will  prindpally  become  heated,  indep^ently  of  any  combustion,  after  the  engine  shall  have  been 
once  put  in  motion. 

The  relative  diameter  of  the  supply  and  working  cylinders  will  depend  on  the  expansibility  of  the 
acting  medium  employed ;  thus,  in  using  atmospheric  air  or  other  permanent  gases,  the  difference  of 
the  area  of  the  pistons  may  be  nearly  as  2  to  1,  while  in  using  fiuids,  sudi  as  oils,  whidi  dilate  bat 
slightly,  the  difference  of  area  should  not  much  exceed  one-tenth.  In  employing  any  other  medium 
than  atmospheric  air,  it  becomes  indispensable  to  connect  the  outlet  pipe  o'  and  the  valve-box  e  of 
the  outlet  valve  Ey  as  indicated  by  dotted  lines  in  the  drawing,  these  dotted  lines  representing  the 
requisite  connecting-pipe.  The  escaping  air  or  fluid  at  o'  will,  when  sudi  a  connecting-pipe  has  been 
applied,  furnish  the  supply  cylinder  independently  of  other  external  communication,  and  the  acting 
medium  will  perform  a  continuous  circuit  through  the  machine  under  this  arrangement ;  the  (^ra- 
tion being  in  other  respects  as  before  described.  The  working  cylinder  may  be  placed  horizontally 
or  otherwise,  and  it  may  be  made  double-acting ;  a  heat-intercepting  vessd  may  be  applied  at  eadi 
end  of  the  working  piston,  as  also  an  expansion  heater  at  each  end  of  the  working  cylinder.  Four 
working  cylinders  similar  to  the  above  were  placed  in  the  steamer  Ericsson. 

A  modification  of  the  engine  just  described,  which  has  been  used  to  a  considerable  extent  for 
light  work,  is  represented  in  Fig.  1889.  There  are  two  pistons  working  in  one  cylinder,  A  being 
the  driving  piston  and  F  the  pump-piston.  Q  is  the  furnace,  ^  is  the  fly-wheel  shaft,  and  tibe 
driving  piston  is  connected  to  it  by  the  crank  o,  connecting-rod  />,  lever  9,  and  rod  r.  The  crank  o 
also  gives  motion  to  the  pump-piston  Fy  through  the  connecting-rod  «,  and  the  cranks  t  w,  whidi 
are  secured  to  the  shaft  C,  mtdcing  an  angle  of  7**  with  each  other.  The  piston  A  has  a  valve  open- 
ing inward,  as  also  has  the  supply  piston  F,  This  latter  piston  is  lined  with  a  non-conducting  ma- 
terial on  the  side  next  the  furnace,  and  it  carries  on  its  periphery  a  cylindrical  bell,  which  wo&  in 
the  narrow  annular  space  between  the  walls  of  the  furnace  and  the  surrounding  chamber.  The 
valve  in  F  opens  above  this  bell,  so  that  the  air  passing  through  this  valve  traverses  the  annular 
space  and  thus  has  its  temperature  raised.  D  is  the  exhaust-valve,  kept  to  its  seat  by  a  spring, 
when  not  acted  upon  by  the  cam  D\  On  account  of  the  peculiar  connections  of  the  two  pistons, 
they  have  a  differential  movement,  so  that  the  operation  of  the  engine  is  as  follows: 

When  the  two  pistons  are  moving  inward,  F  at  first  goes  faster  than  Ay  and  air  is  drawn  into 
the  space  between  the  two  pistons  from  the  atmosphere.  A  then  gains  upon  Fy  and  the  air  be- 
tween the  two  pistons  is  compressed.  F  completes  its  stroke  before  Ay  and  commences  the  return 
stroke  while  A  is  still  moving  inward,  so  that  the  air  between  the  pistons  passes  through  the  valve  hi 
Fy  and  becomes  heated  in  the  annular  space  around  the  furnace.  While  A  is  maldng  the  return 
stroke,  F  continues  to  move  faster,  and  constantly  displaces  the  air  between  the  two  pistons.  A  lit- 
tle before  the  end  of  the  outward  stroke,  the  two  pistons  are  nearly  in  contact,  but  the  distance 
between  them  increases  slightly  at  the  end  of  the  stroke.  The  exhaust- valve  is  then  opened  and  the 
heated  air  escapes,  the  valve  being  kept  open  during  the  inward  stroke,  until  the  compression  be- 
tween the  two  pistons  commences.  As  the  working  pressure  is  exerted  in  this  engine  for  less  than 
half  a  revolution,  a  heavy  fly-wheel  is  required  to  maintain  the  motion ;  and  the  fly-wheel  is  ooun- 
terweigbted  so  that  the  weight  is  descending  during  what  may  be  called  the  negative  part  of  the 
revolution.  To  start  the  engine,  the  fly-wheel  must  be  turned  until  the  two  pistons  occupy  the 
proper  position,  and  there  is  a  click  attachment  working  in  notches  in  the  fly-wheel,  to  facilitate  the 
turning  by  hand.  In  a  test  of  one  of  these' engines  made  by  M.  Tresca  (AwmIm  det  MineSy  6th 
Series,  xix.),  the  consumption  of  coal  was  about  9  lbs.  per  horse-power  per  hour. 

In  8haw*s  engine,  Figs.  1840  and  1841,  the  products  of  combustion  pass  from  the  funaoe  into 
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the  cjlinder,  and  at  the  completion  of  the  stroke  of  the  working  piston  are  exhausted,  pasmng 
throng  a  regenerator  and  thus  being  deprived  of  some  heat,  which  is  imparted  to  the  next  charge 

1889. 


of  air  drawn  in.    There  is  a  double  wall  around  the  furnace,  and  all  the  air  drawn  in  passes 
through  the  space  between  the  two  walls,  having  its  temperature  still  more  increased  before  entering 


1840. 


the  furnace.    The  efficient  means  employed  for  heatmg  the  air  constitute  the  chief  merit  of  this 
engine.    As  shown  in  Figs.  1340  and  1841,  there  are  two  working  cylinders  A  A,  each  single-acting, 
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and  the  compressiDg  pumps  are  formed  by  tnmks  on  the  upper  ddes  of  the  piBtona.  B  is  one  of 
the  pistons,  and  B  the  corresponding  trunk.  T  is  the  regenerator.  Air  is  drawn  in  by  the  com- 
pressing pump  through  the  valve  JS^  and  forced  into  the  regenerator  and  furnace  through  the  valve 
F.    P  is  the  exhaust-pipe. 

The  engines  tliat  have  just  been  described  are  necessarily  limited  to  comparatively  low  pressures, 
and  hence  must  be  very  bulky  when  designed  to  develop  considerable  power.  This  limitation  is  an 
essential  condition  of  their  design,  because  the  original  pressure  of  the  air  which  is  compressed  and 
heated  is  that  of  the  atmosphere.  If,  however,  the  working  air  be  confined  in  the  machine,  and 
originally  compressed  to  a  high  pressure,  this  difficulty  disappears.  Thus,  suppose  it  is  found  prac- 
ticable to  maintain  a  temperature  in  a  given  air-engine  sufficient  to  double  the  original  pressure  of 
the  air.  Then,  if  the  air  were  admitted  at  the  pressure  of  the  atmosphere,  the  available  pressure, 
after  heating,  would  be  about  16  lbs.  per  square  inch.  But  if  the  supply  of  air  were  drawn  from 
a  reservoir,  in  which  the  pressure  was  60  lbs.  per  square  inch,  the  effect  of  increasing  the  tem- 
perature to  the  same  point  as  in  the  former  case  would  be  to  double  the  original  pressure,  making  it 
120  lbs.  per  square  inch.  It  seems  strange  that  the  majority  of  inventora  should  have  ignored  this 
significant  principle,  and  that  too  in  the  face  of  the  example  afforded  by  one  of  the  first  air-engines 
ever  constructed,  and  which  seems,  from  all  accounts,  to  have  been  more  successful  and  economical 
than  any  of  its  successora.  Reference  is  made  to  Stirling's  engine,  invented  by  Robert  Stirling  of 
Scotland  in  1827,  and  put  in  operation  at  the  Dundee  Foundry  in  1840.  The  construction  of  this 
engine  is  clearly  illustrated  in  Figs.  1842  to  1844,  and  the  accompanying  description. 

Two  strong  air-tight  vessels  are  connected  with  the  opposite  ends  of  a  cylinder,  in  whidi  a  piston 
works  in  the  usual  manner.    About  four-fifths  of  the  interior  space  in  these  vessels  is  occupied  by 

184L 


two  similar  air-tight  vessels  or  plungers,  which  are  suspended  to  the  opposite  extremities  of  a  beam, 
and  capable  of  being  alternately  moved  up  and  down  to  the  extent  of  the  remaining  fifth.  By  the 
motion  of  these  interior  vessels,  which  are  filled  with  non-conducting  substances,  the  air  to  be  oper- 
ated upon  is  moved  from  one  end  of  the  exterior  vessels  to  the  other ;  and  as  one  end  is  kept  at  a 
high  temperature,  and  the  other  as  cold  as  possible,  when  the  air  is  brought  to  the  hot  end  it  be- 
comes heated  and  has  its  pressure  increased,  and  when  it  is  brought  to  the  cold  end  its  heat  and 
pressure  are  diminished.  Now,  as  the  interior  vessels  necessarily  move  in  opposite  directions,  it  fol- 
lows that  the  pressure  of  the  inclosed  air  in  the  one  vessel  is  increased,  while  that  of  the  other  is 
diminished.  A  difference  of  pressure  is  thus  produced  upon  the  opposite  sides  of  the  piston,  which 
is  thereby  made  to  move  from  one  end  of  the  cylinder  to  the  other;  and  by  continually  reversing  the 
motion  of  the  suspended  bodies  or  plungera,  the  greater  pressure  is  successively  thrown  upon  a  dif- 
ferent side,  and  a  reciprocating  motion  of  the  piston  is  kept  up.  The  piston  is  connected  with  a 
fly-wheel  in  any  of  the  usual  modes,  and  the  plungera,  by  whose  motion  the  air  is  heated  and 
cooled,  are  moved  in  the  same  manner,  and  nearly  at  the  same  relative  time,  with  the  valves  of  a 
steam-engine.  The  power  is  greatly  increased  and  made  more  economical  by  using  somewhat  highly- 
compressed  air,  which  is  at  first  introduced,  and  is  afterward  maintained,  by  the  continual  acti<m  of 
an  air-pump.  The  pump  is  employed  in  filling  a  separate  magazine  with  compressed  air,  from  which 
the  engine  can  be  at  once  charged  to  the  working  pressure. 

If  all  the  heat,  however,  which  is  necessary  to  raise  the  air  to  the  required  temperature,  were  to 
be  thrown  away  or  lost  every  time  that  the  air  is  cooled,  the  power  produced  by  its  expansion  and 
contraction  would  be  much  more  expensive  than  that  which  is  gained  by  the  use  of  steam.  In  order, 
therefore,  to  underatand  how  the  work  of  a  good  steam-engine  has  been  done  with  about  one-third 
of  the  fuel  consumed  by  it,  it  is  necessary  to  point  out  the  method  by  which  the  greater  part  of  the 
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heat  is  preeeired,  and  is  used  repeatedly,  in  expanding  the  air,  before  it  is  finally  wasted  or  lost. 
For  this  purpose,  when  it  is  necessary  to  cool  the  air,  after  it  has  been  brought  to  its  greatest  heat, 
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H  is  not  at  once  brought  into  contact  with  the  coldest  part  of  the  vessels.    This  would  indeed  effec- 
tually cool  it,  but  the  heat  when  thus  extracted  would  be  entirely  lost,  because  it  could  never  again  be 
taken  up  by  a  body  warmer  than  itself.    Instead  of  this,  therefore, 
the  air  is  made  to  pass  from  the  hot  to  the  cold  end  of  the  air-vessel  1844. 

through  a  multitude  of  narrow  passages,  whose  temperature  is  at 
first  nearly  as  great  as  that  of  the  hot  air,  but  gradually  declines  till 
it  becomes  nearly  as  low  as  the  coldest  part  of  the  air-vessel.  Now, 
as  every  body  by  contact  will  give  out  heat  to  one  that  is  colder  than 
itself,  the  air,  when  it  enters  the  narrow  passages,  must  give  out  a 
portion  of  its  heat  even  to  the  hottest  part  of  these  passages,  and 
must  continue  in  its  progress  to  give  out  more  and  more  as  the 
temperature  of  the  passages  is  diminished,  till  at  last,  when  it  is 
ready  to  escape  into  the  cold  part  of  the  vessel,  there  is  only  a  small 
portion  of  the  heat  to  be  extracted,  in  order  to  bring  it  to  the  lowest 
temperature  required.  By  far  the  greater  part  of  the  heat,  therefore, 
has  been  left  behind  in  the  metal  which  forms  the  passages,  and 
which  is  so  contrived  and  arranged  as  to  retain  that  heat  until  it  is 
again  required  for  heating  the  air.  It  must  be  evident  also,  from  the 
manner  in  which  the  heat  has  been  distributed,  or  spread  out,  over 
the  whole  length  of  those  passages,  that  it  is  capable  of  being  again 
employed  in  heating  and  expanding  the  air ;  for  when  the  cold  air  is 
again  made  to  enter  the  passages  for  the  purpose  of  being  heated,  it 
immediately  comes  into  contact  with  matter  that  is  hotter  than  itself, 
and  consequently  begins  to  acquire  heat  even  at  its  first  entrance ; 
and  as  it  is  successively  applied  to  surfaces  of  a  greater  temperature, 
it  continues  to  receive  more  and  more  heat,  so  that  when  it  comes  at 
last  to  the  hot  end  of  the  vessel,  it  requires  but  a  small  addition  to  ^  > , . . 
its  temperature  to  give  it  the  elasticity  which  is  necessary  to  move  igi3 

the  piston.    Thus,  instead  of  being  obliged  to  supply,  at  every  stroke 

of  the  engine,  as  much  heat  as  would  be  suflBcient  to  raise  the  air  from  its  lowest  to  its  highest 
temperature,  it  is  necessaiy  to  furnish  only  as  much  as  will  heat  it  the  same  number  of  degrees  by 


Digitized  by 


Google 


623 


ENGINES,  AIR 


which  the  hottest  part  of  the  air-Tessel  exceeds  the  hottest  part  of  the  intermediate  passages.  In 
an  account  of  the  performance  of  this  engine,  glTcn  by  Mr.  Patrick  Stirling  (see  Trai^actions 
of  the  Institution  of  Engineers  in  Scotland,"  vol.  iv.),  it  is  stated  that  the  dimensions  of  the 
working  cylinder,  which  was  double-acting,  were  16  x  48  inches ;  the  minimum  pressure  10  atmos- 
pheres, maximum  pressure  15^  atmospheres;  probable  range  of  temperature,  100*"  to  600°  F.; 
average  horse-power,  measured  on  friction-brake,  87;  and  coal  consumed  per  day,  1,000  lbs.,  corre- 
sponding to  a  consumption  of  2.7  lbs.  of  coal  per  net  horse-power  per  hour,  the  consumption  fre- 
quently falling  as  low  as  2.6  lbs.  per  horse-power.  The  engine  was  used  for  four  years  in  the  regu- 
lar work  of  the  foundry,  and  was  finally  abandoned  on  account  of  the  heaters  burning  out.  From 
the  above  record,  it  seems  reasonable  to  believe  that  inventors  would  do  well  to  turn  badL  to  Kr. 
Stirling's  work,  and  take  up  the  matter  where  he  left  off. 

There  have  been  several  engines  constructed  on  the  general  principle  of  Stirling's,  so  far  as  usmg 
the  working  air  continuously,  but  they  have  generally  neglected  the  second  feature,  of  using  hi^ly 
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compressed  air.  Among  these  engines  may  be  mentioned  Lauberau*s,  described  in  Dr.  Barnard's 
'*  Report  on  the  Machinery  and  Processes  of  the  Industrial  Arts ; ''  and  another  of  somewhat  similar 
design,  illustrated  in  Figs.  1846  to  1347.  The  following  description  is  from  the  Iron  Age  of  Nov. 
28,  1876  :  '*  Two  vertical  cylinders,  power  and  compression,  are  mounted  side  by  side  upon  a  flanged 
bed-plate,  and  form  the  lower  part  of  the  housing  for  the  crank -shaft  bearings,  which  are  of  suffi- 
cient height  to  give  the  necessary  length  of  connecting-rods.  The  power  cylinder  is  fitted  to  a  cylin- 
dric  heater  C  with  a  recessed  bottom,  beneath  which  is  a  small  furnace.  By  a  peculiar  arrangement 
of  the  interior  of  the  cylinder  A  and  the  lower  part  of  the  piston  (or  more  properly  the  plunger),  the 
compress^  air  is  made  to  pass  in  a  thin  sheet  over  the  surface  of  the  heater,  and  beoomes  heated  to 
the  required  temperature  almost  instantly.  The  compression  cylinder,  by  means  of  a  similar  device 
for  spreading  the  expanded  air  after  its  discharge  from  the  power  cylinder,  cools  it  to  or  below  the 
temperature  of  the  ati^oRphere  by  the  circulation  of  water  through  a  jacket  by  which  it  is  surrounded. 
Connecting  the  two  cylinders  at  a  point  just  below  the  bearings  for  the  piston  is  the  passage  for 
communication,  J/,  which  contains  a  device,  called  by  the  makers  a  *  regenerator,'  R,  It  is  simply 
a  series  of  thin  metallic  plates,  having  the  edges  thickened  so  as  to  keep  them  slightly  apart    The 
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object  of  ibe  amngement  is  to  economize  heat,  hj  absorbing  as  much  as  possible  from  the  hot 
air  discharged  from  the  power  cylinder,  and  in  turn  parting  with  a  portion  of  it  to  the  cold  air  in  its 
passage  back  from  the  compression  cylinder.  It  will  be  understood  that  the  same  air  is  used  con- 
tinuously, being  passed  back  and  forth  from  one  to  the  other  of  the  cylinders,  and  alternately  com- 
pressed and  heated,  and  expanded  and  cooled.  Any  deficiency  of  air  caused  by  leakage  is  supplied 
by  a  check- yalve,  P,  at  the  foot  of  the  compression  cylinder.  The  arrangement  of  the  cranks  FF 
forms  an  important  consideration,  and  is  an  angle  of  95°,  or  S""  in  advance  of  a  right  angle,  for  the 
power  cnnk.  After  starting  the  fire  and  raising  the  heater  to  the  proper  temperature,  the  engine 
may  be  started  by  simply  closing  a  small  pet-cock  in  the  regenerator,  and  turning  the  fiy-wheel  about 
one  revolution  or  less.  The  effect  is  to  compress  the  cold  air  contained  in  the  compression  cylinder 
to  about  one-third  of  its  normal  volume.  After  reachii^  this  point,  owing  to  the  before-mentioned 
positions  of  the  cranks,  the  power  piston  begins  to  ascend,  while  the  compression  piston  in  complet- 
hig  the  downward  stroke  forces  the  air  into  the  heater ;  and  as  the  displacement  in  one  cylinder  is 
equalized  by  the  receding  piston  of  the  other,  there  is  no  noticeable  diange  of  volume.  Owing  to 
the  very  effective  method  of  heating  the  compressed  air,  its  temperature  is  suddenly  raised,  and  the 
expansion  due  to  the  temperature  produces  a  great  increase  of  pressure,  which  forces  the  power 
piston  to  the  end  of  the  up  stroke.  The  compression  piston  is  then  6°  behind  half  stroke  and  moving 
upward,  when  the  power  piston,  by  beginning  its  down  stroke,  transfers  the  expanded  hot  air  through 
the  regenerator  and  water-jacket  into  the  compression  cylinder  in  a  thoroughly  cool  condition,  and  at 
or  slightly  below  atmospheric  pressure ;  in  the  latter  case  the  deficiency  is  supplied  by  the  check- 
valve.  After  passing  the  upper  centre,  the  compression  piston  again  begins  its  descent  as  before. 
When  the  engine  is  to  be  stopped,  it  is  only  necessary  to  open  the  pet-oock  on  the  regenerator,  which 
prevents  the  acoumulaUon  of  pressure.  Where  hydrant  water  is  not  available,  a  small  force-pump 
is  attached  to  the  compression  piston  for  the  purpose  of  maintaining  a  circulation  around  the  cylinder. 
The  piston-packing  is  composed  of  two  rings  of  leather  held  down  by  a  gland,  that  on  the  power 
piston  being  kept  cool  by  the  circulation  of  water  around  it  by  means  of  a  pipe  connecting  with  the 
water-jacket  of  the  compression  cylinder.'' 

It  has  been  predicted  by  more  than  one  prominent  engineer  that  the  steam-engine  will  yet  be 
superseded  by  the  air-engine.  In  view  of  what  has  already  been  accomplished,  the  realization  of 
this  idea  seems  by  no  means  impossible,  while  at  the  same  time  it  must  be  confessed  that  a  great 
deal  has  yet  to  be  done  before  the  air-engine  can  successfully  compete  with  its  present  formidable 
rival.  Aj9  the  obstacles  to  the  complete  success  of  the  air-engine  consist  chiefly  of  mechanical  diffi- 
culties that  must  be  overcome,  the  case  does  not  seem  absolutely  hopeless.  It  is  not  possible  to  dis- 
cuss the  subject  in  the  present  article  as  fully  as  its  importance  seems  to  warrant ;  but  the  reader 
who  desires  to  continue  his  investiaitions  is  referred  to  the  following  works,  from  which  the  fore- 
going remarks  are  chiefly  compiled :  Rapkine's  "  Treatise  on  the  Steam-Engine ; "  Dr.  Barnard's 
**  Report  on  Machinery  and  Processes  of  the  Industrial  Arts ; "  Engineetnng^  xix. ;  "  Proceedings  of 
the  Institution  of  Civil  Engineers,"  1846,  1864  ;  and  "Transactions  of  the  Institution  of  Engineers 
in  Scotland,"  iv.    For  further  works  for  reference,  see  Enqinbs,  Heat.  R.  H.  B. 

ENGINES,  DESIGNING  OF.  The  following  example  illustrates  in  considerable  detail  the  appli- 
cation  of  the  theoretical  considerations  given  under  Expansion  or  Stbam  and  Gases,  with  their  prac- 
tical modifications,  in  designing  an  engine  for  a  given  purpose.  The  example  further  illustrates  the 
use  of  the  tables  in  the  above-mentioned  article.  Suppose  it  is  required  to  design  an  engine  that 
shall  develop  200  net  horse-power,  it  being  proposed  that  the  boiler  pressure  shall  be  90  lbs.  per 
square  indi  above  zero,  and  that  the  steam  shall  be  cut  off  when  the  piston  has  completed  three-tenths 
of  the  stroke.  The  engine  is  to  be  non-condensing ;  the  steam  is  to  be  cushioned  when  the  piston 
has  completed  -f^  of  the  return  stroke ;  the  piston  speed  is  to  be  600  feet  per  minute,  the  stroke 
4  feet,  and  the  oonnecting-rod  10  feet  between  the  centres.  While  it  is  impossible  to  foretell  with 
absolute  certainty  the  performance  of  a  proposed  engine,  there  are  various  data  obtained  by  previous 
experience  that  can  be  used,  since  it  is  reasonable  to  infer  that  like  causes  will  produce  like  effects. 
It  is  assumed,  then,  that  the  cylinder  and  port  clearance  at  each  end  of  the  stroke  will  be  6  per  cent 
of  the  piston  displacement ;  that  the  mean  back  pressure  up  to  the  point  where  cushion  commences 
will  be  1  lb.  per  square  inch  above  the  atmosphere,  or  16.7  lbs.  above  zero;  that  the  pressure 
required  to  overcome  the  friction  of  the  working  parts  of  the  engine  will  be  1.6  lb.  per  square  inch ; 
and  that  the  initial  pressure  in  the  cylinder  will  be  4  lbs.  less  than  the  boiler  pressure,  and  the 
pressure  at  point  of  cut-off  6  lbs.  less  than  the  initial.  (Although  these  allowances  are  larger  than 
are  required  for  the  very  best  engines,  they  agree  well  with  ordinary  practice,  and  are,  indeed,  too 
small  for  many  of  the  engines  in  common  use.)  Turning  to  Table  VI.  in  the  article  Expansion  of 
Stkam  and  Gasbs,  it  will  be  seen  that  the  real  cut-off  for  the  proposed  case  is  0.84.  The  mean  total 
pressure  up  to  the  point  of  cut-off  is  [(90  —  4)  -|-  (90  —  4  —  6)]  -i-  2  =  83.6.  By  column  2  in  Table 
rV.,  article  Expansion  or  Steam  and  Gases,  the  ratio  of  expansion  corresponding  to  a  cut-off  of  0.34 
is  2I94 ;  and  from  column  9  in  the  same  table,  and  a  simple  calculation,  the  mean  total  pressure 

during  the  stroke  of  the  piston  is  determined  to  be  3-^  +  81  x  0.367  =  68.1  lbs.  per  square  inch. 

(As  calculations  of  this  nature  are  only  approximate,  there  is  no  necessity  for  carrying  them  beyond 
one  or  two  decimal  places.)  The  pressure  given  above  is,  it  will  be  noticed,  the  mean  total  pressure 
throughout  the  whole  stroke  of  the  piston,  including  also  the  pressure  in  the  clearance  space ;  and  it 
must  be  corrected  for  the  mean  back  pressure  up  to  the  point  of  cushion,  for  the  clearance  and  for 
the  cushion.  Deducting  the  back  pressure,  68.1  —  16.7  =  42.4.  The  correction  for  clearance  is 
obtained  by  the  formulajo  — c  x  (P— p),  where  p  is  the  mean  total  pressure  corrected  for  back 
pressure,  P  is  the  initial  pressure,  and  U  is  the  fraction  of  clearance.  In  the  present  instance,  the 
corrected  pressure  is  42.4  —  0.06  x  (86  —  42.4)  =  89.8.    Galling  d  the  fraction  of  a  stroke  uncom- 
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pleted  when  cushion  commences,  and  e^  as  before,  the  fraction  of  clearance,  the  ratio  of  compres- 
sion \a{d+  c)-i-Cf  or  (0.12  +  0.06)  -i-  0.06  =  3,  and  the  final  cushion  pressure  is  15.7  x  8  =  411. 
The  mean  cushion  pressure,  by  column  6  in  Table  lY.,  article  Expansion  of  Steam  and  Gases,  is 
47.1  X  0.66  =  26.9.  The  mean  pressure  corrected  for  cushion  is  P  —  <;  x  (i?—  1)  x  (p'  —  j));  in 
which  expression  F  la  the  mean  pressure  corrected  for  back  pressure  and  clearance,  e  is  the  fraction 
of  clearance,  R  the  ratio  of  compression,  and  p'  and  p  the  mean  and  initial  cushion  pressures  req9e^ 
tivelj.  Substituting  the  proper  values  in  the  above  formula,  the  result  is  the  indicated  pressure  of 
the  proposed  engine,  or  89.8  —  0.06  x  (8  —  1)  x  (26.9  —  16.7)  =  88.6.  Subtracting  the  estimated 
friction  pressure,  the  mean  net  pressure  is  found  to  be  88.6  —  1.6  =  87  lbs.  per  square  indi.  Having 
determined  the  mean  net  pressure,  the  diameter  of  cylinder  required  can  be  calculated  by  the  for- 
mula, 206  X  4/ 1  Z~~l,]>  where  H.  P.  is  net  horse-power,  P  the  mean  net  pressure  in  pounds  per 
square  inch,  and  8  the  piston  speed  in  feet  per  minute.    Hence  the  diameter  of  the  proposed  engine 


//     200     \ 

is  206  X  4/  I  1  =  19.6  inches. 

r    V87  X  600/ 


If  a  boiler  is  to  be  designed  for  this  engine,  some  estimate  must  be  formed  of  the  amount  of 
steam  that  it  will  use.  The  examples  of  the  performance  of  engines  of  various  dimensions,  g^en 
in  the  various  articles  on  Engines,  will  greatly  assist  the  designer;  but,  as  a  further  aid,  a  method 
of  making  an  approximate  calcuktion  is  appended.    As  the  stroke  of  the  engine  is  4  feet,  and  the 

Siston  speed  is  600  feet  per  minute,  the  number  of  revolutions  per  hour  is  (600  +  8)  x  60  =  4,500. 
uppose  that  the  steam  is  released  when  the  piston  has  completed  -^  of  the  stroke ;  the  theoredctl 

pressure  at  this  point  is  given  by  the  formula  — x  P,  where  —  is  the  apparent  cut-off;  c  thefrao- 

tion  of  clearance,  z  the  fraction  of  stroke  for  which  the  pressure  is  required,  and  P  the  pressure  at 
point  of  cut-off.    Hence  the  pressure  when  release  takes  place  is     '         '       x  81  =  28.8.    Tbe 

O.UU  "X"  V.vO 

weight  of  a  cubic  foot  of  steam  of  this  pressure,  by  column  10  in  Table  I.  of  article  Ezfanbion  or 
Steam  and  Gases,  is  0.071  lb.  The  displacement  of  the  piston  per  revolution  to  release,  induduig 
clearance,  is  16.76  cubic  feet,  so  that  the  total  weight  of  steam  used  per  hour,  neglecting  that  saved 
by  cushion,  is  16.76  x  4,600  x  0.071  =  6,866  lbs.  As  the  space  filled  with  cushioned  steam  at  the 
instant  the  exhaust-valve  closes  is  2.82  cubic  feet  per  revolution,  and  the  pressure  of  the  steam  tt 
this  point  is  16.7  lbs.  per  square  inch,  the  steam  saved  per  hour  on  account  of  cushion  is  2.82  x 
4,600  X  0.0404  =  613  lbs. ;  so  that  the  total  steam  discharged  from  the  cylinder  per  hour  is  6,865— 
618  =  4,842  lbs.  (Note. — ^In  calculating  the  piston  displacement,  the  mean  piston  area,  after  deduct- 
ing the  cross-section  of  the  piston-rod,  should  be  used  when  great  accuracy  is  required ;  but  it  b 
scarcely  necessary  to  introduce  this  element  into  a  preliminary  estimate  like  the  above.  In  makmg 
calculations  for  horse-power  or  oonsumption  of  steam  from  actual  practice,  where  the  indicator  ctrcb 
are  furnished,  the  mean  effective  piston  area  should  be  employed.)  To  this  must  be  added  the  stetm 
condensed  for  the  work  done  during  expansion,  and  the  amount  condensed  on  account  of  the  diange 
in  temperature  to  which  the  inteiior  surfaces  of  the  <nrlinder  are  subjected.  For  the  first  correction, 
find  what  proportion  of  the  total  horse-power  is  developed  during  the  expansion  of  steam,  and  mul- 
tiply this  by  1,980,000,  the  foot-pounds  of  work  in  one  horse-power  per  hour.  The  quotient  arising 
from  dividing  the  latter  quantity  by  772  gives  the  units  of  heat  per  hour  equivalent  to  the  work  ol 
expansion,  which  is  to  be  divided  by  the  ktent  heat  of  a  pound  of  steam  at  the  terminal  pressure, 
to  reduce  it  to  pounds  of  water  condensed.  Thus,  the  mean  total  pressure  of  the  steam,  as  deter- 
mined above,  corrected  for  clearance,  is  68.1— [0.06  x  (86—68.1)1  =  66.4 ;  so  that  the  total  hone- 
power  is  (298.66  x  66.4  x  600)  -f-  88,000  =  806.  From  column  9  m  Table  IV.,  article  Expanskhi  or 
Steam  and  Gases,  it  appears  that  the  portion  of  the  mean  total  pressure  due  to  expansion  is  81  x 
0.867  =  29.7  lbs.  per  square  inch,  so  that  the  total  horse-power  developed  during  expanskm  is 

29.7 

--^  X  806  =  161 ;  and  since  the  latent  heat  of  a  pound  of  steam  at  the  terminal  pressure  28.8,  ss 

5o.4 

shown  in  Table  I.,  article  Expansion  of  Steam  and  Gases,  column  6,  is  941,  the  steam  condensed  ^ 

work  per  hour  is  (161  x  1,980,000)  -f-  (772  x  941)  =  440.    The  final  allowance  for  oondensatioii  ob 

internal  surfaces  can  only  be  approximately  estimated  at  between  20  and  26  lbs.  of  steam  per  boor 

per  square  foot  of  internal  surface.    It  seems  probable  that  there  is  some  law  by  which  the  amount 

can  be  definitely  determined,  when  the  mean  temperatures  during  forward  and  return  strokes  are 

known ;  but  further  investigations  are  required  before  the  law  can  be  exactly  stated.    In  the  present 

instance,  it  will  be  a.<isumed  that  the  condensation  is  at  the  rate  of  22  lbs.  per  hour  per  square  foot 

of  internal  surface,  reckoning  the  areas  of  the  two  heads,  both  sides  of  the  piston,  the  cylindricil 

area,  the  piston-rod,  and  the  surface  of  the  ports.    In  the  engine  under  consideration,  the  surface 

will  be  approximately : 

In  heads  and  both  sides  of  piston 8.8  square  feet 

In  cylindrical  part 24.8      "        " 

In  piston-rod 8.8      "        " 

Inports 12.0     "        " 

Total 47.9      "       •* 
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So  that  the  steam  condensed  per  hour  will  be : 

48  X  22= 1,056 

Calculated  fronj  terminal  pressure  less  cushion 4,842 

Steam  condensed  for  work 440 

Total 6,888 

or  about  82  lbs.  per  net  horse-power.  The  method  of  proportioning  a  boiler  to  evaporate  this  amount 
of  water  is  explained  in  the  article  on  Boilebs.  To  reduce  the  above  amount  to  its  equivalent,  from 
and  at  212'',  as  explained  when  treating  of  boilers,  it  is  supposed  that  the  feed  water  is  heated  by 
the  exhaust  steam  to  a  temperature  of  180".  Thus,  by  Tables  L  and  II.,  article  Expansion  or  Stkam 
AND  Oases,  the  equivalent  evaporation  for  this  case  will  be  6,888  x  (1.221— 0.154)  =  6,768  lbs. 

If  the  above  <»loulation  had 
been  made  for  a  condensing  en- 
gine, the  only  changes  required 
in  the  data  would  have  been  as 
follows:  The  mean  back  pressure 
up  to  commencement  of  cushion 
would  have  been  assumed  at  from 
8  to  8.5  lbs.  per  square  inch 
above  zero,  and  the  steam  con- 
densed on  the  interior  surfaces 
of  the  cylinder  per  hour  at  from 
10  to  15  lbs.  per  hour  per  square 
foot  R.  H.  B. 

ENGINES,  FIRE.  The  man- 
ual  engine,  fig.  1848,  generally 
consists  of  a  double  forcing- 
pump  conmiunicating  with  the 
same  air-vessel ;  and  instead  of 
a  foroe-pipe,  a  flexible  leather 
hose  is  used,  through  which  the 
water  is  driven  by  the  pressure 
of  the  condensed  air  in  the  air- 
vessel,  ilg.  1848  A  represents 
a  section  of  the  apparatus.  The 
pipe  T  descends  into  a  receiver 
or  vessel  containing  a  supply  of 
water.  This  pipe  communicates 
with  two  suction-valves  K,  which 
open  into  the  pump-barrels  of 
two  fordng-pumps  ^  ^,  in  which 
solid  pistons  P  are  placed.  The 
piston-rods  of  these  are  connect- 
ed with  a  working-beam  F^  elon- 
gated, so  that  a  number  of  per- 
sons may  work  at  both  ends  of 
it  at  once.  Force-pipes  i  t  pro- 
ceed from  the  sides  of  the  pump- 
barrel  above  the  valves  K,  and 
they  communicate  with  an  air- 
vessel  M  by  means  of  forcing- 
valves  V^  which  also  open  up- 
ward. The  pipe  descends  into 
the  air-vessel  near  the  bottom. 
This  pipe  is  connected  with  the 
flexible  leathern  hose  X,  the 
length  of  which  is  adapted  to 
the  purposes  to  which  the  ma- 
diine  is  to  be  applied.  The  ex- 
tremity of  the  hose  may  be  car- 
ried in  any  direction,  and  may 
be  introduced  through  the  doors 
and  windows  of  buildings.  By 
the  alternate  action  of  the  pis- 
tons, water  is  drawn  through 
the  suction-valve  and  propelled 
through  the  forcing-valves  until 
the  air  in  the  top  of  the  vessel  -•<      »i      n 

M  is  highly  compressed.    The 

pressure  acts  on  the  surface  of  the  water  in  the  vessel,  and  forces  it  through  the  leathern  hose  in  a 
continued  stream,  so  as  to  spout  from  its  extremity  with  a  force  depending  partly  on  the  degree  of 
condensation,  and  partly  on  the  elevation  of  the  extremity  of  the  hose  above  the  level  of  the  engine. 
40 
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It  is  to  be  considered  thai  the  preiMnire  of  the  condensed  air  has,  in  the  first  instance,  to  support  a 
column  of  water,  the  height  of  whidi  is  equal  to  the  level  of  the  end  of  the  tube  above  the  level  of 
the  water  in  the  air-vessel ;  that  until  the  pressure  exceeds  what  is  necessary  for  this  purpose,  no 
water  can  spout  from  the  end  of  the  hose ;  and,  consequently,  that  the  forcd  with  which  it  will  so 
spout  will  be  proporti<mal  to  the  excess  of  the  pressure  of  Uie  condensed  air  above  the  wdgfat  of 
the  column  of  water,  the  height  of  which  is  equal  to  the  elevation  of  the  end  of  the  hose  above  die 
level  of  the  water  in  the  air-vessel 

One  of  the  most  thorough  trials  ever  made  of  this  class  of  engines  was  conducted  by  a  special 
jury  at  the  International  &hibition  held  in  London  in  1862.  A  summary  of  these  interesting  ex- 
periments is  contained  in  the  tables  on  page  627. 

At  the  present  time  ntanual  fire-engines  have  been  almost  entirely  superseded  by  the  more  effi- 
cient steam  fire-engine,  the  introduction  of  which  has  been  largely  instrumental  in  reducing  the 
ravages  caused  by  fire  and  lessening  fire-rates.  The  earliest  steam  fire-engine  is  believed  to  have 
been  built  by  John  Braithwaite,  an  fioglishman,  in  1829,  and  is  described  in  the  Mtchaniaf  MagtmM 
for  February  18, 1880.  Captain  Ericsson  obtained  a  medal  from  the  Mechanics*  Institute  of  New 
York,  in  1840,  for  a  design  of  a  steam  fire-engine  somewhat  similar  to  that  produced  by  BraiUiwaite; 
and  a  steam  fire-engine  was  constructed  in  1850  by  Mr.  Latta  of  Cindnnati,  who  has  been  identified 
with  many  important  improvements  in  connection  with  this  machine.  Various  other  builders  took 
up  the  manufacture  of  steam  fire-engines  after  Mr.  Latta,  and  they  have  been  gradually  developed  to 
the  splendid  apparatus  which  is  in  use  to^lay. 

Several  steam  fire-engines  were  exhibited  at  London  in  1862,  including  one  from  the  United  States, 
and  the  jury  were  desirous  of  investigating  their  qualities  by  a  very  thorough  test.  Only  two  of  the 
exhibitors,  however,  were  willing  to  submit  their  engines  to  trial,  and  these  were  tested  by  the  jury, 
with  results  that  are  summarized  in  the  two  tables  that  follow,  from  the  data  given  in  the  official  report: 

Prineipal  DimentumM  of  8Uam  Flre-Engina  tried  at  Lcmdon  Exhibition^  1862. 


Hamber  of  engine 

Nune  of  nuker 
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•♦  water       **  •♦     
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Nnmber  of  aeUrerles  open  on  trial 

Diameter  of  suction  hose,  Inches 

"      ofdelirery  "         »»     , 

Weight,  light,  pounds 

Time  of  raising  pressore  to  100  pounds. 


■\ 
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8.6 
T 
9 
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eold  water. 


Shandft  Masoo. 
6.625 
5 
8 
814.16 
1 
8 

8.5 
4,460 
IT  mia.  40  sec  from 
warm  water. 


Trial  of  Steam  JF^re-Enginef  at  London  Exhibition^  1862. 
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^rkteipal  DtnwiHtont  of  Manual  Engine$  tried  at  London  Szh^iHon,  1862. 
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A  Taluable  paper,  containing  details  of  these  and  other  steam  fire-engmes,  together  with  a  hirtori- 
cal  account  and  an  extended  discussion,  may  be  found  in  the  "  Transactions  of  the  Society  of  fii. 
gineers  for  1863." 


18B0. 


The  steam  fire-engines  representing  the  present  practice  in  the  United  States  may  be  cUissed  aa 
reciprocating  engines  and  pumps  without  fly-wheels,  reciprocating  engines  and  pumps  with  fly-wheels 
(this  class  being  subdivided  into  engines  with  cranks  and  connecting-rods,  and  engines  with  Toke 
motion),  and  rotary  engines  and  pumps.  Representatives  of  all  but 
the  first  class,  which  dififers  but  little  from  the  ordinary  direct-acting 
pump,  are  illustrated  and  described  in  the  following  pages. 

The  Button  engine.  Fig.  1849,  has  two  fly-wheels  and  the  ordinaiy 
direct-acting  engine  connection,  the  pump-piston  being  attached  to 
the  cross-head.  Fig.  1850  is  a  sectional  view  of  the  pump,  which  re- 
quires no  explanation.    The  boiler  is  of  the  vertical  fire-tube  variety. 

The  Gould  engine,  shown  in  section  in  fig.  1851,  has  a  vertical 
fire-tube  boiler,  with  a  submerged  smoke-flue.  The  sides  of  the  fire- 
box are  tapering,  for  the  purpose  of  increasing  the  area  of  the  grate 
and  promoting  the  water  circulation.  The  pump-cylinder  can  be 
removed  by  taking  off  the  bottom  cover,  so  that  the  valves  can  be 
examined  and  repaired. 

The  Silsby  fire-engine,  represented  in  Figs.  1862,  1853,  1854,  and 
1855,  has  been  selected  as  a  representative  of  the  rotary  class. 
The  engine.  Fig.  1858,  consists  of  two  toothed  wheels  running  to- 
gether in  a  steam-tight  case.  The  steam  is  admitted  at  A  and  ex- 
hausted at  By  thus  moving  the  wheels.  The  long  teeth  of  these 
cams,  which  are  intended  to  work  steam-tight  against  the  sides  and 
periphery  of  the  case,  are  packed  with  metallic  blocks  which  are 
pressed  outward  by  springs.  There  are  openings  in  the  Rides  of  the 
case  for  the  purpose  of  removing  and  repladng  the  packing-blocks, 
when  necessary.  The  pump.  Fig.  1854,  is  in  the  same  line  with  the 
engine,  and  is  similar  in  construction.  There  are  outside  gears  be- 
tween the  engine  and  pump,  which  act  as  guides.  The  boiler,  Fig. 
1355,  contains  both  fire-  and  water-tubes,  the  latter  being  secured 
to  the  lower  tube-sheet  and  extending  into  the  furnace.  Each 
water-tube  has  a  smaller  tube  within  it,  for  the  purpose  of  assisting 
circulation,  and  superheating  the  steam  by  passing  it,  as  formed, 
through  the  annular  spaces  between  the  internal  and  external  tubes. 

The  Amoskeag  self-propelling  engine  is  shown  in  a  fuU-pa^e 
etigraving,  and  a  general  sectional  view  in  Fig.  1366.  Special  facilities  for  the  examination  of  this 
engine  have  been  afforded  by  Chief  Engineer  £11  Bates,  of  the  New  York  City  Fire  Department; 
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and  the  writer  is  indebted  to  him,  and  to  the  officers  and  men  of  the  department,  for  many  courteous 
attentions.  A  somewhat  detailed  description  of  this  engine  is  appended,  and  it  may  be  noted 
that  many  of  the  features  described  are  to  be  found 

in  the  other  styles  of  engines.     These  fire-engines  are  1855. 

made  both  self-propelling,  in  which  case  two  engines 
are  always  used,  and  with  a  pole  for  horses,  engines  of 
this  class  being  made  single  or  double,  as  may  be  desired. 
In  the  self-propelling  engines,  as  will  be  seen  by  refer- 
ence to  the  full-page  plate,  there  is  a  pulley  on  the  fly- 
wheel shaft,  which  communicates  motion  to  a  pulley  on 
the  back  driving-axle  through  a  chain  connection.  The 
first  pulley  is  secured  to  the  fly-wheel  shaft  by  a  spring 
key,  which  is  readily  withdrawn  when  it  is  desired  to 
work  the  pumps,  and  the  pulley  then  remains  stationary 
on  the  reyolving  shaft,  without  any  tendency  to  produce 
motion  in  the  back  driving-axle.  The  engines  are  fitted 
with  link-motion,  so  that  they  can  readily  be  reversed.  It 
will  be  seen  that  there  is  an  upright  shaft  with  a  large 
hand-wheel  at  the  end,  directly  in  front  of  the  wheels- 
man's seat.  There  is  a  gear-wheel  on  the  other  end  of 
this  shaft,  which  works  in  a  rack  connected  to  the  front 
driving-axle,  thus  enabling  the  wheelsman  to  guide  the 
engine  in  any  direction.  In  passing  aroimd  a  curve,  it  is 
evident  that  one  of  the  back  driving-wheels  must  travel 
faster  than  the  other,  and  provision  is  made  for  this 
by  an  attachment  commonly  known  as  the  *^  differential 
gear."  The  wheel  on  the  back  axle  that  is  nearest  to 
the  pulley  over  which  the  driving-chain  passes  is  loose 
on  liie  axle.  The  pulley  over  which  the  driving-chain 
passes  is  also  loose  on  the  axle,  but  it  has  within  it  a 
wheel  carrying  two  bevel-pinions  on  the  periphery,  which 
work  in  two  bevel-gears  secured  to  the  loose  wheel  and 
the  driving-axle  respectively.  This  arrangement  allows 
the  loose  wheel  to  slip  when  the  resistance  to  motion  is 
unequally  distributed  between  the  two  back  wheels.  (A 
clear  illustration  of  this  "differential  gear''  may  be  found 

in  a  paper  on  "Traction  Engines,"  by  Prof.  Thurston,  published  in  the  Journal  of  the  I^ratUdm  IntH- 
tute  for  January,  1878.) 
The  boiler  of  this  engine  has  vertical  fire-tubes,  and  needs  no  particular  description,  being  dearly 
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illustrated  in  Fig.  1366.  The  pump-yalTes  are  circular  disks  of  rubber,  with  light  spiral  springs 
aboTO  them,  and  are  so  arranged  that  the  seats  can  be  easily  removed.  The  pump-plunger  is  packed 
with  two  cup-leathers.  The  pump  has  a  relief-valye,  which  can  be  set  to  any  pressure  by  turning  a 
hand-wheel,  and  will  thus  control  the  water-pressure  which  the  hose  sustains.  It  frequently  happens 
that  the  fireman  has  to  go  with  the  nozzle  into  the  interior  of  a  burning  building,  and,  having  sub- 
dued the  fire,  desires  to  stop  the  water  before  wetting  valuable  goods.  The  nozzles  used  in  the  New 
York  Fire  Department  are  fitted  with  valves,  which  can  be  closed  when  desired,  cutting  off  the  dis- 
diarge  instantly ;  and  the  relief-valve  allows  this  to  be  done  without  injury  to  the  hose  or  other  con- 
nections. Below  the  wheelsman's  seat,  as  seen  in  Fig.  1856,  is  a  tank,  holding  about  a  boilerful  of 
fresh  water,  from  which  the  supply  for  feeding  the  boiler  is  drawn  when  salt  water  is  being  forced 
by  the  pumps,  and  which  also  furnishes  a  supply  when  the  engine  is  proceeding  to  a  fire  at  a  dis- 
tance. When  the  engine  is  drawing  water  from  a  hydrant,  the  boiler  feed-pumps  can  also  be  sup- 
plied from  the  same  source. 

^mple  arrangements  are  provided  for  chocking  the  springs,  in  order  to  prevent  vibrations  when 
the  pumps  are  in  action.  The  fuel  used  for  generating  steam  is  cannel  coal,  which,  when  put  into 
the  furnace  in  large  lumps,  bums  freely  and  without  forming  clinker.  An  engine  ordinarily  carries 
sufficient  coal  for  a  continuous  run  of  an  hour  or  a  little  more.  When  standing  in  the  engine-house, 
a  pressure  of  about  80  lbs.  per  square  inch  is  maintained  in  the  boiler  of  the  self-propelling  engine, 
and  about  6  lbs.  in  the  boilers  of  engines  that  are  drawn  by  horses.  This  pressure  is  maintained  by 
connecting  the  boiler  of  the  fire-en^e  with  a  small  circulating  boiler  located  in  the  engine-house, 
the  connecting  pipes  being  so  arranged  that  there  is  a  constant  circulation  of  water.  In  the  case  of 
an  engine  drawn  by  horses,  the  circulating  boiler  is  of  the  simplest  description,  consisting  of  a  coil 
of  pipe  in  the  fire-box  of  an  ordinary  coal-stove.  When  the  engine  is  taken  from  the  house,  an 
automatic  arrangement  shuts  the  valves  connecting  the  circulating  pipes  with  the  boiler  of  the 
fire-engine,  and  opens  communication  with  a  tank,  through  which  the  circulation  continues.  The 
liodts  of  this  article  will  not  permit  mention  of  the  many  ingenious  contrivances  that  have  been 
developed  since  the  telegraph  has  been  taken  into  the  service  by  the  fire  department,  but  the  reader 
will  find  an  excellent  popular  description  of  the  most  advanced  practice  in  Harper^s  Magcame  for  . 
October,  1877. 

The  principal  dimensions  of  the  engines  that  have  been  described  are  given  in  the  accompanying 
Uble: 

Table  showing  Dimensuma  of  American  Steam  JFire-Bngines, 


LflDfth,  with  ton^e  removed,  feet .... 

Width,  feet 

Helffbt,  feet 

We6ht,Ii^t,lb« 

**       equipped,  n>s 

Ditmeter  of  Boiler,  tnohes 

Height  of  boiler,  feet , 

Orate  rarflMM,  eqiutre  feet 

NiiiDb«'  of  tubes 

External  diameter  of  tabes,  inohas 

Length  of  tubes,  Inches 

Orofls  area  of  tabes,  square  feet 

Heating  sorfece  in  flre-boz,  saaare  feet. 

Total  beating  surfeoe,  square  feet 

Batlo  of  heittlng  to  grate  sarfhoe 

••    oftubearea       "  *•     

Hei^t  of  cbimnev  above  grate,  feet  . . . 

Water  SMce,  cubic  l^et 

Bteam      **•'»*  

Nomber  of  engines 

Diameter  of  steam  cylinder,  inches 

Length  of  stroke,  inches 

Number  of  pumps 

Diameter  of  pump,  inches. , 

Strolte  *•  *•     

Capacity  of  air-chamber,  cubic  feet 

Kumbcr  of  discharge  orlfcea 

Diameter  **  *"     inches 

Number  of  suction  **■     

Diameter       "•  **     inches 


12.5 
«.l 
9 

^&oo 

«,100 
89.5 
5 

480 

1.25 
20 

8.202 
85.T7 
297.9 
40 

0.428 

7.4S 

8 
12 

1 
14 

4.6 

1 

8 

4.6 

5.5 

4 

2.5 

1 

4.6 


B.8.Nkbol« 

aoo. 


12 

8 
4,400 
^000 
81.6 
4.«7 
5.68 
809 
1.25 
14 
2.002 

228.4 
40.9 
0.809 
0.67 
2.50 
7.27 
1 
9 
7 
1 
6 
7 

2.4 
8 

2.6 
2 
4.5 


Slbbj 
mfcetarl 
Oompaaj. 


12.6 
6 

9.17 
5,900 
5,550 
86 
4.07 
5.5 
260 
2,  and  1.25 
22 

.987 
28 
218 
89.6 
0.170 
7.88 
5 
6 
1 
11 
4.75  wide 
1 

7.25 
4.5  wide 
2.75 
2 

2.5 
1 
4 


Oompaay. 


12 

5.88 

8.88 
6,000 
6,500 
81 

5.88 

4.28 
260 

1.25 
18 

1.668 

6 
171 
89.8 

0.838 

6 

6.78 

6.81 

1 

6 

8 

1 

4 

8 

2.25 

2 

2.5 

2 

5 


SaVftopdUof. 


16 

6.26 

9.25 
8,700 
9,500 
88 

6.42 

4.91 
811 

1.25 
18 

2.075 

7 
207 
42.8 

0.424 

7.5 

7.2 

7.66 

2 

8 

8 

2 

4.6 

8 

2.26 

2 

2.5 

2 

5 


There  are  but  few  records  of  trials  made  with  modem  fire-engines  by  competent  experts ;  and 
although  the  catalogues  of  the  various  builders  are  filled  with  testimonials,  they  are  but  feeble  aids 
for  the  formation  of  a  critical  opinion.  Some  points  of  interest  were  developed  in  the  trial  of  fire- 
engines  at  the  Centennial  Exposition  of  1876,  and  a  summary  of  the  same,  from  the  official  report, 
is  given  in  the  following  table.  The  trials  were  conducted  by  Wellington  Lee,  under  the  instruc- 
tions of  the  Committee  of  Judges,  Messrs.  Charles  T.  Porter,  Joseph  Belknap,  and  E.  Brugsch.  Mr. 
Lee  says  in  his  report:  **A  careful  analysis  of  the  facts  brought  out  at  the  trials  will  justify  the 
theory  upon  whioh  the  programme  and  rules  were  made,  viz. :  the  engine  that  is  capable,  at  a  fire, 
of  exerting  the  greatest  amount  of  power  in  proportion  to  its  weight  (other  things  being  equal),  is 
the  best." 
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Summary  of  Fire-EngvM  Tests  <U  IrUemaiional  Exposition,  18T6. 


WMiom  m  pouuds. 


Light 


With 
Wat«. 


of  Steun 
OyUadar. 


ofWttCT 

CjiiaOtr. 


Water 
CjUoOm. 


I  I 


Sllsby. 

Nichols*.*.*.*.**.*'.'. 

lAFranoe 

Bonald 

Glapp  &  Jones. . . 

BattoD './. 

Amoskesg 

Clapp  A  Jones... 


e^6 

4,795 

7,m 

7,061 
6,813 
8^10 
«,508 
5,085 
7,522 
e,105 
8,925 


7,045 
5,140 
7,828 
7,855 
«,022 
8,005 
«,825 
5,225 
8,920 
6,2tf4 
4,098 


8,178 
8^*10 

7,*M7 


18. 


5,  6.25 

i" 
i'.ih 

7 

8 
12 

7.625 
6.876 

8 


Inebet. 
8.88,5.85 


4.88 
4.25 
4.68 
8,6.75 
4.5 
4.25 
4.876 


9 

7 

8 

4.5 

8 

8 

8 


2.25 

8.*2* 
2.71 
2.99 
2.25,8.16 
2.67 
2.62 
2.69 


iDcbei. 
40 

lochM. 
60 

%"■! 

86 

56 

m 

40 

60 

2M 

40 

66 

265 

82 

66 

28 

52 

m 

83 

53 

246 

84.6 

60 

190 

81.8 

64 

175 

80.5 

61 

151 

82 

&2 

147 

Am  of 
the  Foot 


8q.  In. 
25.9 
16.5 
81.4 
28.8 
21.7 
15.9 
28.8 
21.8 
24 
28.5 
15.9 


Total  TliiM 
ofTrbL 


HlnotM. 
684.6 

626.5 
612.5 
615.6 
684.5 


576.6 


TH  POUNDS 
PXB  SqUABE  IKOH. 


88.0 

64.9 
109.7 
62.8 
67.7 
84.9 
90.1 
65.6 


100.7 


189.6 

108.5 
82.1 
78.9 
64.1 

119 

157.1 
88.2 


145.6 


Ayango 
DiaoMUn' 
ofNoBlo. 


1.46 

1.2 

1,47 

1.46 

1.82 

1.01 

1.41 

1.24 


.96 


STBBAM 
THBOWM. 


Vortioa    HoriioDtal 
HdgfaU     DirtABoe. 


FMt. 

174.7 


202.8 


192.8 


208.4 
187.4 
202.9 
47.7 
27.2 
182.4 
215.2 


160.4 


OOSBVKPnOX  OP  STORES. 


Owl.  Wood.  OSL         Talkv. 


10,880 
4,212 
6,581 
8,054 
4.889.6 
2;686 
8,715 
287.6 


Povnds. 

275.75 
193 
194 
840.25 
211.26 
178.5 
28<l.75 
96 


178.25 


.25 
2.5 
.19 
M 
.11 
.18 


1.25 
1.25 


1.25 


See  also  FiBE-ExnNoniBHEBS.  B.  H.  B. 

ENGINES,  GAS  AND  YAFOR.  The  majority  of  engines  of  this  character  have  been  designed 
to  use  an  inflammable  gas  to  which  sufficient  air  has  been  added  to  form  an  explosive  com{)oimd,  and 
thus  produce  the  requisite  pressure.  The  energy  is  produced  at  the  moment  needed,  and  there  is  no 
storing  up  of  heat.  Hence  it  will  be  seen  that  the  gas-engines  find  a  special  applicability  in  cases 
where  continuous  work  is  not  required.  Descriptions  of  many  prominent  varieties  of  this  diss  of 
engines,  together  with  a  historical  account,  may  be  foimd  in  Dr.  Barnard's  "  Report  on  the  Hadii- 
nery  and  Processes  of  the  Industrial  Arts." 

The  great  difficulty  in  the  way  of  constructing  a  satisfactory  gas-engine  *  has  always  arisen  from 
the  suddenness  of  the  explosion  and  expansion  which  has  to  be  utilized.  In  the  Otto  and  Langen 
engine  this  difficulty  was  surmounted  very  ingeniously  by  allowing  the  expansion  to  take  place  under 
a  free  piston,  whose  velocity  was  not  limited  by  the  motion  of  a  crank,  and  engaging  the  piston-rod 
with  the  driving-shaft  only  on  its  downward  sti-oke.  In  this  way  the  sudden  expansion  could  of 
course  be  more  completely  utilized  than  in  any  case  where  the  velocity  of  the  piston  was  controlled 
by  the  usual  connection  to  a  crank-shaft,  but  at  the  same  time  the  whole  arrangement  had  very  dis- 
tinct drawbacks,  and  was  obviously  open  to  improvement.  In  Herr  Otto's  later  arrangement  the 
difficulty  arising  from  the  suddenness  of  the  explosion  is  removed  in  a  totally  different  way,  viz.,  by 
making  it  less  sudden.  This  could  not  be  done  previously  because  the  mixture  of  air  and  gas  was 
always  drawn  into  the  cylinder  at  atmospheric  pressure,  and  was  already  used  as  dilute  as  was  possi- 
ble under  these  conditions.  If  only,  however,  the  mixture  could  be  used  under  pressure,  a  mucfa 
larger  dilution  of  air  could  be  employed  without  destroying  its  explosiveness,  and  in  consequence  the 
violence  and  rapidity  of  the  explosion  would  be  very  much  reduced.  It  is  upon  this  principle  that  the 
engine  is  constructed ;  the  sudden  explosion  has  been  reduced  to  what  is  really  not  much  more  than  a 
rapid  combustion  and  expansion — ^not  too  rapid  to  allow  it  to  be  used,  without  loss,  at  tlie  beginning 
of  the  stroke  of  an  engine  arranged  with  connecting-rod  and  crank  in  the  usual  way.  In  general 
external  appearance  the  engine  resembles  a  small  horizontal  engine,  but  the  resemblance  is  only  super- 
ficial. The  cylinder  is  single-acting,  open  at  the  front  end,  and  is  so  arranged  that  it  only  completes 
its  cycle  of  operations  once  in  two  complete  double  strokes.  Its  method  of  working  is  as  foUovs : 
The  piston  in  moving  forward  draws  into  the  cylinder  a  mixture  of  air  and  coal-gas,  the  latter  in 
measured  quantity;  returning,  it  compresses  this  mixture  into  little  more  than  one-third  of  its 
volume,  as  drawn  in  at  atmospheric  pressure ;  these  two  operations  take  up  one  complete  double 
stroke.  As  the  piston  is  ready  to  commence  the  next  stroke  the  compressed  mixture  is  ignited,  and, 
expanding,  drives  the  piston  before  it,  while  in  the  second  return  stroke  the  burnt  gases  are  expelled 
from  the  cylinder,  and  the  whole  made  ready  to  start  afresh.  Work  is  actually  being  done  on  the 
piston,  therefore,  only  during  one-quarter  of  the  time  it  is  in  motion,  the  gearing,  aa  well  as  the 
work  driven,  being  carried  forward  by  the  fly-wheel  during  the  rest  of  the  time. 

*  Enginesringy  zzvi.,  150^ 
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Figs.  1857,  1858,  and  1859  are  eleyation,  plan,  and  end  elevation  respectiTely  of  the  engine  as 
exhibited  at  the  Paris  Exposition  of  1878 ;  and  Fig.  1860  is  a  section  of  the  cylinder  and  valve,  on 
a  somewhat  larger  scale.    From  the  latter  it  will  be  seen  that  the  cylinder,  open  at  the  front  end, 

1857. 


is  fitted  at  back  with  a  cover  A  carrying  certain  ports,  and  having  a  face  against  which  a  slide-valve 
JS  can  work,  this  valve  being  kept  in  place  by  a  separate  cover  C  held  against  it  by  the  two  spiral 
springs  shown  in  Figs.  1857  and  1858.    The  action  of  the  valve  is  as  follows:  When  the  piston  is 


1858. 


at  the  back  of  its  stroke  ready  to  draw  in  the  explosive  mixture,  the  valve  B  is  in  such  a  position 
that  the  port  j  i  in  it  makes  conununication  between  the  passage  j  and  /  in  the  cylinder-end  A, 
When  the  piston  moves  it  draws  in  air  through  the  valve  from  the  opening  a  and  the  pipe  6,  and  at 
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the  same  time  draws  in  gas  through  the  small  opening  k  on  the  back  of  the  valre,  which  is  then  just 
opposite  the  passage  in  the  TalTe-cover  c,  which  communicates  with  the  pipe  h  above.  The  admission 
opening  having  been  thus  made  and  closed,  the  piston  begins  to  return,  and  during  its  return  the 
valve,  moving  continuously,  keeps  the  port  I  closed.  Just  as  the  second  stroke  commences  the  pas- 
sage n  comes  opposite  /,  having  just  been  in  communication  with  m  and  o.  In  the  chamber  m  a 
small  gas-jet  is  always  burning,  fed  by  the  pipe  m,  Fig.  1859,  and  through  o  a  small  stream  of  gas 
is  allowed  to  pass.  The  passage  n  is  thus  filled  with  gas  from  o  ignited  from  m,  just  as  it  comes  to 
/  /  this  ignites  the  mixture  in  the  cylinder  and  starts  the  stroke,  while  on  the  return  stroke  of  the 
piston  the  spent  gases  are  discharged  through  the  opening  q  in  the  bottom  of  the  cylinder.  In  order 
to  carry  out  the  function  we  have  described,  it  is  simply  necessary  that  the  valve  should  make  only 
one  reciprocation  for  two  strokes  of  the  piston,  and  for  this  purpose  it  is  driven  by  a  crank  on  the 
end  of  a  lay  shaft  which  revolves  with  half  the  velocity  of  the  crank-shaft  (the  bevel-gear  shown  in 
the  figures  being  2 : 1).  This  crank  and  the  end  of  the  shaft  are  seen  in  Fig.  1360.  The  same  lay 
shaft  serves  also  to  work  the  governor  and  two  other  valves.  It  carries  a  cam  r,  which  by  means  of 
a  lever  v  opens  periodically  a  valve  g  (closed  again  by  a  spring),  which  regulates  the  amount  of  gas 
admitted  through  h  per  stroke.  A  second  cam  «,  by  means  of  a  lever  t  below  the  cylinder,  opens  and 
closes  the  exhaust-valve  g.  The  governor  is  worked  from  the  lay  shaft  by  the  bevel-gearing  shown 
in  Figs.  1857  and  1858.  In  the  engines  exhibited  at  Paris  it  differs  somewhat  from  the  form  shown 
in  our  figures ;  it  is  merely  a  small  loaded-ball  governor  of  a  neat  arrangement  By  means  of  a 
lever  to  it  controls  the  position  of  the  cam  r  upon  the  shaft,  so  that,  if  the  speed  of  the  engine  exceed 
a  certain  limit,  the  gas-admission  valve  g  is  left  closed,  and  the  engine  runs  on  until  suflScient  of  its 
Btored-up  energy  is  expended  to  bring  the  speed  down  to  its  proper  leveL  The  cylinder  is  inclosed 
in  a  water-jacket  in  order  to  prevent  overheating.  To  insure  a  circulation  of  water,  it  has  been  found 
sufficient  simply  to  connect  the  top  and  bottom  of  the  jacket  with  the  top  and  bottom  of  a  filled 
reservoir.  The  difference  in  the  densities  of  the  hot  and  cold  water  is  enough  to  set  up  and  mamtun 
the  requisite  circulation.  The  water  enters  by  the  pipe  D  and  returns  to  the  reservoir  by  E^  being 
cooled  sufficiently  by  contact  with  the  air  to  be  used  continuously.    To  avoid  shodt  at  exhaust,  the 

1861.  ises. 


hot  gases  are  discharged  through  a  pipe  V  into  a  reservoir  placed  at  a  little  distance,  from  which 
they  pass  into  the  atmosphere  by  the  |)ipe  y  and  the  nozzle  «.  The  lubrication  of  the  piston  and 
valve  is  effected  by  the  self-acting  lubricator  a  a,  driven  from  the  lay  shaft.  The  engine  ia  stated  to 
consume  about  20  cubic  feet  of  ordinary  coal-gas  per  horse-power  per  hour. 
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For  light  industrial  uses  it  would  seem  that  the  Bischof  engine,  represented  in  Figs.  1861  and 
1862f  is  especially  adapted.  The  machine  illustrated,  which  was  exhibited  at  the  Paris  Exposition  of 
1878,  is  known  as  a  "  one-man  power  "  machine  (equiTalent  to  yf^  horse-power).  The  machine  has 
only  two  principal  castings — a  base-plate,  with  which  the  vertical  cylinder  is  cast,  as  well  as  the 
nlre-chambeV,  and  the  cylinder  cover  and  stuflSng-box,  prolonged  above  to  form  a  guide  for  the  pis- 
ton-rod head,  and  having  the  bearing-bracket  for  the  shaft  cast  along  with  it.  The  space  above  the 
piston  communicates  freely  with  the  air  by  the  rectangular  opening  shown.  The  bottom  of  the  cylin- 
der has  a  single  port  communicating  with  the  chamber  of  a  plain  piston-valve,  the  only  valve  used, 
whidi  when  raised  opens  communication  with  the  exhaust,  and  when  down  (as  in  position  shown) 
pats  the  cylinder  in  connection  with  the  gas-  and  air-inlet  openings.  This  valve  is  worked  by  an  ordi- 
nary eccentric  through  the  intervention  of  a  rocking  lever.  The  eccentric  is  placed  about  186°  in 
adnnce  of  the  crank.  About  a  third  of  the  stroke  up  the  cylinder  there  is  a  little  opening  on  one 
side  of  the  latter,  opposite  which,  outside,  is  the  nozzle  of  a  small  gas-pipe ;  and  directly  below  this 
nozde  there  is  an  ordinary  burner  connected  with  the  same  pipe,  the  gas  at  which  is  kept  always 
lighted.  The  two  burners  are  protected  from  draughts  by  inclosure  in  a  box  casing.  The  upper 
burner  is  the  real  ignition  jet ;  the  function  of  the  lower  one,  which  is  burning  continuously,  is  sim- 
ply to  relight  the  other  when  it  is  blown  out  The  crank-shaft  lies  across  the  machine,  a  considera- 
ble distance  from  its  axis,  the  apparent  irregularity  of  action  of  this  arrangement  being  ingeniously 
taken  advantage  of,  as  will  be  seen.  The  action  of  the  machine  is  as  follows :  The  piston,  being  at 
the  bottom  of  its  stroke,  is  at  first  raised  by  the  energy  stored  in  the  fly-wheel  and  counterweight, 
and  draws  into  the  cylinder  the  mixture  of  air  and  g^as  through  the  valve.  As  soon  as  the  bottom 
of  the  piston  rises  above  the  opening  in  the  cylinder  side  above  mentioned,  the  jet  outside  explodes 
the  mixture,  and  the  explosion  drives  the  piston  to  the  top  of  its  stroke.  In  the  expansion  thus 
brought  about,  the  pressure  under  the  piston  falls  below  that  of  the  atmosphere,  so  that  in  its 
descending  course  the  piston  is  at  first  driven  downward  by  the  atmosphere  acting  upon  it  This 
helps  to  make  the  machine  work  more  uniformly,  although,  of  course,  it  is  in  reality  only  single- 
acting.  The  position  of  the  connecting-rod  is  so  adjusted  that  it  has  a  very  direct  pull  on  the  cnmk 
joBt  when  this  is  most  wanted,  during  the  time  when  the  explosion  drives  the  piston  upward.  Its 
oblique  position  comes  only  when  the  piston  is  descending,  and  for  the  most  part  when  the  connect- 
ing-rod is  doing  no  work,  being  simply  carried  down  by  the  fly-wheeL  So  far,  therefore,  as  oblique 
pressures  are  concerned,  the  skew  action  of  the  connecting-rod  and  its  extreme  shortness  do  not  do 
any  harm,  while  the  arrangement  adopted  reduces  the  space  occupied  by  the  engine  to  very  small  di- 
moisions.  Each  of  the  two  India-rubber  gas-pipes  is  carried  through  «  spring  closer.  This  consists 
simply  of  an  upright  bracket,  having  a  thm  flat  spring  carried  up  beside  it,  adjustable  at  the  top  by 
a  milled  finger-nut.  The  pipe  is  held  between  the  spring  and  the  standard,  and  can  be  closed  at  will 
by  taming  the  nut,  which  gives  a  very  fine  adjustment  for  regulating  the  quantity  of  gas  passing. 
An  eye  is  attached  to  the  centre  of  the  spring  for  the  purpose  of  carrying  away  a  cord  from  it,  so 
that  the  workman  can  adjust  the  gas  supply  without  leaving  any  machine  at  which  he  is  occupied. 
Two  special  features  claimed  for  this  machine  are :  first,  that  it  works  without  grease  or  other  lubri- 
cant on  either  valve  or  piston ;  and  second,  that  it  requires  no  water  for  cooling.  The  heat  from  the 
cylinder  is  got  rid  of  sufficiently  quickly  by  radiation,  a  number  of  radial  ribs  being  cast  from  the 
cylinder  to  increase  its  surface  for  this  purpose.  The  consumption  of  gas  is  about  11.6  cubic  feet 
pier  hour,  or  about  145  cubic  feet  per  horse-power  per  hour.* 

The  Simon  engine,  while  based  on  the  same  principles  as  the  Otto  engine.  Is  differently  construct- 
ed. The  compression  of  the  mixture  is  done  in  a  separate  cylinder,  and  the  air  and  gas,  after  com- 
pression, are  led  to  the  motor-cylinder.  There  the  mixture  at  once  meets  an  ignited  jet,  which  in- 
flames it  It  does  not  enter  the  cylinder,  however,  all  at  once,  but  in  small  quantities,  which  are 
soccessively  ignited,  thus  determinhig  true  gradual  expansion.  The  heat  developed  is  small,  and  a 
very  limited  quanti^  of  water  prevents  overheating  of  the  cylinder.  The  movement  is  regular  and 
even.    According  to  M.  Simon,  the  expenditure  of  gas  Is  17.6  cubic  feet  per  horse-power  per  hour. 

In  the  Lenoir  engine,  the  mixture  of  gas  and  air  is  admitted  into  the  cylinder  at  atmospheric  pres- 
sure, which  is  maintained  until  the  piston  has  made  half  its  stroke ;  the  admission  of  a  spark  deter- 
mmes  the  explosion. 

In  the  Ravol  engine,  the  explosive  force  of  the  mixture  Is  employed  to  move  the  piston,  which  is 
faidoeed  wholly  in  the  cylinder,  motion  being  taken  from  the  cylinder  and  not  from  the  piston.  When 
the  gas  is  exploded  by  a  flame,  the  piston  is  driven  to  the  opposite  end  of  the  cylinder.  Its  weight 
at  the  extremity  then  causes  the  latter  to  overbalance,  and  hence  the  cylinder  rotates  on  its  trunnions. 
The  vapor  engine  designed  by  G.  H.  Brayton,  and  illustrated  in  Figs.  1868  and  1864,  in  its  earlier 
form  was  driven  by  a  mixture  of  illuminating  gas  and  air,  in  such  proportions  that  a  rapid  combus- 
tion rather  than  an  explosion  resulted  when  the  mixture  was  brought  into  contact  with  a  lighted  gas- 
jet  In  the  engine  as  constructed  at  present,  the  vapor  from  petroleum  mixed  with  air  is  i^ed.  Fig. 
1363  is  a  general  view  of  the  engine,  and  fig.  1864  is  a  section  of  enough  of  the  working  parts  to 
illastrate  the  action.    The  following  description  is  from  Engintering  for  Feb.  16,  1877 : 

''In  Fig.  1868,  A  is  the  working  cylinder  and  B  the  air-pump.  A  parallel  motion  for  the  piston 
is  provid^  as  follows :  C  is  a  lever,  the  lower  end  of  which  is  a  vertical  foot,  the  circle  being  struck 
off  Uie  centre  of  the  cross-head  to  which  the  arm  or  lever  C  is  pivoted  by  a  journal.  The  radial  foot 
of  C  rests  upon  a  pathway  parallel  with  the  bore  of  the  cylinder ;  hence,  as  the  piston  cross-head 
moves  along,  the  radial  foot  rolls  along  the  pathway.  In  Hg.  1864,  A  represents  the  combustion- 
diamber,  in  which  the  vapor  forms  continuously,  and  B  the  safety  device,  which  is  composed  of  per- 
forated plates  with  diaphragms  of  wire  gauze  between  them,  through  which,  on  the  principle  of  the 
Davy  lamp,  it  is  impossible  for  the  flame  in  the  chamber  to  pass.    At  C  is  shown  an  annular  groove 

^  EnginMring^  zxvL,  888. 
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packed  with  felt  or  sponge,  into  which  the  petroleum  is  fed  by  a  small  pomp.  A  small  }ct  of  air 
is  also  introduced  into  the  fibrous  material  while  it  is  moistened  with  the  petroleum.  As  the  supply 
of  this  jet  is  constant  and  imdel:  considerable  pressure,  the  result  is  that  the  petroleum  is  forced  oat 


in  the  form  of  spray,  which  is  spread  over  and  absorbed  by  the  meshes  of  wire  gauze.  The  air 
under  pressure  delivered  by  the  air-pump  passes  in  volume  from  the  air-chest  D  through  the  valve  ^ 
to  fill  the  cylinder.     This  volume  of  air  (which  is  under  a  pressure  varying  from  80  lbs.  to  76  lbs., 

according  as  regulated  to  suit  the  duty) 
18M.  in  passing  through  the  gauze  takes  up 

'  the  spray,  mechanically  evaporau'ng  it 
as  it  enters  the  combustion-chamber. 
The  small  air-jet  is  carbonized  to  a 
degree  rendering  its  combustion  con- 
tinuous, as  previously  indicated.  To 
start  the  engine,  the  two  plugs  EE^  in 
Hg.  1368,  are  taken  out  of  the  cylinder, 
and  the  small  pump  is  worked  by  hand 
through  the  means  of  the  small  hand- 
wheel  shown  on  the  top  of  the  gover- 
nor; the.  small  air-jet  is  then  let  in, 
and  a  match  is  applied  to  the  holes 
from  which  the  plugs  were  removed. 
So  soon  as  the  combustion  takes  place, 
the  plugs  are  reinserted  and  the  supply 
of  air  from  the  reservoir  is  turned  on, 
whereupon  the  engine  starts  instantly. 
In  Fig.  1864,  the  dotted  lines  indicate 
the  water  passages  by  which  the  cylin- 
ders and  the  working  piston  are  kept 
as  cool  as  may  be  desired.  The  motive 
power  then  is  produced  by  the  whole 
products  of  combustion  acting  upon  the 
piston.  The  point  of  cut-off  is  regula- 
ted by  the  point  at  which  the  valve  E 
closes.  The  exhaust  takes  place  thiwigii 
the  valve  F^  which  is  operated  bv  a 
positive  motion,  all  the  valves  bdng 
worked  from  one  shaft,  and  the  valve  E  being  attached  to  the  governor.  The  inlet-valves  to  the 
pump  are  shown  at  O  (3-;  they  are  oonnectad  together  by  a  rod  and  work  automatically.    The  air- 
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pomp  discharge  yalves  are  shown  at  H  Hy  the  hole  /  bemg  for  the  purpose  of  attaching  a  pipe  to 
an  independent  reservoir,  which  is  required  in  some  cases.  Suppose,  for  example,  an  engine  is  some- 
times required  to  perform  for  a  short  period  a  duty  much  above  its  average  allotted  duty ;  then, 
when  running  under  the  lesser  load,  air  may  be  compressed  and  stored  in  a  suitable  receptacle ; 
and  when  the  load  is  excessive,  the  air-pump  may  be  relieved  or  partially  relieved  of  duty,  and  the 
air  stored  may  be  used.  To  provide  sufficient  air-pressure  to  start  the  engine  in  the  morning,  the 
frame  of  the  engine  contains  an  air-reservoir,  the  hole  /  being  plugged  up  unless  the  extra  air-re- 
servoir referred  to  is  employed. 

"•  The  small  pump  which  supplies  the  petroleum  deserves  notice.  The  plunger  is  but  about  thir- 
teen-sixteenths  of  an  inch  in  diameter,  its  stroke  being  adjustable  from  one-sixteenth  to  one-half  of - 
an  inch,  by  which  means  the  supply  of  oil  to  suit  any  desired  speed  and  power  of  engine  is  regula- 
ted ;  and  with  a  given  length  of  stroke  the  same  number  of  drops  of  oil  will  be  pumped,  whether 
tiie  engine  is  running  at  its  slowest,  that  is,  80  revolutions  per  minute,  or  its  calculated  180  revolu- 
tions per  minute." 

For  works  for  reference,  see  Enoin^  Hkat.  R.  H.  B. 

ENGINES,  HEAT.  See  Engines,  Abro-Stbam  and  Binary  Tapor-— Air — Oas  and  Yapor—Solar 
— Stbam,  Uoistino — Steam,  Mabine — Steam,  Portablb  and  Semi-portablb— Steam,  Proportions  of 
— Steam,  Stationary,  Reciprocating — Steam,  Stationary,  Rotary — Steam,  Unusual  Forms  of. 

Theory  of  HecU^EngiMS, — According  to  the  dynamical  theory  of  heat,  a  given  amount  of  work  is 
always  convertible  into  an  equivalent  amount  of  heat ;  or,  to  speak  more  definitely,  one  unit  of  heat 
is  the  equivalent  of  772  foot-pounds  of  work.  (See  Dynamics.)  By  a  unit  of  heat  is  meant  the 
amount  of  heat  required  to  raise  the  temperature  of  a  pound  of  distilled  water  from  89*'  to  40°  F. ; 
and  work  of  any  kind  can  always  be  expressed  as  a  given  number  of  pounds  raised  so  many  feet 
high.  For  instance,  if  a  wagon  is  drawn  along  a  road  for  a  mile  with  a  constant  force  of  00  lbs., 
the  work  done  is  equivalent  to  raising  60  lbs.  through  a  height  of  5,280  feet,  or  50  x  5,280  =  264,- 
000  foot-pounds ;  and  if  a  perfect  engine  had  been  employed  to  do  the  work,  it  would  have  required 
264,000  -♦•  772  =  842  units  of  heat 

The  steam,  air,  and  vapor  engines  in  conmion  use  offer  familiar  examples  of  the  conversion  of 
beat  into  work.  Coal  is  burned  in  a  furnace,  for  instance,  imparting  heat  to  a  fluid,  such  as  water 
or  air ;  and  then  a  portion  of  the  heat  so  imparted  may  be  utilized  in  performing  the  work  of  mov- 
ing the  engine-piston  and  overcoming  resistance.  If  all  the  heat  derived  from  the  combustion  of  the 
ocal  was  imparted  to  the  working  fluid,  and  then  by  its  expansion  converted  into  work,  this  would 
represent  perfect  action,  which  is  of  course  far  from  being  realized  in  practice.  Thus,  suppose  that 
the  heat  received  by  the  fluid  from  a  pound  of  coal  is  15,000  units,  then  the  work  done  per  hour 
for  each  pound  of  coal  burned  is  772  x  16,000  =  11,580,000  foot-pounds,  or  nearly  6  horse-power; 
showing  that  the  best  modem  engines  only  utilize  a  small  fraction  of  the  heat  developed  by  the 
combustion  of  the  fuel.    The  reasons  for  this  waste  will  be  given  hereafter. 

It  will  be  evident  from  the  above  that  any  form  of  engine  which  is  made  to  work  through  the 
agency  of  heat  is  properly  designated  as  a  heat-engine ;  and  that  this  general  term  covers  the  va- 
rious classes  which  are  described  under  their  several  headings,  viz. :  air-engines,  steam-engines,  gas- 
engines,  vapor-engines,  and  solar  engines — ^the  distinctive  names  referring  either  to  the  kind  of  work- 
ing fluid  employed,  or  the  means  of  imparting  heat 

It  may  be  well,  at  the  outset,  to  call  attention  to  the  fact,  which  is  often  overlooked,  that  the 
effect  of  a  heat-engine  depends,  not  upon  the  working  fluid  that  is  employed,  but  upon  the  extremes 
of  temperature  in  the  working  cylinder.  Suppose,  for  example,  that  the  fluid  is  admitted  into  the 
working  cylinder  at  an  absolute  temperature  T^  and  that,  after  moving  the  piston  by  its  expansion, 
its  absolute  temperature  is  reduced  to  <,  when  it  is  expelled  from  the  cylinder ;  the  efficiency  of  the 

T—t 
engine  is  represented  by  the  fraction  -=-'    (The  absolute  temperature  is  the  temperature  meas- 
ured from  the  absolute  zero,  which  is  fixed  by  theory  at  —  461.2°  F.,  so  that  the  absolute  tempera- 
ture =  temperature  on  Fahrenheit's  scale  +  461.2°.)    Thus,  suppose  that  in  a  condensing  engine  the 
steam  is  admitted  at  a  temperature  of  330°,  and  that  at  the  end  of  its  expansion  in  the  cylinder  the 

temperature  is  200° ;  the  effect  would  be  only  (^^Q  +  ^^^-2)  -  (200  +  461.2)  ^^^^  jg  ^        ^^^ 

•^  830  +  461.2  ^ 

of  the  total  efficiency  of  the  fluid.  Or  supposing  the  total  effect  of  the  heat  imparted  to  the  fluid  was 
6  horse-power,  the  useful  effect  would  be  only  0.984  horse-power,  and  5.016  horse-power  are  lost. 

From  the  above  principle  it  appears  that  the  means  of  increasing  the  efficiency  of  an  engine  con- 
sists in  increasing  the  difference  of  temperatures  between  which  it  works,  either  raising  the  higher 
temperature,  lowering  the  other,  or  both.  It  appears  further,  from  the  principle,  that  it  is  a  matter 
of  indifference  what  fluid  is  used  in  the  engine,  provided  the  initial  and  final  temperatures  are  fixed. 
It  may  be  easier,  however,  to  maintain  a  given  difference  of  temperature  with  one  fluid  than  another, 
BO  that  under  certain  conditions  special  advantages  will  result  from  the  use  of  a  particular  fluid. 

Hone-Power, — As  already  remarked,  resistance  overcome  in  any  case  in  which  motion  ensues,  if  it 
can  be  measured,  is  convertible  into  the  amount  of  work  that  is  done  in  raising  a  weight  equal  to  the 
given  resistance  through  a  height  equal  to  the  space  over  which  this  resistance  is  moved.  A  com- 
mon measure  for  a  unit  of  work  is  the  amount  required  to  raise  one  pound  through  a  vertical  dis< 
tance  of  one  foot.  To  illustrate,  suppose  that  a  cut  is  being  taken  from  a  6-inch  shaft  in  a  lathe, 
and  that  the  resistance  to  the  motion  of  the  cutting  tool  is  200  lbs. ;  then  in  each  revolution  of  the 
shaft  the  tool  takes  a  cut  1.5708  foot  in  length,  so  that  the  work  done  per  revolution  is  the  same  as 
would  be  expended  in  raising  a  weight  of  200  lbs.  through  a  vertical  distance  of  1.5708  foot,  or  it  is 
814.16  foot-pounds. 

Power  is  the  measure  of  the  amount  of  work  done  in  a  given  time ;  and  the  conventional  unit  of 
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power,  known  as  a  horse-power^  is  equivalent  to  650  foot-pounds  of  work  per  second,  83,000  per 
minute,  or  1,980,000  per  hour.  If,  in  the  preceding  example,  the  shaft  makes  20  revolutions  a  min- 
ute, the  work  done  per  minute  is  814.16  x  20  =  6,283.2  foot-pounds ;  so  timt  the  power  required  to 
drive  the  tool  is  6,283.2  +  83,000  =  0.19  horse-power.  The  term  horse-power,  when  used  in  ooo- 
nection  with  an  engine,  is  variously  applied.  The  most  common  distinctions  are  as  follows :  1. 
Gross  or  indicated  horse-power.  2.  Net  or  effective  horse-power.  8.  Total  horse-power.  4.  Nomi- 
nal horse-power. 

The  gross  or  indicated  power  of  an  engine  is  calculated  from  the  mean  effective  pressure  in  the 
cylinder,'  usually  determmed,  in  the  case  of  heat-engines,  by  an  indicator.  If,  for  example,  it  is 
found  that  the  mean  pressure  is  2,500  lbs.,  moving  the  piston  at  the  rate  of  400  feet  a  minute,  the 

.    2500  X  400      „^  „ 
gross  horse-power  is      ^^^^      =  80.8. 

The  nei  or  effective  horse-power  is  calculated  from  the  pressure  exerted  by  the  engine  in  useful 
effect,  which  can  be  determined  by  a  dynamometer.    Suppose  the  useful  pressure  in  the  pseoeding 

2200  X  400 
example  is  2,200  lbs.,  then  the  net  horse-power  is  —  — =  26.7. 

83000 

The  total  horse-power  of  an  engine  is  calculated  from  the  total  pressure  in  a  cylinder  above  a 
vacuum,  which  can  be  found  from  an  indicator  diagram.    If,  for  example,  the  mean  total  pressure  is 

4200  X  400 
4,200  lbs.,  and  the  piston  speed  400  feet  per  minute,  the  total  horse-power  is  — tztt^ —  =50.9. 

oSOOO 

Total  horse-power  is  sometimes  used  in  comparisons  of  the  results  of  experiments.  Another  appli- 
cation is  illustrated  on  page  624. 

The  nominal  horse-power  of  an  engine  can  scarcely  be  said  to  have  any  definite  meaning,  since 
there  are  a  number  of  different  rules  by  which  it  may  be  computed.  Thus,  there  is  the  Adimirtitj 
rule  for  marme  engines,  Mr.  Bourne's  rules  for  condensing  and  non-condensing  engines,  and  James 
Watt's  rule,  all  of  which  are  in  common  use ;  and  in  addition  numerous  engine-builders  have  vhat 
may  be  called  proprietary  rules.  For  instance,  one  builder.  A,  may  say, "  I  will  make  a  steam-engine 
with  a  cylinder  10  inches  in  diameter,  and  a  stroke  of  15  inches,  and  I  will  call  it  8  horse-power, 
nominal."  Another  builder,  B,  who  makes  an  engine  of  the  same  size,  and  desires  to  impress  pur- 
chasers with  the  idea  that  he  gives  them  more  for  the  same  price  than  his  competitors  do,  may  saj, 
"  I  will  rate  my  engme  at  16  horse-power,  nominal/'  The  above  illustration  represents  quite  accu- 
rately the  capricious  use  that  is  made  of  the  term  **  nominal  horse-power ; "  and  the  intelligent 
engine-buyer  may  very  properly  inquire  of  the  builder,  "  How  much  will  you  charge  me  for  an 
engine  guaranteed  to  develop  so  mudi  horse-power,  actual  ? '' 

Works  for  Reference, — ^The  literature  of  the  steam-engine  is  so  extensive  that  it  is  here  impossible 
to  give  a  full  list  Copious  references  to  transactions  and  periodical  literature  have  been  intro- 
duoed  throughout  the  various  articles  in  their  proper  connections,  so  that  the  list  that  follows  is  con- 
fined to  general  treatises  and  text-books.  Works  on  appliances  related  to  the  steam-engine,  such  as 
indicators,  etc.,  will  bo  found  quoted  in  the  articles  treating  thereon. 

Bistorieal:  "History  of  the  Steam-Engine,"  Stuart,  London,  1824;  "Treatise  on  the  Steam- 
Engine,"  Farey,  London,  1827;  "Anecdotes  of  the  Steam-Engine,"  Stuart,  London,  1829;  "The 
Steam-Engine,  its  Invention,"  etc.,  Trcdgold,  London,  1888;  "Mechanical  Inventions  of  James 
Watt,"  Muirhead,  London,  1854  ;  "Life  of  James  Watt,"  Muirhead,  London,  1869;  "Life,  Times, 
and  Scientific  Labors  of  the  Second  Marquis  of  Worcester,"  Dircks,  London,  1865;  "Lives  of  Bool- 
ton  and  Watt,"  Smiles,  London,  1865;  "Life  of  Richard  Trevithick,"  Trevithick,  London,  1872; 
"A  History  of  the  Growth  of  the  Steam-Engine  "  Thurston,  New  York,  1878. 

Theoretiad  (chiefly) :  "  Th6orie  des  Machines  A  Vapeur,"  De  Pambour,  2d  ed.,  Paris,  1844 ;  "  Rcla- 
tion  des  Experiments  pour  determiner  les  principales  Lois,  etc.,  des  Machines  k  Vapeur,"  Regnaoh, 
Paris,  1847;  "Le9ons  de  M6canique  Pratique,"  Morin,  Paris,  1846  (8d  part);  "Trait6  th^rique  et 
pratique  des  Moteurs,"  Ck>urtois,  Paris,  1846 ;  "  Analytical  Principles,  etc.,  of  the  Expansive  Steam- 
Engine,"  Hodge,  London,  1849;  "Theorie  des  Dampfmaschinen,"  Schmidt,  Freiberg,  1861;  "Th^ 
orie  m6canique  de  la  Chaleur,"  Him,  2d  ed.,  Paris,  1865  ;  "Th6orie  m6canique  de  la  Chaleur,  avec 
808  Applications  aux  Machines,"  Zeuner,  Paris,  1869  ("  Grundziige  der  Mechanisdien  Winnetbe- 
orie,"  Leipsic,  1866);  "Heat  and  Steam,"  Williams,  Philadelphia,  1871;  "Heat  as  a  Source  of 
Power,"  Trowbridge,  New  York,  1874;  "The  Mechanical  Theory  of  Heat  and  iU  Applicatioo  to 
Steam-Engines,"  McCulloch,  New  York,  1876;  "Heat  as  a  Mode  of  MoUon,"  Tyndall,  New  York, 
1876;  "Traits  de  M6canique  G6n6ral,"  Resal,  Paris,  1876;  "The  Steam-Engine  Considered  as  a 
Heat-Engine,"  Cotterill,  New  York,  1878. 

Elementary  Treatises  (general) :  "  The  Steam-Engine  familiarly  Explained,"  Renwidc,  Philadd- 
phia,  1848 ;  *"  Steam  and  Steam-Engines,"  Clarke,  London,  1875  ;  "  Catechism  of  the  Steam-Engine,'' 
"  Hand-book  of  the  Steam-Engme,"  Bourne,  London  and  New  York,  1876 ;  "  The  Theory  and  Action 
of  the  Steam-Engine,"  Northcott,  London,  1877 ;  "  Wrinkles  and  Recipes,"  Benjamin,  New  York,  1878. 

On  Marine  Sngines:  "Cat6chisme  du  Marin  et  du  M^canicien  k  Vapeur,"  Paris,  1850;  "En- 
dneermg  Precedents,"  Isherwood,  New  York,  1868;  "  A  Study  of  Steam  and  Marine  Engines" 
(elementary),  Saxby,  London,  1862 ;  "  Experimental  Researches  in  Steam-Engineering,"  Isherwood, 
Philadelphia,  1868;  "The  Cadet  Engineer"  (elementary).  Long  and  Buel,  Philadelphia,  1866; 
"Marine  Steam-Engine,"  Main  and  Brown,  Philadelphia,  1865;  "Modern  Marine  Engineering" 
Burgh,  London,  1867 ;  "  Lessons  and  Practical  Notes  on  Steam,"  King,  New  York,  1867. 

General  Treatises :  "  Sammlung  von  Zeichnu^en  einigcr  ausgefiihrten  Dampfkessel  und  Dampf- 
maschinen," Rottebohm,  Berlin,  1841;  "Die  Hochdruckdampfmaschine,"  Alban,  Rostock,  1843; 
"  M6moire  sur  les  Machines  &  Vapeur,"  Reech,  Paris,  1844 ;  "  Trait6  des  Madiines  k  Vapeur," 
Bataille  and  Jullien,  Paris,  1849 ;  "  Traits  616mentaire  et  pratique  des  Machines  k  Vapeur,"  Gaodry, 
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Paris,  1856;  '^Anleitung  fOr  Anlage  and  Warttmg  der  staikmlren  Dampfkessel,"  Mftrin,  Briiim, 
1869 ;  **  American  Engineering,  embradng  yarious  Branches  of  Mechanics,"  Weissenbom,  New  York, 
1861 ;  **  Practical  Roles  for  Proportions  of  Modem  Engines  and  Boilers,"  Burgh,  Philadelphia.  1865 ; 
**  Treatise  on  the  Steam-Engine,*'  Bourne,  7th  ed.,  1866;  **  A  Manual  of  Steam-Engines  and  other 
Prime  MoTers,"  Rankine,  8d  ed,,  London,  1866 ;  "  Der  Fiihrer  des  Machinisten,"  SchoU,  Braunschweig, 
6th  ed.,  1864 ;  '*  Die  Dampfmaschinenberechnung  Mittels,  praktischer  Tabellon  und  Regeln,"  Hrabik, 
Prague,  1869;  *' Manuel  de  Tlng^nieur,  7*  et  8*  Fascicules,"  De  Bauve,  Paris,  1878;  "Compound 
Steam-Engines,"  TumbuU,  New  York,  1874;  "Ck)mpound  EnginesJ"  Mallet,  New  York,  1874;  "A 
Practical  Treatise  on  the  Steam-Engine,"  Rigg,  London  and  New  York,  1878;  **The  Mechanics  of 
Endneering,"  Weisbach,  translated  by  Du  Bois,  Vol.  IL,  1878;  supplement  to  same,  1879. 

JVeatises  <m  Shoecial  SMeeU:  "The  Slidc-Valve,"  Burgh,  London,  1868;  "Link  Motion  and 
Expansion  Gear,"  Burgh,  London,  1872 ;  "  Recent  Improrements  in  the  Steam-Engine,"  Bourne, 
London,  1874;  "Link  and  Valre  Motion,"  Auchincloss,  6th  ed..  New  York,  1870;  "Designing 
ValTo-Gearing,"  Welch,  New  York,  1875 ;  "The  Relative  Proportions  of  the  Steam-Engine,"  Marks, 
New  Yorit,  1878.  R.  H.  B.  (in  part). 

ENGINES,  PROPORTIONS  OF  PARTS  OF.  The  rules  that  follow,  showing  the  manner  of  cal- 
culating the  proper  sizes  for  the  principal  parts  of  engines,  are  mainly  derived  from  Van  Buren*s 
treatise  on  "  The  Strength  of  Iron  Parts  of  Steam  Machinery,"  a  work  which  should  be  in  the  hands 
ot  every  designer.  The  formula  for  the  length  of  crank-pins  is  from  an  article  on  the  subject  by 
Theron  Skeel,  published  in  the  Iron  Age  for  Aug.  21,  1873. 

Notation. — ^D  =  diameter  of  cylinder  in  inches ;  S  =  length  of  stroke  in  inches ;  /  =  length  of  rod 
or  pb  in  indies ;  d  =  diameter  of  rod  or  pin  in  inches ;  t  =  thickness  of  cylinder  in  inches ;  p  = 
boiler  pressure  by  gauge  -f-  15,  in  pounds  per  square  inch ;  I  =  indicated  horse-power. 


1.  Thiekfiets  of  cylinder. 

<=  0.0001  X  D  x/i-l-0.15  X  VD 
_  10,000  X  t      1,500 

'~      D  VT> 


P- 


DiamHer  of  piston-  and  connecting-rods. 
<i^  =  constant  x  D  x  V  p» 

^      (constant)*  x  D« 


8.  ConKtanUfoT  Rule  2. — ^The  constants  depend  upon  the  length  of  the  rod,  so  that  the  rule  must 
be  solved  by  approximation.  A  table  is  appended,  giving  the  constants  for  different  ratios  of  length 
to  diameter. 

Constants  for  Diameter  of  Piston-rods  and  Connecting-rods, 


RATIO  OF 
LKNOTH  TO 
MAMKnCR. 

riffTOK-BODS. 

OOMWtTfmO-KODS. 

RATIO  OF 
LENGTH  TO 
DIAMXTER. 

nSTOM-BODS. 

oomvaoTDio-xoDS. 

Wra^t 

INO. 

Stod. 

WioagM 

IfOO. 

SImL 

Wroofhl 

ITOO. 

SiMl. 

Wnragfat 
Iran. 

BtMl. 

8 
9 
10 
11 
1« 
18 
14 
15 
16 
IT 
18 
1» 
20 
SI 

28 
24 

.01581 
.01541 
.01652 
.01565 
.01578 
.01508 
.OlflOS 
.01625 
.01642 
.016«1 
.01680 
.01700 
.01721 
.01748 
.01766 
.01783 
.01812 

.01250 
.01258 
.01268 
.01278 
.01239 
.01801 
.01818 
.01827 
.01341 
.01856 
.01872 
.01888 
.01405 
.01428 
.01441 
.01460 
.01480 

.01558 
.01569 
.01587 
.01606 
.01627 
.01650 
.01674 
.01699 
.01726 
.01754 
.01788 
.01818 
.01845 
.01878 
.01911 
.01946 
.01981 

.01268 
.01281 
.01296 
.01811 
.01829 
.01847 
.01867 
.01887 
.01409 
.01482 
.01456 
.0!431 
.01506 
.01588 
.01560 
.01589 
.01618 

25 
26 
27 
28 
29 
80 
81 
82 
88 
84 
85 
86 
87 
88 
89 
40 

.01887 
.01862 
.01889 
.01915 
.01942 
.01970 
.01999 
.02027 
.02067 
.02087 
.02117 
.02143 
.02179 
.02210 
.02242 
.02274 

.01600 
.01521 
.01542 
.01564 
.01586 
.01609 
.01682 
.01665 
.01679 
.01704 
.01728 
.01758 
.01779 
.01805 
.01881 
.01867 

.02017 
.02054 
.02092 
.02181 
.02170 
.02209 
.02250 
.02291 
.02882 
.02874 
.02417 
.02460 
.02504 
.02547 
.02692 
.02686 

.01647 

.oion 

.01708 
.01740 
.01772 
.01804 
.01887 
.01870 
.01904 
.01989 
.01974 
.02009 
.02044 
.02080 
.02116 
.02158 

Role  2  can  be  applied  for  finding  the  dimensions  of  pump-rods  and  valve-stems,  substituting  in 
tLe  case  of  pumps  the  pressure  in  pounds  per  square  inch  on  the  pump-bucket  for  the  steam-pressure. 
For  unbalanced  valves,  the  pressure  can  bKB  taken  as  three-tenths  of  the  weight  of  the  valve  in  the 
steam-pressnre.  In  giving  this  value  for  the  coefficient  of  friction  of  the  valve  on  its  seat,  it  is 
proper  to  remark  that  there  is  great  difference  of  opinion  among  en^neers  in  relation  to  this  subject, 
and  extended  discussions  will  be  found  in  the  files  of  technical  papers.  Some  interesting  notes  on 
the  friction  of  slide-valves,  with  experiments  by  Mr.  Thomas  Adams,  are  contained  in  the  "  Trans- 
actions of  the  Society  of  Engineers"  for  1866.  The  loss  of  power  occasioned  by  this  friction  has 
been  considered  so  serious  by  many  engineers,  that  numerous  forms  of  balanced  valves,  in  which  the 
pressure  is  taken  off  the  valve  by  a  packing  ring  at  the  back,  or  by  connecting  the  back  of  the  valve 
with  the  condenser,  have  been  devised.  The  majority  of  these  valves  have  been  unsuccessful,  on 
account  of  various  imperfections  of  detail  A  valve  composed  of  two  solid  pistons  connected  by  a 
stem  has,  however,  been  largely  introduced,  and  with  the  Davis  improvement,  which  consists  in 
jacketing  the  steam-chest,  has  generally  given  very  satisfactory  results.  The  construction  of  the 
Davis  valve  is  shown  in  Fig.  1488. 

A  valve  balanced  by  a  ring  on  the  back  is  represented  in  Figs.  1865  and  1866.  The  ring  is  divided 
into  segments  which  are  prised  against  the  inner  side  of  the  valve-chest  back  by  spiral  springs  and 
steam  pressure,  a  a  a  is  a  brass  ring  divided  into  segments,  as  shown  in  the  plan,  the  object  being 
to  allow  the  ring  to  accommodate  itself  to  anv  slight  curve  that  may  be  caused  by  the  pressure  of 
steam  on  the  valve-box  back  or  cover.  5  5  5  6  is  a  space  containing  about  three  layers  of  well-plaited 
square  gasket.    ccecSAh,  brass  ring  in  one  piece  fitted  loosely  into  the  groove,  having  on  one  side 
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of  it  a  number  of  small  steel  pegs,  ddddj<m  which  are  placed  spiral  springs.  These  springs  force 
the  ring,  and  by  it  the  hemp  packing  is  pressed  hard  against  the  brass  segments,  causing  them  to 
slide  steam-tight  against  the  valve-box  cover,  the  pressure  being  further  regulated  by  a  oomnumiea. 

1865. 


BAOK  TIXW. 


tion  made  between  the  space  in  which  the  spiral  springs  work  and  the  steam  in  the  valve-box.  A 
communication  is  made  between  the  condenser  and  the  space  within  the  brass  ring  a  a  a  in  the  vtlve- 
box  cover,  and  the  condenser  regulated  by  a  cock,  so  that  when  the  en^eer  is  handling  the  engine 
he  can  cause  a  vacuum  at  the  back  of  the  slides.  JE  BJE  is  a  wrought-iron  hoop  bound  to  fit  the 
turned  part  of  the  valve,  which  slides  freely  in  it,  uninfluenced  by  the  valve-rod  F  F, 


4.  Length  of  crank-pin, 

7-  Q-'?^4  X  I 
S 

5.  Diameter  of  eranh-pin, 

a.  Single  engine : 

d  =  0.084  X  (D*  X  /)  X  /)  * 
_  1687.5  X  <?» 

^'^      D*x/ 
h.  Double  engine : 

c?  =  0.09925  x(D»  x/)  X  /)* 


P  = 


1022.75  X  d^ 


Triple  engine : 
rf=  0.1159  X  (D>  x/)x  /) 

_  642.8  X  d^ 
^  ""      D«  X  / 


6.  Dicmuier  of  shaft, 
a.  Single  engine : 


rf=  0.0684  X  (D«  X  Sx/))* 

__  8125  X  rf» 
^"""PxS 


h.  Double  engine : 

rf  =  0.0768  X  (D'xSx/))* 


i>= 


2208  X  rf» 
D«  X  S 


c.  Triple  engine : 

rf=  0.0862  X  (D»  xS  xp)k 

_  1561  X  rf» 
-P"    D'xS 
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In  the  case  of  shafts  and  crank-pins  for  double  and  triple  engines,  the  rules  give  proportions  for  the 
parts  that  are  most  strained ;  so  that,  if  it  is  desired,  each  pin  and  journal  can  be  of  a  different  size, 
according  to  the  amount  of  strain. 

7.  ThieknesM  of  east-iron  tteam-pipe. 


8. 


^  =  0.08  xVDxp, 
1111  X  i\ 


Proportions  of  crank. 

a.  Keys.  A  single  key  should  have  a  breadth  of  0.4  of  the  diameter  of  the  shaft  or  pin  if  of 
wrought-iron,  and  0.8  of  the  diameter  if  of  steel.  Where  two  or  more  keys  are  used,  the  above 
breadth  can  be  divided  among  the  whole  number. 

b.  Diameter  of  hub.  For  a  crank  of  a  rectangular  section,  such  as  is  commonly  employed,  the 
diameter  of  the  hub  should  be  1.7  time  the  diameter  of  the  shaft. 

€.  Diameter  of  eye.  Where  the  pin  is  secured  by  keys,  the  diameter  of  the  eye  should  be  1.6  time 
the  diameter  of  the  crank-pin. 

d.  Proportion  of  web  of  crank.  Either  dimension,  the  breadth  parallel  with  the  shaft,  or  the 
depth,  may  be  assumed,  and  the  other  can  be  found  as  follows :  If  the  depth  is  assumed  at  any  point 
of  the  web,  the  breadth  at  that  point 

(diameter  of  shaft)'  x  distance  from  centre  of  crank-pin  to  given  point 


=  1.64  X 


(depth)*  X  radius  of  crank 


If  the  breadth  is  assumed,  the  depth 

_  ["(diameter  of  shaft)'  x  distance  from  centre  of  crank-pin  to  given  point! ^ 

""    '  L  breadth  x  radius  of  crank  J 

(All  dimensions  in  inches.) 

9.  Straps  and  bolts  exposed  to  tensile  strain. 

The  cross-section  of  a  strap  in  square  inches  should  be  0.000126  of  the  total  strain  in  pounds  to 
which  it  is  exposed.  The  strap  for  a  connecting-rod  should  have  a  cross-section  equivalent  to  that 
of  the  neck  of  the  rod.    In  computing  the  effective 

section  of  a  strap,  the  sectional  area  of  the  holes  for  18<^ 

keys  and  bolts  must,  of  course,  be  deducted. 

The  proper  diameter  in  inches  for  a  bolt  exposed 
to  a  given  strain  in  pounds  is  0.0132  time  the  square 
root  of  the  strain.  If  the  strain  is  equally  distributed 
among  several  bolts,  the  diameter  of  each  is  equal  to 
the  diameter  of  a  single  bolt  suitable  to  resist  the 
strain,  as  determined  above,  divided  by  the  square 
root  of  the  number  of  bolts. 

10.  Gibs  and  keys  exposed  to  shearing  strain. 
The  area  in  square  inches  required  to  resist  a  given 

strain  in  pounds  should  be  0.00016  of  the  strain. 

A  few  examples  illustrating  the  application  of  the 
rules  are  added : 

1,  What  is  the  proper  thickness  for  a  cylinder  6 
inches  in  diameter,  the  boiler  pressure  being  105  lbs. 
per  square  inch  ? 

</  =  0.0001  x6x(l05.+  15)  +  0.16x  ^6  =  0.439, 
or  about  seven  sixteenths  of  an  inch. 

2.  Find  the  diameter  for  a  steel  piston-rod  suitable 
for  n  cylinder  whose  diameter  is  60  inches,  the  boiler 
pressure  being  25  lbs.  per  square  inch,  and  the  length 
of  the  rod  40  inches. 

40  X  ^'lo-\-\lS  =262.  Assume  the  proper  diame- 
ter to  be  4  inches,  then  the  ratio  of  length  to  diame- 
ter is  10,  and,  from  the  table  on  page  639,  the  proper 
diameter  for  this  ratio  is  252  x  .0127  =  8.2,  so  that 
the  assumed  diameter  is  too  large.  By  one  or  two 
similar  trials  in  the  table,  it  is  found  that  the  proper 
diameter  corresponds  to  a  ratio  of  about  12,  making 
its  value  252  x  0.0129  =  3.26  inches. 

8.  What  is  the  proper  working  pressure  for  a 
wrought-iron  connecting-rod  8^^  inches  in  diameter,  its 
length  being  70  inches,  and  the  diameter  of  the  cylin- 
der 24  inches  ? 

The  ratio  of  length  to  diameter  being  20,  the  work- 

3.6'' 
mg  pressure  is  -  --«.„- — 
"  ^  0.0185»  X  ! 

sure  i«  62  — 16  =  47  lbs.  per 

4.  An  engine  with  a  stroke  of  30  inches  develops  250  indicated  horse-power.    The  proper  length 

s      .X.            y     '     '      1      250x0.714       ,^^  ^.     , 

for  the  crank-pm  is  :  /  = ^^ =  6.95 ;  say  6  mches. 


TBAKSVEBBK  8KCTI0N. 


——J  =  62 ;  or  the  boiler  pres- 
•  square  inch. 


PBRPEirDlCirLAB  BBCTIOK. 
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6.  A  certain  engine  has  a  cylinder  24  inches  in  diameter,  and  a  crank-pin  6  inches  long.  The  boiler 
pressure  is  65  lbs.  Hence  the  proper  diameter  for  the  crank-pin  la:  d  =  0.084  x  (576  x  80  x  6)1  = 
5.16 ;  about  6^  inches. 

6.  A  cast-iron  pipe  is  6  inches  in  diameter,  and  the  boiler  pressure  is  60  lbs.  per  square  indi.  The 
thickness,  i  =  0.03  x  1^6  x  65  =  0.57 ;  about  nine-sixteenths  of  an  inch.  R.  H.  B. 

ENGINES,  SOLAR.  The  total  steam-power  of  the  world  has  been  roughly  estimated  by  statist!, 
cians  at  between  15,000,000  and  16,000,000  horse-power.  From  the  data  obtained  by  Herschel  and 
Pouillet,  Capt.  Ericsson  concludes  that  if  all  the  heat  of  the  sun  falling  on  a  square  mile  of  the 
eartVs  surface  could  be  utilized  in  the  generation  of  steam,  it  would  furnish  a  supply  for  engines  of 
about  18,000,000  horse-power.  Many  iuTestigators,  desirous  of  utilizing  at  least  a  portion  of  the 
immense  supply  of  power  so  bounteously  placed  by  nature  at  their  disposal,  have  turned  their  atten« 
tion  to  the  practical  means  of  realizing  their  ideas.  The  most  prominent  experimenters  of  modem 
times  are  Mouchot  and  Ericsson,  who  have  each  aiTived  at  substantially  the  same  practical  result 
An  interesting  account  of  their  investigations  was  published  by  L.  Simonin  in  the  Bevtte  da  Levi 
Mondes  for  1876,  and  a  translation  of  his  paper  may  be  found  in  the  Iron  Age  for  Sept.  14  and  21, 
1876.    Says  M.  Simonin : 

"  What  is  coal  ?  Fossil  carbon.  And  was  not  this  carbon  fixed  in  plants  by  the  sun's  heat,  of 
which  it  is  the  equivalent  f  Under  the  action  of  solar  radiation  the  carbonic  add  in  the  atmosphere 
is  decomposed  on  contact  with  plants ;  the  carbon  is  fixed  in  the  plant,  and  the  oxygen  goes  back 
into  the  air  to  serve  for  the  respiration  of  animals.  Hence,  no  sun,  no  vegetation ;  no  vegetation,  no 
carbon,  no  coal.  Coal  in  burning  gives  up  the  solar  heat  which  was  stored  up  in  it,  and  therefore 
it  was  that,  on  seeing  a  locomotive  engine  move,  Stephenson  said :  *  It  is  not  the  coal  that  driv» 
this  engine,  it  is  the  sun's  heat  stored  up  in  the  coal  thousands  of  ages  ago ;  locomotives  are  but  the 
horses  of  the  sun.'  We  might  make  a  like  comparison  with  respect  to  wine  and  the  alcohol  it  con- 
tains ;  and  the  Bordelais  use  no  mere  figure  of  speech  when  they  speak  of  their  admirable  Sauteme 
wine  as  being  *  bottled  sunshine.' 

**  When  water  rises  in  the  shape  of  vapor,  what  is  it  that  causes  it  to  ascend  ?  The  heat  of  the 
sun.  If  it  comes  down  as  rain,  forming  torrents  and  brooks  which  feed  our  mill-races  and  drive  our 
mills,  what  is  it  that  turns  the  wheel  ?  The  sun,  for  it  was  the  sun  that  in  the  first  place  raised  the 
water.  When  the  wind  blows  upon  the  sails  of  a  windmill,  or  upon  the  sails  of  a  ship,  what  is  it  that 
drives  the  mill  or  propels  the  ship  ?  The  sun,  for  wind  is  simply  an  atmospheric  current  produced 
by  the  heating  of  a  stratum  of  air,  which  being  dilated  by  the  sun  tends  to  an  equilibrium  with  strata 
of  the  same  density,  and  hence  rises,  while  a  volume  of  cooler  air  takes  its  place.  And  what  are  the 
tides,  the  propulsive  power  of  which  there  is  some  thought  of  utilizing,  whether  directly  by  means  of 
water-wheels,  or  indirectly  by  compressing  air,  and  so  producing  a  constant  supply  of  force  ?  They 
are  a  portion  of  the  heat  of  the  sun,  for  the  seas  are  formed  by  the  coming  together  of  all  Uiose 
torrents  and  rivers  which  descend  into  their  common  reservoir,  the  ocean.  Then,  too,  the  tides  are 
the  result  of  the  combined  attraction  of  sun  and  moon  upon  the  earth.  Thus  we  find  that  the  sun  is 
always  and  everywhere  active. 

"  It  is,  therefore,  no  paradox  to  regard  the  sun  as  the  one  source  of  fuel  in  the  future,  and  as  the 
reservoir  of  force  to  which  generations  to  come  will  at  no  distant  day  have  recourse.  Hence  it  is 
that  savants  and  great  engineers,  as  Euclid,  Archimedes,  Hero,  Salomon  de  Caus,  Buffon,  Saussure, 
Belidor,  Evans,  Herschel,  Pouillet,  Mouchot,  Ericsson,  have  in  every  age  put  to  themselves  the  ques- 
tion how  it  might  be  possible  to  take  from  the  sun  a  part  of  its  heat  for  the  benefit  of  this  poor  globe." 
The  most  successful  solar  boilers  hitherto  devised  have  been  those  constructed  by  Mouchot  and 

Ericsson,  which  arc  quite  similar 
in  their  details.  An  illustration  of 
Mouchot's  apparatus,  as  erected  in 
the  oourlrard  of  the  library  at  Tours 
and  at  the  Paris  Exposition,  1878, 
is  shown  in  Fig.  1367.  It  will  be 
seen  that  there  is  a  large  mirror, 
which  is  silvered,  and  has  the  form 
of  a  truncated  cone,  the  sides  of 
which  are  at  an  angle  of  W  to  the 
axis.  The  boiler,  P,  is  made  of 
copper,  with  double  walls,  betweoi 
which  the  water  and  steam  spaces 
are  comprised,  and  the  exterior  of 
the  boiler  is  blackened.  A  glass 
bell.  Ay  covers  the  boiler,  to  pre- 
vent the  return  of  heat  imparted 
to  the  boiler.  The  pressure-gauge 
is  shown  at  /T,  the  water-gauge  at 
Z,  and  the  safety-valve  at  /.  The 
apparatus  is  so  mounted  that  it  re- 
volves 16°  an  hour  around  an  axis 
parallel  to  that  of  the  earth,  thus 
I  following  the  apparent  daily  motkm 
of  the  sun ;  and  it  also  inclines  grad> 
ually  so  as  to  change  the  position  of  its  axis  with  the  change  in  the  sun's  declination.  The  dimen- 
sions (Engineerinffy  Dec.  81,  1875)  are  as  follows :  Diameter  of  mirror  at  top,  112.3  indies;  at  bot- 
tom, 39.3  mches ;  area  of  mirror,  46  square  feet.    The  two  envelopes  of  the  boiler  are  respectively 
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81.5  and  19.7  indies  high,  and  11  and  8.7  inches  in  diameter ;  water  space,  about  4.4  imperial  gallons. 
The  glass  bell  is  16.8  inches  in  diameter,  88.6  inches  high,  and  0.2  inch  thick.  With  this  apparatus, 
under  favorable  circumstances,  1 1  lbs.  of  water  have  been  evaporated  per  hour,  from  a  temperature 
of  68"*  F.,  and  at  a  pressure  of  about  75  lbs.  per  square  inch.  Such  an  apparatus  does  not,  of  course, 
completely  solve  the  problem  of  the  successful  application  of  the  solar  beat  to  driving  an  ensine, 
since  it  does  not  provide  for  periods  in  which  the  rays  of  the  sun  are  not  available.  There  have 
been  many  plans  proposed  for  storing  up  the  heat  received  from  the  sun,  to  be  used  at  night  and  on 
cloudy  days.  M.  Simonin  suggests  that  it  will  only  bo  necessary  to  heat  good  conductors,  such  as 
porous  stones,  in  the  solar  boiler,  and  then  store  them  away.    He  says : 

^  Straw,  sawdust,  wool,  feathers,  confined  air,  are  insulating  substances  which  retain  heat.  We 
might  surround  with  a  double  envelope  of  this  kind  the  reservoir  holding  the  sun-heated  stones,  and 
in  this  way  we  might  have  our  store  of  solar  heat,  as  now  we  have  our  store  of  ice.  It  is  one  prob- 
lem whether  we  have  to  retain  cold  or  to  retain  heat.  Now,  ice  keeps  very  well  even  when  stored  in 
the  hold  of  a  vessel ;  a  little  sawdust  and  careful  stowage  do  the  whole  work.  The  same  means  will 
serve  in  storing  solar  heat,  and,  if  need  be,  shipping  it  to  a  distance.  We  have  barely  outlined  the 
idea,  but  certain  we  are  that  at  the  proper  time  the  scientific  man  will  appear  who  shall  discover  a 
practical  method  of  doing  this." 

G.  A.  Bergh  has  proposed  to  use  the  solar  heat  in  liquefying  carbonic  acid,  and  thus  storing  up 
the  work  of  a  solar  engine  for  future  use.  A  translation  of  his  remarks,  first  published  in  Poggen- 
doTjp%  Annalen  for  1878,  is  given  in  Van  Nostrand'a  EdecHe  Engineering  Magazine,  February,  1874. 
The  possible  solutions  of  the  problem  are  by  no  means  exhausted,  and  the  subject  ofFers  a  vast  field 
for  the  labors  of  inventors,  and  a  rich  reward  to  him  who  is  successful. 

A  paper  on  "  Cooking  by  Solar  Heat,"  by  W.  Adams,  interesting  in  this  connection,  appears  in 
the  aeientijie  American,  xxxviii.,  876.  The  writer,  in  Bombay,  India,  used  a  combination  of  flat 
mirrors,  of  common  sheet  glass,  silvered,  fixed  in  rectangular  frames  so  as  to  concentrate  the  solar 
rays  to  a  focus  at  a  distance  of  20  feet.  The  focus  was  about  2  feet  in  diameter.  With  72  pieces 
of  silvered  sheet  glass,  each  15  by  10^  inches,  at  midday,  in  the  month  of  May,  a  focus  was  formed 
at  a  distance  of  20  feet,  of  a  temperature  above  1088'"  F.  Every  kind  of  wood  placed  in  this  focus 
was  instantly  ignited,  without  being,  as  in  Buffon's  experiment,  previously  smeared  with  tar  and 
shreds  of  wool.  A  solid  cylinder  of  water,  1 8  by  8  inches,  contained  in  a  vertical  copper  vessel  pro- 
vided with  a  steam-pipe,  was  then  placed  in  the  focus,  and  it  boiled  in  exactly  20  minutes.  The 
ebullition  was  exceedingly  violent.  Another  experiment  was  made  with  198  glasses,  each  16  by  10|- 
inches,  fixed  in  10  rectangular  frames.  A  copper  boiler  containing  9  gallons  of  cold  water  was 
placed  in  the  focus,  and  began  to  boil  in  exactly  30  minutes.  It  was  allowed  to  boil  for  exactly  1 
hour,  when  8}  gallons  of  water  were  found  to  have  been  evaporated.  R.  H.  B. 

ENGINES,  STEAM,  HOISTING.  Hoisting  or  winding  engines  may  be  either  stationary,  portable, 
or  semi-portable.  Their  construction  being  such  as  to  adapt  them  to  their  specific  purpose,  they  are 
usually  claraed  as  a  distinct  tjrpe  of  steam-engine,  and  as  such  have  become  the  spedal  manufacture 
of  many  well-known  builders.  Their  use  is  the  lifting  of  heavy  weights.  Their  application  to  pas- 
senger-elevators is  discussed  under  Elevators  ;  to  raising  material  from  mines,  under  Mini  Aitli- 
ANCss.    The  machines  here  presented  are  those  which  may  be  employed  for  a  variety  of  uses. 

Fig.  1868  represents  a  diflferential  hoisting  engine  manufactured  by  W.  D.  Andrews  of  New  York. 
The  hoisting  drum  has  a  grooved  friction-wheel  at  each  end,  one  wheel  being  80  inches  and  the  other 
26  inches  in  diameter.  The  pinions  upon  the  engine-shaft  engaging  with  these  wheels  are  respec- 
tively 4  and  8  inches  in  diameter.  By  means  of  levers  which  communicate  with  eccentrics,  one  of 
which  is  shown  in  Fig.  1369,  either  wheel  may  be  brought  into  or  moved  out  of  contact  with  its 
pinion.  When  the  large  wheel  is  in  contact,  the  drum  has  1  revolution  to  7^  revolutions  of  the  en- 
gine ;  with  the  small  wheel  engaged,  the  revolutions  are  as  1  to  8^.  When  a  heavy  weight  is  to  be 
raised,  the  large  wheel  is  used,  and  a  slow  motion  is  imparted  to  it ;  for  a  light  weight,  the  small 
wheel  is  used,  and  the  speed  is  doubled,  the  engine  running  at  a  uniform  rate.  A  brake-lever 
operated  by  the  foot  is  used  to  cause  a  brake  to  bear  ui)on  the  face  of  the  drum-wheels,  and  by  this 
means  the  load  can  be  lowered  or  held  at  any  desired  point  The  same  may  be  done  by  graduating  the 
pressure  upon  the  handJevers.  It  is  claimed  that  in  these  machines  the  power  required  is  less  than 
when  using  cogs ;  and  the  unpleasant  noise  of  cogs,  as  well  as  danger  from  their  breaking  by  over- 
straining or  accident,  is  entirely  avoided.  No  concussion  or  jar  results  from  throwing  the  drum  into 
or  out  of  gear,  either  when  loaded  or  light.    The  following  table  is  based  on  50  lbs.  steam-pressure : 

*     Table  ehowing  Dimeneions,  Speed,  and  Loads  raised  by  Steam  Hoisting  Engines, 


i 


6  HP 

6  UP 

12  IIP 

15  HP 


5  HP 
8  HP 
10  HP 
15  HP 


IndiM. 

8 
8 
8 


InehM, 
27 
27 
80 
80 


OF  MAIN 


8« 
86 


DIAMKTKB 
or  VAST 


26 

26 
80 


IndiM. 

8 

8 
12 
12 


DUTY  OF 
MAIM  OBAB. 


1,.V)0 
2,000 
2,^i00 
8,500 


FMt. 

60 
76 

85 


DUTY  OF 
FAST  OBAB. 


Lte. 
760 

1,000 
1,200 
1,600 


la 


FmI. 
120 
160 
200 
200 


WBionr  OF 

MACaUfB. 


Lb*. 

8,160 
8,660 
6,200 
6,200 


An  improved  portable  hoisting  engine,  adapted  for  the  removal  of  cargoes  from  vessels,  etc, 
made  by  J.  S.  Mundy,  is  represented  in  Fig.  1370.    The  apparatus  is  mounted  on  wheels  so  that  it 
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can  be  easily  moved  from  place  to  place.    The  enginea  have  plain  slide-valves,  worked  bv  an  eccen- 
trie  direct  from  the  mam  shaft    There  are  locomotive  slides  and  cross-head  of  simple  oonstrac* 


tion.  Both  engines  are  supplied  with  steam  from  the  same  boiler,  which  is  fed  by  a  steim- 
pump  attached  to  it  on  one  side  and  an  injector  on  the  other.  Fig.  1371  shows  a  section  of  the 
friction-drum  used  in  these  machines.    The  drum  is  cast  in  one  piece.    The  large  gear  is  made  with 


holes  or  pockets  in  the  side  to  receive  plugs  of  hard  wood,  that  are  fitted  in  and  turned  off  to  re- 
ceive the  cone-flange  of  the  drum.     The  spiral  spring  between  the  gear  and  drum  forces  the  drum 
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off  the  wood  when  relieyed  by  the  screw  and  pin  at  the  other  end.  This  can  be  used  separate  from 
the  engine  by  the  application  of  a  belt  on  the  pulley  on  the  lower  shaft,  for  hoisting  in  warehouses, 
stores,  coal  yards,  or  in  any  place  where  there  can  be  power  attached.    The  friction-gearing  serves 

1870.  1871. 


irom  a  deptn  oi  i,60U  to  i,vou  leet, 
the  rope  used  being  0.8  inch  in  diameter,  and  weighing  4  lbs.  per  yard.  The  apparatus  consists  of 
a  pair  of  wrought-iron  frames  of  I  section,  mounted  on  iron  wheels  adapted  for  traveling  on  ordinary 
roads.  On  the  top  of  the  frames  just  mentioned  are  mounted  a  pair  of  cast-iron  frames  carrying 
the  engines  and  winding  gear.  The  engine  cylinders,  which  are  7iV  inches  in  diameter,  with  11 -J  J 
inches  stroke,  are  fixed  to  the  outer  sides  of  the  cast-iron  frames,  as  shown  on  the  plan,  the  con- 
necting-rods taking  hold  of  cranks  at  the  end  of  the  shaft  C.    On  this  shaft  is  a  pinion  H^  which 


gears  into  a  spur-wheel  /,  on  a  second  shaft  D  placed  directly  above  the  crank-shaft.  This  second 
shaft  D  also  carries  a  pinion  if,  which  gears  into  the  spur-wheel  L  bolted  to  the  rope-drum  M,  This 
drum  if  is  4  feet  7i  inches  in  diameter  and  1  foot  7ii  inches  long,  and  \\  can  be  divided  into  two  by 


Digitized  by 


Google 


646 


ENGINES,  STEAM,  MARINE. 


a  movable  diTision  ring,  when  it  is  deeired  to  employ  two  ropes.    The  total  ratio  of  the  gearing  is 
18  :  1,  the  engine  making  18  revolutions  to  one  of  the  drum. 

ENGINES,  STEAM,  MARINE.  I.  Thk  American  Riyer-Boat  Engine.— The  beam-engine  with 
wooden  gallows-frame  is  a  form  of  engine  peculiar  to  American  practice,  found  principallj  in  etetm- 
boats  navigating  the  eastern  rivers  and  sounds,  and  used  to  some  extent  in  coasting  steamers  and 
boats  on  the  great  lakes.    The  modifications  made  in  its  construction  of  late  years  have  been  Teiy 


1878. 


Scale.— f  Inch  •  1  foot. 


small.  The  various  parts  and  general  construction  of  the  engine  are  fully  shown  in  the  followiog 
illustrations. 

Fig.  1873  is  a  side  elevation  of  the  engine.  Fig.  1874  is  an  end  elevation  exhibiting  the  steam-cbestft, 
the  cylinder,  and  the  parallel  motion.  ¥ig.  1375  is  a  vertical  section  of  the  steam-cylinder,  the  con- 
denser, the  bed-plate,  and  the  air-pumps.  Fig.  1877  is  a  plan  of  the  bed-plate,  showing  the  passage 
connecting  the  condenser  with  the  air-pump,  and  the  opening  by  which  the  foot-valve  is  introduced 
to  its  place.  Fig.  1378  is  a  transverse  section  of  the  steam-chests,  showing  the  arrangement  of  the 
balance-viUves.  Fig.  1379  is  a  plan  of  the  steam-chest,  and  of  the  cylinder  with  the  Ud  removed. 
Figs.  1380  and  1381  are  views  of  the  traverse-shaft  for  workmg  the  valve-lifters.  Figs.  1882  and 
1383  are  face  and  edge  views  of  the  crank,  showing  the  method  of  binding  it  by  a  wrought4roii 
strap.  Figs.  1384  and  1385  are  front  and  side  views  of  the  connecting-rod,  showing  the  method  of 
bracing  it  by  wrought-iron  rods.  Figs.  1886,  1387,  1888,  and  1389  are  elevations  and  plans  of  the 
crank-shaft  and  main  centre  pedestals,  showing  the  attachments  for  securing  the  blocks  to  the 
framing. 

The  following  are  the  literal  references :  A  is  the  principal  frame,  which  supports  the  main  cen- 
tres of  the  beam,  and  also  the  bearings  of  the  crank-shaft.  B  are  the  keelsons,  a  a,  the  fore  and 
aft  legs  of  the  frame.  6,  the  upright  post  under  the  main  centre,  c, ^oak-knees,  by  whidi  the  legs 
are  secured  to  the  keelsons,  cf,  timbers  which  support  the  crank-shajft  bearings ;  the  fore  and  aft 
timbers  are  placed  obliquely  to  strengthen  the  support.  <•,  the  back-stay  for  further  securing  the 
main  centre.  C  is  the  steam-cylinder,  and  C  is  the  cylinder  bottom.  /,  the  piston ;  the  under 
«ide  of  it,  1,  is  a  solid  web,  rounded  and  in  one  piece  with  the  centre  2  by  which  it  is  keyed  to  the 
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rod,  and  with  the  drcuUr  flange  8  at  the  drcumferenoe,  upon  which  the  packing  is  laid.  These 
three  parts  are  connected  together  by  stiffening  flanges,  4 ;  and  the  whole  is  covered  m  by  a  flat 
plate,  6,  which  holds  down  the  packing,  and  is  bolted  to  the  body  of  the  piston.  ^,  the  piston-rod. 
A  hj  the  steam-ports ;  the  under  port  is  formed  in  the  cylinder  bottom,  which,  it  will  be  observed,  is 
hollowed  out  to  the  form  of  the  under  side  of  the  piston,  i,  the  dutdi  and  cross-head,  keyed  to  the 
upper  end  of  the  piston-rod«  ky  the  links  connecting  the  cross-head  to  the  working-beam.  D  are 
the  steam-chambers,  in  which  are  placed  the  vaWes  for  regulating  the  motion  of  the  steam  into  and 
out  of  the  cylinder.  /  2,  the  chambers  whence  the  steam  is  admitted  to  the  cylinder,  m  m,  the 
diambers  into  which  the  steam  is  discharged  from  the  cylinder,  n  n,  pipes  connecting  the  upper 
and  under  chambers,  bolted  fast  to  upper  chambers,  but  connected  to  the  under  chambers  by  expan- 
sion joints,  o,  the  steam-valves,  and  />,  the  exhaust-valves,  fixed 
in  pairs  on  the  spindles,  and  denominated  equilibrium  or  balance- 
valves,  g  r,  the  valve-spindles,  having  their  lower  ends  guided 
m  inverted  caps,  introduced  through  the  under  sides  of  the  steam- 
chests;  thdr  upper  ends  pass  through  stuffing-boxes,  and  are 
connected  on  the  outside  to  the  brackets  on  the  lifting-rods.  «, 
the  steam-pipe  from  the  boiler,  furnished  with  two  valves :  one 
of  them,  c"y  is  the  throttle-valve;  the  other,  cf',  is  the  cut-off 
valve ;  the  latter  is  worked  by  a  cam  fixed  on  the  crank-shaft, 
which  works  the  lever  «",  the  fulcrum  of  which  is  fixed  on  the 
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SoALB.— li  inch  =  1  foot. 


timbers  of  the  crank-shaft  bearings,  this  lever  working  the  lever  on  the  Talve^spindle  by  means  of 
the  rod  /",  the  traverse-shaft  and  levers  p'\  and  the  rod  h".  t,  the  exhaust-passage,  connected  to 
the  passage  t'  in  the  condenser,  u  u,  the  steam-passages  to  the  cylinder,  v  v,  the  Uf ting-rods,  with 
bradccts,  1 1,  2  2,  fixed  on  them,  and  connected  at  the  extremities  to  the  vfdve-spindles,  on  which 
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they  are  adjusted  by  nuts ;  8  8,  the  lifting  faces,    w,  the  traverse-shaft :  1,  the  lifting-frame ;  2,  the 
lifters ;  8,  the  ecoentric-rod  lever.    (See  Figs.  1880  and  1881.) 

The  operation  of  the  balance-valves  and  their  peculiar  advantages  arc  as  follows :  Referring  to 
"Fig.  1878,  it  will  be  observed  that  the  valves  are  arranged  in  pairs,  keyed  on  distinct  spindles,  and 
that  each  pair,  therefore,  is  moved  as  one  valve ;  further,  the  valves  in  each  pair  are  of  unequal 
diameters,  the  upper  valves  o,  on  the  steam  side,  being  larger  than  the  under  valves,  and,  on 
the  contrary,  the  under  valves  j>,  on  the  exhaust  side,  larger  than  the  upper  ones.  And  here 
the  peculiar  and  elegant  adjustment  is  shown.  The  common  puppet-valve  sustains  the  full  pres- 
sure of  the  steam  on  it«  exterior  surface,  which  must  therefore  be  overcome  before  the  valve 
can  be  opened;  but  in  the  balanoe-valve  the  steam  pressure  is  made  to  balance  itself  (hence  the 
name)  as  it  enters  the  steam-port  from  both  above  and  below.  The  upper  valve  in  each  pair  on 
the  steam  side  is  larger  than  the  under  by  as  much  as  will  afford,  by  the  difference  of  pressures 
upon  them,  sufficient  force,  in  conjunction  with  the  weight  of  the  valves,  to  shut  them  steam-tight 
in  their  seats.  Vice  versa,  the  under  valve  in  each  pair  on  the  exhaust  side  is  the  larger  of  the 
two,  so  that,  by  the  resulting  tendency  of  the  pressure  of  the  steam  from  withhiy  when  entering 
the  cylinder  through  the  steam-valve,  the  exhaust-valve  may  be  kept  shut  when  required.  Thus, 
it  is  clear  that  by  regulating  the  relative  diameters  of  the  valves  in  each  pair,  the  absolute  dif- 
ference of  the  areas  of  surface  of  each  exposed  to  the  steam-pressure  may  also  be  regulated,  and 
consequently  also  the  amount  of  pressure  effective  in  shutting  them.  In  the  present  instance, 
the  valves  are  10  inches  and  9  inches  respectively  in  diameter;  therefore,  the  steam-pressure 
effectively  exerted  in  shutting  them  is  that  due  to  a  surface  equal  to  the  difference  of  these 
areas,  or  to  15.2  square  inches.  Let  the  steam-pressure  be  60  lbs.  on  the  inch,  then  the  acting 
pressure  will  amount  to  16.2  x  60  =  760  lbs.,  or,  the  weight  of  the  valves  being  added,  say  840  lbs. 
This  will,  indeed,  appear  little  when  it  is  considered  what  a  common  puppet-valve  would  require.  If 
the  puppet-valve  were  11  inches  in  diameter,  it  would  be  subject  to  a  pressure  of  4,760  lbs.  The 
slides  also,  such  as  are  used  in  British  engines,  weigh  8,920  lbs.,  without  the  friction  of  the  faces 
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being  taken  into  account.    But,  in  fact,  as  the  starting  lever  has  a  power  of  6  to  1,  the  resistance  to 
be  of  ercome  by  the  engineer  in  starting  is  only  140  lbs. 

JS  are  the  parallel  guides  for  the  cross-head  of  the  piston-rod.  These,  the  cross-head,  and  the 
links  ky  constitute  the  parallel  motion  of  the  engine.  The  guides  B  are  bolted  to  the  projections 
on  the  cylinder  flange,  seen  in  Fig.  1879,  and  are  stayed  to  the  frame  A  by  wrought-iron  ties,  and 
a  small  cast-iron  cornice  near  the  top.  F  is  the  main  lever  of  the  engine,  x,  a  cast-iron  centre, 
strung  with  tension-rods,  y,  tension-rods  of  wrought-iron,  which  are  strapped  to  the  centre-piece 
at  the  middle,  the  extremities,  and  the  intermediate  points.  «,  additional  tension-rods,  strengthen- 
ing the  intermediate  points  where  the  air-pump  and  feed-pump  rods  are  connected.  The  main 
centre-pedestals  are  represented  in  elevation  and  plan  in  Figs.  1888  and  1889:  1,  the  sole;  2  2  2, 
flanges  for  securing  the  bearings  more  steadily  to  the  frame.  (?,  the  connecting-rod,  constructed 
of  wrought-iron.  a\  the  rod,  fitted  with  straps  at  the  ends  for  embracing  the  bushes,  b'  b',  tension- 
rods  for  stiffening  the  main  rod,  and  preventing  the  effects  of  vibration.  These  rods  are  jointed 
at  the  upper  ends  to  the  main  rod,  held  in  tension  at  the  middle  by  the  strut  c\  which  is  screwed  at 
the  extremities  to  regulate  the  tension  of  the  rod,  and  keyed  up  at  the  imder  ends,  ff  is  the  crank, 
composed  of  a  cast-iron  body  and  a  wrought-iron  binding  strap.  <f ,  the  cast-iron  centre,  in  which 
the  holes  are  formed  for  receiving  the  ends  of  the  crank-shaft  and  the  crank-pin ;  its  form  in  section 
is  that  of  a  web  terminated  on  both  cides  by  flanges,  e',  a  wrought-iron  tension-rod  in  one  piece, 
passing  entirely  round  the  crank.  /'  /',  horns  cast  upon  the  crank  for  the  purpose  of  stretching  the 
strap  e',  the  strength  being  thereby  rendered  available.  The  fellow  of  this  crank,  which  is  seen  in 
the  general  elevation,  Fig.  1878,  is  differently  formed,  being  made  solid  at  the  end,  and  provided  with 
bolt-holes,  through  which  a  strap  embracing  the  crank-pin  is  introduced  and  screwed  upon  the  other 
side.  By  this  arrangement,  the  crank-pin  may  at  any  time  be  readily  disengaged  from  the  crank,  and 
the  parts  are  more  easily  put  together,  /is  the  crank-shaft  ff\  the  pillow-block :  1,  the  sole  of  the 
block  resting  on  the  timbers ;  2  2,  flanges  for  securing  the  block  to  the  framing  by  bolts  and  nuts ; 
8  8,  lugs  cast  on  the  sides  of  the  sole,  through  which  holding-down  bolts  are  passed,  which  are  secured 
to  the  keelsons,  a",  the  eccentric  for  working  the  balance-valves.  6",  the  eccentric-rod,  having  its 
length  divided,  at  a  point  near  the  handle,  into  two  parts  jointed  together,  the  longer  and  heavier 
part  next  the  eccentric  being  supported  on  a  vibrating  joint.  By  this  means  it  becomes  an  easy 
matter  to  disengage  the  rod  from  the  lever  of  the  traverse-shaft,  which  is  done  by  means  of  a  small 
rope  attached  to  the  extremity  of  the  rod.  iT  is  the  condenser,  t',  the  exhaust-steam  passage.  k\ 
the  injection  passages.  T,  the  injection  cocks,  m'  m\  the  flanges  by  which  the  condenser  is  bolted 
to  the  principal  frame.  X  is  the  air-pimip.  n\  the  bucket,  the  construction  of  which  is  obvious 
from  the  section.  Fig.  1376*    o',  the  bucket-rod.    p\  the  floating-top  or  delivery  valve,  which  is 
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cast  hollow,  and  has  its  lower  edges,  where  it  rests  on  the  air-pump,  filed  true,  so  as  to  fit  and  fonn 
a  good  joint.  This  serTes  a  twofold  purpose,  namely,  as  the  air-pump  lid  and  the  delivery  Talve. 
Its  action  is  simple  and  ingenious ;  for  when  the  bucket  arrives  at  a  certain  height,  the  lid  is  raised 
and  the  water  flows  out  all  around,  thus  discharging  more  effectually  and  rapidly  than  by  the  com- 
mon valve,  and  requiring  little  or  no  power  to  discharge,  having  only  the  lids  to  raise.  q\  the  hot- 
well,  made  of  copper,  and  riveted  to  the  air-pump  by  means  of  a  vertical  flange,  r',  the  waste-pipe. 
«',  the  feed-pipe.  t\  the  pipe  for  drawing  off  the  water  from  the  hot-well.  «',  the  rod  from  tiie 
beam,  which  drives  the  air-pump  rod.  v',  the  guide  for  the  cross-head  of  the  air-pump  rod,  stayed  to 
the  principal  frame  by  means  of  the  bracket  to'.  M  is  the  feed-pump,  z',  the  pump-rod,  moving 
in  the  guides  y'  y\  driven  from  the  beam  by  the  rod  x'.  JT  is  the  bilge-pump.  N  is  the  bed-plate. 
t'',  the  foot-valve. 

The  following  are  the  principal  dimensions  of  an  engine  of  this  class  built  for  the  steamer 
Osceola:  Diameter  of  cylinder,  31  inches;  length  of  stroke,  11  feet;  length  of  beam,  17  feet  9 
inches ;  length  of  connecting-rod,  21  feet  1  inch ;  length  of  links,  7  feet  6  indies ;  height  of  beam 
from  keelson,  31  feet;  width  between  guides  of  piston-rod,  8  feet  6|  inches;  diameter  of  paddle- 
wheel,  28  feet ;  number  of  strokes  per  minute,  24 ;  velocity  of  piston  in  feet  per  minute,  528. 

Fig.  1390  represents  the  beam-engine  of  the  steamboat  New  World,  a  remarkably  fine  vessel 
which  some  years  since  plied  between  Albany  and  New  York  on  the  Hudson  River.    She  was  de- 

1890. 


stroyed  by  fire.  Her  average  running  speed  between  the  points  named,  a  distance  of  146  miles, 
was  9  hours.  Thirteen  landings  were  made,  which  involved  a  loss  of  time  of  at  least  5  minutes 
each,  leaving  7  hours  and  56  minutes  as  the  average  running  time,  or  about  18^  miles  per  hour. 
This  speed  was  often  exceeded  for  short  periods,  the  rate  of  20  miles  per  hour  being  frequently 
attained.  The  dimensions  of  the  New  World  were :  Length,  375  feet ;  breadth,  36  feet ;  breadth 
over  guards,  69  feet ;  depth  of  hold,  10  feet  6  inches.     She  was  constructed  of  wood. 

The  cylinder  of  this  engine  was  76  inches  in  diameter.    The  valves  were  of  the  type  already  de- 
scribed.    The  valve-gearing  was  the  Stevens  cut-off,  a  device  now  commonly  used,' which  may  be 
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described  as  follows :  There  are  four  lifter-rods,  which  are  turned  bars  of  wrought-iron,  placed  in 
front  of  the  steam-chests.  They  are  made  to  move  vertically  up  and  down  through  guides  which  arc 
cast  or  bolted  to  the  chests  and  side-pipes.  On  the  lifter-rods  are  keyed  eight  projecting  arms, 
called  lifters.  Four  of  these  embrace  the  extremities  of  the  valve-spindles,  which  are  screwed  and 
provided  with  double  jam-nuts.  The  spindles  pass  quite  loosely  through  the  ends  of  the  lifters,  and 
the  jam-nuts  are  adjusted  so  as  not  to  bind  them :  there  is  thus  an  allowance  made  for  any  slight 
lateral  motion  which  inaccuracy  of  adjustment  or  wear  of  guides  may  render  requisite.  The  four 
remaining  lifters  are  likewise  keyed  upon  the  rods,  and  they  are  placed  directly  over  the  levers  on 
the  rock-shafts,  from  which  they  receive  their  motion.  There  are  two  rock-shafts,  one  for  the  steam 
and  one  for  the  exhaust  valves,  and  they  are  worked  by  separate  eccentrics.  On  the  shafts  there  are 
four  levers,  by  which  the  lifters  and  rods  are  raised,  and  they  are  curved  on  their  working  faces,  so 
that  their  action  Is  rendered  perfectly  smooth  and  noiseless.  By  the  reciprocating  or  rocking 
motion  of  the  shafts,  the  lifter-rods,  and  with  them  the  valves,  are  alternately  raised  and  lowered. 
The  exhaust-valve  levers  are  of  a  length  just  sufficient  to  give  the  requisite  amount  of  lift  and  lead, 
and  they  are  so  adjusted  on  their  rock-shaft  that  the  moment  one  rod  is  fairly  down  the  raising  of 
the  other  commences.  The  steam-levers  are  considerably  longer,  and  are  placed  upon  their  rock- 
shaft  in  a  position  inclined  to  one  another,  so  that  an  interval,  longer  or  shorter,  occurs  between  the 
falling  of  one  rod  and  the  rising  of  the  other.  During  this  interval  both  valves  are  down,  and  the 
steam  is  of  course  shut  off  from  the  piston.  This  apparatus  then  constitutes  the  expansive  or  cut- 
off gearing,  and  it  may  be  varied  at  pleasure  by  simultaneously  adjusting  the  respective  positions  of 
the  eccentric  on  the  paddle-shaft,  of  the  two  levers  on  the  rock-shaft,  and  of  the  pin  in  the  eccentric- 
lever.  This  latter  has  a  slot  in  it,  in  which  the  pin  travels,  so  that  it  can  be  moved  to  or  from  the 
shaft,  and  fixed  as  required.  By  advancing  the  eccentric,  and  lowering  the  extremities  of  the  levers, 
the  steam  will  be  earlier  cut  off,  and  vice  versa.  The  amount  of  lift  may  be  regulated  by  moving  the 
eccentric-pin.  The  movement  of  the  rock-shaft  in  the  interval  during  which  the  valves  are  down  is 
very  considerable,  especially  in  a  high  expansion,  and  this,  added  to  the  additional  amoimt  of  move- 
ment by  which  the  valves  are  lifted  the  requisite  height,  makes  the  total  angular  motion  of  the  rock- 
shaft  very  great,  and  therefore  an  eccentric  of  corresponding  throw  is  required.  Another  variety  of 
gear  in  frequent  use  has  but  one  rock-shaft  and  eccentric,  with  but  two  lifter-rods.  The  exhaust- 
lifters  and  their  action  ai-e  precisely  the  same  as  in  the  gear  already  described.  The  steam-lifters, 
which  are  like  the  others  keyed  to  the  rod,  have  spring  catches  fitted  at  their  extremities,  which  lock 
into  the  valve-spindles  when  down,  and  which  are  released  at  the  proper  time  by  coming  in  contact 
either  with  an  adjustable  stop  or  with  a  reciprocating  arm,  moved  by  the  engine.  The  valves  then 
fall  by  their  own  weight.  To  prevent  damage  arising  from  the  concussion,  a  contrivance  called  the 
dash-pot  is  made  use  of :  this  consists  of  a  small  cylinder  containing  water,  and  a  piston  which  fits 
it  loosely,  and  is  attached  to  the  valve-stem.  The  height  of  the  water  is  so  adjusted  that  the  piston 
touches  or  dashes  upon  it  before  the  valve  reaches  its  seat ;  the  momentum  is  thus  effectually  over- 
come, and  injury  to  the  surfaces  of  contact  completely  prevented.  The  rock-shaft,  lifters,  and  levers 
are  of  cast-iron,  turned  and  finished  bright.  The  outer  supports  of  the  rock-shafts  are  bolted  to  the 
side-pipes,  and  the  middle  support,  which  is  common  to  both  shafts,  is  fastened  to  brackets  cast  on 
the  cylinder. 

The  following  abstract  of  a  report  by  Theron  Skeel  of  the  performance  of  the  Mary  Powell,  one 
of  the  finest  day-boats  now  (1879)  running  on  the  North  River,  is  of  unusual  interest,  as  presenting 
probably  the  most  complete  data  that  have  been  collected  relative  to  the  performances  of  a  vessel  of 
this  type: 

Dimensions  of  BttH.—Len^h  on  water-line,  286  feet;  length  over  all,  294  feet;  beam  at  water- 
line,  34  feet  8  inches ;  beam  over  all,  64  feet ;  depth  of  hold,  9  feet ;  height  from  main  deck  to 
promenade  deck,  10  feet ;  height  from  promenade  deck  to  upper  deck,  8  feet ;  draught  of  water,  at 
mean  load  of  passengers  and  coal,  6  feet ;  midship  section  (estimated),  200  square  feet ;  displace- 
ment (estimated),  28,000  cubic  feet ;  projected  area  of  surface  resisting  head  wind,  2,000  square  feet. 

Personnel  (exclusive  of  stetoard's  department). — 1  captain,  2  engineers,  4  firemen,  4  deck-hands,  2 
pilots,  1  clerk,  1  baggage-master;  total,  15. 

Length  of  trip,  5  hours  and  return.  Average  number  of  passengers,  250.  Average  fare  per  mile, 
1^  cent. 

Engine. — Diameter  of  cylinder,  6  feet ;  stroke  of  piston,  12  feet ;  diameter  of  piston-rod,  8  inches ; 
diameter  of  air-pump,  3  feet  4  inches ;  stroke  of  air-pump,  6  feet  2  inches ;  diameter  of  shaft,  1  foot 
8  inches ;  diameter  of  journal,  1  foot  8f  inches ;  length  of  journal,  1  foot  5  inches ;  diameter  of 
crank-pin,  8f  inches ;  length  of  crank-pin,  lOJ  inches ;  diameter  of  wheels  over  tips  of  buckets,  31 
feet ;  length  of  each  bucket,  10  feet  6  inches ;  width  of  each  bucket,  1  foot  6  inches ;  number  of 
buckets  to  each  paddle-wheel,  26 ;  greatest  immersion  of  outer  edge  of  bucket  at  mean  draught, 
8  feet  6  inches ;  displacement  of  piston  per  revolution,  676  cubic  feet ;  of  clearance  at  both  ends  of 
cylinder,  25  cubic  feet;  diameter  of  steam  and  exhaust-valve  openings  in  steam-chest,  1  foot  2f 
inches. 

Boilers  (two  in  number ^  steel — dimensions  of  each), — Length  over  all,  26  feet ;  length  of  cylindrical 
shell,  16  feet  1  inch :  length  of  fire-box,  9  feet ;  width  of  fire-box,  11  feet ;  diameter  of  cylindrical 
shell,  10  feet;  diameter  of  steam-drum,  6  feet  10  inches;  diameter  of  steam-chimney,  4  feet  2 
inches ;  height  of  steam-drum,  12  feet ;  number  of  furnaces,  2  ;  width  of  furnaces,  4  feet  10  inches ; 
length  of  furnaces,  8  feet ;  length  of  direct  flues,  9  feet  1  inch ;  diameter  of  tubes  (extemalX  H 
inches ;  grate  surface  (two  boilers),  152  square  feet ;  heating  surface,  2,660  square  feet ;  superheat- 
ing surface,  340  square  feet;  cross  area  of  lower  flues,  28.2  square  feet;  cross  area  of  tubes,  17.2 
square  feet ;  cross  area  of  steam-chimney,  26  square  feet ;  diameter  of  smoke-stacks  (two),  4  feet  6 
inches ;  height  above  grate,  68  feet ;  number  of  direct  flues  and  diameter :  two  flues,  14  inches ;  six 
flues,  16  indbes ;  two  flues,  9  inches. 
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RemUsfor  Three  Years, 


DETAILS. 

1875. 

1S76. 

isn. 

Number  of  obeerrations. 

60 
"96" 

'ib'.z 

28.79 

12 
1S7.5 

60 
18,100 

90 
21.8 
19.2 
22.85 

4.57 
14.6 
4,007 
66.8 
72.9 

27 

RaDiilDff  time  from  Newburgh  to  New  York,  or  return,  minutes 

Dliitjuice  run  in  above  time,  mllea 

1S2 

60 
12,190 

90 

2i.n 

19.8 
24.25 

Bevolutlons  per  round  trip  from  Bondout  to  New  York,  and  return.. 

Distance  aa  above 

Bevolutlons  per  minute  ftx)m  Newbnrgh  to  New  York,  or  return  .... 

Speed  in  miles  per  hour    **           "                     "                **       

Coal  per  round  trip,"  gross  tons 

Coal  per  revolution,  pounds 

4.87        1 

Slip  of  wheels  per  cent,  (calculated  for  centre  of  paddle) 

11.9         ' 

Bevolutlons  fh)m  Ne wburgh  to  New  York,  or  return 

8,968 

Bevolutlons  per  mile  ttom  Newburgh  to  New  York,  or  return 

Bevolutlons  per  mile  per  round  trip 

66           ] 
67.2         ' 

*            1 

(In  making  the  estimate  of  running  time,  the  time  lost  at  the  landings  was  deducted.) 

Remlta  for  1877. 

Total  number  of  miles  run. 15,300 

Hourlj/  quantities. 

Speed  of  boat  in  miles  (6,280  feet) 19.8 

Revolutions  of  engine 1,806 

Pounds  of  coal  consumed 6,970 

"      of  combustible  (ashes  16 J  per  cent.) 4,870 

**      of  coal  consumed  per  square  foot  of  grate  surface 89.3 

**      of  combustible            "             "                 "             82.8 

"      of  coal                        "             "    of  heating  surface 2.25 

"      of  combustible            "             "                "                1.88 

Temperatures. 

Atmosphere 70" 

Hot-well 120' 

Feed-water 120** 

Chimney  gas (Zinc  melts.) 

Ffessures  (see  indicator  cards,  Fig.  1891). 

Steam  (pounds  per  square  inch  above  the  atmosphere) 28 

Vacuum  (inches  of  mercury) 25 

Initial  pressure  (pounds  per  square  inch  above  zero) 40 

Pressure  at  cut-off    "                "                       »*        31.2 

"        at  end  of  stroke  (pounds  per  square  inch  above  zero) 16.4 

Mean  back  pressure                 **                 "                     "          6.6 

Pressure  at  end  of  cushion     "                  "                     "          40 

Hean  total  pressure                 "                 "                     "          29.94 

"    indicated  pressure  (pounds  per  square  inch) 24.34 

"    net                "                  "             "                (friction  1.6) 22.84 

Point  of  cut-off,  fraction  of  stroke 0.47 

"    where  cushion  commences,  fraction  of  stroke 0.8 

Poicer, 

Total  horse-power 1,899 

Indicated  horse-power 1,540 

Net                 "           1,446 

Pounds  of  steam  used  per  hour,  from  indicator  diagrams 42,000 

JScanomic  performance, — Boiler, 

Pounds  of  water  per  pound  of  coal,  from  120° 7 

t(                  ti                ti           ((     212''  7  8 

"                  "            of  combustible,  from  120°.. .....!.....!..!.!! .  8.2 

"                  "                          "             »*     212' 9.1 

"              per  square  foot  of  heating  surface,  per  hour 14 

Mffine, 

Pounds  of  steam  per  hour,  per  total  horse-power 22.1 

"              "            "          "indicated        " 27.8 

"               "            "          "net                 "     28.9 

coal          "          "    total               "     8.14 

"              "            "          "    indicated        "      3.87 

"              "            "          "    net                "     4.18 

The  results  of  experiments  made  to  determine  what  proportion  of  the  power  of  these  boats  is  lost 

through  the  resistance  of  the  air  and  wind  on  the  decks  and  cabins  show  that  this  loss  does  not 
exceed  10  per  cent,  of  the  power  applied.    That  is  to  say,  when  running  through  still  air  and  still 


Digitized  by 


Google 


ENGINES,  STEAM,  MARINE. 


653 


water,  about  90  per  cent,  of  the  power  is  absorbed  in  overcoming  the  resistance  of  the  water  and  10 
per  cent,  in  overcoming  the  resistance  of  the  air.  In  this  connection  it  must  be  remembered  that  of 
the  total  surface  resisting  the  wind  (2,000  square  feet),  a  considerable  portion,  being  the  hull  of  the 
boat,  the  paddle-boxes,  and  smoke-stacks  (at  least  800  square  feet),  is  necessary,  and  could  not  be 
reduced  even  If  the  upper  decks  were  left  off. 

Among  the  finest  illustrations  of  recent  practice  in  the  construction  of  side-wheel  steamers  are 
those  buHt  for  the  several  routes  between  New  York  and  the  cities  of  New  England,  which  traverse 


1891, 


Long  Island  Sound.  Fig.  1392  exhibits  the  form  of  one  of  these  vessels,  in  comparison  with  a 
steamboat  of  the  same  type,  but  of  the  form  constructed  in  1836.  The  latter  vessel  was  325  feet 
long,  45  feet  beam,  80  feet  wide  over  the  guards,  16  feet  deep,  and  drew  10  feet  of  water.  The 
engine  had  a  steam-cjllnder  90  inches  in  diameter  and  12  feet  stroke.  In  the  Sound  steamers  Bristol 
and  Providence  the  cylinders  are  110  inches  in  diameter  and  12  feet  stroke..  The  engine  of  the 
Bhode  Island  is  capable  of  developing  2,500  horse-power.  The  paddle-wheels  are  37^  feet  in  diame- 
ter and  12  feet  in  breadth.  The  weight  of  the  hull  is  over  1,200  tons,  of  the  machinery  625  tons. 
The  best  speed  is  16  knots  per  hour  at  17  revolutions  per  minute ;  average  speed,  14  knots.  The 
coal  consumed  is  about  3  tons  per  hour,  or  2^  lbs.  per  horse-power  per  hour. 

The  steamboats  on  Western  rivers  have  ahnost  invariably  horizontal  non-condensing  engines — an 
independent  engine  for  each  wheel  in  the  case  of  side-wheel  steamers,  and  two  engines  for  stem- 
wheel  boats.  The  connecting-rod  is  usually  of  wood,  strapped  with  iron,  and  with  a  length  of  from 
three  to  four  times  the  stroke.  There  are  two  steam-  and  two  exhaust-valves,  all  single  puppet-valves, 
worked  by  the  action  of  cams  on  long  lifting  levers,  the  cams  being  moved  by  eccentrics  on  the  shaft. 
Boilers  with  two  flues,  set  in  cast-iron  fronts  and  with  brick  walls,  very  similar  to  the  setting  of 

1892. 


stationary  boilers,  are  generally  used.  A  description  of  these  engines  and  boilers  is  contained  in 
King^s  "Lessons  and  Practical  Notes  on  Steam."  A  vessel  of  this  class  is  represented  in  Fig.  1393. 
The  largest  steamer  on  the  Mississippi  is  (1879)  the  Grand  Republic.  Her  length  is  340  feet,  beam 
56  feet,  and  depth  10^  feet.  The  draught  of  water  of  this  great  craft  is  but  3^  feet  forward  and 
4^  feet  aft.  The  two  sets  of  compound  engines,  28  and  66  inches  in  diameter  and  of  10  feet  stroke, 
drive  wheels  38^  feet  in  diameter  and  18  feet  wide.  The  boilers  are  of  steel.  A  similar  vessel, 
built  on  the  Ohio,  l^as  the  following  dimensions ;  Length,  225  feet ;  breadth,  36^  feet ;  depth,  5  feet ; 
cylinders,  17i  inches  in  diameter,  stroke  6  feet. 

'  For  a  paper  on  the  "  Construction  of  American  River  Steamboats,"  by  Tlieo.  Allen,  C.  E.,  see 
"Transactions  of  the  American  Society  of  Civil  Engineers,"  1874. 

II.  Earlier  Forms  or  Marine  Engines. — With  few  exceptions,  vertical  engines  are  used  at  present 
in  large  ocean  steamers,  the  change  having  been  made  a  few  years  after  the  displacement  of  the 
paddle-wheel  by  the  screw  in  ocean  navigation.  The  details  of  the  older  forms  of  engines,  however, 
are  not  without  interest,  and  some  illustrations  and  descriptions  are  appended. 
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Direct-acting  engines  differ  from  the  beam-engine  simply  In  the  method  of  taking  the  power  from 
the  piston-rod.  In  the  one  the  head  of  the  piston-rod  is  connected  either  directly  with  the  crank,  or 
by  means  of  a  connecting-rod  or  rods ;  in  the  other,  the  working-beam  or  great  lever,  vibrating  ob 


its  centre,  receives  at  one  end  the  power  from  the  piston-rod  through  the  modifying  action  of  "ptnl* 
Icl-motion "  rods,  or  plain  slides,  and  communicates  it  to  the  crank-shaft  by  a  connecting-rod  at- 
tached to  its  other  extremity. 

The  nd4i-lever  engine  is  a  modification  of  the  beam-engine.    In  our  river  and  coast  boats  the  work- 
ing-beam or  lever  is  above  the  engine,  and  single ;  but  in  the  sea-going  steamers  two  of  these  beimfl 


18M. 


are  used  instead  of  one,  and  instead  of  being  above  the  engine  they  are  brought  down  to  the  t*"**^ 
one  on  each  side ;  and  being  connected  by  a  cross-tail,  they  act  as  a  single  beam  or  lever.  ^^°^ 
derived  the  name  from  this  disposition  of  the  working-beam,  the  "  side-lever  engine."    Fig.  1'^ 
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give  an  idea  of  the  general  appearance  of  the  side-leTer  engine,  in  outline.    The  engines  of  the  Ck>l- 
lins  line  of  steamers  were  of  this  description,  and  in  fact  the  side-lever  engine  was  used  in  the  ma- 
jority of  ocean  steamers  fitted  with  paddle-wheels  a  few  years  ago. 
Passing  to  the  varieties  of  the  direct-acting  engine,  we  find  that  the  attempt  to  produce  engines 


ISftft. 


1899. 


im. 


1898. 


more  compact  and  of  less  weight  and  bulk  has  extended  the  examples  of  this  class  of  engines  into 
an  almost  endless  variety  of  modifications ;  scarcely  any  two  are  alike.  Some  engineers  regard  those 
engines  only  as  direct-acting  where  the  piston  itself  seizes  the  crauk,  without  the  intervention  of  any 
connecting-rods,  as  in  the  trunk  and  oscillating  engines. 

In  the  vertical  direct-acting  engine,  the  paddle-shaft  is  directly  over  the  axis  of  the  cylinder ;  but 
the  method  has  the  disadvantage  of  admitting  only  a  short  stroke  and  a  short  connecting-rod,  and 


1400. 


1899. 


1401. 


1408. 


requires  that  the  height  of  the  axis  above  the  bottom  of  the  cylinder  should  be  at  least  three  tunes 
the  length  of  the  stroke.  Thus  one  of  the  extremes,  too  short  a  connecting-rod,  too  short  a  stroke, 
or  a  paddle-axis  too  high  above  the  floor  of  the  vessel,  is  incurred. 

In  this  country  the  square  engine,  the  first  variety  of  the  vertical  engine,  has  its  cylinder  immedi- 
ately over  the  axis  and  cranks,  to  which  motion  is  communicated  from  the  cross-head  of  the  piston 
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by  means  of  side-rodSf  the  air-pump  being  worked  by  a  separate  beam  connected  with  the  cross-head 
by  proper  links  ;  but  this  is  equally  unsuited  to  sea-going  steamers  on  account  of  the  height  of  the 
cylinder  above  the  paddle-shaft.  To  obtain  the  object  sought  without  incurring  these  evils,  many 
descriptions  of  engine  have  been  contrived ;  among  others  the  steeple  engvM^  so  called,  where  the  pis- 
ton-rod is  made  forked,  so  as,  passing  round  the  shaft,  to  rise  above  it  to  a  considerable  height,  from 
which  again  descends  the  connecting-rod  to  the  crank.  Figs.  1395  to  1400  illustrate  the  principle. 
The  top  of  the  piston-i*od  carries  a  four-armed  cross-head  A  A,  on  each  end  of  which  stands  a  pillar 
hh  ;  these  four  pillars  again  unite  in  another  quadruple  cross-head,  sustained  upright  by  a  verticd 
guide ;  and  it  is  from  this  summit  that  a  connecting-rod  descends  to  the  crank  K,  In  figs.  1398  and 
1899,  which  represent  one  form  of  the  steeple  engine,  the  piston-rod  is  seen  united  to  a  triangular 
frame,  from  the  apex  of  which  the  connecting-rod  descends  to  the  crank.  In  Fig.  1400  this  frame 
is  shown  to  be  square,  and  Fig.  1897  is  the  side  view  of  both  varieties. 

Another  method  of  accomplishing  the  direct  connection  without  encumbering  the  deck  is  by  the 
use  of  the  trunk  engine.  The  axis  is  placed  at  the  height  of  half  the  stroke  or  more  above  the 
cylinder,  and  a  connecting-rod  unites  immediately  the  crank-pin  with  the  centre  of  the  piston.  In  this 
way  the  connecting-rod,  passing  through  the  top  of  the  cylinder,  would  allow  the  steam  to  escape 
but  for  a  large  trunk  or  casing  with  which  it  is  surrounded,  and  which,  passing  through  an  opening 
of  large  area  conceived  to  be  steam-tight,  rises  and  falls  with  the  piston  to  which  it  is  attached.  In 
Fig.  1401,  ^  ^  is  the  cylinder ;  to  its  piston  is  attached  &  trunk  -fi,  which  works  through  a  stuflBng- 
box  in  the  cylinder  cover ;  to  the  piston  the  connecting-rod  c  c  is  attached,  ^ig.  1402  represents  the 
top  of  the  cylinder  A  Aj  with  its  stuffing-box  and  the  trunk. 

The  Gorgon,  Fairbaim,  and  Maudsley  engines  are  English  varieties  of  direct-acting  engines, 
but  little  used  in  this  country ;  they  deserve  a  passing  notice,  as  illustrative  of  the  efforts  made  to 
reduce  the  dimensions  of  marine  engines  within  the  least  possible  limit.  Fig.  1403  represents  the 
Gorgon  engine^  in  which  A  is  the  cylinder,  B  the  piston-rod,  C  the  crank,  D  the  condenser,  and  E 
the  air-pump.  The  chief  peculiarity  of  the  engine  is  its  parallel  motion  for  keeping  the  connecting- 
rod  in  vertical  line.  Fairbaim^ a  engine^  Fig.  1404,  has  a  somewhat  similar  contrivance.  Its  arrange- 
ment in  other  respects  is  obvious  from  the  drawing.  Fig.  1405  represents  Maudsleg  <Jb  Field's  en- 
gine^  designed  for  use  where  long  connecting-rods  could  not  be  employed.  It  will  be  observed  that 
the  rods  are  connected  by  a  T-plate  J,  to  which  is  attached  the  connecting-rod  jB,  which  com- 
municates with  the  paddle-wheel 
1408.  crank.     C  is  the  air-pump,  worked 

by  the  beam  Z>.    The  condenser  is 
at  E  under  the  cylinders. 

In  the  08cillating  engine  the  con- 
necting-rod is  altogether  dispensed 
with,  the  piston-rod  being  attached 
directly  to  the  crank ;  and  because 
the  piston-rod,  from  this  mode  of 
attachment,  must  either  be  bent 
when  motion  ensues,  or  the  top  of 
the  cylinder  must  move  laterally, 
this  is  provided  for  by  allowing 
the  cylinder  itself  to  vibrate  in  a 
small  arc,  effected  by  casting  trun- 
nions on  to  the  cylinder  near  its 
middle,  as  an  axis  upon  which  it 
oscillates.  The  general  arrange- 
ment of  the  oscillating  engine  is 
shown  in  Fig.  1406. 

III.   SCREW-PROrpLLKR  ENGINES. 

— Oscillating   engines   have  been 
used  to  a  considerable  extent  in 
ocean  steamers,  frequently  being 
geared  in   screw  vessels;  but  at 
present  nearly  all  merchant  steam- 
ers have  vertical  direct-acting  en- 
gines, with  inverted  cylinders,  while 
horizontal   direct-  or  back-acting 
engines  are  more  commonly  used 
in  war  vessels,  so  that  the  madu- 
:    nery  can  be  placed  below  the  watcr- 
•    line.     By  far  the  largei»t  number 
of  modem  marine  engines  are  of 
the  double-cylinder  or  compound  variety.     In  this  form,  the  steam,  after  being  used  in  one  cylinder, 
is  exhausted  either  into  a  receiver  or  directly  into  one  or  more  other  cylinders,  and  acts  in  them  be- 
fore being  discharged  into  the  condenser.     It  is  claimed  by  many  that  engines  of  this  form  are  much 
more  economical  than  simple  engines  (or  engines  in  which  the  steam  is  exhausted  into  the  condenser 
after  acting  in  one  cylinder) ;  and  in  the  files  of  technical  journals  will  be  found  numerous  compari- 
sons that  have  been  made  in  support  of  this  view.     There  is  no  doubt  that  great  saving  has  been 
effected  in  many  cases  by  replacing  the  older  forms  of  engines  by  those  of  the  compound  Tarioty, 
and  at  the  same  time  increasing  the  steam-pressure  and  piston-speed;  but  it  is  at  least  questionable 
whether  equally  favorable  results  might  not  have  been  secured  by  substituting  simple  engines,  and 
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making  the  other  conditions  the  same.  The  matter  has  never  been  thoroughly  settled  by  experiment, 
which  would  seem  to  be  the  most  natural  method  of  deciding  such  a  controversy ;  but  the  theory  of 
the  subject  has  been  pretty  fully  set  forth,  with  considerable  experimental  data,  in  the  discussion 
that  has  been  conducted  for  several  years  in  the  columns  of  Engineenng  (which  may  be  called  pro- 


1404. 


1400. 


1400. 


compoand)  and  The  Engineer  (anti-compound).  The  compound  engine  afPords  one  advantage,  when 
it  is  desir^  to  use  two  engines  at  a  high  grade  of  expansion.  It  will  be  seen  by  reference  to  diagram 
7  ui  the  article  Crakk,  that  for  a  pair  of  simple  engines  coupled  at  right  angles,  the  most  even  dis- 
tribution of  pressure  on  the  crank  is  ef- 
fected when  the  cut-off  takes  place  at  half 
stroke.  By  the  use  of  a  compound  engine, 
however,  with  the  large  and  small  cylin- 
ders connected  at  right  angles,  a  high 
grade  of  expansion  can  be  used,  with  an 
approximately  even  distribution  of  pres- 
sure on  the  crank.  Of  course,  the  same 
thing  can  be  effected  with  the  simple  en- 
gine by  the  use  of  heavy  reciprocating 
parts  and  high  piston-speed,  or  by  having 
several  cylinders ;  but  in  general,  the  re- 
sult can  probably  be  produced  more  simply 
by  compounding  the  engine.  Whether  any 
decided  gain  results  from  the  use  of  a  very 
high  grade  of  expansion  is  questionable; 
so  that  the  opponents  of  the  compound 
engine  seem  to  have  some  reason  for  their 
opinions.  There  are  some  special  advan- 
tages in  the  compound  engine,  besides  the 
even  distribution  of  pressure  already  re- 
ferred to ;  one  of  the  most  important  being 
that  the  cylinder  in  which  steam  of  high 
pressure  is  used  is  not  directly  exposed  to 
the  refrigerating  influence  of  the  conden- 
ser. Another  practical  advantage  seems 
to  be,  that  while  with  a  simple  engine  the 
engineer  frequently  finds  it  easier  to  lower 
the  initial  pressure  and  increase  the  period  of  admission,  thus  rendering  the  engine  less  economi- 
cal than  if  it  were  worked  at  the  proper  steam-pressure  and  cut-off,  with  the  compound  engine 
the  pressure  cannot  be  lowered  except  at  the  expense  of  the  power  produced.  Thfs  point  was 
referred  to  by  Mr.  Bramwell  in  a  valuable  paper  on  marine  engines,  published  in  the  "Trans- 
actions of  the  Institution  of  Mechanical  Engineers,"  1872;  and  it  is  more  fully  discussed  in  an 
article  by  C.  E.  Emery  on  "Compound  and  Non-compound  Engines,  Steam-Jackcts,  etc.,"  pub- 
lished in  the  "Transactions  of  the  American  Society  of  Civil  Engineers  *'  for  February,  1876.  The 
last  paper  referred  to  contains  records  of  experiments  with  compound  and  simple  engines,  which, 
42 
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with  other  experiments  by  the  same  engineer  published  in  a  pamphlet  entitled  '*  Report  of  the  Trial 
of  the  Steam  Machinery  of  the  United  States  Revenue  Steamer  Gallatin,"  etc.,  constitute  the  prin- 
cipal comparative  experiments  relating  to  this  subject  that  have  been  published.  Although  these 
experiments  are  hardly  thorough  enough  to  settle  the  question  definitely— being  made  with  engines 
of  only  moderate  size,  most  of  the  trials  being  of  very  limited  duration,  and  the  conditions  not  being 
such  as  to  make  them  strictly  comparative — they  are  of  exceeding  interest  and  value.  A  summtiy 
of  the  experiments  \a  given  in  the  following  table  and  in  that  on  page  659. 


Frineipal  Dimennons  of  Enffinea. 


DETAILS. 

Number  of  cylinden 

Diameter  of  cylinders,  inches 

Length  of  stroke,  inches 

Area  of  cylinder  porta,  sqnare  inches , 

Olearanoe  in  per  cent,  of  piston  displacement 


2 

24  and  88 

2T 

81. 5  and  64.1 

7.89and6.85 


2 
16  and  25 

24 
18.5  and  27 
4.86  and  4.05 


1 
84.1 
80 
57.4 

6.60 


Dntcr. 


1 
26 
86 
82 
5.87 


1 
86 
80 
77.1 

8.0i 


In  experiments  3-10,  12,  and  14,  the  intermediate  chamber  was  drained  during  the  runs ;  and  in 
experiment  22,  the  steam-chest  was  drained.  The  link  was  hauled  up  in  experiments  27,  38,  and  87 ; 
and  in  the  two  last-named  experiments  the  independent  cut-off  was  not  in  use.  In  experiments  29 
and  89,  the  steam-jacket  was  supplied  direct  from  the  boiler ;  and  in  numbers  51  and  55,  the  jacket 
was  supplied  with  steam  at  a  pressure  of  70  lbs.  above  the  atmosphere.  In  experiments  41,  46,  48, 
and  49,  the  steam  was  condensed  without  vacuum.  For  those  who  wish  to  consult  the  original  tables, 
we  have  inserted  a  column  of  corresponding  numbers. 

It  will  be  seen  that,  with  the  exception  of  a  single  run  of  the  Rush,  the  record  given  in  the  table 
is  scarcely  conclusive  in  regard  to  the  great  economy  of  the  compound  engine.  With  respect  to  the 
value  of  the  steam-jacket,  these  experiments  are  also  somewhat  contradictory.  Some  very  thorough 
experiments  on  this  subject  are  described  by  Chief  Engineer  B.  F.  Isherwood,  in  the  "AnniMl 
Report  of  the  Chief  of  the  Bureau  of  Steam  Engineering,  U.  S.  Navy  DepartmenV'  for  1875.  The 
engine  used  in  the  experiments  had  a.  cylinder  10  inches  in  diameter  and  24  inches  stroke  of  pis- 
ton. The  cylinder,  piston,  and  piston-rod  were  steam-jacketed,  and  the  different  portions  of  the 
jacket,  or  the  whole,  could  be  shut  off  at  pleasure.  The  table  appended  contains  a  summary  of  the 
experiments  made  with  this  engine : 

Summary  of  ExpmmenU  on  WalermwfCt  Engine. 
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48.1 

87.7 

21.88 

8.9 

54.19 

0 

1.47 

48.1 
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No  steam  in  the  Jadceta. 
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61.4 
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1.98 

48.2 

84.4 

20.87 
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89.08 
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1.98 

48.1 

86.1 
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88.27 

Steam  of  boiler  presaare  In  the  Jtcketa. 
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^-               -            188  -       -      - 

P 

1.82 

48 

81.9 
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8.48 

40.84 

\/k                          %A                             \/^                        Y^     M              M             M 

Q 

8.62 

48.1 

47.6 

20.58 

8.89 

40.56 

i  Steam  of  boiler  pressure  in  >diet8>-Jscketa  lot 

1     drained. 

B 

1.98 

48.1 

86 

22.81 

9.09 

83.56 

j  Steam  of  boiler  pressure  In  jscketa,  ezeept  up- 
per cylinder-head  Jacket 

s 

1.82 

48.1 

88.2 

21.98 

8.95 

48.57 

Steam  of  boiler  pressure  in  Jadceta,  except  krw- 
1     er  cylinder-head  Jacket. 

T 

8.62 

48.1 

46 

20.28 

8.24 

89.17 

Steam  of  boiler  pressure  in  jackets,  except  pli- 
1     ton  and  piston-rod  Jacket. 

Fig.  1407,  which  is  a  sectional  elevation  of  the  engines  of  the  San  Francisco,  is  a  good  example  of 
the  modem  compound  engine  used  in  ocean  steamers.  The  San  Francisco  is  352  feet  long  over  all, 
with  a  beam  of  40  feet,  and  a  depth  of  hold  of  28  feet  10  inches.  The  steam-cylinders  have  diam- 
eters of  51  and  88  inches,  with  a  stroke  of  6  feet.  They  are  steam- jacketed  on  the  sides  and  heads. 
The  main  valves,  each  worked  by  two  eccentrics,  cut  off  the  steam  at  two-thirds  of  the  stroke,  and  a 
cut-off  valve,  consisting  of  two  plates  adjustable  by  right-  and  left-hand  screws,  works  on  the  bade 
-of  each  main  valve,  changing  the  point  of  cut-off,  as  desired,  from  one-tenth  to  two-thirds  of  the 
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Simunaiy  of  Etptrvmeat*  with  Snffitut  of  lh«  United  8UUa  Revemte  Steamen  Ruth,  Bade,  Ool- 
latin.  Dexter,  and  DaUa*,  1874,  1876. 
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Stroke.  The  yalves  arc  balanced  bj  pistons,  as  shown.  The  sarface-condenser  contains  2,380  tinned 
brass  tubes,  each  having  a  diameter  of  three-fourths  of  an  inch  and  a  length  of  13|  feet,  thus  giy- 
ing  6,425  square  feet  of  condensing  surface.  There  are  two  single-acting  air-pumps,  each  24  indhes 
in  diameter  and  24  inches  stroke ;  also  two  double-acting  circulating  pumps,  each  14^  by  24  inches. 

1407. 


The  air  and  circulating  pumps  are  worked  by  independent  engines.    We  give  in  a  full-page  engraT- 
ing  a  perspective  view  of  the  engines,  quite  similar  in  design,  of  the  City  of  Savannah. 

The  engines  of  the  United  States  revenue  steamer  Rush  are  illustrated  in  the  accompanying 
figures.  Fig.  1408  is  an  elevation ;  Figs.  1409  and  1410,  sectional  views  of  the  cylinders ;  Fig.  1411, 
vertical  cross-section  of  one  of  the  pistons;  Fig.  1412,  different  views  of  the  auxiliary  starting- 
valve;  Figs.  1413  to  1416,  air,  feed,  and  bilge  pumps;  and  Figs.  1417  and  1418,  surface-con- 
denser.  The  following  are  the  principal  dimensions:  JSkUl — ^Length  over  all,  140  feet;  length 
between  perpendiculars  at  water-line,  129  feet  6  inches ;  breadth  of  beam,  28  feet ;  depth  of  bold,  10 
feet;  load  draught  of  water  aft,  8  feet  10  inches ;  displacement  to  load  line,  870  tons.  JSnginM— 
Diameter  of  high-pressure  cylinder,  24  inches ;  diameter  of  low-pressure  cylinder,  88  inches ;  stroke 
of  pistons,  27  inches ;  diameter  of  air-pump,  19  inches ;  number  of  tubes  in  condenser,  781 ;  diam- 
eter of  tubes,  0.626  inch ;  length  of  tubes,  7  feet ;  condensing  surface,  896  square  feet 
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lY.  Sea-goikg  Steamers. — One  of  the  finest  examples  of  American  practice  in  the  construction  of 
sea-going  steamers  is  found  in  the  City  of  Peking,  built  for  the  Pacific  Mail  Company.    The  hull  ia 


1411. 


1412. 


e 


41) 

428  feet  long,  of  48  feet  beam,  and  88^  feet  deep.    Accommodations  are  furnished  for  150  cabin 
and  1,800  steerage  passengers,  and  the  coal-bunkers  stow  1,600  tons  of  coal.    The  iron  plates  of 

1416. 


which  the  sides  and  bottom  are  made  are  from  H  to  one  inch  in  thickness.    The  weight  of  iron  need 
in  construction  was  about  6,600,000  pounds.    The  machinery  weighs  nearly  2,000,000  pounds,  with 


1417. 


1418. 


spare  gear  and  accessory  apparatus.    The  engines  are  compound,  with  two  steam-cjlinders  of  61 
indies  and  two  of  88  inches  diameter,  and  a  stroke  of  piston  of  4^  feet.    The  condensing  water  is  sent 
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thiongh  the  surfaoe-oondensers  by  circalating  pumps  driven  by  their  own  engines.  Ten  boilers  fur- 
nish steam  to  these  engines,  each  having  a  diameter  of  13  feet,  a  length  of  18^  feet,  and  a  thickness 
of  shell  of  thirteen-sixteenths  of  an  inch.  Each  has  three  furnaces,  and  contains  204  tubes  of 
an  outside  diameter  of  8^  inches.  All  together,  they  have  520  square  feet  of  grate  surface  and 
17,000  square  feet  of  heating  surface.  The  area  of  cooling  surface  in  the  condensers  is  10,000 
square  feet  The  machinery  is  proportioned  to  develop  4,000  horse-power  at  66  revolutions  per 
minute,  with  steam  of  60  lbs.  pressure,  expanding  down  to  10  lbs.  before  being  exhausted  into  the 
coodenser.    The  screw  is  four-bladed,  20^  feet  in  diameter,  and  has  a  pitch  of  30  feet    This 


1419. 


steamer  has  made  15.8  knots  per  hour,  equal  to  19  statute  miles,  and  bums  from  40  to  80  tons  of 
ooal  per  day,  according  to  the  speed  and  the  state  of  the  weather. 

The  largest  vessel  of  any  class  yet  constructed  is  the  Great  Eastern,  ilgs.  1419  and  1420  (which 
engravings,  together  with  others  of  vessels  here  given,  are  extracted  from  Thurston^s  **  Growth  of  the 
Steam-Es^ine/'  New  York,  1878),  begun  in  1854  and  completed  in  1859,  by  J.  Scott  Russell,  on  the 


1420. 


Thames,  England.  This  ship  is  680  feet  long,  83  feet  wide,  58  feet  deep,  28  feet  draught,  and  of 
24,000  tons  measurement.  There  are  four  paddle-  and  four  screw-engines,  the  former  having  steam- 
cylinders  Y4  inches  in  diameter,  with  14  feet  stroke,  the  latter  84  inches  in  diameter  and  4  feet 
stroke.  The  paddle-wheels  are  56  feet  in  diameter,  the  screw  24  feet.  The  steam-boilers  supplying 
the  paddle-engines  have  44,000  square  feet  (more  than  an  acre)  of  heating  surface.  The  boilers 
supplying  the  screw-engines  are  still  larger.  At  30  feet  draught,  this  great  vessel  displaces  27,000 
tons.  The  engines  were  designed  to  develop  10,000  horse-power,  driving  the  ship  at  the  rate  of  16( 
statute  miles  an  hour. 
Details  of  modem  iron-clad  war-vessels  will  be  found  under  Armor. 
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The  most  sucoessf ul  steam  seiugomg  yessels  in  general  use  are  the  screw  steamers  of  the  Transat- 
lantic lines.  These,  as  will  be  seen  from  the  foUowing  tables,  are  from  850  to  460  feet  in  length, 
and  are  generally  propelled  at  from  12  to  16  knots  per  hour  bj  engines  of  from  3,000  to  i,uOO 

1421. 


horse-power,  consuming  from  70  to  100  tons  of  coal  per  day,  and  crossing  the  Atlantic  in  from  8  to 
10  days.    One  of  the  largest  of  these  vessels  is  represented  in  Jig.  1421.  • 

Steam-Launch,  Yacht,  and  Titq-Boat  Engines. — Brotherhood  and  Hcardingham^s  Three-Cj/linder 
Engine,  represented  in  Fig.  1422,  has  been  successfully  applied  in  a  number  of  instances  to  smtll 
steam-yachts.  It  is  also  said  to  be  well  adapted  to  driving  circulating-pumps  for  surface-condensers. 
The  engine  is  thus  described  in  Engineering  for  October  8,  1873 :  "  Three  cylinders  are  arranged  at 
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angles  of  120""  with  each  other,  around  a  central  chamber,  with  which  they  communicate,  the  whole 
being  cast  in  one  piece.  Each  cylinder  has  its  own  piston  and  oonnectinpc-rod,  the  three  rods  taking 
on  to  one  common  crank.  The  crank-pin,  after  passing  through  the  connpcting-rod  eyes,  is  pro- 
longed, and  fits  into  a  hole  in  a  rotary  slide-valve,  which  it  thus  actuates.  The  valve  has  a  steam 
and  an  cxiiaust  port,  which  arc  alternately  placed  in  communication  with  the  passage  belonging  to 
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each  cylinder.  In  working  this  engine,  steam  is  admitted  to  the  central  chamber,  and  exerts  an 
equal  pressure  on  the  inner  sides  of  the  three  pistons.  Thus  far  the  machine  would  be  in  equilibrio. 
But  steam  now  passes  through  the  slide-valve  to  the  outer  side  of  one  piston,  thus  throwing  that 
piston  into  equilibrium,  but  the  three  pistons  coUectivelj  out  of  equilibrium.  A  rotary  motion  of 
the  crank  and  slide-valve  ensues,  and  the  other  pistons  are  alternately  operated  upon  in  a  similar 
manner,  the  constant  effective  area  for  pressure  being  a  piston  and  a  Imlf." 

Wiilati's  Three-Cylinder  Engine, — This  engine  has  been  fitted  to  several  fast  steam-launches  ui 
the  British  navy,  and  under  circumstances  of  actual  trial  has  achieved  notably  successful  results. 
Its  construction,  so  arranged  that  it  can  be  worked  compound  or  non-compound  at  pleasure,  is  repre- 
sented in  Fig.  1423.  When  working  compound,  one  cylinder  of  course  acts  as  the  high-pressure  and 
the  other  two  conjointly  as  the  low-pressure  cylinders.  Referring  to  A  and  J?,  it  will  be  seen  that 
in  the  chamber  above  the  valve-cylinders  there  is  fitted  a  long  cupped  slide-valve  movable  by  a  rod 
and  hand-lever,  one  end  of  this  valve  being  furnished  with  a  projection  which,  when  the  valve  is  put 
into  the  position  shown  in  C,  comes  into  contact  with  and  opens  an  ordinary  mitre-valve  fitted  to  a 
hole  in  the  partition  which  divides  the  chamber  into  two  parts.  When  the  valves  are  in  the  position 
shown  in  A^  the  steam  is  admitted  from  the  boiler  to  the  left-hand  compartment  of  the  diamber 
only,  and  it  can  thus  gain  access  to  but  one  of  the  valve-cylinders,  namely,  that  on  the  left  When 
the  engine  is  in  the  gear  shown,  the  left-hand  valve  controls  the  admission  of  steam  to  and  its  release 
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from  the  middle  cylinder,  and  in  A  this  cylinder  is  represented  just  taking  steam,  the  piston  being 
at  the  top  of  its  stroke.  On  its  discharge  from  the  middle  cylinder  the  steam  first  passes  into  the 
space  surrounding  the  left-hand  valve-cylinder  (which  space  acts  as  a  receiver),  and  then  up  through 
the  port  on  the  left,  shown  in  A  to  be  uncovered  by  the  slide-valve  already  mentioned.  In  this  way 
the  steam  reaches  the  top  chamber,  and  from  this  chamber  it  is  admitted  to  the  two  other  valve- 
cylinders,  and  distributed  by  their  valves  as  if  it  were  live  steam  from  the  boiler.  Finally,  after 
acting  on  the  two  low-pressure  cylinders,  it  is  discharged  into  the  space  between  the  centre  and  right- 
hand  valve-cylinders,  with  which  space  the  exhaust-pipe  communicates.  When  working  as  a  simple 
engine,  the  slide-valve  is  pushed  over  into  the  position  shown  in  (7,  in  which  position  it  covers  both 
the  ports  in  the  bottom  of  the  chamber  in  which  it  works,  and  places  the  space  between  the  left- 
hand  and  centre  valve-cylinders  in  free  communication  with  that  between  the  centre  and  right-hand 
valve-cylinders,  and  hence  also  with  the  exhaust-pipe.  At  the  same  time  the  movement  of  the  slide- 
valve  into  the  position  shown  in  C  opens  the  mitre-valve  already  referred  to,  and  admits  live  steam 
into  both  compartments  of  the  top  chamber,  and  thus  each  valve-cylinder  takes  its  supply  of  steam 
direct  from  the  boiler.  It  will  be  seen  from  an  examination  of  the  arrangement  that  when  com- 
pounded the  engine  can  be  run  in  one  direction  only,  but  when  working  non-compound  it  can  of 
course  be  reversed  by  the  cone-valve  at  the  side.  A  launch  40  feet  long,  with  9  feet  beam  and  a 
draught  of  3  feet  6  inches,  has  been  driven  at  a  speed  of  7^  knots  by  one  of  these  engines,  with  a 
consumption  of  86  lbs.  of  coal  per  hour.  The  indicated  power  required  to  drive  the  boat  at  the  7i 
knot  speed  was  not  ascertained,  but  a  speed  of  8f  knots  was  obtained  with  the  same  boat  with  power 
of  40-bor8e  in(Ucated.  For  reports  of  trial  of  this  engine  in  steam-launches,  see  Engineering^  xxv.,  407. 
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High^Pretgurt  Tugboat  Engine. — ^Fig.  1424  represents  a  single-cylinder,  high-pressure,  surfaoe-oon- 
densing  engine  built  by  Messrs.  William  Cramp  &  Sons  of  Philadelphia,  for  tugboat  ose.  As  shown 
in  the  engraving,  the  point  of  cut-off  is  controlled  by  altering  the  stroke  of  the  expansion-valve.  It 
'will  be  seen  that  the  lower  end  of  the  expansion-valve  spindle  terminates  in  a  cross-head  working  in 
guides.  On  the  side  of  the  cross-head  is  a  pin  on  which  is  pUced  a  link  which  descends  as  far  as  an 
oscillating  segmental  arm  attached  at  one  end  to  one  of  the  main  pillars  forming  the  framing  of  the 
engine.  To  this  arm,  whidi  is  graduated,  is  attadied  the  upper  end  of  the  linl^  to  which  motion  is 
given  by  a  crank  on  the  main  shaft,  as  shown.  The  lower  end  of  the  link,  descending  from  the 
cross-head  of  the  expansion-valve  spindle,  slides  upon  the  graduated  arm,  and  may  be  locked  in  any 
desired  position  by  means  of  the  screw  and  handle  shown ;  and  by  sliding  it  to  and  fro,  any  desired 
degree  of  expansion  may  be  obtained.  The  reversing  gear  consists  of  a  hand-wheel  carrying  a 
pinion  on  its  shaft,  which  gears  into  a  segment  with  internal  teeth,  and  throws  the  lever  attached  to 
the  link  to  and  fro.  The  air-pump  is  worked  in  the  ordinary  way  by  back-levers  connected  with  the 
cross-head,  which  latter  works  on  a  slipper-guide  upon  the  main  frame.  The  diameter  of  the  cylin- 
der is  20  inches  and  the  length  of  stroke  22  inches.  With  59  lbs.  initial  pressure  in  the  cylinder 
and  a  speed  of  lOO  revolutions  per  minute,  an  indicated  horse-power  of  196  was  developed  on  trial 
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Fig.  1426  represents  an  engine  designed  for  use  in  small  steam-launches.  It  has  a  steam-cyKnder 
8  inches  in  diameter,  and  a  stroke  of  piston  of  6  inches,  driving  a  scrow  26  indies  in  diameter  and  of 
8  feet  pitch.    The  maximum  power  of  the  engine  is  four  or  five  times  the  nominal  power.    The 
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boiler  is  of  the  type  usually  adopted  in  semi-portable  engines,  and  has  a  heating  surface  of  75  square 
feet.    The  engine  weighs  about  150  lbs.  per  nominal  horse-power,  and  the  boilers  about  800  lbs. 

The  table  on  page  672  gives  dimensions  of  the  regular  sizes  of  launches  and  their  machinery  as 
furnished  by  the  New  York  Safety  Steam-Power  Company,  the  builders  of  the  engine  represented 
in  Fig.  1425.    Within  the  last  few  years  the  building  of 

steam-launches  for  pleasure  purposes  has  become  a  spe-  H25. 

dalty,  and  the  object  of  constructors  has  been  to  produce 
engines  and  boilers  that  combine  the  elements  of  power 
and  strength  with  a  minimum  of  weight.  Single  engines 
are  commonly  employed,  with  their  reciprocating  parts  so 
balanced  that  the  engines  can  be  run  at  a  high  rate  of 
speed  without  jar  or  noise.  Steel  is  frequently  used  in 
the  construction  of  the  boilers,  for  the  purpose  of  re- 
ducing the  weight ;  and  a  high  pressure  of  steam  being 
carried,  and  the  steam  being  allowed  to  expand  in  the 
cylinder,  the  performance  of  the  machinery  can  be  made 
quite  economical.  This  is  often  of  importance,  since  the 
size  of  the  coal-bunkers  can  thus  be  considerably  re- 
duced. Steam-launches  intended  for  use  in  salt  water  are 
often  fitted  with  a  simple  form  of  surface  condenser, 
consisting  of  a  piece  of  pipe  passing  around  the  keel, 
into  one  end  of  which  the  exhaust  steam  is  discharged, 
the  water  of  condensation  being  drawn  out  at  the  oUier 
end  by  an  air-pump,  and  thus  being  saved  to  be  used 
again  as  feed-water.  Losses  from  leakage  are  supplied 
from  a  reservoir  of  fresh  water,  which  does  not  require 
to  be  very  large,  since  the  continuous  runs  of  steam- 
launches  are  generally  of  short  duration. 

The  Scientijic  American  of  March  8,  1879,  contains  a 
description  of  what  is  said  to  be  the  smallest  steam-launch 
ever  built  The  hull  is  modeled  after  the  nautilus  pat- 
tern of  canoe,  being  intended  to  carry  only  one  person. 
The  length  of  the  boat  over  all  is  14  feet;  width,  28 
inches ;  draught,  forward  6  inches,  astern  8  inches.  The 
weight  of  the  hull  is  90  lbs. ;  boiler,  80  lbs. ;  engine,  25 
lbs. ;  shaft,  propeller,  pump,  etc,  20  lbs. ;  total,  215  lbs. 
The  speed  of  the  boat  is  about  4^  miles  an  hour  in  smooth 
water,  with  a  steam-pressure  of  50  lbs.  per  square  inch,  the 
fuel  consumed  per  day  not  exceeding  40  lbs.  The  boat  was 
designed  and  constructed  by  Mr.  J.  Davidson  of  New  York. 

Table  showing  IHmensionSy  etc,  of  Iron  Vessels  built  by  the  Harlan  it  HoUingsworth  Company^  ai 

Wilminfftony  Del, 


NAME  OP  VESSEL. 


DnOKBIONB  OF  HTLL. 


New  York..  1 
Lone  Star...   I 

Alglew f 

MoKui  City  j 

Carolina 

Eepubllc 


2,800 

984.18 
1,285.08 


PL 
275 


260 
2T0 


Ft.  in. 

88    4 


85    0 
87    0 


Ft.   In. 
80    0 


14    0 
12    6 


Fu 
13 


9 
♦7 


New  York.. 
Lone  Star... 

Algiers 

Morgan  aty 

OaroUoA.... 


Bepabttc . 


DIMEKBIOMB  OF  BNOTITSS  AKD  BOILBBB. 


•3 


{Vertical  direct- 
acting?,  sorfaoe- 
condenaiiig. . . . 

Vertical  beam... 


]i 


80 


I 


4-bIade  expanding. 
Sldewheela. 


Ft.  In. 

.         18  i 
\  pitch2  ( 


J         18  8), 


lU 


82  0) 


ihoe  89ri 
88  6 


62^ 


22 


in 


2,240 

8,860 
4,480 


*  With  2,500  paasengen. 
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Table  showing  Dimeimont  and  Performanca 

of  severai 

Fac 

idle 

uwh 

eel  Steamen 

{Fall  Fiver  Line). 

NAM£  OF  VESSEL. 

TOQIMfflk 

Wh«i 

Built. 

Material. 

Ungth 

diOOlWK. 

Mmh 

Dmugfat. 

•ztrtoM. 

Dn»th. 

Nvmbor 
ofStoun 

CjlllMlMt. 

I 
1 

8,000 
8,0(K) 
1,957 
2,200 

1867 
1867 
1865 
1865 

Wood. 
Wood. 
Wood. 
Wood. 

Fool. 
862 
862 
810 
882 

Ft.  In. 
9  6 
96 

10  0 

11  6 

Fool. 

48 
48 
42 
48 

Foot. 
16 
16 
14 
14 

Beam,  con- 
densing. 

u 

1 

1 
1 
1 

,  Bristol 

OldOokmy 

'  Newport.     

1 

1 

NAME  OF  VESSEL. 

DianMMr 

of 

StMin 

Cylladm. 

Stfok*. 

No.  of 
BoUm. 

DlMMtor 

of 

PMldl* 

WbMls. 

No.  of 
BnokoU. 

Aim  of 
Buekot 

Mudmoin 

No.  of 
Rorolo- 

tlOMOf 

Whod 

oono- 

q>o.dli>K. 

StMID. 

ProMon 
oorro- 

.pooding. 

Coal 
CooraiDod 
la  Tons 
pwboor 

oorro- 
qKmdlixr. 

ProTldenoe 

Iiieh««. 
110 
110 
81 
85 

FMt. 

12 
12 
12 
18 

8 
8 
8 

4 

Ftfo. 
894 
89  4 
86  0 
86  0 

48 
48 
60 
60 

FMt 

80 
80 
28 
86 

Per  hour. 
17  knots 
17  knots 
16  knots 
16  knots 

1,060 

i,oro 

990 
990 

Poond*. 
22 
22 
27 
27 

1 

Bristol 

Old  Colony 

Newport 

Table  Bhovcing  Comparative  DimensiorUy  etc,,  of  several  Famoiu  Atlantic  Steamers.^ 


NAME  OF 
SHIP. 

Owner*. 

WbmBoUt. 

Taw. 

IftlO 

DIMXNBI05B. 

Toanago. 

Nominal 

HORO- 

powtr. 

How 
Piopdlod. 

L»8tl.. 

BiMdtll. 

Dq>U». 

Britannia.... 
Great  Britain. 

Asia 

Arctic 

Persia 

Great  Eastern 

Cnnard  Line , . 

Greenock . . 

FU     in. 
280    0 
274    2 
268    0 
290    0 
860    0 

679    6 

879    0 
420    0 

Ft.  In. 

84    5 
48    2 
46    0 

46  0 
45    0 

82    8 

47  S 
40    9 

Ft.    in. 
22    6 
81    6 
24    1 

81  5 

82  0 

48    2 

80  5 

81  0 

1,150 
8,270 
2,227 
2,860 
8,800 

16,915 

8,871 
8»707 

440 

600 

750 

1,000 

900 

(1,000 

11.600 

1,000 

600 

Paddles. 

Screw. 

Paddles. 

tt 

u 

Paddles. 
Screw. 

Great  Western  line. . . . 
Cnnard  Line 

Bristol i  184S 

Greenock..    IS.'M 

rnHini^     **          ..... 

New  York. 
Glasgow... 

Millwall.... 

Glasgow... 
BeUkst.... 

1850 
1855 

1858 

1862 
1871 

f!iin^i^     **      

Great  Eastern  S.  S.  Co. 
Cnnard  Line 

Oceanic 

White  Star  Une. 

Comparative  Table  thowing  Fapid  Fanages  made  by  AtlanUe  Steamers  from  1840  to  1877. 

HOMEWARD. 


TEAR. 

Month. 

NamoofStiMnOT. 

Owntn. 

Tron 

To 

DMum 
Ron  In 
Knots. 

Timo 
OooopM. 

1840 
1841 
1S46 
1S52 
1856 
1858 
1868 
1369 
1872 
1878 
1876 
1876 
18T6 

1840 
1340 
1^10 
1^46 
185S 
ISM 
1866 
1867 
1869 
1872 
1875 
1976 
l«i76 
1877 
1877 

Jnly 

July 

Febroary.. 

Britannia 

Acadia. 

Great  Britain.... 

Atlantic 

Persia 

Padfle 

Cunard  Line       

HaHfluc 

New  York! !! 
ki 

St.  Johns..'.*! 
New  York... 

Quebec...!!! 
New  York... 

** 

u 

liyerpool.... 

Bristol...!!!! 

Liverpool 

Qneenstown . 

ti 

u 
u 

14 

u 

Urerpool.... 

Galway 

Qneenstown . 

MovUle 

Qneenstown . 

li 

u 

Boston  .  .... 

Halifax 

NewYoric... 

u 

u              ]^^ 

u 

II 

Hallflix...!!! 
New  York... 

II          /^ 

u 

2,578 
2,584 
3,209 
2,712 
2,782 
1,720 
2,781 
2,687 
2,879 
2,848 
2,820 
2,884 
2.882 

2,755 
2,487 
2.998 
8.017 
2,721 
2,788 
2,851 
2,700 
2,258 
2,773 
2,829 
2,854 
2.795 
2.880 
2,802 

D.  H.  M. 

10    0    0 
9  21    0 

10  28    0 
9  17  15 
9    146 

6  10 

8  8    0 
722    8 

7  18  55 
7  20    9 
T  16  28 
7  15  17 

7  12  41 

14    8    0 

11  4    0 
18  21    0 
11    8    0 

9  16  88 

8  16  45 
8    484 
8    4    1 

6  19    5 

7  28  17 
7  18    2 
7  16  86 
7  18  11 
7  11  87 
7  10  58 

**        **    

Great  Western  Line. . 
Collins  Line 

Cnnard  **    . . 

December. 
December. 
October.... 
Jannary... 
October.... 
Febmary.. 
December.. 

Jnly 

Aognst.... 
July 

Collins    *»    

ScotU 

CItyofBmssels.. 

Polynesian 

Baltic 

CltyofBerMn.... 

Germanic 

Britannic 

BriUnnia 

Acadia, 

Great  Britain.... 
Enropa 

Tfinnrd  "    

Inman    **    

Allan      **    

White  Star  Une 

Inman  Line 

White  Star  Une 

*»            »» 

OUTWARD 
Cnnard  Line 

Great  Western  Line! '. 
Cnnard  Line 

BalticT 

Collins    **    

Scotia 

Canard    **    

July 

NoTember. 
Angnst.... 

Mi? 

September. 

June 

NoTcmber. 

April 

August.... 

Scotia 

4*                  U 

City  of  Paris 

City  of  Paris 

Adriatic 

City  of  Berlin.... 

Britannic 

Britannic 

Germanic 

Britannic 

Tnman     **    

It              u 

White  Star  Line 

Inman  Line 

White  Star  Line 

**        *•  V.V.'. 

*  This  table  and  those  Ibllowing  are  from  a  valuable  paper  on  ''  Transatlantic  Lines  and  Steamships,"  bv  Arthur  T. 
Hagfnnis,  read  before  the  Liverpool  Engineering  Society,  January  80, 1878,  to  which  the  reader  is  referred  Ibr  lUrther 
portkolan. 
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Table  shjowing  Average  Paeeagee  of  Steamshipe  of  Atlantie  Lines  from  1650  to  1877. 

OUTWARD. 


YEAR. 

CuuidLlii*. 

ColUnaUn*. 

Iiiiii^n  LilM. 

OalcoUiM. 

NfttioulUiMu 

WhluSterUM 

D.    H.    M. 

D.    H.     M. 

D.     H.     M. 

D. 

H.    M. 

D.    H.    M. 

D.    H.    M. 

1850 
1852 
1855 
1866 
1878 

18      0      0 
12    19    26 
12    12      0 
10    11    84 
10    16    40 

ii    io   26 
11    22    40 

li   15  is 

10    22      4 

io  ii   40 

11    21    86 

9    i9    48 

12 

6    88 

18T5 

10    17    24 

10    20    45 

11 

8    47 

12      1    19 

9    16    88 

1876 

10    18    82 



10      1    44 

10 

28    45 

11    16    45 

8    21    14 

♦187T 

10      0    58 

8    21    17 
HOMEWARD 

9 

16    80 

10    88    12 

8    18   89 

1850 
1855 
1666 
1878 

12    16      0 

11    12      0 

9      4    89 

9      7    59 

io  20  *6 

io  ii  40 

10      0      2 

, .     .  _ 

io   i4    i6 

'8    22   89 



10 

20    18 

1676 

9      4    48 

8    17    52 

9 

20      4 

10      7    85 

8    12    18 

♦1877 

9     7      7 

8    80    86 

9 

IB    51 

10      5    81 

8    10   80 

Table  thowing  Dimensiona  of  Steam-  YachU  and  Maekmery, 


Ft. 

85 


88 
50 
60 
68 
75 


Ft.    in. 
5    6 

5  10 

6  4 


I 


4  10 


II 


4 

5 

6 
10 
16 
86.5 
87.5 
48 


In. 

8 

8i 

4 

6* 

7 

9 
10 
18 


IB. 

5 

5 

6 

7 

9 

18 

18 

18 


li 

8 
8i 

8 
8i 
8* 


la. 
18 
18 
15 
16 
18 
25 
80 
85 


ntOPXLUBR. 


In. 

86 
88 
80 
86 
48 
48 
54 
56 


FU 
8 
8 
8* 

4 
5 
5 
6 
7 


ii 


86 
46 
50 
54 
60 


In. 
45 
46 
48 
56 
76 
88 
86 
90 


i 


Sq.  Ft. 
75 
90 
115 
170 
846 
888 
408 
504 


h 

|5 


850 

875 

600 

750 

1,900 

8,700 

8,200 

4,000 


1.600 
1,700 
2,000 
8.000 
4,800 
7,600 
8j500 
10,000 


For  works  for  reference,  see  Engines,  Heat.  R.  H.  B. 

ENGINES,  STEAM,  PORTABLE  AND  SEMI-PORTABLE.    Portable  engines,  properly  speaking, 
are  engines  and  boilers  mounted  on  wheels,  which  can  be  drawn  or  propelled  from  place  to  place, 


and  need  no  special  preparation  beyond  blocking  the  wheels  when  it  is  desired  to  ran  them.    SoA 
engines  are  commonly  employed  on  farms,  where  it  is  often  convenient  to  do  the  work  of  threshing, 


*  Fint  nine  montlM. 
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et&)  in  the  fields.  Engines  either  attached  directly  to  the  boilers  or  placed  on  the  same  casting,  bo 
that  no  special  foundation  is  required,  form  the  semi-portable  class.  Horizontal  fire-tube  boilers  are 
generally  used  for  portable  engines,  and  vertical  fire-tube  boilers  for  the  semi-portable. 

Portable  Engines. — ^The  immense  demand  for  engines  of  moderate  power,  easily  managed,  and 
ready  for  work  when  delivered,  has  been  thoroughly  appreciated  by  the  engine  manufacturers  of  this 
ooontiy ;  so  that,  in  selecting  examples,  the  ob- 
ject is  rather  to  convey  an  idea  of  modem  prao-  __  1427. 
tioe  in  this  branch  of  engineering  than  to  exhibit 
all  varieties. 

Fig.  1426,  the  Loom  A  Bodley  portable  engine^ 
is  fairly  representative  of  one  great  division,  viz., 
portable  engines  with  locomotive  boilers,  plain 
slide-valves,  and  fixed  cut-offs,  the  speed  being 
regulated  by  the  action  of  the  governor  upon  the 
throttle-valve. 

In  Whitman  <b  BurrdTs  portable  enaine,  Hg. 
1427,  it  will  be  seen  that  a  return  tubular  boiler 
is  used.  The  cut-ofif  of  this  engine  can  also  be 
readily  changed  when  desired. 

Portable  engines  designed  with  a  special  view 
to  economy  and  lightness  have  cut-offs  that  are   . 
adjusted  by  the  action  of  the  governor,  and  are  ] 
designed  to  be  run  at  a  high  speed.    The  cylin- 
ders are  usually  jacketed  also  with  live  steam. 

Remarks  have  frequently  been  made  upon  the 
absurdity  of  using  animal  power  to  draw  a  port- 
able engine  from  place  to  place,  since  it  is  power- 
ful enough  not  only  to  propel  itself,  but  also  to  haul  a  threshing  machine  or  the  like  in  addition. 
Several  self-propelling  portables  have  been  put  into  operation,  and  have  worked  very  satisfactorily ; 
and  while  this  is  rather  the  exception  in  present  practice,  many  manufacturers  are  ready  to  build  such 
engines  when  called  for. 

Fig.  1428  shows  the  Mills  tdf-propdling  engine^  with  locomotive  boiler,  jacketed  cylinder,  balanced 
Tilve,  automatic  cut-off,  and  reversing  gear. 

Fig.  1429  represents  an  improved  form  of  traction  engine  or  road  locomotive  built  by  Messrs. 
Aveling  k  Porter  of  England.    The  following  are  the  principal  dimensions :  Weight  of  engine,  com- 


plete, 5  tons  4  cwt ;  steam-cylinder,  diameter,  7}  inches ;  stroke  of  piston,  10  inches.  Revolutions  of 
crank  to  one  of  driving-wheels,  17.  Driving-wheels-— diameter,  60  inches;  breadth  of  tire,  10 
inches ;  weight,  450  lbs.  each.  Boiler — ^length  over  all,  8  feet ;  diameter  of  shell,  80  inches ;  thick- 
ness of  shell,  -^  inch ;  fire-box  sheets,  outside,  thickness,  |  inch.  Load  on  driving-wheels,  4  tons 
10  cwt.  The  boiler  is  of  the  ordinary  locomotive  type,  and  the  engine  is  mounted  upon  it,  as  is  usual 
with  portable  engines.  The  driving-pinion  on  the  crank-shaft  is  made  capable  of  being  slipped  out 
«f  gear,  thus  allowing  the  engine  to  be  kept  in  motion  when  the  locomotive  is  at  rest,  either  to  pump 
water  into  the  boiler  or  to  drive  as  a  **  portable  engine,"  by  a  belt  which  can  be  carried  on  the 
48 
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puUej,  4i  feet  in  diameter  and  5  inches  &oe,  which  is  fitted  to  act  as  a  flj-wheeL    When  used  as  a 
portable  engine,  regulation  is  effected  by  means  of  a  fly-ball  governor  oonvenlently  attached. 
The  principal  feature  of  this  engine  is  the  connection  between  the  gearing  and  the  driving-wheels, 


which  is  effected  by  the  differential  gear  shown  in  Fig.  1430.  One  wheel,  A^  turns  freely  on  the 
driving-axle  at  By  while  the  other  driving-wheel  is  keyed  fast  The  latter  is  not  shown  in  the  cat 
A  bevel-gear,  C,  is  bolted  on  the  hub  of  the  wheel  A^  and  a  similar  gear,  2),  is  keyed  to  the  drivbg- 
axle.  Between  these  revolves  a  spur-gear,  E^  which  is  driven  by  the  endne,  and  which  carries  two 
small  bevel-pinions,  F  F^  the  latter  encaging  both  bevel-wheels,  C  and  Dy  their  axles  being  in  the 
plane  of  revolution  of  the  large  gear  JET  An  examination  of  the  combination  will  show  that,  resist- 
ances beine  equal  on  both  wheels,  if  the  spur-gear  E  be  turned,  it  will  carry  with  it  both  driving- 
wheels  at  Uie  same  time  with  equal  angular  velocities,  the  effort  exerted  by  the  engine  being  equal 
at  both  wheels  at  all  times.  If  the  engine  be  turning  a  comer,  however,  the  greater  resistance  on 
tiie  inside  wheel  retards  that,  while  the  outer  wheel  necessarily  moves  more  rapidly  over  its  longer 
path,  and,  while  the  engine  still  exerts  the  same  force  on  both  wheels,  the  work  done  is  distributed 
unequally  between  them  through  the  then  revolving  bevel-pinions,  without  loss  and  without  either 
wheel  being  necessarily  slipped  or  disengaged. 

The  following  summary  of  results  is  taken  from  a  report  of  tests  of  this  engine,  conducted  by 
Prof.  B.  H.  Thurston,  at  South  Orange,  N.  J.,  in  1872  (see  Journal  of  tht  FranMin  InttihOe) :  *"  A 

1480. 


traction  engine  may  be  so  oonstmcted  as  to  be  easily  and  rapidly  man<BUVTed  on  the  common  road*, 
and  an  engine  weighing  over  6  tons  may  be  turned  continuously  without  diOBculty  on  a  drde  of  18 
feet  radius,  or  even  on  a  road  but  little  wider  than  the  length  of  the  engine.    A  looomotiTe  of  5  tom 
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4  cwt  has  been  constructed  capable  of  drawing  on  &  good  road  23,000  lbs.  np  a  grade  of  538  feet 
to  the  mile  at  the  rate  of  4  miles  per  hour ;  and  one  might  be  constructed  to  draw  more  than  63,000 
lbs.  up  a  grade  of  225  feet  to  the  mile  at  the  rate  of  2  miles  an  hour.  It  was  further  shown  that 
the  coefficient  of  traction,  with  heavily-laden  wagons  on  a  good  macadamized  road,  is  not  far  from 
.04.  The  traction  power  of  the  en^ne  was  found  equal  to  20  horses.  The  weight,  exclusive  of  that 
of  the  engme,  that  could  be  drawn  on  a  level  road,  was  163,452  lbs. ;  and  the  amount  of  fuel  required 
iras  estimated  at  600  lbs.  per  day.  The  advantages  claimed  for  the  traction  engine  over  horse- 
draught  are :  No  necessity  for  a  limitation  of  working  hours ;  a  difference  in  first  cost  in  favor  of 
steam ;  and  in  heavy  work  on  a  common  road,  the  expense  by  steam  is  less  than  25  per  cent,  of  the 
arerage  cost  of  horse  power,  a  traction  engine  capable  of  doing  the  work  of  25  horses  being  operated 
at  as  little  expense  as  6  or  8  horses.  The  cost  of  hauling  heavy  loads  has  been  estimated  at  1  cents 
per  ton  per  mile."  A  detailed  description  of  a  traction  engine  especially  suited  for  light  agricultural 
work,  and  built  by  Messrs,  Ransomes,  Sims  &  Head,  of  Ipswich,  England,  wiU  be  found  m  Engineer- 
ing^ xxvi.,  450. 

The  use  of  an  engine  on  a  farm  for  threshing  purposes  renders  it  desirable  that  the  straw,  which 
is  ordinarily  of  little  value,  should  be  used  as  fuel  if  possible.    This  was  formerly  effected  in  fur- 
naces under  stationary  boilers,  and  it  is  only  within  a 
1481.  few  years  that  straw-burning  boilers  have  been  used 

uteresting  account  of  the 

;  furnaces  and  boilers,  and 

ned  in  the  *' Proceedings 

agineers,"  vol.  xlviii.    Fig. 

'  Schemioih^s  patent  straw- 

le  of  the  most  successful 

i  land.    The  straw  is  forced 

I  eis  shown ;  and  the  f ollow- 

I  ;ages  of  this  arrangement 

8 :  "  The  theory  of  the  in- 
I  '.  a  continuous  mechanical 

\  feed,  the  fuel  can  be 

forced  into  the  furnace 
in  a  thin  stream  in  the 
form  of  a  fan,  and  the 
fresh  fuel  is  practically 
held  in  suspension  for 
a  short  time,  allowing 
the  separate  stalks  to 
become  immersed  in  the 
flames,  and  the  long 
pieces  of  straw,  reeds, 
or  brushwood  to  have 
the  effect  of  stirring  up 
the  half-burnt  material  in  the  furnace,  thus  keeping  the  whole  in  motion,  besides  permitting  a  proper 
ingress  of  atmospheric  air,  which  is  necessary  for  the  rapid  combustion  of  vegetable  matter."  Mr. 
Head  gives,  from  numerous  experiments,  the  following  relation  between  different  kinds  of  fuel: 


**  1  lb.  of  good  coal 
2  lbs.  of  dry  peat 
2.25  to  2.3  lbs.  of  dry  wood 
2.75  to  3  lbs.  of  cotton  stalks  or  brushwood 
3.25  to  3.75  lbs.  of  wheaten  or  barley  straw 


^  will  evaporate  8  lbs.  of  water  in  an 
ordinary  tubular  boiler." 


In  Messrs.  Clayton  &  Shuttleworth's  straw-burning  furnace  the  grate  is  placed  in  a  supplementaiy  fire- 
box, and  the  grate-bars  are  of  such  shape  that  they  come  close  together  at  the  front,  forming  a  wide 
dead-plate,  and  only  about  one  bar  in  three  runs  the  whole  length  of  the  furnace.  Experiments 
were  made  with  a  portable  engine  having  this  furnace  by  Prof.  Radinger  (see  Engineering  for  Dec. 
14, 1877),  and  it  was  found  that  the  consumption  of  straw  per  net  horse-power  per  hour  was  12.4  lbs. 

The  Hoadley  portable  engine^  Figs.  1432  to  1435,  has  been  chosen  as  a  good  representative  of  ad- 
vanced practice  in  the  United  States ;  and  the  straw-buming  attachment.  Figs.  1432  and  1434,  is 
specially  worthy  of  notice.  A  somewhat  detailed  description  of  the  illustrations  is  appended.  The 
boiler  is  strengthened  by  a  horizontal  diaphragm  in  the  steam-space,  which  is  also  designed  to  prevent 
priming.  There  is  also  a  dry  pipe  in  the  steam-space.  A  slight  depression  in  the  boiler  between  the 
shaft-bearings  allows  the  engine  to  be  lowered  about  2  inches.  The  smoke-pipe  is  surrounded  by  a  cas- 
ing, which  furnishes  a  cooler  surface  near  the  driver's  back.  A  spark-arrester  (see  Fig.  1432)  is  fitted 
to  the  smoke-pipe.  The  central  cone  shown  in  the  figure  defiects  the  products  of  combustion,  so  that 
they  are  discharged  with  considerable  force,  in  jets,  between  the  cone  and  the  enlarged  end  of  the 
smoke-pipe.  These  jets  strike  the  inclined  surface  under  the  conical  cover,  and  are  deflected  out- 
ward and  downward.  Solid  particles  go  downward  to  the  casing,  and  on  passing  near  the  conical 
ring,  which  is  open  at  both  ends,  are  drawn  up  through  the  angular  space  between  this  ring  and  the 
smoke-pipe,  to  repeat  the  deflection  until  caught  or  worn  to  dust  The  gaseous  products  of  combus- 
tion escape  in  a  continuous  stream  through  the  central  outlet,  which  is  13  inches  in  diameter. 
There  is  a  small  steam-pipe  opening  into  the  casing,  for  blowing  out  the  solid  particles  from  time  to 
time,  after  the  sparks  are  extinguished. 

The  straw-bnming  apparatus.  Figs.  1432  and  1434,  consists  of  six  independent  series  of  pipes, 
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within  the  fire-box,  at  the  sides,  top,  and  back.  Each  set  of  pipes  is  the  same,  as  foUows:  The 
lower  horizontal  pipe,  li  inch  in  diameter,  forms  the  grate-bar,  and  is  connected  to  the  front  fire- 
box sheet  by  a  union  attachment ;  the  back  end  of  this  pipe  is  joined  to  two  vertical  pipes  leading 
upward,  and  to  a  third  pipe  which  is  turned  down  and  provided  with  a  blow-off  cock.    The  other  ends 


of  the  first-named  pipes  connect  with  two  horizontal  pipes  which  unite  near  the  front  fire-box  sheet, 
and  are  connected  to  that  sheet.  Thus  these  series  of  pipes  form  a  grate  with  air-spaces  of  2^ 
inches,  and  the  spaces  of  half  an  inch  between  the  vertical  pipes  allow  sufficient  opening  for  the 
passage  of  flame,  but  do  not  permit  the  straw  to  go  through  unconsumed,  and  thus  prevent  the 
obstruction  of  the  tube  with  soot,  etc.    These  pipes  are  jalso  a  valuable  addition  to  the  most  efi&- 


1488. 


cient  portion  of  the  heating  surface,  nearly  doubling  the  heating  surface  of  the  fire-box.  The  stnw 
is  fed  into  the  furnace  through  a  funnel-shaped  mouth-pieoe,  having  a  door  hinged  at  the  top, 
which  is  generally  left  open  when  feeding,  care  being  taken  to  keep  the  funnel  stuffed  with  stiaw. 
There  are  minute  peep-holes  for  showing  the  condition  of  the  fire ;  and  if  flame  is  not  seen  in  the 
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14M. 


farnace,  the  fee^g  should  be  stopped  for  a  while.  The  ash-pan  can  be  readily  removedf  to  give 
aooess  to  the  pipes.  It  is  flanged  around  the  bottom,  so  as  to  hold  water  for  extinguishing  the 
sparks  that  fall  into  it. 

1485. 


The  boiler  attachments  consist  of  a  safety-valve,  of  the  variety  known  as  pop-valves,  similar  to 
the  one  shown  in  Fig.  417,  in  the  article  Boilers,  Steam;  a  glass  water-gauge ;  two  gauge-cocks,  the 
lower  one  being  placed  i^t  the  proper  working  level ;  steam-gauge ;  and  whistle. 
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In  localities  where  straw  is  used  as  fuel,  its  value  is  generally  very  little ;  but  it  is  still  desirable 
to  use  it  in  an  economical  apparatus,  for  the  purpose  of  reducing  the  weight  and  size  of  the  boiler, 

lessening  the  labor  of  firing,  and  reducing 
148T.  the  consumption  of  water  (which  often 

has  to  be  hauled  from  a  distance)  to  a 
minimum.  In  the  engine  under  consid* 
eration,  the  boiler  is  protected  from  lost 
of  heat  by  radiation,  and  the  engine  is 
constructed  with  features  which  are  be- 
lieved by  the  maker  to  be  favorable  to 
economical  working.  The  cylinder  is  sur- 
rounded by  a  casing  which  communicates 
directly  with  the  steam-space  of  the  boil- 
er. The  steam-valve  consists  of  two  solid 
pistons  connected  by  a  stem,  and  the 
valve-chest  is  surrounded  by  a  steam- 
jacket,  as  shown  in  Figs.  1433  and  UU. 
The  valve  is  moved  by  an  eccentric,  vhich 
is  connected  to  a  centrifugal  goTcmor  on 
the  crank-shaft  (see  Fig.  1436),  in  sudi  a 
manner  that  its  throw  and  angular  ad- 
vance are  both  varied  with  a  variation  in 
the  position  of  the  governor-arms  doe  to 
a  change  of  speed.  The  effect  of  this  ar- 
rangement is  to  change  the  point  of  cut- 
off in  accordance  with  a  change  of  resist- 
[  ance,  always  admitting  steam  at  a  pres- 
I  sure  nearly  equal  to  that  in  the  boiler,  and 
preserving  the  steam4ead  constant  at  all 
points  of  cut-off. 

Mr.  Hoadley  has  kindly  foraisbed  some 

particulars  of  his  experience  with  this  en^ 

gine  in  California,  when  driving  threshing 

machines.   He  says :  "  The  power  required 

to  drive  a  large,  40-inch  separator,  with 

feed  apron  and  elevator  to  conduct  the 

unthreshed  grain  to  the  beating  cylinder, 

threshing  and  cleaning  800  to  1,200  sacks  in  a  summer  day  (usually  about  10  hours  actual  running 

time),  say  180  to  270  bushels  per  hour,  varies  from  12  to  30  indicated  horse-power ;  these  variations 

being  encountered  in  the  same  field,  often  in  the  same  stack,  on  account  of  irregularity  of  feeding, 


and  the  mean  varying,  in  different  fields  and  under  varying  conditions,  from  little  above  12  to  little 
under  20  horse-power.  Occasionally  even  more  power  is  called  for,  80,  40,  45  horse^wwer— f«r 
more  than  the  boiler  could  maintain,  but  exerted  by  the  engine  for  a  few  moments ;  and  still  mora 
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rarely  the  long,  heavy,  tigbtly- 
strained  belt,  unable  to  transmit 
all  the  power  the  engine  can  sup- 
ply and  the  separator  demands,  is 
thrown  ofif  or  puUed  in  two.  The 
boiler  was  found  capable  of  sup- 
plying  all  necessary  steam,  for  a 
mean  of  20  horse-power,  at  the 
rate  of  30  lbs.  of  water  per  horse- 
power per  hour  =  70  to  76  gallons 
per  hour.  Very  heavy  threshing, 
in  good  grain,  was  done  with  46  to 
60  gallons  per  hour  (temperature 
W  F.,  weight  8^  lbs.  per  gallon); 
and  this  rate  of  evaporation,  yield- 
ing 12  to  18  horse-power,  was 
maintained  with  great  ease,  with 
most  moderate  firing.  The  quan- 
tity of  straw  consumed  is  really 
inconsiderable,  being  no  more,  in 
general,  than  one-thirtieth  to  one- 
fiftieth  of  the  whole  straw  and 
chaff  ejected  from  the  separator, 
the  grain  being  cut  with  the  head- 
er. One  man  finds  it  easy  to  do 
firing  as  well  as  all  the  work  of 
an  '  engineer,'  and  is  less  tired  at 
ni^t  than  when  firing  with  wood." 

Below  will  be  found  a  summary 
of  the  results  obtained  from  a  test 
of  one  of  these  engines,  of  the 
size  referred  to  in  the  preceding 
remarks :  Diameter  of  cylinder,  7^ 
indies.  Stroke  of  piston,  10  inch- 
es. Duration  of  trial,  2^  hours. 
Average  revolutions  of  engine  per 
minute,  286.7.  Average  net  horse- 
power, measured  on  friction-brake,  16.63.  Pounds  of  water  evaporated  per  hour,  648.4  Pounds 
of  straw  burned  per  hour,  861.6.  Pounds  of  straw  per  net  horse-power  per  hour,  22.64.  Pounds 
of  water  evaporated  per  pound  of  straw,  1.84. 

Semi-pobtablb  Emqines,  intended  for  places  where  light  power  la  needed,  usually  have  vertical 
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Dimmtions  of  Portable  and  Semi-portable  Enginee, 


B<^er  horlxontal  or  yertical 

Length  <h>  height  of  boiler,  ft 

Diameter  of  shell  in 

Length  of  Airnaoe,  in 

Width 

Height  »'         »*  

Orate  snrfhoe,  sq.  ft. 

Thlckneas  of  shell,  in 

"        of  crown-sheet,  In 

**        of  tube-heads.  In 

Diameter  of  stay-bolts,  in 

Distance  between  centres  of  stay-bolts,  In 

Number  of  tubes 

External  diameter  of  tubes,  in 

Length  of  tubes,  in 

Tabe  calorimeter,  sq.  ft 

Heating  snrfhce  in  nre-boz,  sg.  ft. 

Total  heating  snr&ce,  sq.  ft 

Draoghi  area  through  ash-pit  doors,  sq.  ft 

**         "         **       grata  bars,  sq.  ft 

******       holes  In  fhmaoe  door,  sq.  in, 

Cross-section  of  chimney,  sq.  ft 

Batio  of  heating  to  grate  surlkoe 

**     of  tube  calorimeter  to  grate  sorftoe. 

Water  space,  oub.  ft 

Steam     "  **     

Diameter  of  (bed-pipe.  In. 

**        of  blow-off  pipe,  in 

**        of  steam-pipe,  in 

**        of  safety- vaJve,  In 

**        of  exhaust-nozzle.  In 

Engine  horizontal  or  vertioal 

'^     attached  to  boiler  or  independent 

Arrangement  of  cut-off 

Diameter  of  cylinder,  in 

Length  of  stroke,  in 

Area  of  steam-port,  sq.  in 

**    of  exhaust-port,  so.  in 

Clearance  in  per  cent,  of  piston  displacement 

Kind  of  valve 

Diameter  of  valve-stem,  in 

Stroke  of  valve,  In '. 

Diameter  of  piston-rod,  in 

**        of  exhaust-pipe,  in 

**        of  feed-pump.  In 

Stroke  "        **      ** 

Number  of  fly-wheels 

Diameter    **        "    in 

Pace  **        **     in 

Weight      **        **     lU 

Diameter  of  truck  wlieels,  in. 

Weight,  lifht,  lbs. 

**       with  water  and  coal,  lbs 

Length,  in 

Width,  in 

Height,  in 

Working  pressure,  lbs.  per  sq.  In 

Bevolutlons  per  minute 

Cut-off,  from  commencement  of  stroke,  in 

Effective  horse-power 


J.  C.  HoMllqr 

FMcfaborg 
Bteam 

IH«at7 

BfeiMr. 

Oooipi>7. 

EoglMOo. 

IroaWorta. 

Horizontal. 

VerticaL 

HorizontaL 

YerticiL 

9.126 

7 

11.6 

4.i6 

27 

80 

80 

83 

86.6 

SOdiam. 

88 

2:idlim. 

28 

24 

28.876 

80 

86 

28 

6.76 

4.60 

6.82 

2.6 

.26 

.26 

.26 

.26 

.26 

.8125 

.8125 

.8125 

.876 

.8126 

.876 

.8125 

.876 

.76 
10 
62 

.876 
6.6 
22 

4.6 

29 

24 

2.26 

2.26 

8 

•2 

64 

64 

78 

18 

.«7l 

1.2 

.928 

.421 

28 

24.6 
166 

80 
120 

108 

58 

1.28 

.486 

2.48 
0 
.66 

.69 

1.98 

0 

.646 

1.07 

.849 

16.8 

84 

19 

28.2 

.117 

.261 

.169 

.172 

11.2 

18 
11 

1 

6.25 
6.1 

7.6 

.76 

1 

1 

1 

1 

1.6 

.75 

1.6 

1.6 
1.6 

1.6 
2 

2 

1 

2 

2 

.75 

Horizontal. 

Vertical. 

HorizontaL 

V^tkaL 

Attached. 

IndX 

Attached. 

Attached. 

Fixed, 

Fixed. 

Fixed. 

7.6 

7 

7 

5 

10 

7 

10 

5 

8.98 

8.6 

4 

1 

4.18 

8.6 

7.626 

1.75 

10 

8 

6.26 

6.6 

Piston. 

FlstOD. 

Slide. 

Slide. 

.626 

.6 

.161 

.625 

li^to2tf 

2.5 

2.26 

1 

1.26 

1.876 

1.1876 

.875 

2x2 

2 

2 

1.5 

.876 

1.76 

1.126 

1 

10 

8 

10 

1.5 

2 

1 

2 

2 

86  and  48. 

42 

80  and  44 

24  and  14 

9  and  7. 

8 

8.6  and  10.6 

6.5aDd5 

160  each. 

660 

120  and  850 

48  and  160 

42  and  64. 

44  and  64 

7506 

6480 

6000 

8100 

8202 

6600 

6600 

8400 

126 

84 

144 

42 

72 

48 

72 

42 

101 

114 

90 

90 

120 

60 
220 

70 

240 

175 

240 

1.7 

4.8 
14.6 

8.6 

18 

10 

6 

tabular  boilers,  and  engines,  either  vertical  or  horizontal,  attached  to  the  casting  on  whidi  the  boiler 
rests,  but  not  connected  to  the  boiler,  except  by  the  steam-pipe.  In  some  instances,  howerer,  as  m 
the  case  of  the  Baxter  etifine^  Fig.  1486,  and  some  other  varieties,  the  engine  is  attached  to  the 
boiler.  In  the  Baxter  engine,  the  cylinder  is  secured  in  the  steam-spaoe  of  the  boiler.  The  illustra- 
tion of  this  well-known  engine  is  so  complete  as  to  need  no  further  description. 

The  semi-portable  engine  manufactured  by  the  New  York  Safety  Steam-Power  Company,  Rg. 
1437,  is  a  good  example  of  the  most  ordinary  variety  of  this  class — an  example  that  has  been  cop- 
ied, with  more  or  less  success,  by  many  other  builders. 

The  Eclipse  Semi-Portable  Engine^  Rg.  1438. — The  frame  or  bed  comprises  the  one  cyh*nder-h«d, 
guides  for  cross-head,  and  the  two  bearings  for  crank-shaft,  all  in  one  solid  casting,  the  object  being 
to  prevent  the  working  parts  of  the  engine  from  getting  out  of  line.  The  shape  of  this  bed  is  the 
half  of  a  hollow  cylinder,  except  a  small  portion  of  one  end,  which  is  an  entire  hollow  cylinder, 
with  its  one  end  closed  by  the  formation  of  a  flange  or  cylinder-head,  to  which  are  bolted  the  cjIib- 
der  and  steam-chest,  which  is  also  one  solid  casting.  All  the  exposed  parts  of  the  cylinder  are 
jacketed  to  prevent  loss  of  heat  by  radiation.  By  this  plan  of  constructing  the  bed-plate  the  work- 
ing strain  is  directly  through  the  centre  of  cylinder  and  pillow-blocks,  thereby  making  a  very  strong 
engine  with  little  material.  The  heater  is  formed  by  a  separate  cast-iron  pipe  bolt^  near  its  one 
end  to  the  steam-cylinder,  and  supported  at  the  other  end  by  a  bracket  over  the  bed-plate.    The 
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Dtmetuions  of  PovidbU  and  Semi-portable  Engines  (eoniinued). 


WUtiraa* 
BomU. 

Gaar,  Soott 
A  Co. 

McElroy 
&  Co. 

Ntw7ork 
BafctyStMiD 
Power  Co. 

Lra«A 
Bodtoy. 

NUmTooI 
Works. 

Bmorj  W.  MQlt. 

SDyder*! 
UtUnGfauit. 

No. 

HorlzontaL 

Horizontal. 

Vertical. 

Vertical 

Horizontal 

Vertical. 

Horizontal. 

Vertical 

1 

8.5 

8.43 

5.6 

6.25 

8.56 

5 

9.17 

4 

2 

80 

27.5 

28 

85 

28 

80 

19 

10 

8 

80 

82 

25diain. 

SOdiam. 

87 

26.6diam. 

16 

15diaxn. 

4 

ao 

5 

28.5 
84 
5.29 

80 

8.4 

*2i 

4.9 

17.75 
28.75 
4.66 

27.5 
27 
8 

6 
6 

7 

*98 

8.48 



.....^.... 

.95 

.25 

85 

.8125 

.26 

.25 

.25 

.8125 

8 

.8125 

.8125 

.875 

.875 

.25 

.8125 

.25 

.876 

9 

.8185 
.625 
6 
15 

.875 

.875 
6 
27 

.875 
.875 
9 
87 

.875 
.75 
9 
64 

.8125 
.76 
6.75  X  5.5 
80 

.8125 

.8125 
.75 
8.5 
81 

10 
11 
12 
18 

"46 

"82 

8      • 

2.5 

2 

3 

2.25 

2.75 

1.5 

1.0625 

14 

80 

54 

86 

48 

49.625 

80 

66 

16 

15 

.688 
10 
120 

.767 
20 
85.7 

.661 
17.2 
69.5 

1.144 
19.8 
168.1 

.604 
24.8 
96.1 

1.4 
18.9 
82.6 

.801 
18 
86 

16 
17 
18 

"i4 

.621 

.668 

.876 

1.24 

1.24 

.66 

1 

.122 

19 

1.7T 

1.85 

.792 

2.46 

1.86 

1.16 

1.56 

.458 

20 

0 

4 

0 

4 

8.2 

0 

0 

0 

21 

.417 

.645 

.785 

.78 

.827 

.64 

.087 

.165 

22 

84 

16.8 

20.4 

81.1 

20.8 

28.4 

88.7 

16.8 

28. 

.127 
15.125 

.145 
15.97 

.194 
7.25 

.284 
19.68 

.162 
17.68 

.408 
6.29 

.1 

8 

24 
26 

*"*.*962" 

8.75 

7.27 

6.2 

8.68 

6.67 

8.78 

4 

.465 

26 

1 

.75 

.76 

.76 

1 

.6 

1 

.875 

27 

1 

1.5 

1.5 

1.26 

i 

.76 

1 

.875 

28 

1.25 

1.5 

1.25 

1.26 

2 

1.25 

1.75 

.6 

29 

1.25 

1.6 

1.5 

2 

1.6 

2.6 

1.25 

.5 

80 

1.5 

1.125 

1 

1.5 

.75 

1.25 

1.26 

.75 

81 

HorizoDtal. 

Horizontal 

Yertical. 

Vertical 

Horizontal 

Horizontal. 

Horizontal 

Horizontal 

"ii" 

Attwhed. 

Attached. 

Ind't. 

Ind't. 

Attached. 

Ind't 

Attached. 

Ind't 

88 

A4)a8table. 

Fixed. 

Fixed. 

Fixed. 

Fixed. 

Fixed. 

Controlled  by  gov. 

Fixed. 

84 

7 

6.5 

6 

7 

7 

6 

6 

2.76 

85 

10 

18 

6 

9 

12 

7 

6 

4.6 

86 

8.76 

8 

2.5 

8.125 

8.62 

1.25 

4.1 

.475 

87 

15 

6.5 

5 

5 

6.87 

2 

11 

.689 

88. 

9 

9.28 

19.6 

6.86 

9.07 

8.86 

11.75 

.767 

89 

BUde. 

BUde. 

BUde. 

Slide. 

BUde. 

BUde. 

PiBton. 

BUde. 

40 

.»875 

.875 

.6625 

.76 

.9375 

.625 

.6 

.6 

41 

8.25 

1.75 

2.6 

1.875 

•    1.25 

8.6  max. 

.626 

42 

"'116625' 

1.25 

.9875 

2.125 

2.8125 

1 

I 

.876 

48 

1.5 
8 

2 
.75 

2 
1.625 

1.5 
1.76 

1.8125 
.75 

1.5 
1.75 

2 
1.625 

44 

45 

"i 

18 

1 

8 

1 

2.5 
1 

12 
2 

1.6 
1 

1 
1 

46 
47 

"*i 

'"2 

48 

42 

26 

42 

40  &  15.9875 

24 

86 

16  and  6 

48 

8.25 

8 

6.5 

7.5 

7.876  &  4876 

6.6 

6 

1.76  and  2 

49 

890 

870 

200 

665 

846  and  86 

288 

860 

86 

60 

86  and  48 
4800 

40  and  48 
6225 

8466 

8642 

8.8126  and  41 
6614 

89  and  48 
4250 

51 
62 

2700 

'586 

6560 

6110 

2900 

4802 

6600 

8200 

4850 

680 

68 

1S6 

127 

65 

77 

148 

64 

329 

60 

64 

60 

78 

86 

42 

79.6 

84 

62.5 

64 

65 

108 

84 

87 

126 

80.5 

65.6 

86 

48 

66 

75 

60 

100 

45 

75 

60 

100 

60 

67 

140 

190 

400 

160 

200 

885 

260 

800 

68 

5.25 

8.67 

8.5 

6.25 

4.9 

5.25 

4.5 

1.88 

60 

12 

10 

6 

10 

15 

7 

10 

1 

60 

water-pipe  passes  seyeral  times  through  this  heater,  and  is  of  sufficient  length  to  heat  the  water 
nearly  to  the  boiling-point  before  it  enters  the  boiler.  The  boiler  is  of  the  locomotive  pattern,  with 
the  water-space  extending  entirely  around  the  bottom,  forming  a  mud  drum.  The  boiler-front  is 
made  of  cast-iron  in  sections,  and  so  arranged  that  the  draught  in  passing  to  the  furnace  passes  over 
the  inside  lining  of  the  front,  thereby  keeping  it  cool  and  less  liable  to  crack  or  bum  out  The 
machine  can  very  easily  be  dismounted  from  the  boiler  and  used  as  a  stationary  engine. 

71i£  Haskins  Engine^  Fig.  1439,  is  selected  as  an  example  of  a  class  of  engines  that  have  been 
received  with  considerable  favor,  for  powers  of  from  10  to  50  horse-power. 

The  lAtUe  Oianl  Engine^  Fig.  1440. — The  chief  peculiarity  of  this  machine,  which  is  constructed 
of  from  1  horse-power  up,  is  the  boiler.  The  body  is  made  of  tubing  10  inches  in  diameter,  and  is 
closed  below  with  a  cast-iron  cap  2),  and  above  by  the  head  A  ;  29  water-tubes  C,  15  inches  long, 
project  into  the  fire.  The  couplings  E  and  F  are  for  connecting  the  feed  and  blow-off  pipes.  The 
enmne  is  of  the  ordinary  horizontal  form,  with  plain  slide-valve. 

Z>ata  of  Portable  and  Semi-portable  Engines, — ^The  particulars  in  the  preceding  table  are  both 
interesting  and  valuable,  as  representing  the  practice  of  some  of  the  most  experienced  engine-build- 
ers in  this  country.  The  data  have  in  all  cases  been  furnished  by  the  manufacturers,  and  are  there- 
fore very  reliable. 

For  works  of  reference,  see  Engines,  Heat.  R.  H.  B. 


Digitized  by 


Google 


682        ENGINES,  STEAM,   STATIONARY  (RECIPROCATING). 

ENGINES,  STEAM,  STATIONARY  (RECIPROCATING).  Under  this  head  are  included  engines 
resting  on  foundations  of  brick  or  stone,  to  which  they  are  secured  by  bolts.  A  stationary  steun* 
engine,  in  distinction  from  a  portable  or  semi-portable  engine,  is  unconnected  with  the  boiler  vhich 
furnishes  it  with  steam,  with  the  exception  of  the  steam-pipo  connection ;  and  it  is  not  uncommon, 
in  the  case  of  large  stationary  engines,  for  one  manufacturer  to  furnish  the  engine  and  another  the 
boiler.  Such  engines  may  bo  either  condensing  or  non-condensing,  but  the  majority  of  stationarj 
engines  used  in  the  United  States  do  not  have  condensers. 

A  horizontal  engine,  with  plain  slide-yalve,  the  speed  being  controlled  by  the  action  of  the  goremor 
on  the  throttle-valve,  probably  represents  the  most  common  type  of  stationary  engine  that  has  been 
and  is  still  used  in  this  country.  A  good  example  of  this  form  of  engine,  as  built  by  Lane  k 
Bodley,  is  shown  in  Figs.  1441  and  1442.  At  the  side  of  the  engine  frame,  in  Fig.  1441,  is  the  feed- 
water  heater,  containing  a  coil  of  tubes  through  which  the  feed-water  circulates,  and  around  which 


the  exhaust-steam  passes  before  being  discharged  into  the  atmosphere.  The  action  of  the  gorenor 
in  such  an  engine  is,  of  course,  to  reduce  the  pressure  of  the  steam  admitted  into  the  cylinder,  when- 
ever the  speed  of  the  engine  tends  to  increase  in  consequence  of  the  reduction  of  the  load ;  or,  in 
other  words,  to  reduce  the  mean  pressure  in  the  cylinder  by  throttling  or  wiredrawing  the  steam. 
Where  the  load  on  an  engine  is  practically  constant,  there  is  no  particular  objection  to  this  arrange- 
ment, if  the  point  of  cut-off  is  so  adjusted  as  to  give  the  most  economical  result  But  when  the  load 
varies  greatly,  there  will  obviously  be  a  frequent  reduction  in  the  boiler  pressure  before  its  admission 
into  the  cylinder,  with  the  consequent  objection  of  subjecting  the  boiler  to  a  considerable  strain, 
without  the  resulting  advantages  of  the  high  pressure  produced.  For  this  reason,  many  loannfae- 
turers  have  designed  what  are  known  as  automatic  cut-off  engines,  in  which  the  governor  controls 
the  cut-off  mechanism,  and  varies  the  mean  pressure  in  the  cylinder  by  changing  the  point  of  cut-off, 
while  the  initial  pressure  of  the  steam  is  unaltered.  As  ordinarily  constructed,  such  arrangonents 
are  also  more  sensitive  than  the  regulation  by  throttle,  so  that  the  variation  of  speed  under  vaiymg 
load  is  much  less.  This  is  not  a  necessary  distinction  between  the  two  methods  of  regulation,  but 
it  is  one  that  usually  obtains  in  practice.  An  automatic  cut-off  engine,  also,  is  usually  designed  with 
greater  attention  to  the  distribution  of  steam,  and  frequently  with  many  improvements  in  worianan- 
ship  and  minor  details ;  so  that  it  is  almost  invariably  more  economical  than  an  engine  regulated  by 
throttle,  under  circumstances  otherwise  similar.  It  is  doubtful  if  this  is  necessarily  the  case ;  that 
is,  whether  if  the  latter  form  of  engine  were  as  carefully  designed  as  the  other,  it  would  not  be  about 
as  economical.  In  practice,  however,  as  already  remarked,  the  automatic  cut-off  engine  is  generally 
superior  to  its  rival,  both  in  regard  to  its  capacity  for  controlling  the  speed,  and  in  economical  per- 
formance. Until  a  recent  period,  the  engine  regulated  by  throttle  possessed  the  advantages  of  cheap- 
ness and  simplicity ;  but,  with  improved  methods  of  construction,  it  is  believed  that  at  present  the 
difference  in  first  cost  is  almost  the  only  advantage  it  can  claim. 

The  best  point  of  cut-off,  under  given  conditions,  has  not  been  ascertained  with  precision;  but  for 
average  conditions,  with  from  60  to  80  lbs.  steam-pressure,  it  is  probably  between  one-third  and  one- 
half  stroke.  The  cut-off  can  be  shortened  considerably  without  much  change  in  the  econoray ;  but, 
of  course,  the  shorter  the  cut-off,  the  larger  will  be  the  cylinder  that  is  required  for  a  given  power ; 
and  the  most  economical  engine,  all  things  considered,  is  the  one  that  gives  the  most  power  for  about 
the  minimum  number  of  pounds  of  steam  per  horse-power  per  hour.  A  series  of  experiments  to 
determine  the  best  point  of  cut-off  for  various  sizes  of  cylinders,  and  different  steam-pressures  and 
piston-speeds,  would  be  of  immense  advantage  to  all  who  are  engaged  in  the  designing  and  constrne- 
tion  of  enf^nes.  The  most  extensive  tests  ever  conducted  in  relation  to  this  matter  were  the  C  S. 
Government  expansion  experiments,  which  were  undertaken  to  settle  some  controverted  questions  in 
regard  to  the  benefits  to  be  derived  from  expansion.  These  experiments  were  never  completed  so 
as  to  include  a  high  range  of  steam-pressures  and  piston-speeds ;  but  there  were  several  series,  raid» 
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certain  conditions,  that  are  quite  complete.  Their  results  have  never  before  been  made  public  {  but, 
by  the  kindness  of  Chief  Engineer  B.  F.  Isherwood,  a  summary  of  results  has  been  made  up  from  the 
official  records,  and  is  given  in  the  following  table  and  in  that  on  pages  684  and  685.  They  are 
worthy  of  the  careful  attention  of  all  who  are  interested  in  the  subject. 

Principal  Dimeruums  of  Cylinders  used  in  U,  8.  Expansion  Experiments. 


VJJUSESL  or  CYLQfDER. 

DUmetor. 

Stioka. 

DiMiMtoror 
Pis«m-nML 

K*tDiaplM». 

mtnt  of  Piston 

p«rStit>k«. 

VHeUon 
PreaoM. 

1 

Inchoi. 

12.26 

12.26 

12.4 

12.4 

18.77 

18.77 

15.66 

15.67 

21.62 

21.62 

80.02 

iDchM. 

20.08 
20.08 
20.08 
20.08 
20.08 
20.08 
20.08 
20.08 
20.08 
20.08 
20.08 

CaUoIndiM. 

291 

288 

250 

268 

499 

476 
1,860 
1,279 

724 
1,066 
2,619 

Ineboi. 
2.5 
2.48 
8.48 
2.48 
2.6 
2.48 
2.5 
2.48 
2.6 
2.48 
5 

Cable  InckM. 
2,272 
2,274 
2,828 
2,828 
2,892 
2,898 
8,769 
8,776 
7,205 
7,206 
18,818 

5.1 
6.1 
6.1 
8.1 
8.1 
8.0 
8.0 
2.4 
2.4 
1.6 

2 

8 

4 

5 

8. 

7 

8 

9 

10 

11 .. 

The  experiments  detailed  in  these  tables  were  made,  for  the  most  part,  at  the  Novelty  Iron 
Works  in  New  York ;  and  on  their  suspension,  a  supplementary  series  was  conducted  by  the  proprip- 
tors  of  those  works,  for  the  purpose  of  obtaining  data  for  the  construction  of  stationary  engines. 
As  the  result  of  these  experiments,  a  pamphlet  was  prepared,  containing  tables  showlhg  the  various 
sizes  of  engines  required  for  different  horse-powers  under  varying  conditions,  and  the  effect  on  the 
economy  of  varying  those  conditions.  This  pamphlet  was  not  issued  at  the  time  of  its  preparation, 
in  consequence  of  the  suspension  of  the  works ;  but  it  has  since  been  published,  with  additions, 
under  the  title  of  *'  Tables  and  Diagrams  relating  to  Non-condensing  Engines  and  Boilers,"  by  W. 
P.  Trowbridge  (New  York,  1872).  The  results  of  these  tables  are  to  be  received,  perhaps,  with  some 
caution ;  but  they  are  much  more  accurate  than  the  estimates  of  power  and  economy  usually  given 
in  trade  catalogues.  A  compilation  made  from  this  work,  showing  the  sizes  of  engines  especially 
recommended  by  the  Novelty  Iron  Works  for  various  powers,  is  given  in  the  table  on  page  686, 
which  will  be  found  useful  in  practice. 

The  earliest  form  of  cut-off  introduced  into  this  country,  and  in  use  on  many  engines  at  the  pres- 
ent time,  is  believed  to  have  been  the  one  known  as  Boyden*s  cut-off,  invented  by  that  ingenious 
mechanic  Seth  Boyden,  and  illustrated  in  Pig.  1448.    There  are  two  cut-off  valves,  BB^  on  the  back 


of  the  main  valve  A^  sliding  with  it,  and  uncovering  the  openings  for  the  admission  of  steam,  until 
the  lug  (7,  on  either  of  them,  strikes  the  piece  i>,  when  the  admission  of  steam  is  instantly  cut  off. 
The  instant  at  which  the  cut-off  occurs  is  determined  by  the  position  of  the  pieces  D  i>,  which  is 
regulated  by  a  rod  jP,  connected  at  one  end  with  the  lever  E^  and  at  the  other  end  with  the  governor. 
As  the  cut-off  valve  must  close  while  the  steam-valve  is  opening,  it  is  evident  that  this  cut-off  can 
only  operate  up  to  half  stroke. 

Fig.  1444  represents  the  variable  expansion-gear  of  Gonzenbach.    It  consists  of  an  ordinary  short 
•lide-valve  and  casing,  with  ports  in  the  back,  upon  which  another  slide-valve  and  casing  are  im- 
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' 

Summary  of  U,  8.  Expansion  Experiments  made  at  New  Yark^ 

1865-1867. 
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15.9  (  denaiJig. 

(58.5 
(58.4 

87.5 
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17.7 
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ExperimmU  made  at  New  Torky  1865-1867  {eonHmied), 
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posed.  The  ordinary  valve  is  worked  in  the  usual  manner ;  but  the  travel  of  the  supplementary 
valve  may  be  lengthened  or  shortened,  so  as  to  cut  off  the  steam  at  any  part  of  the  stroke.  A  is  the 
common  valve,  and  F  the  valve-chest  £  is  the  supplementaiy 
valve,  which  is  a  solid  block  with  two  perforations,  which,  when 
opposite  the  ports  in  the  cover  Fj  admit  steam  from  the  sup- 
plemantary  valve-chest  K.  The  starting-handle  is  connected 
with  the  shaft  g^  upon  which  a  lever  is  fixed,  and  so  connected 
by  links  with  the  extremities  of  the  eccentric-rods  D  and  d^ 
that  when  one  eccentric-gab  is  in  gear  with  the  pin  e'  upon 
the  valve-lever,  the  other  shall  be  disengaged.  In  the  figure 
the  engine  is  in  gear  for  going  ahead,  and  the  reversing  eccen- 
tric-rod D  is  disengaged  from  the  ordinary  valve,  and  in  gear 
with  the  supplementary  valve,  by  means  of  a  second  gab  f, 
which  receives  a  pin  upon  the  expansion-valve  lever  G,  In 
this  lever  there  is  a  long  slot,  in  which  a  pin  6^,  fixed  on  the 
valve-link  H,  may  be  moved  to  a  greater  or  less  distance  from 
the  centre  of  the  expansion-valve  shaft,  by  means  of  a  handle 
t ;  and  the  effective  length  of  the  valve-lever  being  thus  varied, 
the  travel  of  the  valve  receives  a  corresponding  variation.  The 
expansion-valve  thus  receives  the  reversing  motion  while  the 
alide-valve  is  receiving  the  forward  motion. 

Fig.  1446  represents  the  variable  expansion  gear  of  Mayer. 
It  consists  of  an  ordinary  valve,  with  the  addition  of  perfo- 
rations through  the  top  and  bottom  faces,  each  of  which  is 
covered  by  a  supplementaiy  valve  upon  the  back  of  the  first, 
consisting  of  two  solid  blocks,  into  which  a  valve-rod  is  screwed, 
having  a  right-handed  screw  where  it  penetrates  the  one  block, 
and  a  left-handed  screw  where  it  penetrates  the  other ;  so  that 
the  blocks  will  be  set  closer  or  farther  apart,  according  to  the 
direction  in  which  the  rod  is  turned.  The  ordinary  valve  re- 
ceives its  motion  in  the  nsual  way,  and  the  expansion-valve  is 
moved  by  means  of  a  pin  attached  to  the  piston-rod,  which 
works  in  a  slotted  lever,  to  which  the  expansion-valve  rod  is 
attached.  The  motion  of  the  two  valves  is,  therefore,  at  right 
angles,  and  the  expansion-valve  is  about  one-fourth  of  a  revo- 
lution in  advance  of  the  steam-valve.  In  Fig.  1445,  A  is  the 
steam-valve;  JB^  the  expansion-valve;  T^  the  valve-rod,  with 
right-  and  left-handed  screw ;  (?,  a  wheel  attached  to  the  valve- 
rod,  over  which  a  pitch-chain  passes,  by  means  of  which  the 
valve-rod  is  turned,  and  the  blocks  are  altered  so  as  to  give 
the  requisite  amount  of  expansion;  i>,  the  valve-shaft,  and 
CBf  the  valve-lever;  F,  the  pin  attached  to  the  piston-rod. 
In  all  cases  in  which  the  motion  of  the  expansion-valve  is  the 
same  as  that  of  the  piston,  the  slide-valve  must  be  provided 
with  lap. 

The  general  arrangement  of  Watt's  and  Phelps's  variable 
oat-ofif  is  represented  in  Figs.  1446  to  1448.  The  following 
description  is  from  the  Scientific  American  for  Jan.  21,  1871 : 
*'  The  controlling  power  of  the  governor  is  transmitted  through 
the  connecting-rod  A,  Fig.  1446,  the  sector  J?,  the  connecting- 
rod  C,  and  the  toothed  sector  Z),  to  a  cylindrical  rack  turned 
on  the  sleeve  B,  The  sleeve  E  is  feathered  to  the  shaft  F, 
and  slides  longitudinally  when  acted  upon  by  the  parts  A^  B, 
C,  and  2),  while  turning  with  the  shaft  F^  the  rotation  of  the 
latter  beinff  accomplished  through  a  system  of  gearing  from 
the  crank-shaft.  •  The  sleeve  F  also  carries  two  cams,  shown 
in  section  in  Fig.  1448,  at  6^,  which,  turning  under  the  toes  of 
tappet-arms  H^  Figs.  1446  and  1448,  attached  to  the  vertical 
sterna  /,  Fig.  1448,  of  the  cut-off  valves  </;  Figs.  1447  and  1448, 
raise  the  valves  and  let  them  fall  abruptly  at  the  proper  point 
of  cat-off  to  which  they  aro  adjusted.  The  cut-off  valves  are 
of  the  'grid '  variety,  and  elide  on  the  backs  of  the  principal 
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yaWes,  which  latter  are  actuated  m  the  usual  way  from  an  eccentric  on  the  crank-shaft  The  slidiiig 
of  the  sleeve  E  on  the  shaft  F  causes  the  cams  to  let  the  cut-off  valves  fall  earlier  or  later  m  the 
stroke,  according  as  varying  velocity  affects  the  governor.  If  the  belt  breaks,  or  any  other  derange, 
ment  of  the  governor  occurs,  the  travel  of  the  sleeve,  being  a  little  more  than  the  length  of  the  cam, 
allows  the  toes  of  the  tappet-arms  to  drop  off  the  cam  on  to  the  shaft,  closmg  the  cut-off  vaWe  ports 
and  instantly  stopping  the  engine.  In  starting  the  engine,  a  lever  and  cam,  iT,  fles.  1446  and  1448, 
is  used  to  raise  the  cut-off  valve  and  open  the  port.    The  motion  of  the  engine  Uien,  operating  on 


the  governor,  draws  the  sleeve  along  so  as  to  bring  the  cams  under  the  tappets,  and  thenceforward 
the  gear  works  automatically.  It  will  be  seen  that  this  gear  can  be  made  to  cut  off  from  sero  to 
any  part  of  the  stroke  desired." 

The  principle  of  Sickels's  cut-off  is  to  detach  the  main  valve  from  the  stem  at  any  desired  point, 
and  close  it  by  springs  or  weights.  As  originally  applied  to  puppet-valves,  the  valve  was  detadied 
from  the  stem  as  it  was  rising,  and  allowed  to  seat  by  its  own  weight,  being  cushioned  in  its  descent 
by  a  dash-pot  containing  air  or  water.  In  later  forms  of  the  cut-off,  the  valve  was  detached  from  the 
stem  by  a  sliding  or  vibrating  arm  having  motion  coincident  with  that  of  the  piston,  so  that  the  cat^ 
off  was  effected  at  any  desired  point  of  the  stroke.  Many  other  cut-offs  have  been  constmcted  on 
this  principle,  prominent  among  which  is  the  Corliss  cut-off. 

The  original  form  of  the  Corliss  engine,  on  its  introduction,  is  shown  in  the  full-page  illostration. 


Its  chief  peculiarities  lie  in  the  method  of  working  the  valves,  and  in  controlling  the  valve  motion 
by  the  governor,  so  as  to  regulate  the  motion  of  the  engine  and  use  the  steam  to  the  best  advantage 
under  all  conditions.  The  valves  employed  are  rotary  sliding  valves.  Their  motion  is  similar  to  that 
of  the  common  plug-cock  or  faucet,  but  the  form  adopted  is  such  that  they  fill  a  portion  only  of  the 
cylindrical  cavities  in  which  they  are  mounted.  The  connection  of  each  valve  to  its  spindle  or  stoa 
is  such  that  it  is  free  to  adapt  itself  to  all  conditions.  It  works  freely  and  yet  remains  tight,  pr^ 
dsely  like  an  ordinary  slide-valve.    There  are  two  steam-valves  and  two  exhaust-valves,  all  worked 
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independently,  yet  by  simple  mechanism.  The  exhaust-valves  are  held  open  during  the  whole  stroke 
of  the  piston,  but  the  steam-valves  are  opened  at  the  proper  time  and  allowed  to  shut  automatically 
at  some  point  in  the  early  part  of  the  stroke.    The  precise  point  at  which  this  shutting  of  the  steam- 


ralve  occurs,  and  consequently  the  volume  of  steam  admitted  into  the  cylinder  in  any  given  stroke, 
depends  on  the  position  of  the  governor-balls,  and  the  speed  of  the  engine  is  regulated  by  the  varia- 
tions in  the  quantity  of  steam  thus  admitted. 

The  invention  of  the  Corliss  engine  marks  an  era  in  steam-engine  construction,  and  the  history  of 
its  introduction  bears  a  striking  analogy  to  that  of  the  pumpmg  engine  invented  by  Watt    Like 


1450. 


Watt,  Mr.  Corliss  was  contented  to  displace  the  older  forms  of  engines  by  his  more  perfect  device, 
and  take  in  payment  the  value  of  a  portion  of  the  coal  saved ;  and  like  Watt,  he  soon  found  that 
proprietors  of  mills  were  unwilling  to  render  him  true  accounts  of  the  saving  effected.    Now  that 
44 
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the  patent  has  expired,  the  Corliss  engine,  or  some  modification,  has  been  largely  adopted  as  tbe 
standard  design  by  engine-builders  in  this  country ;  and  it  has  displaced  almost  all  other  styles 
abroad.  No  derice  for  regulating  the  distribution  of  the  steam  in  stationary  engines  has  been  in- 
▼ented  that  successfully  supersedes  the  Corliss  wrist-motion;  and  this  attachment,  together  with 

improved  construction  and  increased  pi&- 
1451.  ton-speed,  has  increased  the  efficiency  of 

the  stationary  engine  quite  as  much  as'lOO 
per  cent 

The  action  of  the  Corliss  wrist-motion 
is  plainly  illustrated  in  Fig.  1449,  whidi 
shows  the  valres  at  one  end  of  the  cylin- 
der, in  the  two  extreme  and  middle  por- 
tions. The  sketch  will  repay  study,  show- 
ing in  an  admirable  manner  the  effect  of 
the  peculiar  mode  of  connection.  The  ex- 
ample is  from  the  Corliss  engine  as  built 
by  Watts,  Campbell  k  Co. ;  and  Fig.  1450 
is  from  a  working  drawing  of  one  of  thdr 
cylinders,  showing  valve-motion,  and  de- 
vice for  tripping  the  steam-valves  by  the 
rod  connectcMl  to  the  governor.  The  valre, 
when  tripped,  is  clo^  either  by  weights 
or  springs,  dash-pots  being  ordinarily  used 
in  connection  with  weights.  Fig.  1451  rep- 
resents the  main  bearing  used  by  Wit^ 
Campbell  &  Co.  on  their  engines;'  the  top 
and  bottom  brasses  not  being  fitted,  but  having  a  little  play  allowed,  any  adjustment  required  being 
made  on  the  centre  brasses,  as  shown. 

One  of  the  finest  examples  of  the  Corliss  engine  ever  constructed  was  the  pair  of  engines  bmh 
by  Mr.  Corliss  for  use  in  Machinery  Hall  at  the  Centennial  Exhibition.  These  engines  are  illustrated 
in  a  full-page  engraving,  and  the  principal  dimensions  are  appended : 

Diameter  of  cylinder,  inches 40 

Stroke  of  piston,  feet 10 

Diameter  of  air-pump,  inches 86 

Stroke  "  " 24 

Diameter  of  piston-rod  (steel),  inches 6.26 

Length  of  beam  between  centres,  feet 25 

Depth  of  beam  at  centres,  feet 9 

Weight  of  beam,  lbs 22,000 

Length  of  crank-shaft,  feet 12 

Diameter  of      "  inches '. 19 

"         "       "  bearings,  inches 18 

Length      "       "  **  "      27 

Diameter  of  fly-wheel  at  pitch-line,  feet 29.7 

Pitch  of  teeth,  inches 5.183 

Face  of  fly-wheel,  inches 24 

Weight  of  fly-wheel,  lbs 11 2,000 

Number  of  teeth  in  fly-wheel 216 

Diameter  of  pinion  at  pitch-line,  feet 9.9 

Weight  of  pinion,  lbs 17,000 

Revolutions  of  engines  per  minute 86 

Total  revolutions  during  the  Exhibition 2,865,800 

These  engines  were  let  by  Mr.  Corliss,  during  the  Exhibition,  for  $77,000,  tbe  Board  of  Fmanoe 
building  the  boiler-house,  making  the  necessary  excavations,  and  furnishing  the  fuel — thus  brii^ing 
the  whole  cost  up  to  $142,874.  According  to  a  statement  made  by  Mr.  Corliss,  his  expenditures 
were  in  excess  of  his  receipts  by  $40,788.10. 

TTie  Harris- Corliss  Efigine, — Fig.  1462  represents  a  modified  form  of  the  Corliss  engine  largely 
used  in  the  United  States.  Fig.  1453  is  a  longitudinal  section  of  the  cylinder,  steam-chegt,  and  ex- 
haust-passage, with  cross-sections  of  the  valves.  At  A  is  shown  one  steam-port  open,  and  at  B  the 
other  steam-port  closed ;  C  is  one  exhaust  open  full  area  of  port,  and  D  the  other  exhaust  closed. 
It  will  be  noticed  in  Fig.  1463  that  the  piston  has  traveled  a  very  small  part  of  the  stroke  while  the 
steam-  and  exhaust-valves  A  and  C  have  been  opening  the  full  area  of  their  ports.  Fig.  1454  shows 
the  method  of  packing  the  valve-stems  so  as  to  obviate  the  use  of  stuffing-boxes  and  to  cause  the 
thrust-collar  to  boar  directly  against  the  bonnet  E.  J)  is  the  valve-stem,  on  which  is  shrunk  the 
collar  F^  which  fits  in  a  recess  a  of  the  bonnet.  The  opposing  faces  are  finely  scraped  so  that  they 
approximate  very  closely,  and  are  packed  by  the  steam  itself  acting  outward  on  an  area  equal  to  the 
section  of  the  valve-stem  i>.  In  the  hollow  space  in  the  bonnet  all  drip  enters,  and  is  carried  off  by 
the  pipes  O^  which  extend  from  bonnet  to  bonnet.  (See  "  Economy  Trials  of  an  Automatic  Engine," 
by  John  W.  Hill,  M.  E.,  in  Van  Noslran^s  Engineering  Magaziney  December,  1877.) 

T?ie  Wheelock  Engine. — An  elevation  of  this  engine,  and  a  modification  of  the  Corliss  valve^getr 
patented  by  Jerome  Wheelock,  are  shown  in  Figs.  1466  and  1466.    In  this  arrangement  there 
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is  only  one  port  in  each  end  of  the  cylinder,  an  independent  cut-off  valve  regulating  the  admisson 
of  steam.  The  cut-off  valve  is  of  such  a  form  as  to  allow  a  double  admission  and  cut-off,  whidi  is 
an  arrangement  very  favorable  to  the  distribution  for  a  given  port  area.  The  valves  rotate  on  haitl- 
ened  steel  bushings,  which  are  adjustable  endwise,  and  no  stuffing-boxes  are  used. 

The  Wright  Automatic  Cut-off  Engine  is  the  invention  of  Mr.  William  Wright  of  Newburgh,  N.  Y. 
Fig.  1467  shows  the  steam  side  with  the  cut-off  valve  gear,  and  Fig.  1468  the  exhaust  side.    There 

1467. 


are  four  gridiron  slide-valves,  which  work  vertically  in  chests  cast  with  the  cylinder,  two  upon 
one  side  of  the  cylinder  being  for  induction,  or  cut-off,  and  two  upon  the  opposite  side  being  for 
eduction,  or  exhaust  steam.  All  valve-motion  is  derived  from  a  single  eccentric,  which  operates 
levers,  so  arranged  as  to  give  a  quick  movement  to  valves  when  opening,  and  also  a  very  elow 
movement  when  valves  are  lapped.  The  location  of  all  these  valve- faces  close  to  the  bore  of  the  cylin- 
der insures  the  least  possible  amount  of  clearances.  The  steam  valve-stems  are  fastened  in  yokes, 
which  have  at  their  lower  ends  plungers  fitted  in  dash-pots,  the  same  acting  as  guides ;  the  yokes  are 
operated  by  steel  slides  fitted  through  the  end  of  hollow  rocker-arms,  and  which  act  upon  the  swing- 
ing toes  held  in  the  yokes,  the  said  slides  having  a  diagonal  slot  in  which  works  a  feather,  this  featb- 

1468. 


er  being  made  on  a  rod  which  has  a  longitudinal  movement  through  the  hollow  rocker-ann,  and  to 
which  the  governor  is  connected.  By  this  longitudinal  motion,  and  through  the  diagonal  feather  and 
slot,  the  slide  is  automatically  set,  to  engage  more  or  less  with  the  swinging  toes,  and  which  gives 
the  valve  its  proper  lift,  and  liberates  upon  the  chord  of  the  arc.  The  governor  itself  stands  on  a 
bracket  or  shelf,  cast  on  the  slide  part  of  the  bed-plate,  and  the  governor-rod  is  connected  to  a  le^r, 
which  is  fastened  to  the  governor-shaft.    This  same  shaft  carries  two  forked  arms  which  take  bold 
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of  the  small  rods  running  through  the  hollow  rocker-shafts.  The  rods  are  enlarged  at  their  other 
ends,  where  they  carry  the  adjustable  slides  mentioned  before.  The  advantages  in  this  arrangement 
of  valves  and  valve-gearing  are  easy  accessibility  to  each  valve,  by  the  simple  removal  of  a  bonnet, 
and  that  the  whole  of  the  valve-gear  and  governor  connections  is  outside  of  the  steam-chests,  where 
any  derangement  can  be  at  once  seen  and  rectified. 
The  Gi^ene  Engine^  manufactured  by  the  Providence  Steam-Engine  Company,  of  Providence,  R.  I., 

1400. 


is  represented  in  Figs.  1469,  1460,  and  1461.  There  are  four  flat  slide-valves,  one  (as  shown  on  the 
left  of  fig.  1460)  at  each  end  on  the  top  to  admit  the  steam,  and  one  (as  shown  on  the  right  of  Fig. 
1460)  to  let  out  the  exhaust.  The  working  of  the  valve-gear  is  as  follows :  The  induction-valves 
are  connected  with  the  rock-lever  shafts  i.  Fig.  1469,  by  arms  B  working  in  slots  in  the  valve- 
stems  C.  Below  the  rock-levers  D  2)  is  a  sliding  bar  E^  receiving  a  reciprocating  motion  from  an 
eccentric  on  the  main  shaft.  Behind  the  sliding  bar  is  a  gauge-bar  F,  Fig.  1461,  connected  with  the 
governor,  which  bar  receives  an  up-and-down  motion  from  a  corresponding  movement  of  the  governor- 
balls.  The  adjustable  tappets  O  Gy  Fig.  1461,  in  the  sliding  bar,  are  kept  up  in  contact  with  the 
gauge-bar  F^  and  are  made  to  move  up  and  down  in  unison  with  it  by  the  springs  ffff.    As  the 


1461. 


1460. 


sliding  bar  moves  in  the  direction  of  the  arrow,  one  of  the  tappets  is  brought  in  contact  with 
the  inner  face  of  the  toe  on  the  rock-lever,  causing  it  to  turn  on  its  axis,  thereby  opening  the 
steam-valve  at  one  end  of  the  cylinder,  the  other  tappet  meanwhile  passing  under  the  other  rock- 
lever  without  moving  it.  The  toe  and  tappet  are  so  beveled  that  the  tappet  will  be  forced  down 
against  the  action  of  this  spring  until  it  has  passed  by  the  toe,  when  the  spring  causes  it  to  fly  up  to 
its  original  position,  ready  to  open  the  induction-valve  at  the  opposite  end.  As  a  result  of  this 
motion,  the  two  tappets  always  open  the  steam-valves  at  the  same  period ;  but,  the  tappet  moving  in 
a  straight  line  while  the  toe  describes  the  arc  of  a  drcle,  the  tappet  will  pass  by,  liberating  the  toe, 
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which  is  brought  back  to  its  original  position  by  a  weight  /,  Fig.  1469,  the  steam-pressure  on  the 
Talve-stem  thus  closing  the  valve  and  cutting  off  the  steam.  This  liberation  will  take  place  soooer 
or  later,  according  to  the  elevation  of  the  tappets ;  that  is,  the  lower  the  tappets  are  the  sooner  the 

toes  will  be  liberated,  and  vice  versa  ;  and  so,  bj  sim- 
ply elevating  or  depressing  the  gauge-bar  -F,  Jlg.1461, 
the  period  of  closmg  the  valves  can  be  changed  while 
the  period  of  opening  them  remains  the  same.  The 
adjustment  of  the  gauge-bar  is  effected  by  the  gor- 
emor,  and  the  steam  is  cut  off  sooner  or  later  accord- 
ing to  the  amount  of  load.  The  exhaust-valves  /,  Fig. 
1469,  which  lie  in  the  bottom  of  the  cylinder,  are  con- 
nected at  their  outer  ends  by  parallel  rods  K^  which 
are  tied  together  by  a  cross-bar  on  the  inside.  The 
exhaust  rock-shaft  arm  X  is  a  jaw,  as  shown  in  Fig. 
1469,  just  under  the  cylinder.  One  side  of  this  jaw 
comes  in  contact  with  a  lug  M  on  the  cross-bar,  tnd 
moves  both  the  exhaust-valves  simultaneously,  opt- 
ing one  and  closing  the  other.  While  the  exhaust- 
eccentric  is  taking  up  the  lost  motion  between  the  sides 
of  the  jaw,  the  exhaust-valves  remain  at  rest  The 
other  side  of  the  jaw  coming  in  contact  with  the  cross- 
bar, the  exhaust-valves  receive  a  reverse  motion.  The 
lug  on  the  cross-bar  is  so  shaped  that  it  receives  do 
blow  from  the  jaw  Z,  but  takes  a  gradually  acceler- 
ated motion. 

WifUtr's  Cut-off,  Fig.  1462.— In  this  the  shaft  D 
receives  a  rotary  motion  from  the  eccentric-rod,  the 
latter  being  pivoted  to  a  lever  between  its  points  of 
attachment  to  the  eccentric  and  shaft  D,    A  cam  on 
this  revolving  shaft  acts  on  the  lifter  ^to  open  the  valve,  through  the  piece  E ;  the  duration  of  con- 
tact, or  the  point  of  cut-off,  being  regulated  by  the  position  of  the  piece  E,  which  can  be  adjusted 
as  shown. 

T%e  Brown  Engine,  Fig.  1468. — The  cut-off  mechanism  in  this  engine  is  the  invention  of  Mr.  C.  H. 
Brown  of  fltohburg,  Mass.  Its  arrangement  is  as  follows :  The  cut  gear-wheels  shown  impart  a 
rotary  motion  to  the  shaft  Ay  which  operates  the  governor  and  communicates  rotary  motion  to  the 
valve-shaft  B.  Between  these  two  shafts  is  a  friction  device  C7,  which  is  so  constructed  as  to  permit 
the  shaft  ^  to  be  operated  by  hand  independently  of  the  shaft  A.  Upon  the  shaft  B  are  the  eccen- 
trics, the  ends  of  the  straps  of  which  connect  with  the  horizontal  lever  E ;  and  the  latter  extends 
into  the  square  slot  in  the  slide-spindle  guide  to  the  catch  of  the  tongue.  As  the  shaft  B  revolves, 
the  lever  ^.reciprocates  vertically  in  the  said  square  slot  The  valve-stem  is  attached  to  the  guide 
Fy  and  in  the  slot  shown  in  the  latter  is  pivoted  a  tongue  0,  The  upper  end  of  this  tongne  hu  a 
projecting  catch  upon  it,  and  beneath  this  catch  stands  the  end  of  the  arm  E.  The  induraoD-valve 
is  closed  when  at  the  bottom  of  its  travel,  and  the  weight  of  the  valve  and  stem  and  the  pressure  of 
the  steam  (acting  on  an  area  equal  to  the  area  of  the  valve-stem)  are,  combined,  always  acting  to 


keep  the  valve  at  the  bottom  of  its  travel,  that  is,  in  its  normal  position ;  and  there  it  remains  until 
lifted  for  the  admission  of  steam.  The  manner  of  effecting  this  admission  is  as  follows :  The  end 
of  the  arm  E^  acting  against  the  catch  on  the  upper  end  of  the  tongue  in  the  slot,  lifts  the  valve  and 
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holds  it  open  so  long  as  the  tongue  is  not  tripped.  The  instant,  however,  that  the  latter  action  takes 
place,  the  valve,  from  its  weight  and  the  action  of  the  steam  upon  the  area  above  mentioned,  doses, 
the  movement  being  cushioned  after  the  valve  is  completely  closed  by  means  of  the  small  dash-pot 
shown  beneath.  By  regulating  the  eccentrics,  the  valve  may  be  given  any  desired  amount  of  leid, 
and  the  duration  of  the  period  of  admission  may  be  varied  by  tripping  the  tongue  before  referred  to; 
and  this  is  accomplished  by  the  engine  governor  in  the  following  manner :  The  governor  commam- 
cates  with  the  rod  ^,    Upon  this  rod,  and  immediately  behind  the  induction-valve  spindle^de  F, 


is  an  arm  standing  vertically,  and  canying  a  pin  ^  standing  horizontally.  The  tongue,  which  at 
one  end  acts  as  a  catch  to  the  eccentric  arm  at  the  other  end,  protrudes  from  the  back  of  the  8lid^ 
spindle  guide,  and  stands  directly  beneath  the  above-mentioned  pin ;  so  that,  when  the  rod  E  lifts 
(through  the  medium  of  the  tongue-catch)  the  induction-valve,  the  latter  continues  to  lift  until  the 
tail  of  the  catch  (?,  coming  in  contact  with  the  pin  JI^  trips  the  tongue,  and  the  valve  instantly 
closes,  returning  to  its  normal  position.  The  exhaust-valves  lie  horizontally,  and  are  operated  as 
follows :  Upon  the  shaft  D  are  the  disks  /,  which  are  provided  with  cam-grooves.  The  rocker-arm 
iT  carries  a  friction-roller  extending  into  the  cam-groove,  the  upper  arm  Z  being  attadied  to  the 
exhaust-valve  spindle.  To  compensate  for  the  circuUr  motion  of  the  arm  and  the  vertical  more- 
ment  of  the  valve-spindle,  the  connection  between  the  two  is  made  by  the  eye  of  the  spindle,  contain- 
ing a  slot,  in  which  is  fitted  a  sliding  die  to  which  the  pin  of  the  arm  is  fitted.  To  regulate  the 
amount  of  compression,  it  is  merely  necessaiy  to  adjust  the  position  of  the  disk.  The  governor  is 
of  the  ordinary  fly-belt  type,  and  is  inclosed  in  a  polished  casing. 

The  Buckeye  AutomoHe  Cut-off  Engine  is  represented  in  elevation  in  Fig.  1464.  Fig.  1465  is  a 
section  of  the  cylinder,  and  Fig.  1465  ▲  shows  the  construction  of  the  governor  used.  By  reference  to 
Fig.  1465,  the  main  valve  is  seen  to  be  a  hollow  box,  taking  steam  on  the  inside,  balanced  bj  the 
exclusion  of  steam-pressure  from  the  back,  and  driven  in  the  usual  way  by  an  eccentric  fast  on  the 
shaft.  Steam  is  admitted  from  the  inside  of  the  valve  to  the  cylinder  and  exhausted  into  the  chest, 
the  reverse  of  the  ordinary  operation.  The  valves  are  fitted  up  under  steam  at  80  lbs.,  insoring 
freedom  from  leakage  or  cutting  from  distortion  caused  by  expansion  imder  heat  or  pressure.  The 
cut-off  mechanism  consists  of  a  light  cut-off  valve,  working  on  the  inner  face  of  the  main  valre,  the 
stem  passing  out  through  the  hollow  steel  stem  of  the  main  valve,  and  being  driven  from  a  loose 
eccentric  on  the  shaft  with  a  special  motioii  derived  from  the  compound  rock-shaft  This  loose 
eccentric  is  controlled  by  the  governor.  Fig.  1466  ▲,  which  is  a  ^ell  fast  upon  the  shaft  and  rerolring 
with  it.    In  this  shell  are  pivoted  two  weighted  levers,  the  outer  ends  of  which  are  linked  to  the 

1465  a. 


flange  on  the  elongated  sleeve  of  the  loose  eccentric.  The  centrifugal  force  developed  in  the  weights 
throws  them  outward,  and  two  well-tempered  steel  coil  sprini:^  furnish  the  centripetal  force.  The 
system  being  coupled  is  independent  of  gravity,  and  it  is  readily  seen  that  the  speed  determines  the 
position  of  the  weighted  arms,  which  in  turn  determines  the  angular  advance  of  the  eccentric  and  the 
consequent  point  of  cut-off,  the  range  of  which  is,  we  are  informed,  from  «ro  to  nearly  three- 
quarters  of  the  stroke. 
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F!g.  1466  represents  an  indicator  diagram  taken  from  one  end  of  the  cylinder  of  a  Buckeye  auto- 
matic cut-off  engine ;  and  the  following  data,  in  relation  to  the  engine  from  which  the  diagram  was 
taken,  were  famished  by  the  Buckeye  Engine  Company : 

Scale  of  indicator  spring,  ^;  diameter  of  cylinder,  18  inches;  length  of  stroke,  36  inches;  clear- 
ance in  cylinder  and  ports  at  each  end  of  cylinder,  2  per  cent,  of  piston  displacement  per  stroke ; 
diameter  of  piston-rod,  8  inches ;  extreme  length  of  cylinder  between  heads,  44^  inches ;  length  of 
steam-port,  17  inches;  width  of  steam-port,  1^  inch  ;  rcTolutions  of  engine  per  minute,  98. 

Data  obtained  from  the  Diagram, — Draw  perpendiculars  to  the  atmospheric  line  a  b,  at  the  eztrem- 

14.7 

ities  of  the  diagrams,  produce  them  below  this  line  a  distance  equal  to =  0.37  inch,  and  draw 

40 
the  perfect  vacuum  line  e  d  parallel  to  a  b.  Next  select  a  point  near  one  end  of  the  diagram,  a 
little  before  release^  and  another  point  near  the  other  end,  a  little  beyond  exhaust  closure.  In  the 
diagram  under  consideration,  these  points  are  taken  at  0.95  of  the  forward  and  return  strokes  re- 
spectively. The  length  of  the  diagram  is  8.78  inches,  so  that  c  n  is  0.95  x  8.73  =  8.54  inches,  as  is 
also  d  i.  Erect  perpendiculars  to  cd  &%  the  points  n  and  t,  and  draw  also  the  perpendicular  k  f 
through  /,  at  which  point  cid^ff  has  apparently  occurred.  Make  e  I  equal  to  0.02  x  8.78  =  0.07 
inch,  and  draw  the  perpendicular  /  m,  thus  increasing  the  length  of  the  diagram  in  accordance  with 
the  clearance.  By  measuring  the  lengths  of  these  several  perpendiculars,  the  absolute  pressures  in 
pounds  per  square  inch  in  the  cylinder  at  the  yarious  points  can  be  determined :  Initial  pressure,  e  e, 
2.44  X  40  =  97.6 ;  pressure  at  point  of  cut-off,  k  /,  2.28  x  40  =  91.2 ;  pressure  at  0.96  of  forward 
stroke,  ng,  0.42  x  40  =  16.8 ;  pressure  at  0.95  of  return  stroke,  t  A,  0.44  x  40  =  17.6.    The  diagram 

ck      0.68  Ik      0.70 

also  gives  the  cut-off  in  fraction  of  stroke,  — ,  =  —  =  0.169,  and  the  real  cut-off, ;  ,  = =  0.188. 

^  'cd      8.78  '  *ld     8.80 

An  annular  planlmeter  was  used  for  calculating  the  diagram.  Fig.  1466.    This  gave  the  total  mean 
,    ,       ATetiefabdc  4.88 

pressure  in  pounds  per  square  inch  = x  40  =  — —  x  40  =  46.48 ;  the  mean  total  back 

axenehbdc  1.60  <^^  ^'^^  ^  KtetLefabh 

pressure  = ; x  40= x  40  =  17.16 :  the  mean  effective  pressujre  = , x 

^  cd  8.78  '  cd 

40  =  46.43  —  17.16  =:  29.27 ;  and  the  fraction  of  the  total  work  that  is  due  to  expansion  = 
aieAfgbdk       2.84 

^   ,    ~  = =  0.666. 

KveAcfgbdc      4.88 

The  only  other  data  needed  in  the  calculations  can  be  obtained  from  table  I.  in  the  article 
Expansion  of  Steam  and  Gases.  Thus,  from  column  10,  by  interpolation,  it  is  found  that  the 
weight  of  a  cubic  foot  of  steam  at  a  pressure  of  16.8  lbs.  per  square  inch,  represented  on  the  dia- 
gram by  n  g^  is  0.04304  lb. ;  that  the  weight  at  a  pressure  of  17.6  lbs.  per  square  inch,  represented 
by  t  A,  is  0.04496  lb. ;  and  by  column  6,  that  the  latent  heat  in  a  pound  of  steam,  at  a  pressure  of 
16.8  lbs.  per  square  inch,  is  961.8  units. 

CaleukUions  from  the  foregoing  Data, — ^The  effective  area  of  piston  is  260.94  square  inches. 
The  horse-power  of  the  engine,  for  1  lb.  per  square  inch  mean  pressure,  and  one  revolution  per 
260.94  X  6 

minute,  is =  0.045626  ;  so  that  the  total  horse-power  is  0.045626  x  98  x  46.48  =  207.6 ; 

38,000 
and  the  indicated  horse-power,  0.046626  x  98  x  29.27  =  130.87.    The  displacement  of  the  piston  in 

260.94  X  72 
cubic  feet  per  revolution,  to  0.96  stroke,  including,  clearance,  is x  0.99  =  10.86128;  so 

that  the  number  of  pounds  of  steam  used  per  hour,  as  calculated  by  pressure  near  termination  of 
forward  stroke,  is  10.85128  x  98  x  60  x  0.04804  =  2,620.    The  steam  saved  in  cushion  space  in 

260.94  X  72 
cubic  feet  per  revolution,  including  clearance,  is x  0.09  =  0.94103 ;  so  that  the  number 

of  pounds  of  steam  saved  per  hour  by  cushion  is  0.94108  x  98  x  60  x  0.04496  =  249.    The  number  of 

.     ^  ....,  ,,,  ..  207.6x0.666x1,980,000 

pounds  of  steam  condensed  per  hour  for  the  total  work  due  to  expansion  is = 

772  X  961.8 
868.    From  this  it  appears  that  the  least  possible  consumption  of  steam  in  pounds  per  hour  by  the 

2,734 

engine  =  2,734 ;  corresponding  to  a  consumption,  in  pounds  per  hour,  of =  18.17  per  total 

2,734  207.6 

horse-power,  and =  20.89  per  indicated  horse-power.    The  condensing  surface  in  the  engine 

under  consideration  is  approximately  28.7  square  feet,  viz.:  in  cylinder  sides,  17.6;  in  cylinder 
heads  and  2  sides  of  piston,  7.1 ;  in  piston-rod,  2.4;  in  ports,  1.7.  Internal  condensation  may  be 
assumed  at  the  rate  of  20  lbs.  per  square  foot  of  condensing  surface  per  hour,  making  the  total 
condensation  28.7  x  20  =  574  lbs.    This  will  give,  as  the  probable  number  of  pounds  of  steam 

8,308 
consumed  by  the  engine  per  hour,  2,734  x  574  =  3,308 ;  or  at  the  rate,  in  pounds  per  hour,  of  -  -- 

8,308  207.6 

=  16.98  per  total  horse-power,  and =  26.28  per  indicated  horse-power.    Dividing  the  water 

used  per  horse-power  per  hour  by  9,  it  appears  that  the  number  of  pounds  of  coal  used  per  hour,  in 
a  boiler  capable  of  evaporating  9  lbs.  of  water  per  pound  of  coal,  is :  least  possible,  per  total  horse- 
power, 1.46;  probable,  per  total  horse-power,  1.77;  least  possible,  per  indicated  horse-power,  2.32; 
probable,  per  indicated  horse-power,  2.81. 
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Tlie  Rider  Eng^ine^  Fig.  1467. — In  short-stroke  engines  of  this  class,  where  the  ordinary  three-ported 
valve  is  generally  in  use,  the  main  slide-valve  is,  in  its  action  and  in  the  form  of  its  face  side,  suni- 
lar  to  that  of  the  well-known  slide-valve,  with  the  exception  that  its  ends  are  lengthened  to  admit  of 

steam-ports  or  openings  being  formed  outside  of  the 
valve  proper.  These  openings  or  jwrta  are,  on  the 
face  side  of  the  valve,  rectilinear  and  rectangular  to 
the  motion  of  the  valve ;  that  is,  they  run  parallel 
with  the  ports  in  the  cylinder,  or  disposed  square 
across  the  valve-seat  On  the  back  of  this  main 
valve,  where  the  cut-off  valve  is  fitted,  these  steam- 
ports  are  oblique,  and  at  opposite  angles  to  each 
other,  the  use  of  which  will  be  presently  explamed. 
The  cut-off  valve  is  a  sector  of  a  cylinder,  with  its 
ends  cut  off  obliquely  in  opposite  directions,  so  that 
the  extremities  or  acting  ends  of  the  cut-off  valve 
respectively  conform  t9  the  lines  of  a  right-  and  left- 
hand  screw  of  high  pitch,  corresponding  to  the  obli- 
quity or  angle  of  the  steam-ports  in  the  back  of  the 
main  slide-valve.    This  cut-off  valve  just  described 

146S. 


is  fitted  into  a  semi-cylindrical  recess  in  the  back  of 
the  main  slide-valve,  and  between  the  spiral  open- 
ings.   It  is  operated  lengthwise  by  a  separate  eccen- 
tric, to  which  it  is  attached  in  the  usual  manner,  ex- 
cepting that  it  has  a  swivel-joint  to  permit  its  partial 
rotation.  A  portion  of  the  valve-stem  is  made  square, 
or  sometimes  arranged  with  a  **  feather,"  and  at  this 
place  on  the  valve-stem  is  fitted  a  sector,  engaging  a  rack  on  the  lower  portion  of  the  governor-spin- 
dle, so  that  as  the  governor  rises  or  falls  the  cut-off  valve  will  partly  rotate.    Thus  the  cut-off  valve  is 
moved  lengthwise  by  the  eccentric,  and  at  the  same  time  has  imparted  to  it  by  the  governor  an  ad- 
justing motion  on  its  axis.    As  a  consequence  of  the  radial  motion  imparted  by  the  governor,  and 
the  spiral  form  of  the  steam-ports  and  acting  ends  of  the  cut-off  valve,  the  distance  between  the 
openings  and  the  ends  of  the  valve  is  varied  within  very  wide  limits,  the  effect  being  to  cut  off  the 
steam  at  any  point  of  the  stroke.    The  arrangement  may  be  compared  to  a  right-  and  left-band 


screw,  formed  by  the  shape  of  the  valve  ends  and  the  openings.  This  device  is  extremely  sensitive 
to  the  action  of  the  governor,  as  the  rectilinear  motion  of  the  eccentric  causes  the  radial  or  axial 
movement  of  the  cut-off  valve  to  be  effected  by  the  least  possible  amount  of  force.  This  compound 
motion  also  highly  favors  the  perfection  and  durability  of  the  service.  In  engines  of  a  larger  size, 
where  it  is  desirable  to  have  short  steam-passages,  the  main  and  cut-off  valves  are  divided  through 
the  centre,  and  each  end  carried  outward  (Fig.  1468)  to  act  on  the  steam-ports  of  the  cylinder  at  its 
ends,  as  is  usual  with  the  ordinary  slide-valves  as  commonly  constructed. 

The  engine  illustrated  in  Fig.  1469  possesses  no  striking  peculiarities,  but  is  a  good  example  of 
that  class  of  stationary  engines  in  which  the  cut-off  is  regulated  by  iiand.    There  are  two  cut-off 
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Tftlves  on  the  back  of  the  main  valve,  actuated  by  an  eccentric  having  motion  coincident  with  that  of 
the  piston ;  and  they  are  connected  to  the  valve-stem  by  right-  and  left-hand  screws  respectively,  so 
that  they  can  be  brought  closer  together  or  the  reverse  by  the  movement  of  the  hand-wheel  shown 
in  the  figure. 

Fig.  1470  represents  a  good  tofm  of  engine  built  by  Messrs.  Prcscott,  Scott  &  Co.,  of  San  Francisco. 
This  engine  is  provided  with  the  0*Neil  valve-motion  and  cut-off.  It  will  be  noticed  that  the  admis- 
sion of  live  steam  to  and  the  emission  of  exhaust  steam  from  the  steam-cylinder  are  accomplished 
by  four  double-shell  valves  A,  resting  on  the  seats  By  with  which  both  the  outer  and  inner  rings  have 

1470. 


two  points  of  contact  Four  circular  openings  are  thus  secured  when  the  valves  are  raised  from 
their  seats.  The  valves  are  raised  by  the  bar  C,  carried  by  the  rollers  D  i),  and  worked  backward 
and  forward  by  an  eccentric  on  the  crank-shaft  of  the  engine.  This  bar,  which  has  four  inclined 
planes  cut  in  its  upper  surface,  passes  through  the  slotted  valve-stems,  which  are  furnished  each  with 
loose  rollers  O  G.  The  redprocatSng  motion  of  the  bar  raises  these  rollers  alternately  to  the  top  of 
the  incline,  and  with  them  the  segments  /  that  suspend  the  valves.  Thus  at  the  proper  points  in 
the  stroke  of  the  engine  the  four  valves  are  opened.  They  are  reseated  by  the  springs  JS  E,  while 
the  dash-pots  ^/^  cushion  Hie  valves  at  the  instant  of  cut-off.  The  cut-off  is  operated  by  the  rod 
ff  connected  to  the  arms  /,  which  are  attached  to  the  segments  /,  which  are  oscillated  in  the 
slotted  valve-stems  by  an  independent  eccentric,  and  supported  by  the  rollers  O  O,  When  by  their 
oscillation  these  segments  pass  the  rollers,  they  lose  their  support,  and  with  stems  and  valves  sud- 
denly drop.  The  cut-off  is  adjusted  to  any  point  of  the  stroke  by  a  hand-wheel  K,  and  by  the  right- 
and  left-lumd  screws  on  the  cut-off  bar,  which  change  the  relative  position  of  the  segments.  By  a 
simple  device  the  whole  can  be  controlled  automatically  by  Scott  k  Eckart's  governor.  The  advan- 
tages claimed  for  the  O'Neil  patents  are :  1.  The  lift  of  the  valves  is  so  light  that  but  little  power  is 
required  to  open  them.  2.  They  drop  instantly  when  the  cut-off  acts,  and  reseat  themselves  without 
pounding.  8.  The  construction  throughout  is  the  simplest  possible.  4.  Adjustment  can  be  made 
while  the  engine  is  in  motion.    6.  A  much  better  duty  is  secured. 

7^  Porter-Allen  Engine  possesses  many  features  of  unusual  interest,  and  occupies  a  deservedly 
high  place  among  automatic  cut-off  engines.  This  engine  is  illustrated  in  a  full-page  engraving  and 
in  Figs.  1471  to  1479.  All  of  these  figures  are  reduced  from  working  drawings  furnished  by  Mr. 
Porter,  who  gives  the  following  description  of  the  engine : 

"  This  belongs  to  the  class  of  automatic  variable  expansion  engines ;  but  it  is  distinguished  in  this, 
that  all  its  valves  have  positive  movements,  which  are  given  by  a  single  eccentric.  The  valves  may 
be  operated  with  any  degree  of  rapidity,  and  these  engines  are  designed  for  a  high  rate  of  piston- 
speed,  with  moderate  length  of  stroke.  In  this  system  of  valve-gear,  invented  by  John  F.  Allen,  the 
ec9oentric  is  set  on  the  shaft  in  the  same  position  with  the  crank,  or  so  as  to  reach  the  terminatioil  of 
Its  throw  when  the  crank  arrives  at  the  line  of  centres ;  and  the  connection  of  the  link  is  such  that 
its  central  point,  on  which  it  is  pivoted,  has  a  motion  coincident  with  that  of  the  piston  of  the  engine 
— the  angular  vibration  of  the  line  connecting  the  pivot  of  the  link  and  the  centre  of  the  eccentric 
coinciding  in  time  and  degree  with  that  of  the  connecting-rod.  The  openings  for  admission  of  steam 
at  the  opposite  ends  of  the  cylinder  are  given,  as  in  the  ordinary  link,  by  the  tip  of  the  link,  in  oppo- 
site du'ections  alternately,  beyond  the  lead-lines,  but  these  are  separated  by  a  distance  equal  to  the 
throw  of  the  eccentric.  This  link  is  thus  merely  a  right-angled  lever,  pivoted  on  a  vibrating  ful- 
crum, with  one  arm  of  variable  length.    When  the  two  arms  are  of  equid  length,  the  cut-off  takes 
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place  at  the  mid-stroke.  The  release  of  the  steam  is,  in  an  engine  intended  to  ran  in  one  direction 
onlj,  effected  by  separate  valves,  driven  from  a  fixed  point  at  the  extremity  of  the  link.  The  motion 
of  the  link  at  this  point  is  favorable  to  the  proper  action  of  the  valves.  The  release  and  oompresaon 
take  place  at  points  near  to  the  terminationB  of  the  forward  and  return  strokes,  and  the  movements 


given  to  the  valves  in  opening  and  closing  are  rapid.  The  governor  adjusts  automatically  the  posi- 
tion of  the  block  from  which  the  admission  valves  are  driven,  according  to  the  resistance  to  be  over- 
come, from  the  mid-point,  at  which  the  port  is  not  opened  except  by  the  lead  given  to  the  valves,  to 
the  point  at  which  the  steam  is  cut  off  at  five-eighths  of  the  stroke.    Lead  is  given  to  the  valves  by 
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adjustmg  their  position  on  the  stenu  The  admission  of  the  full  pressure  of  steam,  and  maintaining 
it  up  to  the  point  of  cut-off,  and  its  proper  discharge,  reqmre,  in  a  high-speed  engine,  corresponding 
amplitude  in  the  openings.  Each  valve  in  these  engines  opens  four  passages  simultaneously  for 
admission  and  release.  The  openijigs  made  by  the  admission  valves  are  further  enlarged,  and  at  the 
same  time  the  idle  travel  of  the  valves  while  their  ports  are  covered  is  reduced,  both  in  a  consider- 
able degree,  by  the  employment  of  the  wrist-motion  first  applied  to  slide-valves  by  Mr.  Ck)rliss.    The 


motion  of  the  exhaust-valves,  which  is  invariable,  gives  the  full  opening  when  the  piston  reaches  the 
termination  of  the  stroke,  and  maintains  this  (their  further  motions  and  return  merely  enlarging  two 
passages  while  contracting  the  other  two)  until  near  the  end  of  the  return  stroke,  when  the  port  is 
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closed  by  an  accelerated  movement.  The  admiseion  Talves  move  in  equilibrium  between  oppofiite 
parallel  seats.  Those  at  the  back  of  the  valve  are  made  adjustable,  to  compensate  for  wear,  in  a 
manner  fully  shown  in  the  sectional  views  of  the  cylinder.  The  exhaust-valves  work  under  the 
pressure  in  the  cylinder.  Their  seats,  the  cover  of  the  chamber,  and  the  discharge  nozzle  are  formed 
in  one  piece.  The  principle  which  is  regarded  as  fundamental  in  the  working  of  these  engines  is  the 
action  of  the  reciprocating  parts,  the  piston,  cross-head,  and  connecting-rod,  in  absorbing  the  force 
of  the  steam  at  the  commencement  of  each  stroke,  and  giving  it  out  to  the  crank  at  its  terminatioiL 
This  is  founded  on  the  fact  that  the  force  required  to  impart  and  to  arrest  the  motion  of  these  parts 

14T8. 


is  greatest  when  the  piston  is  on  the  line  of  centres,  and  diminishes  from  this  point  to  the  mid-stroke 
(as  illustrated  on  page  434).  The  force  varies  directly  as  the  weight  of  the  parts,  and  as  the  length 
of  the  stroke,  and  as  the  square  of  the  revolutions  per  minute ;  and,  while  in  an  engine  moving  at  a 
moderate  speed,  with  reciprocating  parts  of  ordinary  weight,  it  is  quite  small,  by  employing  heary 
reciprocating  parts  and  high  speed,  with  strokes  of  moderate  length,  it  becomes  easy  to  absorb,  in 
putting  them  in  motion  at  the  commencement  of  each  stroke,  a  large  proportion  of  the  force  of  the 
steam,  which  is  then  given  out  by  them  to  the  crank  at  its  termination.  This  action  is  of  importance 
chiefly  in  engines  working  expansively,  tending  to  equalize  throughout  the  stroke  the  pressure  on 
the  crank  which  otherwise  would  be  almost  wholly  applied  to  it  at  and  near  the  commencement 
These  parts  of  the  engine  thus  perform  an  office  similar  to  that  of  the  fly-wheel,  and,  besides  partiallj 

1479. 


relieving  the  crank  from  the  impact  of  the  steam  on  the  centres,  contribute  largely  to  the  remarkable 
uniformity  of  rotation  which  this  engine  exhibits,  and  which  the  small  fly-wheels  employed  would 
alone  seem  insufficient  to  maintain." 

The  following  summary  of  tests  of  portable  and  stationary  engines  will  give  a  good  idea  of  the 
best  as  well  as  of  average  results  obtained  in  modem  practice.  It  is  proper  to  remark,  with  regard 
to  the  tests  of  Endish  portable  engines,  that  they  were  made  with  "  racing  engines,"  that  is,  engines 
constnicted  especially  for  the  trial,  and  much  superior  to  the  commercial  engines  furnished  bj  the 
same  makers,  and  that  the  firing  was  done  by  trained  experts ;  while  the  other  engines  were  of  the 
ordinary  commercial  type,  and  generally  managed  by  attendants  of  only  average  skill. 
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Although  it  has  been  impossible  in  the  preceding  notice  to  include  all  the  prominent  fonns  of 
automatic  expansion-gear  in  the  market,  the  distinguishing  characteristics  of  nearly  all  importtnt 
varieties  have  been  given.  In  the  accompanying  table  will  be  found  the  principal  dimensions  of 
some  of  the  best  varieties  of  stationary  engines,  which  will  doubtless  be  of  interest  and  value  to 
steam-engine  users  and  manufacturers : 


Dimensions  of  fforizontal  Stationary  Engines, 


No. 

DKTAni^ 

Elk  Chy  iNii  Works. 

Jatomo  WbMloek. 

LuMABodky. 

1 

8 

8 

4 

6 

6 

7 

8 

9 

10 

11 

18 

18 

15 
16 
17 
18 
19 
80 
21 
22 
28 

Arrangement  of  cat-off 

Fixed 

Controlled  by  gov. 

48 
[l6  (both  hi  one)| 

Modified  Corliss 

1.25 
10,  on  8-inch  crank 
8.5 
4.6 
6 
144 
24 
10,000 
264 
120 
120 

^m 

76 

Fixad           i 

Diameter  of  cylinder,  inches 

14 
18 

12.875 
14.625 
5.56 
BUde 
1.26 
4.125 
8.186 
8.5 
5 
110 
7 
8,500 
128 
24 
82 
9,500 

*i26*'" 

9 

liength  of  stroke,  Inches 

15.6            i 

Area  of  At4>am*port,  tt<]uare  inches 

6  8            ' 

Area  of  exhaust-port,  sooare  inches 

11.5            1 

Clearance  in  per  cent!  of  piston  displacement 
Kind  of  valve 

6.25           1 
Slide 

Diameter  of  valve-stem,  inches 

.»»8 

Stroke  of  valve,  inches 

2  25 

Diameter  of  piston-rod,  inches 

1.568 

8 

**        of  exhaust-pipe,  inches 

4 

**        of  fly- wheel,  Inches., 

79 

Face  of  fly-wheel,  inches 

4.5 

Weight  of  fly-wheel,  lbs 

1,«82 

Lenf^th  of  engine,  Inches 

110 

Width  of  engine,  inches. 

25 

28 

Weight  of  engine,  lbs 

8.598 

Working  pressure,  lbs.  per  square  Inch 

Revolutions  per  minute 

«1 

Cut-off  from  commencement  of  stroke,  inches 
Effective  horse-power 

,               10.9 

75                 1               84                ' 

! 

No. 

DETAILS. 

8«Mm-EiigiM  Co. 

Watta,  Onptan  k  O. 

1 
8 

8 

4 
6 
6 
7 

8 

9 
10 
11 
12 
18 
14 
16 
16 
17 
18 
19 
20 
21 
22 
?8 

Controlled  by  gov. 
26 
48 
85 
40.6 
2.7 
4  slidet 

8andl 

*""8!76 

7 

8 

816 

83 

88,000 

854 

156 

56;666*" 

■■65"* 
"285*' 

Controlled  by  gov. 

80 
17.5 
84.T5 
6.67 
Anen 
J8team,2.eachf;l 
\       exhaust,  1.       f 

""2:626 

7 
109 
80 
5,000 
287 
110 

Controlled  by  goT.  ' 

Diameter  of  cylinder,  inches 

Length  of  stroke,  Incnes 

48 

20  SI 

81.5 

2.08 

Cortiss 

Area  of  steam-port,  square  inches 

Area  of  exhaust- port, 'square  inches 

Clearance  in  per  cent  or  piston  displacement 
Kind  of  valve 

Diameter  of  valve-stems,  inches 

1.S75 

Stroke  of  valve,  inches 

""5" 
6.5 
192 

Diameter  of  piston-rod,  inches 

**        of  stcam-plpe.  Inches 

**        of  exhaust-pipe,  inches 

**        of  fly-wheel.  Inches 

Face  of  fly-wheel,  Inches 

80 

Weight  of  fly-wheel,  lbs 

80,000 

Length  of  engine.  Inches 

845 

Width  of  engine,  Inches 

144 

Height  of  engine,  inches 

m 

Weight  of  engine,  lbs 

17,666                                5«.9i5 

Working  pressm^  lbs.  per  square  inch 

Revolutions  per  minute 

80 
140 

7.6 
800 

80 
65 

Cut-off  from  commencement  of  stroke,  inches 
Effective  horse-power 

12 
165 

\ 

For  works  of  reference  see  Engines,  Heat.  R.  H.  B. 

ENGINES,  STEAM,  STATIONARY  (KOTARY).— It  has  been  said  that  there  is  scarcely  an  engi- 
neer  of  much  experience  who  has  not  designed  at  least  one  rotary  engine  and  one  balanced  valve, 
both  of  which  he  has  afterward  abandoned.  The  number  and  variety  of  rotary  engines  that  have 
been  invented  is  already  so  great  that  but  few  novelties  are  introduced  at  present,  most  modem  de- 
signs being  reinventions.  The  life  of  the  average  rotary  engine  is  so  short  before  it  passes  into  the 
scrap  heap,  that  but  little  is  known  of  their  performance  and  capabilities,  even  when  new.  An 
account  of  almost  the  only  test  of  rotary  engines  that  was  ever  published  may  be  found  m  Enginttr- 
ing  for  Jan.  1,  1875  ;  and  although  this  test  has  been  very  severely  criticised  as  being  too  favorable 
to  the  engines,  the  results  are  not  very  flattering  to  the  different  designers — ^the  best  engine,  entirely 
new,  and  supplied  with  unlimited  oil,  requiring  108  lbs.  of  steam  per  net  horse-power  per  hour,  and 
the  least  economical  898.  The  ephemeral  character  of  rotary  engines  Is  due  generally,  even  when 
they  are  well  constructed,  to  mechanical  difficulties,  which  may  be  summed  up  in  the  statement  that, 
so  far,  no  means  have  been  found  of  packing  the  pistons  so  Uiat  they  shall  work  without  excessive 
friction,  be  steam-tight,  and  durable.  There  have  been  nimnerous  projects  for  overcoming  these  dif- 
ficulties, and  the  literature  of  the  subject  is  extensive.  At  present,  however,  these  projects  have  not 
assumed  tangible  form.  The  reader  is  referred  to  Galloway's  "  History  of  the  Steam-Engine  "  and 
Reulcaux's  "  Kinematics  of  Machinery,"  for  descriptions  and  illustrations  of  nearly  eveiy  fonn  of 
rotary  engine  that  has  been  invented. 

It  seems  proper,  however,  to  call  attention  to  one  example,  which  differs  in  many  important 
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respects  from  the  general  form  of  rotary  engine,  the  differences  beinf^  of  such  a  character  as  to 
oreroome  many  of  the  practical  difficulties  ordinarily  experienced.    Reference  is  made  to  Dudgeon's 
engine,  illustrated  in  Figs.  1480  to  1482, 
■id  described  as  follows  in  Engineering 
for  Nov.  14,  1873: 

"  The  principle  of  the  engine  and  its 
mode  of  action  will  be  readily  under- 
stood  if  we  consider  the  action  of  a  pair 
of  spur-wheels,  such  as  is  shown  in  Fig. 
1481.  When  such  a  pair  of  wheels  are 
working,  it  is  evident  that  the  space  in- 
closed between  any  given  teeth,  when 
situated  on  the  line  of  centres,  is  very 
small,  but  that  as  the  wheels  rotate  this 
space  gradually  enlarges  in  capacity,  un- 
til it  becomes  thrown  open  on  one  side 
by  the  teeth  falling  out  of  gear.  If, 
then,  steam  or  any  other  elastic  fluid 
was  admitted  into  the  space  between 
any  given  teeth  (escape  at  the  end  of  the 
teeth  being  prevented)  when  on  the  line 
of  centres,  it  would,  as  the  wheels  ro- 
tated, be  expanded,  and  ultimately  be 
disdiarged  into  the  air,  or  into  the  casing 
in  which  the  wheels  might  be  inclosed. 
Practically,  this  is  what  occurs  in  Mr. 
Dudgeon's  rotary  engine.  Referring  to 
the  annexed  illustrations,  it  will  be  seen 
that  the  engine  consists  of  a  simple  cast- 
iron  casing,  formed  in  two  parts,  the 
lower  part  being  fitted  with  bearings  for 
a  couple  of  shafts,  on  which  a  pair  of 
spur-wheels  are  mounted.  These  wheels 
are  turned  up  true  on  their  edges,  and 
those  parts  of  them  which  are  in  gear 
work  between  a  couple  of  true  surfaces, 
one  of  these  surfaces  being  formed  at  the 
end  of  a  circular  plug  inserted  through 
45 
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one  side  of  the  casing,  while  the  other  surface  is  that  of  a  disk  cast  in  one  piece  with  an  ecoentrie 
axis,  which  passes  through  a  loose  piece  in  the  side  of  the  casing,  as  shown  in  Fig.  1481.  It  will  be 
seen  that  the  eccentric  axis  is  hollow,  and  that  it  communicates  with  a  passage  cast  in  the  disli  itself, 
the  opening  of  this  passage  being  situated  so  that  it  can  discharge  steam  between  the  teeth  which 
are  in  gear.  By  turning  the  eccentric  axis  of  the  disk,  the  admission-port  can  evidentij  be  Taried 
in  position,  so  as  to  discharge  the  steam  either  directly  on  the  line  of  centres,  or  within  a  certain 
distance  above  or  below  that  line.  We  are  thus  provided  with  a  most  simple  reversing  arrangement; 
or,  if  desired,  the  movement  of  the  disk  may  be  so  regulated  that  the  admission-port  is  always  on 
one  side  (either  above  or  below)  of  the  line  of  centres,  in  which  case  the  movement  will  vary  the 
degree  of  expansion.  This  latter  arrangement  is  that  adopted  in  the  particular  engine  illustrated, 
a  lever  on  the  axis  of  the  eccentric  disk  being  connected  to  the  governor,  so  that  the  rise  or  fall  of 
the  governor  balls  brings  the  admission-port  in  the  disk-closer  to  or  farther  from  the  line  of  centres. 

**  It  will  be  noticed,  on  reference  to  Fig.  1481,  that  the  teeth  there  shown  arc  of  somewhat  pecu- 
liar form,  and  that  they  are  different  on  the  two  wheels.  The  fact  is  that  they  are  ordinary  epicy- 
cloidal  teeth,  except  that  those  on  one  wheel  are  minus  the  points,  and  those  on  the  other  minna 
most  of  the  roots  or  inner  portions  of  the  teeth  lying  within  the  pitch-circle.  The  original  object 
of  Mr.  Dudgeon  in  adopting  this  arrangement,  instead  of  having  complete  epicycloidal  teeth  on  each 
wheel,  was  to  reduce  the  spaces  inclosed  between  the  teeth  when  on  the  line  of  centres ;  or,  in  other 
words,  to  reduce  clearance.  A  further  investigation  of  the  subject  has  shown,  however,  that  these 
spaces  are  filled  by  the  cushioning  of  the  exhaust-steam ;  for,  the  casing  in  which  the  wheels  rerohe 
being  filled  with  this  steam,  each  pair  of  wheels  as  they  come  into  gear  inclose  a  portion,  and  as  the 
rotation  of  the  wheels  continues,  the  steam  thus  inclosed  is  compressed,  until  by  the  time  it  arriTCS 
at  the  line  of  centres  it  has  reached  nearly  or  quite  boiler  pressure.  This  being  the  case,  Mr.  Dud- 
geon is  now  using  complete  epicycloidal  teeth  on  both  wheels. 

"  The  engine  now  working  at  Millwall  has  been  running  over  three  years  without  repairs  of  any 
kind.  Even  the  side  wear  has  proved  to  be  imperceptible.  The  engine,  it  will  be  noticed,  has  not  a 
single  packed  joint  about  it." 

See  works  for  reference  under  Engines,  Hkat.  R  H.  B. 

ENGINES,  STEAM,  UNUSUAL  FORMS  OF.  A  great  amount  of  mventive  ingenuity  has  been 
expended  in  the  devising  of  steam  motors  which,  either  from  their  uniqueness  of  form  or  peculiar 
mode  of  action,  cannot  bie  strictly  classified  with  ordinary  accepted  types.  Regarding  these  machines 
generally,  it  may  be  stated  that  their  employment  is  rarely  more  than  ephemeral,  or  at  best  becomes 
restricted  to  special  uses.  The  reader  interested  in  them  will  find  scores  depicted  and  described  m 
the  United  States  Patent  Office  Reports.  Among  the  few  instances  which  exist  of  engines  of  this 
class  proving  of  superior  value  and  utility  may  be  noted  those  of  the  Willan  and  Brotherhood  fonos 
of  three-cylinder  machine.  These  will  be  found  described  under  Engines,  Steam,  Marine,  as  their 
•hief  application  is  to  the  propulsion  of  small  vessels.  The  engines  which  are  represented  in  the 
following  engravings  have  all  given  reasonably  fair  results  under  trial,  and  they  will  serve  to  exhibit 
some  of  the  best  of  the  unusual  forms. 

The  AUen  Dovble-Expatmon  Engine. — Fig.  148S  shows  a  section  of  the  cylinder  and  valves  of 
this  machine.    The  qfUnder  is  made  double  the  length  of  the  stroke,  and  has  a  division  J  in  the 

148& 


centre,  through  which  the  trunk  B  passes.  On  the  ends  of  the  trunk  are  covers  C  D,  held  together 
by  the  piston-rod.  Steam  entera  first  through  the  port  K  into  the  annular  space  JS".  It  e8<ap«  >* 
the  end  of  the  stroke  through  the  port  K^  passes  through  the  passage  M  in  the  valve  and  into  the 
port  0,  and  so  to  the  end  G  of  the  cylinder,  where  it  expands.  Upon  the  stroke  being  again  oo^ 
menced,  the  steam  in  O  passes  out  through  the  port  0  into  the  valve  ft  being  exhausted  at  A  The 
action  at  the  other  end  of  the  cylinder  is  precisely  the  same.  The  division  A  is  packed  the  same  »» 
a  piston,  the  rings,  however,  having  a  spring  inward  instead  of  outward.  The  valves  are  balanced  by 
cast-iron  rings  T  and  Uy  being  pla^  on  their  backs  and  kept  to  the  face  of  the  chest  by  light  springs. 
The  tubular  openings  V and  W  conmiunicate  with  the  atmosphere,  and  are  always  open.  Tton^ 
gine  was  built  in  England  in  1864.  The  cylinder  was  20  inches  in  diameter  and  80  inches  stroke. 
The  trunks  were  16  inches  in  diameter.  About  60  revolutions  were  made  per  minute,  and  cxpansw* 
was  carried  down  to  atmospheric  line.     (See  Scientific  American^  xi.,  100.) 

RandaWs  Engine,  Fig.  1484,  has  a  dividing  plate  6,  which  divides  the  cylinder  A  into  twochaia- 
bers,  in  each  of  which  is  a  piston  c,  having  rods  d  which  work  separate  cranks  /and  / .    Between 
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tbe  gear-wheels'/)  and  g  on  the  crank-shafts  is  arranged  a  third  wheel  m,  which  meshes  into  the  two 
driTing-wheels  and  is  carried  by  them.    It  is  "  suspended  by  the  teeth  and  rotated  from  both  sides, 
maintaining  its  position  almost  independently  of  its  bearings,  and  produdng  a  uniform  and  steady 
motion  wi^out  the  use  of  a  balance-wheel.^'    The  Yalyes  and  rods  are  shown  at  it  and  /. 
HurUmtB  Spird-Cam  Engine^  Fig.  1485,  embodies  a  curious  devioe  for  the  conversion  of  recipro- 

1484. 


eating  into  rotary  motion.  ^  is  the  cylinder,  B  the  steam-chest,  C  the  cross-head,  and  D  the  spiral 
cam.  Prom  the  lower  surface  of  the  cross-head  project  two  pins  E^  which  engage  with  the  sides  of 
the  cam  flanges  and  impart  a  rotaiy  motion  to  the  shaft  on  which  the  cam  is  mounted,  and  through 
the  pulley  i^to  the  machinery. 

RunkeV9  OsciUating-Pitton  Engine,  Fig.  1486. — This  consists  of  a  short  cylinder  Z,  the  central 
portion  of  which  is  occupied  by  a  wheel  performing  the  office  of  a  piston,  which  msJces  about  half  a 


1485. 


reTolution  in  one  direction  and  then  stops  and  turns  back  the  other  way,  thus  oscillating  back  and 
forth.  The  crank  or  arm  on  the  end  of  the  axle  is  made  of  a  proper  length  in  relation  to  the 
length  of  the  crank  on  the  fly-wheel  shaft  to  cause  a  revolution  of  the  latter  to  each  oscillation  of 
the  former.  The  piston-wheel  has  two  rings  fastened  securely  upon  it,  extending  to  the  inner  surface 
of  the  cylinder.  Two  abutments  are  secured  rigidly  to  the  latter  and  project  into  the  wheel,  which 
rerobreB  against  them  steam-tight.    When  steam  is  admitted  the  wings  are  carried  nearly  against  the 


abutments.    The  valves  are  then  changed  so  as  to  admit  the  steam  through  the  ports  from  which  it 
had  previously  been  exhausted,  and  the  motion  of  the  piston  is  reversed. 

The  Billings  Mtdticylinder  Engine,  Fig.  1487,  operates  in  a  manner  the  reverse  of  that  of  ordinary 
motors,  inasmuch  as  it  is  the  engine  that  revolves  while  the  shaft  and  crank  are  stationary.  Instead 
of  one,  or  even  three  cylinders  being  employed,  as  many  may  be  used  as  can  be  grouped  around  the 
rim  of  the  fly-wheel  without  causing  too  great  complication  of  parts.    Dead-centres  are,  therefore, 
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non-exiBtent ;  and  the  machine,  paradoxical  as  it  may  seem,  reduces  itself  to  a  self -rotating  puiler. 
wheel.  A  is  the  stationary  crank,  C  is  a  light  wheel,  and  the  three  cylinders  grouped  symmetricalff 
about  the  latter  furnish  the  necessary  weight  at  the  rim ;  the  cylinders  take  steam  at  the  rear  end 
only,  B  being  the  steam-port, 'and  the  dotted  lines  indicating  the  steam-passages. 

The  Comber  Rotary  Engine, — Fig.  1488  represents  a  curious  form  of  engine  devised  by  Mr.  W. 
A.  Comber  of  Birmingham,  England.    The  action  consists  in  each  end  of  the  piston  being  altenuUe- 

1488. 


1487. 


ly  propelled  down  an  inclined  plane,  the  carye  of  which,  it  is  claimed,  causes  the  force  of  the  steam 
to  be  almost  constant  during  the  whole  of  the  stroke.  The  cylinder-ports,  which  serve  the  double 
purpose  of  inlet  and  outlet,  are  prolonged  into  a  hollow  solid-ended  trunnion,  turned  slightlj  taper, 
and  surrounded  by  a  divided  chamber  communicating  with  the  steam -pipe  on  one  side  and  the  exhaist- 
pipe  on  the  other,  and  so  arranged  that  the  revolution  of  the  cylinder  causes  the  ports  to  be  changed 
alternately  from  steam  to  exhaust  at  the  end  of  each  stroke,  any  proportion  of  cut-off  being  tttainar 
ble.  This  chamber,  which  also  serves  as  a  bearing,  is  held  by  two  brackets  surrounding  its  two  pipe 
branches,  which  are  capable  of  adjustment  in  all  directions.  A  horizontal  spring  governor  (not 
shown)  may  be  attached  to  the  trunnion  end  and  work  a  governor-valve  attached  to  the  steam-inlei 
flange.  A  trunnion  or  flange  is  cast  on  the  other  side  of  the  cylinder,  to  which  is  attached  a  wroogbt- 
iron  shaft  turning  in  an  ordinary  bearing  for  taking  off  power. 

ENGINES,  TRACTION.    See  Engines,  Steam,  Portable  and  Semi-Portable. 

ENGINES,  WATER-PRESSUKE.  In  a  motor  of  this  class,  water  under  pressure  is  admitted  to 
a  cylinder,  and  moves  the  piston,  being  allowed  to  escape  on  the  completion  of  the  stroke.  Socb 
engines  may  be  either  single-  or  double-acting.  In  the  single-acting  water-pressure  engine,  the  vater 
moves  the  piston  only  in  one  direction,  and  it  is  caused  to  make  the  return  stroke  by  its  own  weight, 

I.  148«.  II. 


or  some  added  weight  if  necessary ;  while  in  the  double-acting  engine  the  water  is  admitted  on  botk 
sides  of  the  piston  alternately.  The  pistons  of  water-pressure  engines  are  generally  pa^ed  wnk 
leather  rings,  so  arranged  as  to  be  forced  out  against  the  sides  of  the  cylinder  by  the  pressure.  Tm 
principal  parts  of  the  water-pressure  engine  are,  as  may  be  seen  from*  Pig.  1489,  the  following :  A 
is  the  reservoir  or  supply-cistern,  A  B  the  supply-pipe ;  C  is  the  working  cylinder,  in  wWdi  the 
water  performs  its  work  by  forcing  upward  the  loaded  driving-piston  K;  and  JBTI)  is  the  dischaifft- 
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pipe.  In  the  connecting-pipe  B  C,  which  joins  the  working  cylinder  with  the  supply-pipe,  is  situated 
the  regulator,  which  in  this  case  is  a  cock  with  a  T-shaped  channel,  which  serves  to  unite  or  to  dis- 
connect the  supply-pipe  and  the  working  cylinder.  In  the  first  case,  the  water  forces  the  piston, 
with  its  load  Pi,  upward,  and  in  the  second  case  the  water  beneath  the  piston,  cut  off  from  the 
supply-pipe,  returns  through  the  cock  and  is  discharged  by  the  pipe  ff  D^  while  the  piston,  now 
unloaded,  descends.  There  are  single-  and  double-acting  engines,  and  also  engines  with  one  and 
with  two  cylinders.  In  the  single-acting  engine  which  is  shown  in  Fig.  1489,  the  piston  is  moved 
by  the  water  in  one  direction  oSij ;  in  the  opposite  direction  its  own  weight,  or  an  added  weight  /a, 
is  the  moving  force.  In  the  double-acting  engine,  on  the  contrary,  the  downward  as  well  as  the 
upward  motion  is  occasioned  by  the  force  of  the  water.  Fig.  1490, 1,  and  II.,  shows  the  arrange- 
ment of  such  an  engine.    From  this  figure  is  to  be  seen  how  the  motive  water  passes  first  (L) 
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throng  A  B  Cj  forces  the  piston  K  downward,  and  thus  drives  the  water  beneath  through  the 
passage  Ci  Bi  Di,  and  second  (U.)  through  A  Bi  Ci,  forcing  the  piston  upward,  and  the  water 
above  out  through  C  B  D. 

The  water-pressure  engines  thus  far  described  have  but  one  cylinder.  Fig.  1491  represents  an 
ei^ne  with  two  cylinders.  Here,  while  the  motive  water  ABC  forces  the  piston  K  upward  (LJ, 
the  piston  Ki  descends,  and  the  dead  water  beneath  passes  off  through  the  passage  Ci  Bi  D;  ana, 
again  (II.),  while  the  motive  water  causes  Ki  to  ascend,  K  descends,  and  the  dead  water  passes  off 
through  the  discharge-pipe  D, 

Re^tdaUrr. — ^The  relator  is,  as  it  were,  the  soul  of  a  water-pressure  engine ;  by  it  the  machine  is 
enabled  to  perform  its  work  without  interruption.  It  is  composed  essentially  of  two  principal  parts, 
one  of  which  alternately  shuts  the  water  from  or  admits  it  to  the  working  cylinder,  and  the  other  is 
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necessary  to  connect  the  first  with  the  engine  proper  (with  the  piston-rod),  so  that  no  outside  force 
will  be  necessary  to  work  it.  We  can  very  well  call  tike  first  mechanism  the  inner  and  the  second 
the  outer  gear  or  regulator.  As  regards  the  inner  regulator  of  a  water-pressure  engine,  we  have  to 
speak  especially  of  the  fiston  regwator.  Fig.  1492, 1,  and  U.,  shows  the  arrangement  of  a  piston 
regulator  for  a  single-acting,  single-cylinder  engine.  A  is  the  supply-pipe,  C  the  working  cylin- 
der, B  the  cylinder  inclosing  the  regulator-piston  or  the  regulator-cylinder,  D  the  discharge-pipe, 
K  the  regulator-piston,  and  L  the  so-called  counter-piston,  whidi  only  serves,  by  creating  a  coun- 
ter-pressure, to  make  the  movement  of  the  regulator-piston  or  rod  easier.  When  the  regulator- 
piston  if  is  in  its  lowest  position  (LV  the  working  cylinder  is  in  connection  with  the  supply-pipe, 
and  the  driving-piston  can  only  ascend.  When,  on  the  contrary,  it  is  in  its  highest  position  (IL), 
the  regulator-piston  Ki  shuts  off  the  water  in  the  supply-pipe,  and  that  which  is  beneath  the  piston 
is  forced  out  at  D. 

The  arrangement  of  the  regulator-piston  for  a  double-acting  or  for  a  double-cylinder  engine  may  be 
I  from  Fig.  1498, 1,  and  IL    Here  ^  is  the  supply-pipe,  C  the  oonnecthig  pipe  for  one  cylinder 
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and-Ci  (I.)  that  for  the  other,  D  the  discharge-pipe  for  the  one  and  Di  that  for  the  second.  Itb 
seen  from  I.  how  the  piBton,  in  its  upper  position,  admits  the  water  to  C,  and  the  dead  water  from  d 
flows  through  2>i  into  E ;  whereas,  at  the  lower  position  of  the  piston,  the  water  is  turned  into  Ci, 
and  the  water  shut  off  in  C  may  flow  through  D  into  E, 

Kinds  of  BegtUaiors. — In  single-acting  engines,  and  especially  in  those  which  hare  only  a  recti- 
linear motion,  it  is  not  possible  to  connect  the  regulator  directly  with  the  motive  mechanism^  or  to 
make  the  motion  of  the  regulator-piston  rod  depend  directly  upon  that  of  the  driving-piston  rod, 
since  then,  at  the  moment  when  the  regulator-piston  or  vadve  closes  the  connection  between  the 
working  and  the  regulator-cylinders,  not  only  the  driving-piston,  but  also  the  r^ulator-piston  conneet- 
ed  with  it,  come  to  a  state  of  rest.  In  order  that  the  regulator-piston  may  be  enabled  to  more 
through  the  rest  of  its  stroke  after  the  driving-piston  has  stopped,  it  is  necessary  to  use  an  inter- 
mediary  apparatus,  which  only  acts  upon  the  regulator-piston  when  the  driving-piston  is  at  rest 
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This  apparatus  may  consist  of  the  following  essentials:  (1)  of  a  weighty  which  is  nused  by  the  drir- 
ing-piston  during  its  up-stroke,  and  is  let  fall  at  the  moment  it  stops,  after  making  the  stroke ;  or, 
(2)  of  a  spring,  which  is  brought  into  tension  during  the  movement  of  the  driving-piston,  and  let  go 
at  the  end  thereof ;  or,  finally,  (8)  of  a  second  or  cnixiliarg  waier-presture  engine,  which  is  regaltted 
directly  by  the  motive  mechanism,  and  whose  driving-piston  moves  the  regulator-piston  rod  of  the 
prindpal  machine,  while  the  driving-piston  of  the  latter  is  traversing  the  last  portion  of  its  stroke 
and  for  a  short  time  comes  to  rest.  We  have,  therefore,  to  distinguish  from  each  other  the  weight 
regulator,  the  spring  regulator,  and  the  water-pressure  regulator. 

The  weight  reguliUor  consists  chiefly  of  a  mechanism  by  means  of  which  the  motive  engine  during 
its  movement  raises  a  weight,  which,  by  falling  at  the  moment  when  the  working  cylinder  is  dosed 
by  the  regulator  cock  or  piston,  etc.,  moves  this  regulator  through  the  second  part  of  its  pres<7ibed 
stroke,  and  completes  in  this  way  the  regulation.    The  weight  regulator  is  used  in  the  older  and  im- 
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perfect  water-pressure  engines  under  the  names  drop,  hammer,  balance,  pendulum  r^ulator,  etc. 
In  modem  times,  weights  are  also  used  with  valve  regulators,  in  such  a  manner  that  the  motive  en- 
gine opens  the  one  while  the  falling  weight  closes  the  other  valve.  The  arrangement  of  such  a 
weight  regulator  is  quite  the  same  as  in  the  case  of  steam-eneines  with  valve  regulators.  This  ftb- 
tem  consists  essentially  pf  several  levers  in  combination  with  a  pawl  or  ratchet,  whence  it  is  dso 
sometimes  called  a  lever  or  epring-cateh  regulator, 

Jtegulator-Cj/linder. — In  the  larger  machines  of  modem  constmction,  the  regulator  and  counter  pt^ 
tons  of  the  principal  engine,  and  the  driving-piston  of  the  auxiliary  engine,  are  placed  in  one  vid 
the  same  pipe,  the  so-called  regulator-cylinder,  after  the  pattern  of  Reichenbach's  engine  in  Bavaria; 
and  in  some  machines,  even,  the  counter-piston  performs  the  function  of  driving-piston  of  the  aux- 
iliary engine,  which  is  a  great  simplification.  The  simplest  constmction  is  that  shown  in  Fig.  HH 
and  used  in  several  Freiberg  machines.  8  is  the  main  regulator,  and  O  the  counter  and  anxifiary 
driving-piston ;  C  the  connection  with  the  principal  working  cylinder,  and  E  that  with  the  sapplj- 
pipe,  and  A  the  discharge  opening  for  the  motive  water ;  finally,  at  e  is  the  connection  with  the  r^gn* 


Digitized  by 


Google 


ENGINES,  WATER-PRESSURE.  711 

litor  of  the  auxiliary  machine,  which  here  consists  of  a  cock.  The  piston  O  is  larger  than  8  ; 
therefore  the  regulating  mechanism  8  G  descends  as  soon  as  the  motiTe  water  is  admitted  through 
e;  and,  on  the  contrary,  it  ascends,  under  the  action  of  the  upward  force  on  >S^  as  soon  as  tf  is  closed. 
Bj  this  a  certain  quantity  of  regulating  water  is  consumed  for  each  stroke  from  the  motive  water, 
vhich  quantity  depends  on  the  space  traversed  by  G  in  its  ascent ,or  descent,  and  which  for  this  con- 
struction is  not  very  small,  since  the  piston  G  should  have  a  section  at  least  as  large  again  as  that 
of  the  piston  8^  which  again  is  not  made  smaller  than  the  supply  or  connecting  pipes. 

In  the  regulator  of  the  machine  at  Clausthal,  shown  in  Fig.  1496,  this  consumption  of  regulating 
water  is  smaller,  as  here  there  are  three  pistons :  the  main  regulator-piston  8,  the  counter-piston  G^ 
and  the  auxiliary  driving  or  reversing  piston  ff,  the  last  being  smaller  than  the  first.  The  regulating 
water  is  here  brought  into  the  regmator-cylinder  by  the  pipe  e,  and  the  regulation  of  this  water  is 
effected  by  a  small  cock,  through  which  the  water  passes  before  reaching  e,  and  through  which  it  is 
also  drawn  off  after  the  complete  revolution.    The  movement  of  this  cock  is  brought  about  by  a 
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plate  fastened  to  the  driving-piston  rod,  which  turns  now  to  the  one  side,  now  to  the  other,  by  means 
of  two  curved  knee-formed  arms,  an  arbor  connected  with  the  cock.  The  water-pressure  engine  at 
Clausthal  has  n  fall  of  630  feet,  a  piston  diameter  of  17  inches,  and  a  length  of  stroke  of  6.21  feet, 
and  makes  four  strokes  per  minute. 

Donble-Ciflinder  WaUr-Pressure  Engine. — ^The  arrangement  and  workihg  of  a  double-cylinder 
water-pressure  engine  is  shown  clearly  m  Fig.  1496,  which  is  a  vertical  section  of  the  machine  at  the 
"Alte  Mordgrube"  in  Freiberg.  Here  C  A  and  Ci  Kx  are  the  two  working  cylinders,  K  and  JTi 
the  driving-pistons,  8  and  T  the  two  regulator-pistons,  and  W  the  reversing  or  auxiliary  piston. 
j9j,  7*1,  and  Wi  denote  the  positions  which  these  pistons  assume  at  the  change  of  the  motion  of  the 
driving-pistons.  Further,  E  is  the  opening  of  the  supply-pipe  Ex  E  into  the  regulator-cylinder,  C  8 
the  connecting  pipe  for  the  first  and  Cx  T'that  for  the  second,  A  the  discharge  opening  for  the  first 
and  Ax  (almost  hidden  by  the  regulator-piston  rod)  that  for  the  second  working  cylinder.  The  two 
piston-rodB  B  K  and  Bx  Kx  are  connected  by  an  equal-armed  lever  or  so-called  walking-beam  (not 
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Bhown  in  the  figure),  so  that  the  ascent  of  one  causes  the  descent  of  the  other.  It  is  easily  ttcHj 
therefore,  that  at  the  lower  position  of  the  regulator-piston,  as  represented,  the  motive  water  passes 
through  E  8x  C  and  drives  the  piston  R  upward ;  the  piston  iTi,  on  the  contrary,  descends,  and  the 
dead  water  passes  out  through  Cx  Tx  Ai. 

The  regulation  of  the  auxiliary  machine  is  effected  by  the  cock  with  double  bore,  already  described, 
which  is  represented  at  A  in  Fig.  1497,  in  elevation  in  I.  and  in  section  in  II.  This  cock  is  m  con- 
nection with  the  supply-pipe  by  the  pipe  e  tfi,  and  with  the  regulator-cylinder  by  the  pipe  gh.  Atone 
position  of  the  cock  A,  the  motive  water  passes  through  E CxehgW^  and  presses  the  reversing pi». 
ton  IT  downward ;  and  at  the  opposite  position  the  motive  water  is  shut  off  from  TF,  and  therefore 


the  ascent  of  TT,  the  return  of  the  regulation  water  through  g  A,  and  its  discharge  Uirough  a  oi  vt 
possible.  In  order  that,  during  the  shutting  off  of  the  motive  water  from  Wy  the  regulator-piston 
and  connection  may  ascend  and  descend  when  it  is  again  admitted,  it  is  necessary,  however,  that  the 
regulator-piston  7",  upon  which  the  water  acts  from  below,  shall  have  a  greater  area  than  the  piston 
iS,  upon  which  the  water  presses  downward,  and  that  the  reversing  piston  W  shall  have  a  Itii^ 
enough  cross-section,  so  that  the  water-pressures  on  W  and  8  together  shall  be  greater  than  the 
opp>o8ite  pressure  upon  T, 

Finally,  for  the  outer  regulator  of  this  machine,  we  have  the  following  mechanism :  r  is  a  regula- 
tor-wheel having  four  teeth,  rlcK  ratchet,  Ar  /  a  rod,  Ic  ftji  angle-lever  with  the  frictioo-whed  / 
<see  Fig.  1496),  and  m  and  ma  (the  last  not  shown  in  the  figure)  are  two  oppositely-placed  wedges 
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fastened  to  the  driving-piston  rod  ^  JT.    The  ratchet  r  k  is,  moreover,  connected  with  the  axis  of 
the  cock  by  arms,  and  is  supported  in  the  teeth  of  the  little  wheel  r  by  a  small  counterpoise  q, 

Single-Cylinder  Water-Pressure  Engine, — One  of  the  finest  and  most  complete  water-pressure 
engines  is  stated  by  Weisbach  to  be  that  at  Huelgoat,  in  Brittany.  It  is  a  single-acting,  single-cyl- 
inder  engine,  but  beside  it  stands  another  machine  exactly  similar.  From  Fig.  1498  the  arrange- 
ment and  manner  of  working  may  be  seen.  C  d  is  the  working  cylinder,  K  K^  the  driving-piston, 
and  B  By  the  driving-piston  rod,  which  passes  through  the  stuffing-box  b.  While  in  the  previously 
described  machine  the  packing  consists  of  one  broad  piece  of  leather,  in  this  one,  as  may  be  seen  in 
the  figure,  a  piece  of  leather  is  inserted  in  the  piston  and  another  piece  also  screwed  on.  The  regu- 
lator-cylinder A  S  OyAt  one  side,  is  connected  with  the  working  cylinder  by  the  connecting  pipe 
CD;  the  supply-pipe  enters  it  at  B^  and  the  discharge-pipe  leads  out  of  it  at  A,  The  regulator- 
piston  Sf  shown  in  the  middle  position  of  the  down  stroke,  is  connected  with  the  larger  piston  T  by 
the  rod  S  T;  the  whole  apparatus,  therefore,  is  forced  upward  by  the  extra  pressure  of  the  motive 
water  on  7*,  unless  a  third  force  prevents.  This  third  force  is  obtained  by  introducing  the  motive 
water  above  the  piston  T,  through  the  pipe  Sief;  but  in  order  to  make  the  use  of  only  a  small 
quantity  of  water  necessary  during  the  descent  of  the  mechanism  occasioned  thereby,  the  hollow 
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cylinder  0  H\%  added  to  the  piston  T;  this  hollow  cylinder  goes  through  the  stuffing-box  at  J7,  and 
renders  necessary  the  use  of  only  enough  water  to  fill  the  ring-shaped  space  g. 

The  alternate  admission  of  the  motive  water  to  and  shutting  it  off  from  the  space  g  is  effected 
by  an  auxiliary  regulator,  which  is  altogether  similar  to  the  main  regulator,  and  like  this  consists  of 
the  reguktor-piston  «,  the  counter-piston  /,  and  the  thick  piston-rod  passing  through  the  stuffing-box  h. 
At  the  position  s  t  A,  shown  in  the  figure,  the  motive  water  can  pass  unhindered  through  the  pas- 
sage e  /into  the  space  g  ;  but  if  «  A  is  raised  so  that  s  stands  over/,  the  connection  is  interrupted, 
and  at  the  same  time  a  passage  a  ai  is  opened,  through  which  the  water  in  ^  ^  may  flow  out  as  the 
piston  T  ascends.  Finally,  to  connect  the  auxiliary  r^ulator  apparatus  sth  with  the  working  engine, 
a  rod  is  affixed  to  the  driving-piston  KKi ;  this  rod  moves  in  a  guide  above,  and  is  furnished  with 
a  series  of  holes  into  which  the  tappets  Xi  and  Xt  may  be  placed  on  opposite  sides  of  the  rod. 
The  rod  6  A  is  attached  to  two  levers,  movable  about  e  and  o,  and  connected  with  each  other  by  the 
piece  /  /  one  of  these  levers  ends  in  a  circular  piece  which  carries  two  knobs  Yi  and  Fg.  Toward 
the  end  of  the  up  stroke  of  the  driving-piston,  Xi  strikes  7i,  and  st  Ma  thus  carried  to  its  highest 
position ;  toward  the  end  of  the  down  stroke,  on  the  contrary,  X^  strikes  the  knob  Fs,  and  the  rod 
9  t  h  IB  carried  back  by  the  lever  to  its  lowest  position.  The  regulation  of  the  machine  is  thus 
effected  by  S  T,  and  the  piston  K  Ky  ascends  and  descends  with  regularity. 

Figs.  1499,  1500,  and  1501  represent  a  water-pressure  engine  erected  at  the  Alport  mines  in  Der- 
byshire, England,  in  1845.    Fig.  1499  is  a  front  elevation  of  the  combined-cylinder  engine ;  £1g. 
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1000  is  a  sectional  Tiew,  and  Fig.  1601  is  a  general  plan.  Pe  is  the  bottom  of  the  pressure  oolamn, 
180  feet  high  and  24  inches  internal  diameter.  C  C  are  the  combined  cylinders,  each  24  indiei 
diameter,  open  at  top,  with  hemp-packed  pbtons  a.  Fig.  1600,  and  piston-rods  m,  combined  bj  a 

1498.  I- 


cross-head  fi,  Fig.  1499,  working  between  guides  in  a  strong  frame.  The  admission  throttle-vilTe  is 
a  sluioe-Talve,  shown  at  o,  Fig.  1499,  and  between  the  letters  b  and  e  in  Fig.  1601.  The  main  or  work- 
ing valve  is  a  piston  ^r,  18  inches  in  diameter.  Fig.  1500,  with  its  counter  or  equilibrium  piston  iboTC. 
The  orifice  for  the  admission  of  the  pressure  water  is  between  the  two  pistons.  The  intermediate 
pipe  a  is  a  flat  pipe,  into  which  numerous  apertures  lead  from  the  valve-cylinder,  seen  immediately 
under  ^,  Fig.  1600.  The  valve-piston  is  in  the  position  for  discharging  the  water  from  the  cylinders 
through  the  pipe  0,  Fig.  1601,  by  the  sluice-valve  k. 

The  valve-gear  is  worked  by  an  auxiliary  engine  A,  Fig.  1600,  by  means  of  the  lever  p.  The  im- 
iliary  engine-valves  are  piston-valves  in  the  valve-cylinder  t,  figs.  1499  and  1600,  conmiunicating 
with  the  pressure-pipes  by  a  small  pipe,  provided  with  cocks,  as  shown  in  Pig.  1601.  The  motioB 
of  the  auxiliary  engine-valves  is  effected  by  a  pair  of  tappets  t'  t'\  Fig.  1499,  set  on  a  vertical  Tod 
attached  to  the  cross-head  n.  These  tappets  move  the  fall-bob  B  by  means  of  the  cantilever  <, 
Fig.  1601,  the  other  end  of  the  lever  being  linked  to  the  rod  <,  which  again  is  linked  to  the  auxiliary 
piston-valve  rod. 

The  play  of  the  machine  is  now  manifest.    It  is  in  every  respect  analogous  to  the  Harts  and  Hael- 
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rMtt  engines,  described  by  Weisbach.  The  average  speed  of  the  engine  is  140  feet  per  minute,  or 
double  strokes  per  minute.  This  requires  a  velocity  of  something  less  than  2}  feet  per  second  of 
the  water  in  the  pressure-pipes ;  and  as  all  the  valve  apertures  are  large,  the  hydrauUc  resistances 
must  be  very  smaJl.  The  engine  is  direct-acting,  drawing  water  from  a  depth  of  186  feet,  by  means 
of  the  spear  to  to,  Figs.  1501  and  1602.  The  "  box  "  or  bucket  of  the  pump  is  28  inches  in  diam- 
eter, 80  that  the  discharge  is  266  gallons  per  stroke,  or,  when  working  full  speed,  1,862  gallons  per 
minute.  The  mechanical  eifect  due  to  the  fall  and  quantity  of  water  consumed  is  nearly  140  horse- 
power.   The  mechanical  effect  involved  in  the  discharge  of  the  last-named  quantity  of  water  is 


1600. 


1601. 


nearly  74  horse-power,  so  that,  supposing  the  efficiency  of  the  engine  and  pumps  to  be  on  a  par 
wi(h  eadi  other,  the  efficiency  of  t^e  two  being  i}i  =  71.16,  the  efficiency  of  the  engine  alone  if  = 
l-l-m      14-.71 


2 


-  =  .85. 


Effieiency  of  the  foregoing  Types  of  Enaine, — ^According  to  Weisbach,  no  exhaustive  experiments 
have  been  nude  upon  the  performance  ox  the  water-pressure  engines  above  described.    They  are 
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used  generally  only  to  raise  water  from  mines  by  the  aid  of  pumps ;  and  the  experiments  that  hsre 
been  made  bear  only  upon  the  apparatus  of  pumps  and  pressure  engines  as  a  whole.  Full  <^ca]a> 
tions  as  to  the  efficiency  of  the  engines  will,  howeyer,  be  found  in  uie  work  already  quoted.  Com* 
paring  water-pressure  engines  with  water-wheels,  the  same  authority  states  that  **  water-wheels  haye 

the  advantage  of  simplicity  and  cheapness; 
^""^'  and  on  this  account,  where  they  can  be  used, 

or  with  a  fall  of  about  60  feet  an  overshot 
wheel,  or  two  overshot  wheels  where  the  fall 
is  100  feet,  give  better  results  than  a  water- 
pressure  engine.  If  the  fall,  however,  is 
more  than  the  height  of  two  of  the  largest 
wheels,  a  water-pressure  engine  is  to  be  pre- 
ferred to  a  system  of  wheels,  the  first  cost 
and  maintenance  of  which  will  probably  be 
the  greater.  With  great  falls,  however,  hori- 
zontal water-wheels  can  also  be  used,  and  in 
point  of  simplicity  and  cheapness  these  hate 
the  advantage.  But  it  is  quite  otherwise  as 
regards  the  duty  and  efficiency  of  the  ma- 
chines. With  great  heads,  the  highest  per- 
centage attainable  with  a  turbine  or  reaction 
wheel  is  0.70,  while  water-pressure  engines 
give  a  percentage  of  0.80.  Consequently, 
where  with  a  great  head  it  is  necessary  to 
utilize  all  the  power,  a  water-pressure  engine 
should  be  used ;  but  where  there  is  no  lack  of  power  and  it  is  desired  to  economize  the  cost,  the 
turbines  have  the  advantage." 

Full  information  with  bibliographical  references  relative  to  the  above-described  forms  of  wate^ 
pressure  engines  will  be  found  in  Weisbach's  "  Manual  of  the  Mechanics  of  Engineering  and  of  the 
Construction  of  Machines,"  translated  by  Dubois,  New  York,  1878  (Vol.  II.,  Section  II.). 

WcUer-Ptemure  Engines  as  Getieral  Motors  are  either  reciprocating  or  rotary,  and  all  quite  simple 
in  construction.  In  this  country,  in  cities  where  such  a  use  of  the  water-supply  is  permissible, 
they  are  frequently  driven  from  the  town  mains.  Various  projects  have  from  time  to  time  been  sug- 
gested for  constructing  water-towers  where  there  arc  no  regular  water-works,  and  distributing  from 
these  water  under  pressure  to  afford  power  for  small  manufactories.  Where  power  is  taken  from 
the  regular  mains,  it  is  often  found  that  the  pressure  varies,  being  always  highest  in  the  mornings 
and  evenings,  and  lowest  during  the  middle  of  the  day  when  most  required.  An  engineer  has  there- 
fore to  construct  an  engine  of  sufficient  power  to  perform  the  requisite  aimount  of  work  at  the  low- 
est usual  pressure  in  the  main;  and  thus  at  the  period  when  the  pressure  is  highest  a  greater 
power  is  exerted,  and  consequently  a  larger  quantity  of  water  is  used  ^an  is  necessary ;  for  me  cyl- 
inder must  be  completely  filled  with  water  at  every  stroke,  whether  the  power  is  required  or  not 
When  these  two  disadvantages  are  taken  into  account,  there  is  often  a  loss  of  water  to  the  extoit  of 
from  60  to  70  per  cent. 

7^  ffasiie  Economic  WcUer- Pressure  Engine, — It  is  claimed  that  in  this  machine,  the  invention  of 
Mr.  John  Hastie  of  Greenock,  the  above-mentioned  difficulty  has  been  obviated.    We  take  the  fol- 
lowing description  and  illustrations  from  Engineering,  xxvi.,  871 : 
"  Figs.  1508  to  1607  give  details  of  a  hydraulic  engine  (in  this  case  with  two  cylinders)  constructed 

1808.  1604. 


for  the  lower  pressures,  and  the  working  of  which  will  be  understood  from  the  following  descrip- 
tion :  A  is  the  inlet-pipe,  which,  by  means  of  passages  in  the  frame  of  engine  B,  conveys  the  water 
to  the  oscillating  cylinders  C  and  D  ;  each  of  these  is  fitted  with  long  trunnions  Q,  whidi  contafai 
the  admission-ports,  and  which  during  their  oscillation  act  as  valves ;  uie  outlet  for  the  water  if  by 
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Bimilar  passages  leading  to  a  pipe  in  the  opposite  side  of  framing  from  A.  The  ends  of  the  piston- 
rods  E  and  I*  act  direct  on  the  crank-pin  A;  this  pin  is  formed  on  a  sliding  frame  /,  which  frame 
effects  the  necessary  adjustment  of  stroke ;  it  is  formed  in  two  pieces,  an  outer  and  an  inner,  bolted. 


1004. 


1M6. 


1605. 


together  at  the  ends,  and  between  which  is  a  space  in  which  the  double  cam  K  works.  The  outer 
plate  has  a  small  steel  roller  L  working  on  outer  half  of  cam,  and  the  inner  plate  a  similar  roller  J/ 
working  on  inner  half  of  cam.  The  disk  N  is  keyed  on  the  hollow  shaft  O  and  the  cam  Kon  shaft 
P,  reduced  to  pass  through  centre  of  shaft 

0.  This  latter  shaft  O  has  two  snugs 
formed  on  it,  to  which  chains  Ji  are  at- 
tached; the  shaft  F  has  the  spring  case 
8  keyed  on  it,  which  contains  the  two 
springs  T,  The  action  of  this  part  of  the 
arrangement  is  as  follows :  When  the  en- 
gine is  at  rest  the  springs  have  just  as 
much  pressure  on  them  as  holds  the  roller 
against  the  inner  part  of  the  curve  of  cam ; 
this  pressure  is  also  sufficient  to  prevent 
any  change  in  position  of  the  crank-pin 
should  the  engine  be  running  without  load ; 
when  the  load  is  thrown  on,  the  springs 
become  compressed  in  proportion  to  the 
amount  of  load;  the  compression  of  the 
springs  alters  the  relative  positions  of  the 
shafts  O  and  P,  which  causes  the  roller  L 
to  move  along  the  curve  of  cam,  at  the 
same  time  shifting  position  of  sliding  frame 

1,  and  giving  an  increased  stroke  in  pro- 
portion to  tibe  work  being  done.  On  the 
weight  being  removed  the  pressure  on  the 
springs  causes  the  roller  M  working  on  the 
cam  to  bring  the  frame  and  crank-pin  back 
to  the  inner  position,  and  through  this  au- 
tomatic variation  of  the  stroke  the  water 
required  is  in  proportion  to  the  work  done. 
When  a  very  high  pressure  of  water  is  em- 
ployed, such  as  is  obtained  with  the  ac- 
cumulator, the  springs  are  dispensed  with. 


^  and  an  arrangement  shown  in  Fig.  1604  is 
^^  employed.    In  this  a 


arrangement  two  water- 
rams  IT  occupy  the  place  of  the  springs ; 
these  are  connected  through  centre  of  shaft 
JP  with  the  supply-pipe,  and  are  therefore 
onder  the  same  pressure  as  is  employed  to 

work  the  engine.    The  chains  R  are  employed  in  a  similar  manner  as  in  connection  with  the  springs, 
but,  instead  of  being  wound  directly  on  the  body  of  shaft  O,  they  are  wound  on  cams  V;  in  this  way 
increased  power  is  required  to  force  back  the  rams  in  proportion  to  the  distance  from  the  centre  of 
shaft  at  which  the  chain  li  acts,  and  the  effect  is  identical  with  that  obtained  from  the  springs." 
The  following  data  have  been  derived  from  experiments  with  this  engine,  the  lift  being  22  feet : 


Weight  lifted. 
Lbs. 


882. 
567. 
667. 
767. 


Averafre  Water  used 
each  Lift,  GalloDS. 

10 

14 

16 

17 


Weight  lifted, 
Lbe. 


Average  Water  used 
each  Lift,  Oaliona. 


867. 

967. 

1,067. 
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Rotary  Water-Pressure  Engine. — ^An  example  of  the  rotary  form  of  water-pressure  engme,  a  type 
used  to  considerable  extent  in  this  country  for  running  light  elevators,  lathes,  printing-presses,  blow- 
.ers,  sewing-machines,  organs,  coffee-roasters,  spinning-ndlls,  sausage-mills,  etc,  etc.,  or  for  use  In 
hotels,  laundries,  forges,  etc.,  is  represented  in  Fig.  1607,  and  is  the  invention  of  Mr.  James  Tallej, 
Jr.,  of  Missouri.  The  buckets  on  the  wheel  A  are  set  sloping  at  an  angle  of  about  SO*'  with  the 
radial  lines  of  the  wheel,  and  between  each  pair  the  flanges  are  scalloped  out,  as  shown.  On  the 
face  of  the  wheel  are  formed  annular  flanges  Bj  which  bear  against  the  inner  faces  of  the  casing, 
preventing  side  play  of  the  water.  The  wheel  is  placed  eccentrically  in  the  casing  so  as  to  touch  or 
nearly  touch  the  latter  on  the  inlet  side,  and  to  leave  a  large  waterway  on  the  outlet  side.  The  in- 
duction-pipe C  terminates  on  the  inner  face  of  the  casing  in  a  wave-line  chute  D,  The  width  of 
this  aperture  is  greatest  at  E^  where  the  stream  is  first  discharged  upon  the  wheel,  and  from  that 
point  it  gradually  diminishes  as  shown,  having  the  greatest  weight  of  water  at  E^  at  the  other  (on  the 
blow-pipe  principle)  the  greatest  force.  The  distance  over  which  this  diminution  takes  place  may 
be  varied  so  as  to  deliver  the  water  upon  one  or  more  buckets  of  the  wheel.  Two  outlets  arc  pro- 
vided for  the  escape  of  the  spent  water.    The  first  of  these,  at  F^  is  used  to  discharge  the  water 

from  the  casing  at  the  bottom  when  the  ma- 
chine is  used  in  a  vertical  position.  The 
other  is  formed  on  the  side  which  becomes 
the  bottom  when  the  machine  is  placed  hori- 
zontally or  in  turbine  position.  A  screw-cap 
Q  is  placed  upon  either  outlet  when  not  m 
use.  A  slide  or  gate  H  is  arranged  in  the 
casing  so  as  to  dose  the  orifice  F  when  not 
in  use.  By  the  wave-line  chute  it  is  claimed 
that  the  water  is  given  in  one  continnoas 
sheet  and  not  by  periodical  jets.  The  woik- 
ing  side  of  the  wheel  thus  becomes  a  lever, 
and  there  is  no  waste  until  the  outlet  is 
reached.  A  tapering  duct  /  is  formed  on 
the  side  piece,  and  gradually  widens  to  a 
point  diametrically  opposite  that  where  the 
width  of  said  duct  is  about  equal  to  the 
diameter  of  the  orifice  O,  From  the  large  end  of  this  duct  there  is  a  passage  to  the  discharge  oat- 
let,  which  passage  is  so  formed  as  to  relieve  the  wheel  from  back  pressure  of  spent  water.  It  is 
stated  that  a  5-inch  wheel  of  this  type,  with  70  lbs.  pressure  of  water  and  less  than  three-dxteentbs 
of  an  inch  inlet,  has  driven  a  half-horse  power  14-inch  metal-turning  lathe. 

RooCs  Hydraulic  Engine,  represented  in  Fig.  1508,  is  constructed  on  the  prindple  of  the  Root 
blower  (see  Blowers),  and  has  proved  advantageous  for  furnishing  light  power,  espedaUy  for  oper- 
ating the  bellows  of  large  organs. 

Table  showing  Dimensions,  Power,  etc,,  of  Ro&Cs  Hydraulie  Engine, 


DETAILS. 


Diameter  of  gears,  inches. 

Face  of  piston,  inches 

Diameter  of  supply -pipe,  inches .... 
**        of  discharge-pipe,  inches. . . 

Length  of  engine,  inches 

"Width  of  engine,  inches 

Height  of  eo^e,  inches 

Cubic  inches  of  water  per  revolution. 

Kevolutions  per  minute 

Horse-power  at  60  lbs.  per  square  inch 


No.  1. 

No.  a. 

No.  4. 

No.  7. 

No.  10. 

No.  11. 

N0.1J.  1 

2* 

2* 

^ 

5 

6* 

6* 

6* 

H 

1 

U 

2 

4 

6 

1 

1 

2 

2* 

S 

8* 

U 

1 

1 

2* 

8 

8 

4 

12 

18 

22 

26* 

8^i 

4(M 

42* 

8 

8 

11 

15* 

20 

20 

20 

8 

8 

18 

16* 

22* 

2i* 

22* 

12.7 

21.9 

84.6 

60.6 

159.2 

818.8 

477.8 

250 

200 

180 

150 

120 

100 

85 

0.23 

0.45 

0 

5 

1.1 

2.5 

8.5 

4.5 

ENGRAVING. — Enoratino  on  Copper  is  performed  by  cutting  lines  representing  the  subject  on  a 
copper  plate  by  means  of  a  steel  instrument  ending  in  an  unequal-sided  pyramidal  point,  sudi  instru- 
ment being  called  a  graver  or  burin,  without  the  use  of  aquafortis.  Besides  the  graver  there  are  other 
instruments  used  in  the  process,  viz. :  a  scraper,  a  burnisher,  an  oil-stone,  and  a  cushion  for  supportiBg 
the  plate.  In  cutting  the  lines  on  the  copper  the  graver  is  pushed  forward  in  the  direction  reqwred, 
being  held  in  the  hand  at  a  small  inclination  to  the  plane  of  the  copper.  The  use  of  the  burnisher  is 
to  soften  down  lines  that  are  cut  too  deep,  and  for  burnishing  out  scratches  in  the  copper ;  it  is  about 
8  inches  long.  The  scraper,  like  the  last,  is  of  steel,  with  three  sharp  edges  to  it,  and  about  6 
inches  long,  tapering  toward  the  end.  Its  use  is  to  scrape  off  the  burr  raised  by  the  action  of  the 
graver.  To  show  the  appearance  of  the  work  during  its  progress,  ^nd  to  polish  off  the  burr,  cng*- 
vers  use  a  roll  of  woolen  or  felt  called  a  rubber,  which  is  put  in  action  with  a  little  olive-oil.  The 
cushion,  which  is  a  leather  bag  about  9  inches  in  diameter  filled  with  sand,  for  lajring  the  plate  on,^  is 
now  rarely  used  except  by  writing-engravers.  For  architectural  subjects,  or  in  skies,  where  a  scries 
of  parallel  lines  are  wanted,  a  ruling-machine  is  used ;  the  accuracy  of  its  operation  is  exceedingly 
perfect.  This  is  made  to  aet  on  an  etching  ground  by  a  point  or  knife  connected  with  the  apparatus, 
and  bit  in  with  aquafortis  in  the  ordinary  way. 

The  plate  of  copper  must  be  perfectly  polished,  very  level,  and  free  from  every  imperfectiovi ;  to  tins 
must  be  transferred  an  exact  copy  of  the  outlines  of  the  drawing.  To  do  this,  the  plate  is  heated  m 
an  oven  or  otherwise,  very  uniformly,  till  it  is  sufficiently  hot  to  melt  white  wax,  a  piece  of  which  is 
then  rubbed  over  it  and  allowed  to  spread  so  as  to  form  a  thin  coat  over  the  whole  surface,  after  which 
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it  IB  left  in  a  horizontal  position  till  the  wax  and  plate  are  cold.  A  tracing  being  taken  of  the  original 
design  with  a  blaclc-lead  pencil  on  a  piece  of  thin  tracing-paper,  this  is  spread  over  the  face  of  the  pre- 
pared plate  with  the  lead  lines  downward,  and,  being  secured  from  slipping,  a  strong  pressure  is  made 
use  of  by  a  press  or  otherwise,  by  which  operation  the  lead  lines  are  nearly  obliterated  on  the  paper, 
being  transferred  to  the  white  wax  on  the  plate.  These  pencil  marlcs  on  the  wax  are  now  traced  with 
a  fine  steel  point,  so  as  just  to  touch  the  copper ;  the  wax  being  then  melted  off,  a  perfect  outline 
will  be  found  on  the  copper ;  and  on  this  the  engrayer  proceeds  to  execute  and  finish  his  work. 
With  respect  to  the  process  itself  it  would  be  useless  to  speak ;  it  depends  on  manual  dexterity  and 
genius,  which  it  is  impossible  to  teach  by  description. 

EvGRAYiNa  ON  Stkel. — ^Tho  method  of  engraving  is  the  same  as  copperplate  engraving,  except  in 
eertain  modifications  in  the  use  of  the  acids,  and  therefore,  so  far  as  the  process  is  concerned,  no 
particular  description  is  necessary ;  but  it  will  be  proper  to  explain  the  means  employed  for  decar- 
bonizing the  steel  plate  so  as  to  reduce  it  to  a  proper  state  for  being  acted  upon  by  the  graving-tooL 
Mr.  Pendns,  an  eminent  artist  and  engineer  (a  native  of  Massachusetts),  has  the  merit  of  having 
established  engraving  on  steel.  About  the  year  1823  he  was  induced  to  visit  London,  where  he 
obtained  a  patent  for  the  invention ;  this  was  intended  principally  to  prevent  the  forgery  of  bank- 
notes, which  at  that  time,  or  rather  previously  to  that  time,  biad  been  carried  on  to  a  very  fearful 
extent.  The  method  employed  for  decarbonizing  and  recarbonizing  the  plate  may  be  applicable  to 
many  other  useful  purposes,  and  we  shall  therefore  give  it  in  the  words  of  the  patentee.  ^  In  order 
to  decarbonate  the  surfaces  of  cast-steel  plates,  cyliuders,  or  dies,  by  which  they  are  rendered  much 
softer  and  fitter  for  receiving  either  transferred  or  engraved  designs,  I  use  pure  iron  filings  divested 
of  all  foreign  or  extraneous  matters.  The  stratum  of  decarbonated  steel  should  not  be  too  thick  for 
transferring  fine  and  delicate  engravings — ^for  instance,  not  more  than  three  times  the  depth  of  the 
engraving ;  but  for  other  purposes  the  surface  of  the  steel  may  be  decarbonated  to  any  required 
thickness.  To  decarbonate  it  to  a  proper  thickness  for  a  fine  engraving,  it  is  to  be  exposed  for  4 
hours  in  a  white  heat,  inclosed  in  a  cast-iron  box  with  a  well-closed  lid.  The  sides  of  the  box  are 
made  at  least  three-quarters  of  an  inch  in  thickness,  and  at  least  a  thickness  of  half  an  inch  of 
pure  iron  filings  should  cover  or  surround  the  cast-steel  surface  to  be  decarbonated.  The  box  is 
allowed  to  cool  very  slowly,  which  may  be  effected  by  shutting  off  all  access  of  air  to  the  furnace, 
and  covering  it  with  a  layer  of  6  or  7  inches  in  thickness  of  fine  cinders.  Each  side  of  the  steel 
pUte,  cylinder,  or  die  must  be  equally  decarbonated,  to  prevent  it  from  springing  or  warping  in  hard- 
ening. It  is  also  found  that  the  safest  way  to  heat  the  plates,  cylinders,  or  dies  is  by  placing  them 
in  a  vertical  position.  The  best  steel  is  preferred  to  any  other  sort  of  steel  for  the  purpose  of 
making  plates,  etc.,  and  more  especially  when  such  plates,  etc.,  are  intended  to  be  decarbonated. 
The  steel  is  decarbonated  solely  for  the  purpose  of  rendering  it  sufficiently  soft  for  receiving  any 
impression  intended  to  be  made  thereon ;  it  is  therefore  necessary  that  after  any  piece  of  steel  has 
been  so  decarbonated,  whether  it  be  in  the  shape  of  a  plate,  a  cylinder,  or  a  die,  it  should,  pre- 
viously to  being  printed  from,  be  again  carbonated  or  reconverted  into  steel  capable  of  being  hard- 
ened. In  order,  therefore,  to  effect  this  recarbonization  or  reconversion  into  steel,  the  fcdlowing 
process  is  employed :  A  suitable  quantity  of  leather  is  to  be  converted  into  charcoal  by  the  well- 
known  method  of  exposing  it  to  a  red  heat  in  an  iron  retort  for  a  sufficient  length  of  time,'  or  until 
most  of  the  evaporable  matter  is  driven  off  the  leather.  Having  thus  prepar^  the  diarooal,  it  is 
reduced  to  a  very  fine  powder ;  then  take  a  box  made  of  cast-iron,  of  sufficient  dimensions  to  receive 
the  plate,  cylinder,  or  die  which  is  to  be  reconverted  into  steel,  so  as  that  the  intermediate  space 
between  the  sides  of  the  said  box  and  the  plate  or  die  may  be  about  an  inch.  This  box  is  to  be 
filled  with  the  powdered  charcoal,  and,  having  covered  it  with  a  well-fitted  lid,  let  it  be  placed  in  a 
furnace  similar  to  those  used  for  melting  brass,  when  the  heat  must  be  gradually  increased  until  the 
box  is  somewhat  above  a  red  heat ;  it  must  be  allowed  to  remain  in  that  state  till  all  the  evaporable 
matter  is  driven  off  from  the  charcoal ;  then  remove  the  lid  from  the  box,  and  immerse  the  plate, 
cylinder,  or  die  inte  the  powdered  charcoal,  taking  care  to  place  it  as  nearly  in  the  middle  as  possi- 
ble, so  that  it  may  be  surrounded  on  all  sides  by  a  stratum  of  the  powder  of  nearly  a  uniform  thick- 
ness. The  lid  being  replaced,  the  box,  with  the  plate,  cylinder,  or  die,  must  remain  in  the  degree 
of  heat  before  described  for  from  3  to  4  hours,  according  to  the  thickness  of  the  body  so  exposed ; 
8  hours  are  sufficient  for  a  plate  of  half  an  inch  in  thickness,  and  5  hours  when  the  steel  is  one 
and  a  half  inch  in  thickness.  After  the  plate  or  other  piece  of  steel  has  been  thus  exposed  to  the 
fire  for  a  sufficient  length  of  time,  take  it  from  the  box  and  immediately  plunge  it  into  cold  water. 
Here  it  is  important  to  observe,  that  it  is  found  by  experience  that  the  plates  or  other  pieces  of 
steel,  when  plunged  in  cold  water,  are  least  liable  to  be  warped  or  bent  when  they  are  held  in  a  ver- 
tical position,  or  made  to  enter  the  water  in  the  direction  of  their  length.  If  a  piece  of  steel, 
heated  to  a  proper  degree  for  hardening,  be  plunged  into  water  and  suffered  to  remain  there  until  it 
becomes  cold,  it  is  found  by  experience  to  be  very  liable  to  crack  or  break,  and  in  many  cases  it 
wonld  be  found  too  hard  for  the  operations  it  was  intended  to  perform. 

**  If  the  steel  cracks  or  breaks,  it  is  spoiled.  In  order,  therefore,  to  fit  it  for  use,  should  it  happen 
not  to  be  broken  in  hardening,  it  is  the  common  practice  to  heat  the  steel  agaiu,  in  order  to  reduce  or 
lower  its  temper,  as  it  is  technically  called.  The  degree  of  heat  to  which  it  is  now  exposed  deter- 
mines the  future  degree  of  hardness,  or  the  temper,  and  this  is  indicated  by  a  change  of  color  upon 
the  surface  of  the  steel.  During  this  heating  a  succession  of  shades  is  produced,  from  a  very  pale 
straw  color  to  a  very  deep  blue.  It  is  found,  however,  by  long  experience,  that  on  plunging  the  steel 
into  cold  water  and  allowing  it  to  remain  there  no  longer  than  is  sufficient  for  lowering  the  tempera- 
ture of  the  steel  to  the  same  degree  as  that  to  which  a  hard  piece  of  steel  must  have  been  raised  to 
temper  it  in  the  common  way,  it  not  only  produces  the  same  degree  of  hardness  in  the  steel,  but, 
what  is  of  much  more  importance,  almost  entirely  does  away  the  risk  or  liability  of  its  cracking  or 
breaking.    It  is  impossible  to  conmiunicate  by  words,  or  to  describe,  the  criterion  by  which  we  can 
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determine  when  the  steel  has  arriTed  at  the  proper  degree  of  temperature  after  being  plunged  into 
cold  water ;  it  can  only  be  learned  by  actual  observation,  as  the  workman  must  be  guided  entirelr 
by  the  kind  of  hissing  or  singing  noise  which  the  heated  steel  produces  in  the  water  while  cooliDg. 
From  the  moment  of  its  first  being  plunged  into  the  water  the  varying  sound  will  be  observed ;  and 
it  is  at  a  certain  tone,  before  the  noise  oeasee,  that  the  effect  to  be  produced  is  known. 

**  The  only  directions  which  can  be  given  whereby  the  experimentalist  can  be  benefited  are  as  fol- 
lows, namely :  To  take  a  piece  of  steel  which  has  already  been  hardened  by  remaining  in  the  water 
till  cold,  and  by  the  common  method  of  again  heating  it  to  let  it  be  brought  to  the  pale  yellow  or 
straw  color  which  indicates  the  desired  temper  of  the  steel  plate  to  be  hardened.  By  the  above  pro- 
cess, as  soon  as  he  discovers  this  color  to  be  produced,  to  dip  the  steel  into  water  and  attend  care^ 
fully  to  the  hissing,  or  as  some  call  it  a  singing,  which  it  occasions,  he  will  then  be  better  able,  and 
with  fewer  experiments,  to  judge  of  the  precise  time  at  which  the  steel  should  be  taken  out  It  is 
not  meant  to  be  understood  that  the  temper  indicated  by  a  straw  color  is  that  to  which  the  steel 
plate,  cylinder,  or  die  should  be  ultimately  reduced,  because  it, would  then  be  found  too  hard,  bat 
merely  that  the  temperature  which  would  produce  that  color  is  that  by  which  the  peculiar  sound 
would  be  occasioned,  when  the  steel  should  be  withdrawn  from  the  water  for  the  first  time.  Imme- 
diately on  withdrawing  it  from  the  water,  the  steel  plate,  cylinder,  or  die  must  be  laid  upon  or  held 
over  the  fire,  and  heated  uniformly  until  its  temperature  is  raised  to  that  degree  at  which  tallow 
would  be  decomposed ;  or,  in  other  words,  until  a  smoke  is  perceived  to  arise  from  the  surface  of  the 
ateel  pUite,  after  having  been  rubbed  with  tallow:  now  the  steel  plate  must  be  again  plunged  mto 
water,  and  kept  there  until  the  sound  becomes  somewhat  weaker  than  before.  It  is  then  to  be  taken 
out  and  heated  a  second  time  to  the  same  degree,  by  the  same  rule  of  smoking  tallow  as  before,  and 
the  third  time  plunged  into  water,  till  the  sound  becomes  again  weaker  than  the  last ;  exposed  the 
third  time  to  the  fire  as  before ;  and  for  the  last  time  returned  into  the  water  and  cooled.  After  it 
is  cooled,  clean  the  surface  of  the  steel  plate,  cylinder,  or  die,  by  heating  it  over  the  fire.  The  tem- 
per must  be  finally  reduced  by  bringing  on  a  brown  or  such  other  lighter  or  darker  shade  of  color  as 
may  best  suit  the  quality  of  the  steel  for  the  purpose  to  which  it  is  to  be  applied.'* 

The  following  is  another  improvement  of  Mr.  rerkins :  A  cylinder  of  very  soft  or  decarbomzed 
steel  is  made  to  roll,  under  a  great  pressure,  backward  and  forward  on  the  hajxiened  engraved  plate, 
till  the  entire  impression  from  the  engraving  is  seen  on  the  cylinder  in  alto-rilievo.  The  cylinder  is 
then  hardened  and  made  to  roll  again  backward  and  forward  on  a  copper  or  soft  steel  plate,  whereby  a 
perfect  facsimile  of  the  original  is  produced  of  equal  sharpness.  The  improved  press  now  generallj 
used  by  steel  and  copperplate  printers  is  also  due  to  Mr.  Perkins.  In  short,  he  bears  the  same  rela- 
tion  to  steel  engraving  that  Senefelder  does  to  the  lithographic  process.  A  description  of  the  method 
of  engraving  U.  S.  Treasury  notes,  etc.,  on  steel,  will  be  found  in  the  Seientific  ArMricany  xxvil,  208, 

Enqravlmg  on  Silver  and  Gold. — M.  Poitevin  has  succeeded  in  producing  plates,  engraved  either 
in  relief  or  in  sunk  lines,  from  which  proofs  may  be  taken.  For  the  carrying  out  of  this  process, 
from  two  to  three  hours  only  are  required.  The  engraving  is  first  exposed  to  the  vapor  of  iodine, 
which  becomes  deposited  upon  the  black  parts  only.  The  iodized  engraving  is  then  applied,  with 
slight  pressure,  to  a  plate  of  silver,  or  silvered  copper,  polished  in  the  same  manner  as  daguerreo- 
tvpe  plates.  The  black  parts  of  the  engraving,  which  have  taken  up  the  iodine,  part  with  it  to 
the  silver,  which  is  converted  into  an  iodide  at  those  parts  opposite  to  the  blade  parts  of  the  design. 
The  plate  is  then  put  in  communication  with  the  negative  pole  of  a  small  battery,  and  immersed  in  a 
saturated  solution  of  sulphate  of  copper,  connected  with  the  positive  pole  by  means  of  a  rod  of 
platinum.  The  copper  will  be  deposited  only  on  the  non-iodized  parts,  corresponding  to  the  white 
parts  of  the  engraving,  of  which  a  perfect  representation  will  thus  be  obtained-^4he  copper  repre- 
senting the  white  parts,  and  the  iodized  silver  the  black  parts.  The  plate  must  be  allowed  to  remain 
in  the  bath  for  a  very  short  time  only ;  for,  if  left  too  long,  the  whole  plate  would  become  covered 
with  copper.  The  plate,  after  having  received  the  deposit  of  copper,  must  be  carefully  washed,  and 
afterward  immersed  in  a  solution  of  hjrposulphite  of  soda,  to  dissolve  the  iodide  of  silver,  which 
represents  the  black  parts ;  it  is  then  well  washed  in  distilled  water,  and  dried.  The  next  operation 
is  to  heat  a  plate  to  a  temperature  suflSdent  to  oxidize  the  surface  of  the  copper,  which  successively 
assumes  different  tints,  the  heating  being  stopped  when  a  dark-brown  color  is  obtained.  It  is  then 
allowed  to  cool,  and  the  exposed  silver  is  amalgamated — the  plate  being  slightly  heated,  to  facilitate 
the  operation.  As  the  mercury  will  not  combine  with  the  oxide  of  copper,  a  design  is  produced,  of 
which  the  amalgamated  parts  represent  the  black,  and  the  parts  of  the  plate  covered  with  oxide  of 
copper  represent  the  white  parts.  The  amalgamation  being  complete,  the  plate  is  to  be  covered  with 
three  or  four  thicknesses  of  gold  leaf ;  and  the  mercury  is  evaporated  by  heat,  the  gold  only  adher- 
ing to  the  black  parts.  The  superfluous  gold  must  then  be  cleaned  off  with  the  scratch-brush ;  afttf 
which  the  oxide  of  copper  is  dissolved  by  a  solution  of  nitrate  of  silver,  and  the  silver  and  copper 
underneath  are  attacked  with  dilute  nitric  acid.  Those  parts  of  the  design  which  are  protected  by 
the  gold,  not  being  attacked,  correspond  to  the  black  parts  of  the  plate;  the  other  parts,  correspcmd- 
ing  to  the  white  parts  of  the  engraving,  may  be  sunk  to  any  required  depth.  When  this  operation  is 
completed  the  plate  is  finished,  and  may  be  printed  from  in  the  ordinary  method  of  printing  from 
woodcuts. 

To  obtain  from  the  same  prints  plates  with  sunk  lines  similar  to  the  ordinary  engraved  copper 
plates,  a  plate  of  copper  covered  with  gold  is  operated  upon.  On  immersion  in  the  smphate-of-oop- 
per  solution  the  parts  corresponding  to  the  white  parts  will  become  covered  with  copper.  The  iotUne, 
or  compound  of  iodine,  formed,  is  then  to  be  removed  by  the  hyposulphite,  the  layer  of  deposited 
copper  is  oxidized,  and  the  gold  amalgamated,  which  may  be  removed  by  means  of  nitric  acid,  the 
oxide  of  copper  being  dissolved  at  the  same  time.  In  this  instance  the  original  surface  of  the  plate 
corresponds  to  the  white  parts  of  the  print,  and  the  sunk  or  engraved  parts  to  the  Uadc  parts,  as  in 
the  ordinary  copperplate  engravings. 
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Engbayino  on  Wood. — ^There  are  various  modes  for  protecting  the  eyes  when  working  by  lamp, 
light,  but  we  are  aware  of  only  one  which  both  protects  the  eyes  from  the  light  and  the  face  from 
the  heat  of  the  lamp.  This  consists  in  filling  a  large  transparent  glass  globe  with  clear  water,  and 
pladng  it  in  such  a  manner  between  the  lamp  and  the  workman  that  the  light,  after  passing  through 
the  globe,  may  fall  directly  on  the 
block,  in  the  manner  represented  in 
Fig.  1509.  The  height  of  the  lamp 
can  be  regulated  according  to  the  en- 
graver's convenience,  in  consequence 
of  its  being  movable  on  the  upright 
piece  of  iron  or  other  metal  which 
forms  its  support.  The  dotted  line 
shows  the  direction  of  the  light  when 
the  lamp  is  elevated  to  the  height 
here  seen ;  by  lowering  the  lamp  a 
little  more,  the  dotted  line  would  in- 
cline more  to  a  horizontal  direction, 
and  enable  the  engraver  to  sit  at  a 
greater  distance.  By  the  use  of 
these  globes  one  lamp  will  suffice 
for  three  or  four  persons,  and  each 
person  have  a  clearer  and  cooler  light 
than  if  he  had  a  lamp  without  a  globe 
solely  to  himself. 

There  are  only  four  kinds  of  cut- 
ting tools*  necessary  in  wood-en- 
graving, namely :  gravers,  tint  tools, 
gouges  or  scoopers,  and  flat  tools  or 
chisels.  Of  each  of  these  four  kinds 
there  are  various  sizes.  Fig.  1510 
shows  the  form  of  a  graver  that  is 
prindpally  used  for  outlining  or  sep- 
arating one  figure  from  another.  A  is  the  back  of  the  tool,  B  the  face,  C  the  point,  and  D  what  is 
technically  called  the  belly.  The  horizontal  dotted  line  C  2  shows  the  surface  of  the  block,  and  the 
manner  in  which  part  of  the  handle  is  cut  off  after  the  blade  is  inserted,  f  This  tool  is  very  fine  at 
the  point,  as  the  line  which  it  cuts  ought  to  be  so  fine  as  not  to  be  distinctly  perceptible  when  the  cut 
is  printed,  as  the  intention  is  merely  to  form  a  termination  or  boundaiy  to  a  series  of  lines  running 
in  another  direction.    Though  it  is  necessary  that  the 

point  should  be  very  fine,  yet  the  blade  ought  not  to  be  1510. 

too  thin,  for  then,  instead  of  cutting  out  a  piece  of  the  A 

wood,  the  tool  will  merely  make  a  delicate  opening, 
which  would  be  likely  to  close  as  soon  as  the  block 
should  be  exposed  to  the  action  of  the  press.    When 

the  outline  tool  becomes  too  thin  at  the  point,  the  lower  part  should  be  rubbed  on  a  hone,  in  order 
to  reduce  the  extreme  fineness. 

About  8  or  9  gravers  of  different  sizes,  beginning  from  the  outline  tool,  are  generally  sufficient. 
The  blades  differ  little  in  shape,  when  first  made,  from  those  used  by  copperplate  engravers ;  but  in 
order  to  render  them  fit  for  the  purpose  of  wood-engraving,  it  is  necessary  to  give  the  points  their 
peculiar  form  by  rubbing  them  on  a  Turkey  stone.  In  F^.  1511  are  shown  the  faces  and  part  of 
the  backs  of  nine  gravers  of  different  sizes.    The  lower,  dotted  line  A  C  shows  the  extent  to  which 
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the  points  of  such  tools  are  sometimes  ground  down  by  the  engraver  in  order  to  render  them  broader. 
When  thus  ground  down  the  points  are  slightly  rounded,  and  do  not  remain  straight  as  if  cut  off  by 
the  dotted  line  A  G,  These  tools  are  used  for  nearly  all  kinds  of  work,  except  for  series  of  parallel 
lines,  technically  called  "  tints."  The  width  of  the  line  cut  out,  according  to  the  thickness  of  the 
graver  toward  the  point,  is  regulated  by  the  pressure  of  the  engraver's  hand. 

Tint  tools  are  chiefly  used  to  cut  parallel  lines  forming  an  even  and  uniform  ftn/,  such  as  is  usually- 
seen  in  the  representation  of  a  clear  sky  in  woodcuts.    They  are  thinner  at  the  back  but  deeper 

*  A  sharp-edged  acnper,  In  shape  something  like  a  copperplate  engraver^s  bomisher,  la  used  In  the  prooeas  of 
lowtrina, 

t  The  handle,  whwj  receired  from  the  tnmer^a,  Is  perftsctly  drcnlar  at  the  rounded  end ;  but  after  the  blade  la  Inserted, 
a  segment  ia  cut  off  at  the  lower  part,  as  seen  in  Fig.  1510. 
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at  the  side  than  gravers,  and  the  angle  of  the  face,  at  the  point,  is  much  more  acute.  About  7  or  8, 
of  different  degrees  of  fineness,  are  generally  sufficient.  Fig.  1612  will  afford  an  idea  of  the  shape 
of  the  blades  toward  the  point.  The  handle  of  the  tint  tool  is  of  the  same  form  as  that  of  a  graver. 
The  figure  marked  A  presents  a  side  view  of  the  blade ;  the  others,  marked  B^  show  the  faces.  Some 
engravers  never  use  a  tint  tool,  but  cut  all  their  lines  with  a  graver.    There  is,  however,  great  unca- 
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t^ty  in  cutting  a  series  of  parallel  lines  in  this  manner,  as  the  least  inclinaUon  of  the  hand  to  one 
side  will  cause  the  graver  to  increase  the  width  of  the  white  line  cut  out,  and  undercut  the  raised  one 
left,  more  than  if  in  the  same  circumstances  a  tint  tool  were  used.  This  will  be  rendered  more  eri- 
dent  by  a  comparison  of  the  points  and  faces  of  the  two  different  tools.  Fig.  1618. 

The  tint  tool,  being  very  little  thicker  at  B  than  at  the  point  A^  will  cause  a  very  trifling  differ- 
ence in  the  width  of  a  line  In  the  event  of  a  wrong  inclination,  when  compared  with  the  ineqnalitj 
occasioned  by  the  unsteady  direction  of  a  graver,  whose  angle  at  the  point  is  much  greater  thin  that 
of  a  proper  tint  tool.  Tint  tools  ought  to  be  sufficiently  strong  at  the  back  to  prevent  their  beodiog 
in  the  middle  of  the  blade  when  used ;  for  with  a  weak  tool  of  this  kind  the  engraver  cannot  prope^ 
ly  guide  the  point,  and  hence  freedom  of  execution  is  lost  Tint  tools  that  are  rather  tludt  in  the 
bade  are  to  be  preferred  to  such  as  are  thin,  not  only  from  their  allowing  of  great  steadiness  in  cat- 
ting, but  from  their  leaving  the  raised  lines  thicker  at  the  bottom,  and  consequently  more  capable  of 
sustaining  the  action  of  the  press.  A  tint  tool  that  is  of  the  same  thickness  both  at  the  back  and 
the  lower  part,  cuts  out  the  lines  in  such  a  manner  that  a  section  of  them  appears  as  in  Fig.  1514, 
the  black  raised  lines  from  which  the  impression  is  obtained  being  no  thicker  at  their  base  than  at 
the  surface ;  while  a  section  of  the  lines  cut  by  a  tool  that  is  thidcer  at  the  back  than  at  the  tower 
part  appears  as  in  Fig.  1515.  It  is  evident  that  lines  of  this  kind,  having  a  better  support  at  the 
base,  are  much  less  iSible  than  the  former  to  be  broken  in  printmg. 

Gouges  of  different  sizes,  Fig.  1516,  from  A  the  smallest  to  B  the  largest,  as  here  represented, 
are  us^  for  scooping  out  the  wood  toward  the  centre  of  the  block ;  whue  fiat  tools  or  chisels,  of 
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various  sizes,  are  chiefly  employed  in  cutting  away  the  wood  toward  the  edges.  Flat  tools  of  the 
shape  seen  at  C  are  sometimes  offered  for  sale  by  tool-makers,  but  they  ought  never  to  be  used; 
for  the  projecting  comers  are  very  apt  to  cut  under  a  line,  and  thus  remove  it  entirely,  causbg  great 
trouble  to  replace  it  by  inserting  new  pieces  of  wood. 

The  face  of  both  gravers  and  tint  tools  ought  to  be  kept  rather  long  than  short ;  though  if  the 
point  be  ground  too  fine,  it  will  be  very  liable  to  break.  When,  as  in  Fig.  1617,  the  face  is  long- 
er, strictly  speaking,  when  the  angle  formed  by  the  plane  of  the  face  and  the  lower  line  of  the 
blade  is  comparatively  acute— a  line  is  cut  with  much  greater  dearance  than  when  the  &oe  is  com- 
paratively obtuse,  and  the  small  shaving  cut  out  turns  gently  over  toward  the  hand.  When,  howcTer, 
the  face  of  the  tool  approaches  to  the  shape  seen  in  Fig.  1618,  the  reverse  happens :  the  small  shar- 
ing is  rather  ploughed  out  than  cleanly  cut  out ;  and  the  force  necessary  to  push  the  tool  forvaid 
frequently  causes  small  pieces  to  fiy  out  at  each  side  of  the  hollowed  line,  more  especially  if  the 
wocJd  be  dry.  The  shaving  also,  instead  of  turning  aside  over  the  face  of  the  rod,  turns  over  before 
the  point,  as  in  Fig.  1518,  and  hinders  the  engraver  from  seeing  that  part  of  the  pencUed  line  whidi 
is  directly  under  it.  A  short-faced  tool  of  itself  prevents  the  engraver  from  distinctly  seeing  the 
point.  When  the  face  of  a  tool  has  become  obtuse,  it  ought  to  be  ground  to  a  proper  form ;  for 
Instance,  from  the  shape  A  to  that  of  B^  Fig.  1619. 

Gravers  and  tint  tools  when  first  received  from  the  maker  are  generally  too  hard — a  defect  whidi 
is  soon  discovered  by  the  point  breaking  off  short  as  soon  as  it  enters  the  wood.    To  remedy  this, 

15S0.  1681. 
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the  blade  of  the  tool  ought  to  be  placed  with  its  flat  side  above  a  piece  of  iron— a  poker  will  do  very 
weU — nearly  red-hot.  Directly  it  changes  to  a  straw-color  it  is  to  be  taken  off  the  iron,  and  either 
dipped  in  sweet  oil  or  idlowed  to  cool  gradually.  If  removed  from  the  iron  while  it  is  still  of  a  straw- 
color,  it  will  have  been  softened  no  more  than  suffident ;  but  should  it  have  acquired  a  purple  tinge, 
it  will  have  been  softened  too  much,  and,  instead  of  breaking  at  the  point  as  before,  it  will  bend 
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A  small  grindstone  is  of  great  service  in  grinding  down  the  faces  of  tools  that  have  become  obtuse. 
A  Turkey  stone,  though  the  operation  requires  more  time,  is  however  a  very  good  substitute,  as,  be- 
sides reducing  the  face,  the  tool  receives  the  point  at  the  same  time.  Though  some  engravers  use 
only  a  Turkey  stone  for  sharpening  their  tools,  yet  a  hone  in  addition  is  of  great  advantage.  A 
graver  that  has  received  a  fiiud  polish  on  a  hone  cuts  a  clearer  line  than  one  which  has  only  been 
sharpened  on  a  Turkey  stone ;  it  also  cuts  more  pleas- 
antly, gliding  smoothly  through  the  wood,  if  it  be  of  1628. 
good  quality,  without  stirring  a  particle  on  each  side 
of  the  line. 

The  gravers  and  tint  tools  used  for  engraving  on  a 
plane  surface  are  straight  at  the  point,  as  are  here 
represented,  Figs.  1620  and  1521 ;  but  for  engraving 
on  a  block  rendered  concave  in  certain  points  by  low- 
ering, it  is  necessary  that  the  point  should  have  a 
slight  inclination  upward,  as  in  ^.  1620.  The  dotted  lines  show  the  direction  of  the  point  used  for 
pluie-surface  engraving.  There  is  no  difficulty  in  getting  a  tool  to  descend  on  one  side  of  a  part 
hollowed  out  or  lowered ;  but  unless  the  point  be  slightly  inclined  upward,  as  is  here  shown,  it  is 
extremely  difficult  to  make  it  ascend  on  the  side  opposite,  without  getting  too  much  hold,  and  thus 
producing  a  wider  white  line  than  was  intended. 

As  the  proper  manner  of  holding  the  graver  is  one  of  the  first  things  that  a  young  wood-engraver 
is  taught,  it  is  necessary  to  say  a  few  words  on  the  subject    Engravers  on  copper  and  steel,  who 


hare  mudi  harder  substances  than  wood  to  cut,  hold  the  graver  with  the  forefinger  extended  on 
the  blade  beyond  the  thumb,  Fig.  1622,  so  that  by  its  pressure  the  point  may  be  pressed  into  the 
plate.  As  box-wood,  however,  is  much  softer  than  copper  or  steel,  and  as  it  is  seldom  of  perfectly 
equal  hardness  throughout,  it  is  necessary  to  hold  the  grayer  in  a  different  manner,  and  employ  the 
thumb  at  once  as  a  stay  or  rest  for  the  blade,  and  as  a  check  upon  the  force  exertcKi  by  the  palm  of 
the  hand,  the  motion  being  chiefly  directed  by  the  forefinger,  as  is  shown  in  Fig.  1628.  The  thumb, 
with  tiie  end  resting  against  the  ade  of  the  block,  in  the  manner  represented,  allows  the  blade  to 


move  bade  ibd  forward  with  a  slight  degree  of  pressure  against  it,  and  in  case  of  a  slip  it  is  ever 
ready  to  check  the  graver's  progress.  This  mode  of  resting  the  thumb  against  the  edge  of  the 
block  is,  however,  only  applicable  when  the  cuts  are  so  small  as  to  allow  of  the  grayer,  when  thus 
guided  and  controlled,  to  reach  every  part  of  the  subject  When  the  cut  is  too  large  to  admit  of 
this,  the  thumb  then  rests  upon  the  surface  of  the  block,  as  seen  in  Fig.  1624,  still  forming  a  stay 
to  the  blade  of  the  graver,  and  a  check  to  its  slip,  as  before. 

ENYELOPB  MACHINERY.  In  the  earliest  stages  of  the  invention,  the  paper  blanks  were  cut 
out,  and  the  subsequent  folding  performed,  entirely  by  band ;  but  the  necessity  of  a  prodigious  in- 
crease in  the  power  of  production  speedily  led  to  the  employment  of  mechanical  means  for  the  en- 
tire mann&ctftre.    One  of  the  first  of  these  improvements  was  an  improved  paper-cutting  machine, 
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a  plan  for  cutting  out  the  blanks.    Many  envelope-makers  use  this  machine  now ;  but  others  empbj 
a  hollow  cutting-die,  cutting  through  about  260  sheets  of  paper  at  once. 

Fig.  1525  is  a  sectional  elevation  of  the  die,  and  Fig.  1526  a  plan.  It  is  simply  a  knife  shaped  to 
the  contour  of  the  envelope  blank,  A  being  the  sharp  edge,  lliis  is  forced  through  a  thick  pQe  of 
sheets  by  a  convenient  press,  so  as  to  produce  blanks  agreeing  in  shape  to  the  interior  of  the  two 
lines  in  Fig.  1626.  This  shape,  it  will  be  observed,  is  not  one  now  in  common  use,  but  it  serves  as  an 
example  of  some  of  the  attempts  which  have  been  made  to  give  additionaJ  security,  and  probably  a 
greater  appearance  of  style.  The  cut  pieces  are  gummed  on  one  side,  at  the  ends  of  eadi  fl^ ;  and 
when  folded,  as  indicated  by  the  dotted  lines  in  the  plan  of  the  cutter,  the  long  narrow  part  adheres 


1526. 


1626. 
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to  one  end  of  its  counterpart,  forming  the  back,  and  the  remaining  pair  of  flaps  fold  down  upon  it 
This  shape  of  envelope  has,  for  many  reasons,  never  come  into  ordinary  use. 

figs.  1627,  1628,  and  1629  exhibit,  in  elevation  and  detail,  an  improved  folding-machine,  patented 
in  France  by  M.  R4mond.  In  this  machine  some  ingenious  appliances  are  introduced,  wherebj 
atmospheric  pressure  is  employed  to  facilitate  the  feeding  in  of  the  blanks  to  the  folding  apparatiu, 
and  the  secondary  folding  action  of  the  flaps  in  connection  with  the  creasing  plunger. 

Fig.  1627  is  a  side  elevation  of  the  machine,  partially  in  section.    Fig.  1628  is  a  vertical  secdoa 


of  a  portion  of  the  machinery,  taken  at  the  dotted  line  -4  ^  in  Fig.  1627.  Rg.  1629  is  a  hori»mtal 
view  or  plan  of  the  folding-table,  with  the  details  of  the  apparatus  for  receiving  the  blaaks  prepara- 
tory to  folding.  Fig.  1680  is  a  transverse  section,  taken  at  the  dotted  line  (7  2>  in  Fig.  1527.  Fig. 
1631  is  a  plan  of  the  feeding-slide  N  in  Fig.  1627. 

The  arrangement  of  the  mechanism  is  such  that,  a  quantity  of  blanks  of  the  required  size  being 
placed  on  the  feeding-table,  each  will  be  taken  up  singly  from  the  pile,  and  fed  into  the  folding  ap* 

Saratus  by  means  of  an  instrument,  in  which,  at  proper  intervals,  a  partial  vacuum  is  formed,  wbcr^- 
y  each  sheet  is  sucked  up  against  the  surface  of  the  fingers  for  conveyance  to  the  folder. 
As  the  first  step  of  the  process  of  folding,  the  flaps  of  the  blanks  are  bent  to  a  right  angle  by 
simple  devices ;  but  a  novel  arrangement  5  introduced  for  the  performance  of  the  secondary  fdd. 
The  bottom  of  the  creasing  frame  or  box  is  perforated,  so  that  the  passing  back  of  the  plunger 
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leaves  the  blank  within  the  recess,  with  its  four  flaps  standing  upright ;  and  here  the  second  ap- 
plication of  the  atmospheric  action  comes  into  play,  for  the  purpose  of  giving  the  flaps  a  prelimi- 
nary inclination  inward,  in  order  to  fit  them  for  receiving  the  flat  folding  pressure  of  the  return 
stroke  of  the  plunger.  To  this  end  the  sides  of  the  folding-box  are  perforated,  so  as  to  allow 
streams  of  atmospheric  air  to  be  forced  against  the  outsides  of  the  flaps ;  so  that,  on  the  descent 
of  the  plunger,  they  will  all  be  folded  down  at  once,  the  interior  and  under  surface  of  the  plunger 
being  suitably  formed  to  cause  the  flaps  to  succeed  each  other  in  tiieir  proper  order.  In  addition 
to  this,  certain  contrivances  are  adapted  for  stamping  the  outer  flaps  with  an  embossed  or  perforated 
device,  and  also  for  gumming  the  lowest  flap  as  a  fastening  for  the  completed  envelope. 
Bj  Fig.  1528,  is  the  folding-box,  or  recess,  in  whidi  the  folding  process  is  performed.    It  consists  of 
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4  side-pieces,  at  the  angles  of  which  are  projections  between  which  the  blanks  are  suooessively  fed 
so  that  they  may  be  correctly  placed,  and  held  during  the  action  of  the  plunger.  D  is  the  door  or 
movable  bottom  of  the  box,  hinged  at  one  end,  so  that,  when  an  envelope  has  been  folded  in  the  box, 
it  may  be  discharged  below ;  it  is  perforated  with  numerous  holes  for  the  escape  of  the  air,  as  the 
blank  is  forced  down,  and  is  kept  dosed  by  means  of  a  lever  E,  which  is  actuated  at  the  proper  in- 
tervals of  time  by  means  of  the  cam  on  the  main  shaft,  giving  motion  to  a  slide.  The  feeder  N,  Fig. 
1527,  is  carried  upon  a  slide,  having  dovetailed  edges,  moving  between  fixed  guiding  dovetails.  It 
consists  of  two  hollow  fingers,  each  having  an  opening  on  the  under  side ;  the  interior  of  the  fingers 
opens  into  the  hollow  portion  of  the  slide,  allowing  of  a  partial  vacuum  being  obtained  within  the 
fingers  when  the  exhaust  movement  comes  into  use.  A  flexible  tube  Q,  of  vulcanized  India-rubber, 
is  attached  to  the  under  side  of  the  slide,  the  opposite  end  being  connected  with  the  bellows  B, 
When  the  under  side  of  the  fingers  comes  upon  the  top  of  the  pile  of  blanks,  the  exhausting  action 
is  brought  into  play,  and  the  top  sheet  is  carried  over  to  the  top  of  the  box  B  for  deposit  At  the 
termination  of  the  outward  stroke  of  the  bellows,  the  sheet  is  separated  from  them  by  the  action  of 
a  valve  in  the  bellows,  opening  outward  at  the  commencement  of  the  return  stroke. 

As  the  blanks  are  fed  into  proper  position,  the  folding  plunger  ff.  Fig.  1528,  comes  into  action.  It 
is  a  hollow  rectangular  metal  frame,  having  in  its  interior  a  set  of  three  projections,  which,  in  the 
secondary  movement,  act  on  the  separate  fliaps,  folding  them  all  down  at  once,  when  they  are  held  in 
the  required  inclined  position  by  the  atmospheric  side  currents,  as  oreviously  detailed.  The  inclined 
projections  are  essentially  necessary,  in  order  that  the  flaps  may  be  folded  down  in  their  proper  relative 
positions ;  the  projection  I,  pressing  on  one  of  the  side  flaps,  causes  it  to  be  folded  first ;  afterward 
the  projection  m  acts  upon  one  of  the  ends,  while  the  third,  n,  carries  down  the  opposite  one,  the 
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final  folding  being  completed  by  the  under  edges  of  the  plunger,  which  gives  a  sharp  pressure  to  the 
initiatory  fold  of  the  whole  series.    By  suitably  setting  these  projections,  any  order  may  be  given  to 
the  flaps ;  thus,  if  tiie  two  end  ones  do  not  overlap  each  other,  they  may  be  folded  down  together  by 
equal  projections. 
Hie  necessary  fttmospheric  side  pressure  on  the  fli^s  is  obtained  from  the  inclined  air-pump  jn,  the 
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piston  of  whieh  is  driven  by  a  crank-pin  on  the  fly-wheel ;  and  a  tube  q  conveys  the  forced  air  from 
the  bottom  of  the  pump  to  a  hollow  channel  passing  all  round  the  edges  of  the  folding-box,  as  dotted 
in  the  plan,  Hg.  1629,  whence  the  orifices,  already  pointed  out,  open  inward  to  the  box.  For  the 
application  of  gum  or  other  cementing  fluid  to  the  lowest  flap,  to  secure  the  three  stationary  ones, 
a  fountam  is  placed  at  r,  from  the  bottom  of  which  two  tubes  8  8  branch  out  to  the  two  flat  tubular 
receptacles  1 1  inclosed  in  a  vessel  u,  the  supply  being  regulated  by  a  stop-cock  before  the  junction  of 
the  two  supply  branches.  The  gumming  action  is  performed  by  pieces  of  sponge  placed  in  the  upper 
ends  of  the  flat  tubes  tt,  which  stand  slightly  above  their  upper  edges;  the  pressor  v,  descendine 
just  before  the  plunger,  presses  the  edges  of  the  lowest  flap  upon  the  sponge,  as  clearly  iUustrated 
in  the  plan  view.  This  pressor  receives  its  motion  from  the  cam  w  acting  on  the  slide  oc,  to  which 
the  pressor  is  attached.  If  it  is  [intended  to  stamp  or  emboss  the  outer  flap  with  an  embossed  or 
perforated  device,  dies  are  applied  as  at  y  z.  The  die  y  being  attached  to  a  slide  1,  acted  on  by  the 
external  cam  2,  the  stamping  action  takes  place  just  before  the  descent  of  the  plunger. 

This  machine  is  said  to  have  produced  easily  60  envelopes  per  minute,  or  86,S}0  per  day,  com- 
pleted, gummed,  and  stamped,  and  might  probably  be  worked  faster. 

Since  the  first  anticipations  of  the  value  of  the  envelope  for  general  consumption,  many  mo^ca- 
tions  have  been  introduced.  In  1844  Mr.  Wilson,  the  inventor  of  the  cutting  machine,  hit  upon  the 
ingeniously /simple  mode  of  economizing  the  paper  in  cutting  out  the  blanks,  by  cutting  the  original 
web  of  paper  diagonally  across  its  width.  Formerly,  when  the  web  was  divided  longitudinallj,  and 
then  by  transverse  cuts  at  right  angles,  the  rectangular  sheet  thus  formed,  when  cot  op  into  diamond 
pieces  for  the  envelopes,  suffered  considerable  loss  hi  the  reduction.  By  Mr.  Wilson's  plan  this  was 
avoided,  as,  the  transverse  cuts  being  all  made  diagonally,  each  blank  fitted  exactly  to  its  ndghbor, 
and  this  source  of  loss  was  removed.  In  1846,  again,  Mr.  Charles  Chinnock  obtained  a  patent  for 
some  contrivances  for  the  obtainment  of  greater  security  of  inclosure,  by  applying  the  ordinary 
postage-stamp,  or  other  adhesive  labels,  so  as  to  become  a  fastener  for  the  edges  of  the  paper  form- 
ing the  envelope.  In  one  of  his  arrangements,  a  small  hole,  somewhat  less  than  the  area  of  a  poet- 
age-stamp,  is  punched  at  the  right-hand  comer  of  the  address  side,  so  that,  when  liie  stamp  is  pot 
on,  it  adheres  not  only  to  the  edges  of  the  hole,  but  also  to  the  tiimed-in  edge  produced  in  the  end 
fold  of  the  ^envelope,  as  well  as  partially  to  the  inclosed  note.    Thus  the  inclosure  cannot  be  re- 
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moved  without  leaving  detective  marks.  According  to  another  mode,  the  patentee  punches  holes  of 
various  sizes  through  the  parts  of  the  envelope  where  the  seal  is  placed — in  some  cases  placing  a  bit 
of  blotting-paper  beneath,  this  being  for  the  purpose  of  securing  the  whole  by  the  seal  In  another 
arrangement,  the  envelope  is  the  same  shape  as  that  now  generally  used,  having  four  triangular  flaps, 
meeting  in  the  centre  for  the  seal.  In  the  ends  of  three  of  these  flaps  are  small  holes,  each  one  a 
little  different  in  size,  so  that  when  folded  the  smallest  hole  is  the  lowest,  and  the  largest  the  third 
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in  the  layers,  while  the  fourth  is  blank,  the  wax  below  which  not  only  secures  all  the  flaps,  bat 
adheres  also  to  the  inclosure.  When  a  piece  of  blotting-paper  is  placed  below  the  holes,  as  in  an- 
other modification,  any  attempt  to  open  Uie  letter  would  involye  a  tear. 

In  Figs.  1632  and  1588  are  represented  two  views  of  the  envelope  machine  devised  by  T.  V.  Way- 
mouth,  and  manufactured  by  Berlin  &  Jones  of  New  TorlL. 

A  represents  the  bed  of  the  machine,  supported  on  suitable  legs,  B,  The  table  A',  which  supports 
the  blanlcs,  is  detached  from  the  main  portion  of  the  bed,  and  is  connected  to  it  so  that  it  can  be 
turned  in  or  out.  From  this  table  A'  rises  a  curved  guide  Ty  against  which  the  edges  of  the  blanks 
abut,  so  that  such  blanks  can  readily  be  brought  into  the  desired  position  without  bending  up  their 
edges.  Above  such  table  rise  the  pickers  or  gummers  C  (7,  which  serve  to  apply  the  gum  to  the 
blanks,  and  to  lift  one  after  another  to  be  carried  to  the  folding-machine.  The  gummer  C  applies 
the  gum  to  the  seal-flap,  and  the  gummer  C  to  the  back  flap  of  the  envelope-blank. 

The  gummers  or  pickers  C7  (7  are  suspended  from  an  arm  2>,  extending  from  a  slide,  to  which  a 
rising  and  falling  motion  is  imparted  by  a  cam.    The  gummers  are  supplied  with  gum  by  the  roUers 
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e  e^  which  have  their  bearings  in  a  reciprocating  carriage  d^  by  which  they  are  alternately  brought 
in  contact  with  rollers  e  «,  which  revolve  in  the  gum-boxes  //,  and  then  are  carried  under  the  gum- 
mers. By  these  means  the  seal  and  back  flaps  of  the  envelope-blank  are  gummed  at  or  about  the 
same  time,  after  the  blank  is  put  into  the  machine. 

After  the  gummers  have  descended  upon  the  blanks  they  rise  again,  carrying  up  with  them  the  up- 
permost blank,  whicli  adheres  to  them,  by  reason  of  the  nature  of  the  gum,  until  such  blank  comes 
in  contact  with  the  under  surface  of  the  platform  supporting  the  gum-lx>x,  when  the  blank  is  disen- 
gaged from  the  gummers  or  pickers  and  deposited  on  Uie  cancers  v',  to  which  a  reciprocating  motion 
is  unparted  by  the  action  of  an  arm  H^  mounted  on  a  rock-shaft  h\  which  rock-shaft  receives  an  os- 
cillating motion  by  means  of  an  eccentric  t',  mounted  on  the  driving-shaft  /,  and  connecting  with 
such  rock-shaft  by  a  strap  k  and  arm  I, 

By  the  carriers  O'  the  blank  is  brought  under  the  creasing-plunger  /,  which  is  secured  to  an  arm 
Ky  extending  from  a  slide  X,  to  which  a  rising  and  falling  motion  is  imparted  by  the  action  of  a 
cam.  The  plunger  /  forces  the  blank  down  through  an  aperture  n  in  the  crcasing-platform  iT,  the 
blank  being  disengaged  from  the  carriers,  and  deposited  on  the  creasing-platform  before  the  plunger 
descends,  by  the  action  of  a  forked  lever  O.  To  one  of  the  arms  of  such  lever  is  attached  a  die  o, 
which,  when  brought  down  upon  the  blank  while  it  rests  upon  the  creasing-platform  JV,  produces 
upon  the  seal-flap  any  mark  or  figure  desired,  as  an  initial  letter,  monogram,  etc  By  the  descent  of 
the  plunger  /  throus^h  the  aperture  n  the  blank  is  creased,  and  in  this  condition  it  is  brought  down 
apon  the  folding-table  P.  By  engraving  or  otherwise  producing  on  this  table,  or  in  the  face  of  the 
creasing-plunger,  or  in  both,  a  suitable  or  desired  design  or  die,  the  body  of  the  envelope  can  be 
embossed  or  stamped  with  any  desired  character  or  pattern. 

As  soon  as  the  plunger  has  ascended  a  sufi9cient  distance  from  the  platform  P,  the  folding-wings 
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/'  ^  h'  i'  torn  down  in  quick  suoceBsion,  the  wings  ff'  i'  turning  down  first,  and  folding  down  the 
end  flaps ;  then  the  wing  A',  folding  the  back  flap ;  and  lastly  the  wing/',  which  folds  the  seal-fliq). 
The  wings  ff\  i\  and  h\  after  having  l>een  turned  down,  remain  stationary  until  the  seal-flap  is  turned 
down,  and  such  wings  are  so  shaped  that  the  gummed  part  or  edge  of  the  seal^ap  will  not  be  allowed 
to  come  in  contact  with  any  of  the  other  flaps,  and  consequently  audi  seal-flap  will  be  prevented 
from  adhering  to  the  other  part  of  the  envelope. 

After  the  operation  of  folding  a  blank  has  been  completed,  as  before  described,  the  folding-wings 
turn  back  to  Uieir  original  position,  and  the  folding-table  F  is  tUted,  causing  the  folded  envelopes  to 
slide  from  off  such  table,  and  drop  one  by  one  into  or  between  two  of  the  radiating  arms  or  plates 
/,  which  project  from  an  endless  apron  Q.  The  envelopes,  on  being  discharged  from  the  apna, 
drop  into  a  receiving-box  Jt,  which  is  provided  with  a  follower  S^  by  whidi  they  are  slightly  com- 
pressed, so  as  to  be  ready  to  be  put  into  bundles  or  packages. 

The  endless  apron  <m  which  the  envelopes  pass  is  usually  made  longer  than  is  here  represented, 
and  is  provided  with  a  small  blower  beneath  it,  which  creates  an  air-blast  to  dry  the  paste  of  the 
envelopes  during  their  passage.  An  ingenious  arrangement  of  fingers  has  also  been  contrived  to 
take  the  envelopes  one  at  a  time  from  the  apron,  and  place  them  in  piles.  This  machine  is  capable 
of  folding  and  pasting  envelopes  at  the  rate  of  about  one  a  second. 

£SCAF£M£NT.  A  wheel  fitted  with  teeth  which  are  made  to  act  upon  two  distinct  pieces  or 
pallets  attached  to  a  reciprocating  frame,  so  arranged  that  when  one  tooth  escapes,  or  ceases  to  drive 

a  pallet,  the  other  shall  begin  its  action.  One  of  the 
most  simple  forms  is  shown  in  Fig.  15S4.  A  sliding 
frame,  A  B^  is  furnished  with  two  projecting  pieces  at  V 
and  2>,  and  within  it  is  centered  a  wheel  possessing  three 
teeth,  P,  Q,  and  R,  which  tends  always  to  turn  in  the 
direction  indicated  by  the  arrow.  The  upper  tooth,  P,  is 
represented  as  pressing  upon  the  projection  D,  and  driv- 
ing the  frame  to  the  right  hand :  when  the  tooth  P  es- 
capes, the  action  of  Q  commences  upon  the  other  side 
of  the  frame,  and  the  projection  C  is  driven  to  the  left  hand.  Thus  the  rotation  of  the  wheel  causes 
a  reciprocating  movement  in  the  sliding  piece  AB,  It  is  clear  that  the  wheel  must  have  1,  8,  5,  or 
some  odd  number  of  teeth  upon  its  circumference. 

The  cnnm-whed  etctmement  is  a  circular  band,  with  large  saw-shaped  teeth  cut  upon  one  edge ; 
the  vibrating  axis  A  By  Fig.  1685,  carries  two  flat  pieces  of  steel,  a  6«  called  pallets,  which  pro^ 
from  the  axis  in  directions  at  right  angles  to  each  other,  and  engage  alternately  with  teeth  upon  the 
opposite  sides  of  the  wheel.  Suppose  the  wheel  to  turn  in  the  direction  toward  which  the  teeth  in- 
cline, and  let  one  of  its  teeth  encounter  the  pallet  b  and  push  it  out  of  the  way ;  as  soon  as  b  escapes, 
a  tooth  on  the  opposite  side  meets  the  pallet  a,  and  tends  to  bring  the  axis  A  E  back  again ;  thus  a 
reciprocating  action  is  caused. 
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In  the  anchor  eneapemerd  a  wheel  centered  at  ^  Is  provided  with  a  number  of  teeth,  and  tends 


1666. 


always  to  turn  in  the  direction  indicated  by  the  arrow.  A  portion  of  this  wheel  is  embraced  by  an 
andior,  A  CB,  Fig.  1686,  centered  at  C,  the  extreme  ends  of  which  are  formed  into  pallets,  ^m 
and^Pn;  these  pallets  may  be  flat  or  slightly  convex,  but  they  are  subject  to  the  condition  that  the 
perpendicular  to  ^  m  shall  pass  above  C,  and  the  perpendicular  to  Pn  shall  pass  between  C  and  & 
The  point  of  a  tooth  is  represented  as  having  escaped  from  the  pallet  Bn  after  driving  the  anchor 
to  the  right  hand ;  and  the  point  9,  by  pressing  against  ^  m,  is  supposed  to  have  already  pushed  the 
anchor  a  little  to  the  left  hand,  and  thus  the  wheel  can  only  proceed  by  causing  a  vibratory  naotion 
in  the  anchor,  ACB,    (See  "  Elements  of  Mechanism,*'  Goodeve,  New  York,  1877.) 

ETCHING.  The  apparatus  required  oonsists  of  copper  plates,  etc,  etching-needles,  hand-rest^ 
etching-ground,  dabber,  oil-rubber,  rottenstone,  smoking-taper,  engraver's  shade,  bordering-wax,  stop- 
ping-out varnish,  tracing-paper,  aquafortis,  etc. 

Ghround. — ^The  ground  is  composed  of  asphaltum.  Burgundy  pitch,  and  beeswax.  Take  equal  po^ 
tiona  of  the  above-named  materials,  place  them  in  an  earthen  pipkin  in  an  oven,  and  melt  thenu    Ihe 
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I  must  be  kept  stirred  until  well  incorporated ;  any  small  piece  of  wood  will  answer  this  purpose. 
When  well  mixed,  it  must  be  poured  into  a  basin  of  cold  water,  and  when  nearly  cold  should  be  pressed 
and  rolled  with  the  hand,  that  all  the  water  may  be  discharged,  then  made  into  a  ball.  Procure  a 
piece  of  worn  silk,  but  be  careful  it  is  without  holes,  double  it,  place  the  ball  therein,  and  tie  up  the 
ends  with  packthread,  taking  care  that  the  double  silk  reaches  well  over  the  ball.  When  tied  tight, 
cut  off  the  overplus  silk,  and  let  the  knot  remain  for  a  hand-hold.  Be  sure  that  the  silk  is  tight  over 
the  ball. 

Dabber, — Take  another  piece  of  silk,  twice  the  size  of  the  last,  double  it,  place  in  it  a  ball  of  coarse 
wool  well  picked  out,  about  the  size  of  a  small  apple,  tie  it  up  in  the  same  way  as  the  ball  for  the 
ground,  and  it  is  ready  for  use. 

OU-Rubher, — The  next  thing  necessary  is  an  oil-rubber,  which  is  simply  a  strip  of  woolen  cloth, 
about  2  inches  wide,  rolled  up  tight,  and  bound  over  with  packthread  or  thin  tape.  With  a  sharp 
knife  cut  off  one  end,  avoiding  the  string,  so  that  the  surface  may  be  quite  flat.  This  is  used  for 
taking  out  stains  or  polishing  the  plate. 

RoUmtUme, — ^Procure  a  piece  of  fine  flannel,  rather  less  than  the  silk  which  covers  the  etching- 
ground  ball,  double  it,  place  on  it  a  small  quantity  of  rottenstone  in  powder,  which  tie  up  in  a  bag. 
A  small  portion  of  fine  whiting  in  the  lump  should  be  kept  at  hand  for  the  sake  of  cleanliness : 
any  small  box  will  answer  this  purpose. 

Smokinff'Tctper, — ^Ptocure  a  wax  taper,  uncoil  it  by  degrees  before  the  fire  until  it  is  all  equally 
pliant ;  double  it  up  in  about  six  lengths,  give  it  one  twist  while  warm,  and  turn  it  a  few  times  before 
the  fire,  that  the  pieces  of  taper  may  adhere  to  each  other ;  melt  the  wax  at  one  end,  so  that  the  wi(^ 
is  exposed ;  see  that  all  the  cotton  ends  will  light  freely.  Care  should  be  taken  to  extinguish  the 
cotton,  or  it  will  revive  with  the  least  draught,  and  may  become  dangerous. 

Bordering-  Wax, — ^This  may  be  obtained  ready-made,  but  engravers  make  it  to  their  own  liking. 
The  component  parts  are  8  ounces  of  rosin,  2  ounces  of  beeswax,  and  such  a  quantity  of  sweet  oil 
as  will  soften  the  mixture  to  your  fancy.  Procure  an  earthen  pipkin,  place  in  the  bottom  a  small 
quantity  of  sweet  oil  (half  an  ounce  or  more),  add  your  rosin  and  beeswax,  broken  in  small  pieces ; 
when  melted,  work  the  ingredients  well  together  with  a  stick  until  thoroughly  incorporated,  then  pour 
into  a  basin  of  cold  water ;  as  it  gets  cold,  work  it  well  with  the  hands  by  pulling  out  into  lengths 
and  doubling  it  together  again :  the  more  it  is  worked  the  better  it  will  be  for  use.  Should  it  turn 
out  brittle,  return  it  broken  to  the  pipkin,  and  add  more  oil ;  work  it  well  together  as  before ;  pour 
it  into  water,  and  work  it  again  with  your  hands. 

Engraver's  Shade, — ^The  next  thing  required  is  a  shade,  which  can  be  made  of  wire.  Bend  it  to  a 
half-circle,  bind  it  together  with  waxed  string,  lay  it  on  tissue  paper,  cut  away  all  but  half  an  inch 
round  the  wire,  cover  that  half  inch  with  paste,  and  turn  it  over  the  wire ;  when  dry,  the  shade  is 
complete.  Fasten  a  light  string  to  the  centre  of  the  half-circle,  and  suspend  it  from  the  window- 
latch  when  in  use.  This  shade  must  be  placed  in  a  forward  position,  sloping  before  your  plate,  and 
the  white  light  it  produces  will  enable  the  lines  to  be  distinguished  as  they  are  made  by  the  etching- 
needle.  It  is  always  beneficial  in  doing  fine  work  of  this  kind  to  keep  the  eyes  well  protected  from 
direct  light  by  a  shade  worn  on  the  forehead. 

Hand-Rest. — Any  flat  and  thin  piece  of  wood  will  answer  this  purpose,  which  is  merely  to  keep  the 
hand  dear  of  the  plate  while  at  work. 

Slopping-out  VctmiaL — ^Turpentine  varnish  is  superior,  for  several  reasons,  to  Brunswick  black. 
Break  small  bits  of  rosin  into  a  vial,  and  cover  it  over  with  spirits  of  turpentine  to  about  twice  the 
height  of  the  rosm.  Place  the  bottle  in  a  small  saucepan  of  water  on  the  hob,  near  enough  to  the 
fire  to  make  and  keep  the  water  hot ;  a  cork  may  be  lightly  placed  in  the  mouth  of  the  bottle,  as 
the  mixture  will  require  to  be  shaken  occasionally.  A  small  portion  of  this  mixture  should  be 
poured  into  a  small  pot,  with  a  little  lampblack  added,  to  give  it  color,  and  well  incorporated.  This 
last  is  necessary  to  prevent  lumps ;  it  may  be  done  by  working  the  mixture  well  together  with  the 
camel-hair  pencil.  You  have  now  a  good  stopping-out  varnish.  With  this  varnish  go  over  the 
border  or  margin  of  your  plate :  do  this  when  about  to  put  it  away,  and  the  varnish  will  become 
hard  by  being  left  a  night  to  set.  When  inclined  to  put  your  plate  through  the  process  of  biting-in, 
again  go  over  the  margin,  using  the  same  brush  and  mixture.  You  can  always  work  it  up  by  adding 
a  little  turpentine.  When  it  is  set  so  hard  that  you  can  place  the  finger  on  it  without  adherence,  it 
is  time  to  make  up  your  wall  or  border  of  wax  to  hold  the  aquafortis. 

Aquafortu, — ^Provide  yourself  with  three  half-pint  bottles  having  glass  stoppers,  and  two  pint 
earthen  jugs  with  spouts.  Then  obtain  at  the  chemist's  half  a  pound  of  nitric  acid  in  bottle  No.  1. 
Pour  into  bottle  No.  2  rather  less  than  the  fourth  of  the  acid ;  pour  the  bottle  three  parts  full  of 
water;  with  a  slow  action  pass  it  into  one  of  your  pint  jugs,  and  back  again  to  the  bottle,  to  unite  it 
welL  In  bottle  No.  8  put  one-half  of  the  remaining  add ;  water  it  as  before ;  see  that  the  nitric 
add  in  bottle  No.  1  is  well  stoppered,  and  oover  it  with  a  piece  of  old  glove. 

Tracing^  and  Tracing-Paper. — Tradng-paper  of  various  qualities  may  be  purchased  at  any  depot 
of  arts.  But,  in  case  of  necessity,  very  good  tradng-paper  may  be  made  by  saturating  with  a  camel- 
hair  pencil  the  finest  tLssue-paper  with  the  following  mixture :  Half  an  ounce  of  the  balsam  of  Can- 
ada to  one  ounce  of  the  spirits  of  turpentine,  shaken  well  together  in  a  two-ounce  bottle ;  it  requires 
no  heat  When  covered  with  the  mixture,  hang  the  paper  on  a  line  to  dry ;  then  wash  in  like  man- 
ner the  other  side. 

Place  your  drawing  on  the  tradng-board  (a  piece  of  soft  planed  deal),  over  it  lay  the  tradng-paper, 
fosten  down  with  the  brass-headed  points,  not  through  the  drawing,  but  close  to  it,  so  that  the  pres- 
sure of  the  brass  head  secures  both  the  drawing  and  tradng-paper  from  moving.  Go  carefully  over 
all  the  lines  of  your  drawing  with  an  H  pencil,  occasionally  placing  a  piece  of  white  paper  between 
the  drawing  and  the  tracing-paper,  to  ascertain  that  you  have  not  neglected  any  part  of  the  lines  on 
the  drawing. 
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Trantferring-Paper, — ^This  is  very  easily  made,  as  follows :  Take  half  a  sheet  of  veiy  fine  bink- 
post  paper,  lay  it  on  a  clean  place,  and  rub  it  well  with  the  scrapings  of  red  chalk ;  a  small  bit  of 
sponge  is  good  for  this  purpose.  Apply  the  chalk  until  the  paper  is  all  of  one  color ;  then,  with  a 
piece  of  clean  old  muslin,  rub  the  greater  part  of  the  color  from  the  surface.  The  color  maj  be 
renewed  occasionally  as  the  marking  becomes  faint 

Testing  the  Ground. — Heat  one  comer  of  your  plate,  and  rub  over  it  the  ground,  in  a  thin  tnd 
even  surface.  Next  apply  your  dabber,  to  make  a  yet  more  equal  distribution  of  the  ground.  When 
cold,  mark  over  it  with  a  rather  blunt  needle  (No.  8).  Should  the  ground  be  brittle,  and  crack  with 
the  passage  of  the  needle,  add  to  it  moro  beeswax;  should  it  drag  with  the  needle,  more  asphahom; 
the  ground  will  easily  melt  again.  When  a  ball  is  made  to  your  satisfaction,  it  will  last  a  loug  time. 
The  weather  has  considerable  effect  on  the  mixture,  but  the  quality  of  the  ingredients  more,  so  that 
it  is  advisable  to  get  the  ground  as  perfect  as  you  can  while  you  have  the  meltmg-pot  in  use. 

Heating  the  Plate  for  Ground. — You  must  have  a  small  hand-vise  with  a  haft  of  wood  to  reaiit 
the  passage  of  heat  to  the  hand.  If  your  plate  is  stained  or  discolored,  the  mark  must  be  removed 
with  the  oil-rubber,  with  a  little  rottenstone  and  oil,  and  polished  off  with  a  bit  of  old  muslin  pow. 
dered  with  whiting.  Be  caroful  that  no  dust  remains  on  the  plate.  Screw  the  vise  on  the  long 
side  of  your  copper  plate  with  a  slight  hold.  Fig.  1587,  covering  the  part  grasped  by  the  jaws  of  the 
vise  with  a  small  piece  of  paper,  to  prevent  injury  to  the  surface. 

Heating  may  be  performed  by  burning  paper  under  the  back  of  the  plate ;  but  a  stove  or  dear 
fire  is  much  the  preferable  mode.  Be  careful  not  to  overheat  your  plate.  If  the  surface  beeooiea 
discolored,  the  plate  is  over-hot :  as  a  test,  turn  it  over  and  spit  on  the  back ;  if  the  moisture  jamps 
off,  the  plate  is  sufficiently  hot ;  should  it  hiss  and  remain  on  the  plate,  more  heat  must  be  obtamed. 

A  piece  of  sailcloth,  rather  larger  than  the  plate,  should  be  warmed  by  la3ring  it  before  the  fin 
during  the  heating  process ;  place  it  on  the  table,  and  lay  upon  it  the  plate,  retaining  the  vise.  Now 
pass  your  ball  of  ground  over  it  backward  and  forward  until  the  plate  is  covered,  spreading  the 
ground  as  evenly  and  thinly  as  possible.  Then  use  your  dabber  with  a  quick  action,  presising  it  down 
and  plucking  it  up.  If  the  ground  does  not  distribute  itself  easily,  bum  paper  under  it,  as  before, 
until  it  shines  all  over,  being  cautious  that  the  ashes  of  the  paper  do  not  settle  on  the  surface;  dab 
on  again,  decreasing  the  pressure  but  not  the  speed  of  action,  until  the  surface  is  all  over  alike. 

Smoking  the  Plate. — Have  your  taper  ready,  and  a  single  taper  or  candle  to  take  the  light  from; 
the  surface  of  your  plate  being  perfectly  covered,  it  may  be  as  well  to  renew  the  heat  in  yomr  plate 
by  a  paper  bumt  under  the  back  until  the  surface  shines,  taking  the  same  precautions  as  before. 
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Hold  the  plate  up  in  your  left  hand,  with  the  face  downward,  as  in  Rg.  1688 ;  light  your  smoking- 
taper ;  at  the  same  time,  having  all  the  wicks  burning,  pass  it  rather  quickly  round  the  margin,  wA 
by  degrees  toward  the  centre,  using  a  fluttering  action  with  the  hand ;  smoke  on  until  the  whole  sur- 
face is  of  a  dark  color,  keeping  the  taper  at  such  a  distance  from  the  plate  that  the  burning  cotton 
may  have  no  chance  of  touching  it,  although  the  flame  spreads  over  it.  When  the  surface  is  all 
black  alike,  and  no  sooty  marks  are  to  be  seen  on  the  working  part  of  the  plate,  the  ground  is  fit  for 
use.  Take  the  plate,  face  downward,  to  some  convenient  place,  and  pour  cold  water  over  the  back, 
holding  the  plate  in  a  sloping  position,  the  vise  up,  fig.  1639.  This  last  process  produces  a  strongef 
and  harder  surface  than  could  be  obtained  if  the  plate  were  left  gradually  to  cool.  Now  place  tne 
plate  face  downward,  supported  on  one  side  by  the  screw  of  the  vise,  as  in  Fig.  1640.  Clean  the 
smoke  from  the  back,  and  let  it  remain  until  quite  cold. 

Transferring. — If  you  have  not  an  etching-board,  place  your  copper  plate  on  a  thick  piece  of  brown 
paper,  larger  than  the  plate ;  make  two  ribs  of  the  same  paper,  doubled  four  or  more  times,  and 
about  an  inch  wide ;  place  them  at  each  end  of  your  plate  on  the  brown  paper,  and  fasten  them  with 
sealing-wax :  these  ribs  serve  as  shoulders  for  the  rest  to  lie  on,  which  will  prevent  your  hand  from 
touching  the  work. 

You  may  now  cut  your  tracing-paper  to  the  size  of  your  plate,  having  roled  your  margin  line,  if 
one  is  required.  Place  your  tracing  reversed,  that  is,  the  pencil  side  to  the  plate.  Fix  it  with  bits 
of  soft  wax  round  the  border,  leaving  open  the  bottom  to  admit  the  transferring-paper,  which  intro- 
duces the  chalk  side  next  to  the  plate :  the  upper  side  of  the  paper  must  be  kept  clean,  that  yon  may 
see  the  pencil  lines  on  your  tracing-paper.  Next,  with  an  H  H  pendl,  sharp  and  short  in  the  cot,  go 
over  all  the  lines  of  your  tracing  with  rather  an  upright  hand,  that  you  may  be  able  to  make  strong 
pressure :  the  upper  side  of  your  tracing-paper,  not  being  marked  with  pencil,  will  show  whether  you 
have  gone  over  the  whole  of  the  lines  with  the  pencil  on  the  upper  side ;  look  sideways  at  your  work, 
and  the  black-lead  mark  will  be  perceptible.  Before  you  advance  far  in  your  transfer,  lift  up  the 
bottom  of  your  tracing  to  ascertain  if  the  lines  are  of  sufficient  strength ;  if  not,  apply  more  reA 
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chalk  to  your  transfer-paper.  When  you  think  the  transfer  is  completed,  do  not  take  off  the  whole 
of  your  paper,  but  allow  the  part  affixed  by  the  top  spots  of  wax  to  remain.  You  can  then  lift  up 
the  whole  of  the  work,  and  if  any  part  of  it  has  been  neglected  the  tracing  can  again  be  laid  down, 
and  the  omission  rectified. 

Peking. — Ton  must  begin  with  needle  No.  1  (the  fine  point)  and  go  carefully  oyer  the  outline,  not 
making  much  impression  on  the  copper,  but  sufficient  to  remove  the  ground ;  with  the  same  point  go 
over  m  the  lighter  parts,  increasing  the  pressure,  so  that  a  slight  indentation  may  be  made  on  the 
plate.  No.  2  point  may  now  be  used  to  go  over  the  lighter  shade  with  increased  weight  of  hand. 
No.  2  point  will  answer  for  the  darker  shades  by  making  the  lines  nearer  together  and  increasing  the 


pressure.  Interline  parts  that  require  extra  color  with  No.  1  point :  the  etching  may  be  worked  at 
for  a  considerable  time  by  interlining  and  dotting. 

Should  you  by  accident  or  mistake  make  any  marks  you  wish  to  expunge,  dip  a  pointed  camel-hair 
pencil  into  the  turpentine  bottle,  and  with  its  point  work  up  some  of  the  ground  on  the  margin  of  the 
plate,  and  therewith  stop  out  the  objectionable  marks.    When  set  it  will  resist  the  aquafortis. 

Bordering  the  Plate, — ^In  cold  weather  the  wax  will  be  too  hard  to  be  rolled  out  with  the  hand ;  it 
most  then  be  placed  in  moderately  warm  water  until  it  becomes  pliable ;  then  pull  and  roll  it  out 
{¥ig,  1544)  to  about  the  thickness  of  a  small  walking-stick ;  slightly  grease  the  point  of  the  thumb 
and  two  forefingers  with  deer  or  mutton  fat,  press  the  roll  of  wax  flat  as  you  place  it  on  the  border 
of  your  plate,  with  the  edge  to  the  varnish,  taking  great  care  that  the  bordering-wax  does  not  go  off 
the  varnish.  At  what  you  intend  to  be  the  darkest  comer  of  your  plate  pinch  out  the  wax  broader, 
that  the  height  of  the  wall  may  increase  to  that  comer  where  the  spout  is  to  be  formed  with  the 
wax,  to  prevent  spilling  the  aquafortis  in  pouring  it  off.    (See  Figs.  1641,  1542.) 

BUing-in. — Lay  your  plate  flat  on  a  piece  of  sailcloth  larger  than  the  plate,  as  a  protection  from 
any  splashings  that  may  be  made.  Place  the  spout  of  your  plate  in  front  for  the  convenience  of 
poaring  off.  One  of  your  jugs  being  filled  with  water,  pour  it  over  the  plate  to  prove  if  there  is  any 
leakage  in  your  border ;  should  you  find  any,  pour  off  the  water ;  let  the  plate  dry,  particularly  in 
the  defective  part ;  then  press  down  the  outer  edge  of  the  wax  with  a  piece  of  stick.  Lay  by  the 
side  of  your  plate  two  or  three  wedges  (small  pieces  of  firewood),  to  be  used  for  tilting  the  plate 
shonld  Uie  add  not  lie  even.  It  would  be  worse  than  useless  to  prescribe  rules  for  the  proportion 
of  water  to  be  used  to  the  nitric  acid,  as  that  will  entirely  depend  on  the  strength  of  the  acid. 

Having  proved  that  your  border  is  sound,  pour  off  the  water ;  then  cover  the  surface  of  the  plate 


1544. 
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with  the  aquafortis  from  No.  2  bottle.  If  in  the  course  of  half  a  minute  the  etching  on  your  plate 
shonld  assume  a  light-gray  coating,  the  mixture  will  do ;  but  if  it  should  throw  up  bubbles,  it  is  over- 
strong,  and  more  water  must  be  added,  but  not  on  the  plate.  The  mixture  must  be  placed  in  the  jug, 
then  in  the  bottle,  and  afterward  returned  to  the  plate.  Should  the  lines  on  the  plate  remain  as 
bright  copper  after  the  add  has  been  on  half  a  minute,  it  is  not  strong  enough,  and  some  aquafortis 
ont  of  bottle  No.  3  must  be  added. 

Having  mixed  your  aquafortis  so  that  the  lines  do  not  produce  foam,  but  continue  a  gray  frosty 
appearance^  the  process  is  going  on  well.  The  power  of  biting-in  correctly  must  depend  on  the  expe- 
rience you  have  of  your  acid.  With  a  soft  camel-hair  pencil  lightly  remove  the  frosty  appearance, 
taking  care  that  the  quill  does  not  touch  the  ground.  Should  any  part  of  the  ground  be  breaking 
iq>y  that  is,  tiie  lines  becoming  united,  pour  off  your  add  carefully  into  the  jug.    Lay  the  plate  again 
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on  the  flat,  and  corer  it  with  water  from  the  other  jag,  moving  it  gently  with  the  camel-hair  peadl, 
which  should  be  placed  in  the  water-jug  when  taken  from  the  acid,  or  it  will  soon  become  useless. 
The  wash-water  from  the  plate  must  be  thrown  away.  The  first  biting  now  is  supposed  to  be 
completed,  therefore  set  the  plate  up  endways  to  dry. 

Second  Biting. — When  the  plate  is  perfectly  dry,  take  off  with  your  scraper  a  spot  of  ground  in 
the  lighter  part,  to  ascertain  if  the  acid  has  made  sufficient  indentation.  If  it  has,  work  up  your 
stopping-out  varnish  with  a  camel-hair  pencil,  and  with  it  cover  all  the  parts  you  intend  to  remam 
light ;  you  must  elevate  your  rest  so  that  you  do  not  press  the  border-wax.  When  the  stopping-om 
varnish  is  dry,  which  may  be  ascertained  by  placing  your  finger  on  it  and  finding  that  it  does  not 
stick,  put  on  the  same  aquafortis  (bottle  No.  2)  and  let  it  remain  until  you  observe  the  ground 
giving  way ;  then  pour  off  the  add,  and  wash  well  as  before.  Put  the  plate  to  drain.  Should  it 
be  required,  more  biting  may  be  performed,  and  the  process  is  the  same. 

Cleaninff  off, — Now  comes  the  least  agreeable  part  of  the  process.  Great  care  must  be  taken  that 
the  plate  is  perfectly  dry ;  if  it  be  not,  it  may  be  placed  before  the  fire,  but  not  close  enough  to  melt 
the  wax.  Having  carefully  wiped  the  sailcloth,  lay  the  plate  a  little  more  than  halfway  upon  it,  bat 
8o  that  the  balance  remains  to  the  table.  Apply  a  lighted  taper  or  a  folded  paper  match,  fig.  154{^ 
progressively  under  the  wax;  pull  up  the  wax  as  the  warmth  proceeds;  you  will  find  iSbat  the 
slightest  warmth  answers  the  purpose.  By  removing  the  wax  with  a  knife  you  are  liable  to  injure 
the  margin,  an  evil  which  gives  much  trouble  to  remedy.  This  being  the  most  unpleasant  procen  of 
engraving,  it  may  be  as  well  to  use  old  gloves ;  if  any  of  the  wax  ^ould  adhere  to  the  plate,  to  re- 
move it  use  a  bit  of  deal  firewood  cut  in  the  shape  of  a  chisel.  Now  fix  your  vi5e  on  the  same 
end,  and  place  as  you  did  when  laying  on  the  ground.  Rub  your  plate  over  with  a  bit  of  nwh 
candle,  using  the  side  (taking  care  to  cover  every  part) ;  have  some  old  soft  rags  ready ;  hold  the 
plate  up  by  the  vise ;  heat  the  back  with  burning  paper  as  before,  until  the  ground,  varnish,  and 
tallow  are  melted.  Rub  off  with  a  soft  rag.  Should  any  smut  remain,  apply  a  little  turpentine ; 
withdraw  the  vise  and  wash  the  spot  with  turpentine.  Rub  the  plate,  front,  back,  and  sides,  with 
the  rag.  Dab  the  plate  with  your  bag  of  rottenstone ;  pour  on  it  a  little  sweet  oil ;  and  wiUi  your 
oil-rubber  polish  the  plate  with  up  and  down  strokes,  using  confliderable  pressure :  wipe  the  plate 
quite  clean,  and  polish  off  with  fine  whiting.  Should  you  have  succeeded  in  biting-in  well,  the  plate 
is  fit  for  the  printer. 

Dr^  Faint, — Should  your  work  have  so  far  succeeded  as  to  require  but  little  improvement,  the 
dry  point  may  next  be  used.  For  this  purpose  the  needle  No.  8,  well  pointed  (as  indenture  must  be 
made  by  pressure  of  the  hand),  may  be  employed.  For  interlining  the  parts  which  are  too  weak, 
and  unitiug  lines  neglected  in  the  etching,  the  dry  point  will  be  sufficient ;  but  as  the  pressure  will 
leave  a  projection  or  burr  on  the  plate,  it  must  be  carefully  removed  by  the  sharp  scraper.  Should 
your  plate  require  more  than  the  dry  point  can  accomplish,  recourse  must  be  had  to  rebiting. 

EebiUng, — Heat  your  plate  as  before,  but  make  one  comer  (the  one  with  the  least  work  in  it)  hot- 
ter than  the  other  part.  Rub  your  ground  on  the  hot  corner,  and  with  the  dabber  take  the  ground 
therefrom,  and  dab  quickly  over  the  other  part  until  the  whole  surface  is  covered.  Prior  to  lading 
the  ground  the  plate  should  be  polished  with  whiting,  using  a  piece  of  old  muslin  folded  in  the  shape 
of  a  dabber,  which  will  fill  the  etched  lines,  and  prevent  the  new-laid  ground  from  entering.  All  the 
parts  but  those  wanting  more  color  must  be  stopped  out  as  bcforo ;  again  the  border-wax  must  be 
used.    Next  follow  with  acid  the  same  process. 

Re-etching, — This  is  the  most  certain  method  of  finishing  the  plate.  The  ground  must  be  laid  as 
in  the  first  instance,  but  using  a  greater  body,  and  with  the  dabber  rubbing  it  well  into  the  lines,  tak- 
ing care  that  no  whiting  remains  in  the  etching  marks ;  for  this  process  the  plate  should  be  merely 
washed  with  turpentine ;  a  slight  extra  warmth  and  good  dabbing  will  render  the  ground  add-proof. 
The  smoking  is  here  dispensed  with.  Set  up  your  uiade,  and  work  at  the  plate  as  in  the  first  in- 
stance. Now  use  No.  8  point  (sharp),  and  interline  the  parts  you  wish  darker  and  where  yon  want 
greater  strength,  crossing  the  lines,  not  in  direct  angles,  but  lozengewise.  The  plate,  cleaned  off  as 
before  directed,  receiving  a  light  oil-rubbing  with  a  little  rottenstone,  and  washed  off  with  turpentine, 
may  now  be  sent  to  the  printer's  and  a  proof  obtained.  By  repeating  the  re-etdiing  your  plate  may 
be  worked  up  to  the  color  of  a  line  engraving.  In  some  of  the  darker  parts  a  graver  or  losenge 
tool  may  be  used ;  but  as  it  is  rather  dangerous  in  the  hands  of  the  uninitiated,  perhaps  it  may  be 
best  to  do  without  it,  as  it  is  apt  to  slip  and  make  deep  lines  where  none  aro  wanted.  Relriting  will 
produce  any  extra  color  that  may  be  wanted  with  little  more  trouble,  and  certainly  with  less  danger. 

General  InsCructioM. — The  following  directions  will  relieve  beginners  from  much  trouble,  and 
enable  them  to  avoid  many  acddents  to  which  engravers  are  liable. 

1.  When  using  the  add,  slightly  grease  that  part  of  the  hand  likdy  to  come  in  contact  with  it, 
as  a  preventive  to  its  making  stains,  which  are  not  easily  eradicated. 

2.  When  your  border-wax  has  done  its  duty,  have  it  well  washed  in  cold  water,  then  warmed  b^ 
fore  the  fire,  pulled  out  and  pressed  together  again,  as  the  more  frequently  that  is  done  the  more 
flexible  the  wax  will  be  for  future  use. 

8.  As  your  aquafortis  will  become  reduced  in  strength  by  exposure  to  the  air,  it  becomes  neces- 
sary to  add  a  portion  of  No.  8  bottle  to  that  of  No.  2,  and  a  small  quantity  of  No.  1  botUe  to  No. 
8,  No.  1  bottle  being  the  undilute  add. 

4.  When  making  a  point  to  your  etching-needle,  work  your  point  round,  as,  should  there  be  any 
flat  side  to  the  point,  it  will  bite  the  copper  and  prevent  the  freedom  of  hand  required  to  give  spirit 
to  the  etching. 

6.  With  your  burnisher  you  may  soften  down  any  part  of  your  etdiing  that  appears  harsh  or  cnde^ 
by  gently  passing  it  over  the  parts  to  be  reduced  in  color. 

6.  Having  your  shade  before  you,  which  must  be  between  you  and  the  light,  you  will  be  enabled 
to  see  the  marks  of  the  burnisher :  fine  charcoal  and  oil  wiU  remove  them,  and  the  dl-nibber  wHl 
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dear  away  the  charcoal  marks.     The  diarooal  can  be  obtahied  at  any  coppersmith's  or  plate- 
printer's. 

7.  If  your  burnisher  is  good  at  first,  it  never  requires  alteration.  The  scraper  must  be  occasionally 
sharpened. 

Sorr  Ground. — ^Take  half  a  ball  of  hard  ground  (mixed  as  described  under  the  head  Etehing- 
Ortmnd) ;  to  that  add  a  piece  of  mutton-suet.  Melt  them  well  together,  observing  that  the  mixture 
must  be  Uioroughly  incorporated ;  then  pour  into  cold  water,  and  use  it  as  before  directed. 

Laying  the  Sround, — The  process  is  exactly  the  same  as  in  laying  the  etching-ground,  with  this 
difference,  that  the  plate  does  not  require  so  great  a  heat.  Smoke  the  plate  the  same  as  in  laying 
the  etching-ground.  The  ground  must  be  spread  as  thinly  as  it  possibly  can,  to  cover  the  plate  and 
bear  smo&g.  The  surface  of  the  plate  must  be  alike  all  over,  and  quite  bri^t  or  shining.  If 
any  part  but  the  edges  appear  sooty,  it  must  be  cleared  off,  and  the  plate  polished,  as  described  for 
etdihig,  and  laid  agun.  You  may  by  diance  make  a  good  ground  at  the  first  melting,  but  that  can 
scarcely  be  expected. 

It  may  be  as  well  to  test  the  quality  of  your  mixture  before  you  lay  a  whole  ground.  To  this  end, 
beat  a  small  portion  of  your  plate ;  lay  some  of  the  ground ;  smoke  it ;  and  let  it  get  quite  cold. 
Obtain  some  of  the  finest  tissu^paper — not  fine  from  thinness,  but  from  its  even  texture.  Place  a 
piece  of  the  paper  on  the  patch  of  ground  laid,  and  with  a  fine-pointed  H  pencil  make  a  slight  sketch 
—a  bit  of  foliage,  for  instance;  the  paper  should  slightly  stick  to  the  plate:  when  carefully 
raised  by  the  two  bottom  comers,  the  back  of  it  should  clearly  show  every  line  made  on  its  surface, 
<mly  darker.  Should  the  sketch  on  the  copper  have  a  grainy  appearance— that  is,  look  as  if  it  was 
dotted  all  over — the  mixture  of  ground  will  do.  Should  the  ground  adhere  to  the  paper,  like  marks 
with  pen  and  ink,  the  ground  must  be  melted  with  an  addition  of  hard  ground ;  and  if  even  the 
most  tender  marks  of  the  pencil  do  not  pull  the  ground  from  the  plate,  the  ground  must  be  re- 
melted,  and  so  with  one  or  the  other,  as  the  ground  may  require,  until  it  is  fit  for  work. 

As  the  season  has  great  effect  on  this  ground,  the  one  that  will  answer  for  summer  will  not  do  for 
winter ;  so  it  may  be  as  well  to  make  or  procure  two  or  three  sorts  of  mixtures,  and  number  them 
according  to  their  several  degrees  of  hardness. 

Having  succeeded  in  mixing  your  ground,  take  a  piece  of  tissue-paper  twice  the  size  of  your  plate. 
Place  the  plate  in  the  centre,  and  with  a  black-lead  pencil  draw  a  line  all  round  it.  Mi^Le  the  same 
mark  on  the  other  side ;  then  lay  the  ground  as  before  described.  When  cold,  wipe  the  back  and 
edges  before  you  take  off  the  hand-vise.  This  ground  being  very  tender,  care  must  be  tidcen  not  to 
touch  the  faoe  of  the  plate. 

Upon  the  square  marked  on  the  paper  your  drawing  is  to  be  made.  If  you  intend  to  copy  the 
subject,  you  must  go  through  the  same  process  as  in  transferring  for  the  hard-ground  etdiing ;  only, 
instead  of  transferring  the  red  lines  on  the  plate,  they  must  be  made  within  the  square  marked  on 
the  paper.  Take  care  that  your  tracing  is  reversed.  If  you  intend  making  your  drawing  on  the 
plate  without  oopy,  you  must  lightly  make  your  design  on  the  square  mark^  with  fine-pointed  red 
dialk.  Should  the  subject  be  figures,  every thhig  must  be  drawn,  as  it  were,  left-handed  or  reversed. 
Pold  a  clean  silk  handkerchief  in  four,  lay  it  fiat  and  smooth  on  the  table,  place  it  on  the  paper 
with  the  chalk  sketch  downward.  Now,  with  great  tenderness,  lay  the  plate  face  down,  exactly  on 
the  square  mark  of  the  paper ;  fold  over  the  back  the  overplus  paper,  and  fix  the  sides  with  four 
thin  spots  of  sealing-wax  near  the  comers :  be  sure  you  do  not  move  the  plate  on  tho  silk.  Take 
yonr  plate  carefully  up,  and  place  it  for  work.  Use  a  rest  as  in  etching,  and  a  hard  pencU,  H  H,  on 
the  places  you  wish  to  be  dark. 

There  is  one  drawback  to  the  pleasure  of  sof t-ground  engraving :  you  must  finish  what  you  b^^ 
the  same  day ;  the  mechanical  part  of  the  work  may  be  delayed.  Your  drawing  finished,  pull  up 
your  paper  by  the  two  bottom  comers.  Varnish  the  border  down  the  same  as  in  etching.  Ilie  acid 
used  must  be  much  stronger;  the  border-wax  higher  and  broader  in  the  spout,  as  you  may  perhaps 
have  to  pour  off  suddenly. 

BUing-in, — ^In  bitmg-in,  the  signal  to  pour  off  your  acid  is,  when  you  perceive  the  ground  break- 
ing  up — that  is,  coming  up  in  patches.  During  the  biting-in  the  soft  camel-hair  pencil  may  be  used, 
but  very  tenderly.  Wash  well  off  with  cold  water,  and  place  it  to  dry.  For  cleaning,  see  Etching, 
above.  Should  the  plate  require  more  finishing,  have  recourse  to  the  hard  ground  without  smoking. 
Aquatint  Eno&a  vino. — ^In  this  we  have  another  variety  of  entertaining  engraving ;  one,  moreover, 
whldi,  unlike  the  last,  is  still  much  practised  by  professional  engravers.  It  forms  the  groundwork 
of  many  of  the  best  modem  prints,  and  is  generally  resorted  to  where  the  object  is  to  produce  a 
plate,  the  impressions  from  which  are  to  be  colored.  It  will  at  once  be  recognized  by  its  similarity 
to  an  India-ink  or  sepia  drawing ;  for  in  working  the  plate  at  press,  black  and  brown  inks  are  used 
indifferently,  as  the  artist  or  publisher  may  (Srect.  Rosin  forms  the  ground  in  this  method  of 
engraving. 

Aqu€Utnt  Ground. — Break  some  of  the  best  white  rosin  into  pieces  sufficiently  small  to  go  into  the 
month  of  the  bottle  used.  Fill  the  bottle  up,  or  nearly  so,  with  spirits  of  wine.  This  must  be  occa- 
sioiiAlly  shaken,  until  the  rosin  is  dissolved.  The  bottles  must  have  corks,  not  glass  stoppers.  Have 
two  other  bottles  ready ;  mark  the  bottles  1,  2,  8.  No.  1  is  the  bottle  in  whidi  the  rosin  is  placed. 
Pour  from  the  mixture  No.  1  into  No.  2  one-tbdrd ;  fill  this  bottle  neariy  with  spirits  of  wine.  Pour 
into  No.  8  bottle  rather  less  of  the  mixture  from  No.  1,  and  nearly  fill  it  with  spirits  of  wine. 
These  bottles  must  be  occasionally  shaken,  and  their  contents  allowed  to  settle  well  before  use.  The 
contents  of  the  three  bottles  must  be  so  mixed  that  they  are  one  under  the  other  in  strength,  as  the 
size  of  the  grain  to  be  laid  on  the  plate  depends  on  the  quantity  of  rosin  each  mixture  contains. 
The  more  of  rosin  the  larger  the  grain.    The  spirit  must  be  entirely  free  from  water. 

To  test  the  spirit,  place  a  small  quantity  of  gunpowder  in  a  silver  spoon ;  pour  over  it  some  of 
the  spirit ;  light  the  spirit,  and  let  it  bum  down  to  the  powder.    If  the  powder  takes  fire  and  ex- 
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plodes,  the  spirit  is  good,  and  fit  for  use.    If  it  should  remain  in  the  bottom  of  the  spoon  black  ud 
wet,  the  spirit  has  been  adulterated  with  water,  and  it  is  not  fit  for  the  purpose. 

Trial  of  AquaHtU  Ground, — Have  a  tin  trough  about  two  inches  wide  and  rather  longer  than  joor 
plate,  with  a  convenient  spout  at  one  end ;  the  trough  is  to  act  as  a  receiver  of  the  spirit  when 
poured  over  the  plate,  the  spout  to  return  it  to  the  bottle. 

Laying  the  Ground, — ^Polish  the  plate  well,  as  before  directed.  Place  it  on  a  slight  slope,  the  tin 
trough  under  the  lower  edge  to  receive  the  spare  mixture.  As  a  trial  of  your  ground,  pour  the  liquid 
from  each  bottle,  and  make  a  small  patch  in  different  places  at  the  bottom  of  your  plate.  When  the 
liquid  has  run  off  to  your  tin  trough  lay  the  plate  flat,  and  with  a  piece  of  rag  wipe  the  lower  edg& 
Take  a  magnifying-glass  and  look  at  the  grains  deposited  on  the  copper. 

Having  poured  the  spirit  from  the  trough  to  bottle  No.  1,  make  choice  of  the  grain  most  likely  to 
suit  your  work,  if  indeed  either  of  the  three  should  ;  if  not,  you  must  mix  the  large  gram  and  the 
small  together  until  it  does,  letting  the  mixture  settle  well  before  it  is  used.  When  you  have  made 
one  bottle  of  ground  to  suit  your  purpose,  make  a  memorandum  of  the  circumstance  upon  the  bottle. 

Having  removed  your  trial  spots,  polish  the  plate  weu,  and  pUoe  it  as  directed  for  trial,  with  the 
side  you  intend  for  the  foreground  next  to  the  tin  trough.  Pour  the  mixture  along  the  top  of  the 
plate,  from  one  end  to  the  other,  until  the  whole  of  the  surface  is*  covered.  As  soon  as  the  spirit 
has  run  into  the  tin,  lay  the  plate  flat :  the  sooner  it  is  laid  flat,  the  rounder  will  be  the  setting  of  the 
gprain ;  the  longer  the  plate  remains  on  the  slope,  the  more  elongated  the  deposit  of  rosin  will  become, 
which,  for  some  sorts  of  work,  will  answer  better  than  round — such  as  broken  rock,  waterfalls,  etc; 

In  most  cases  it  is  advisable  to  make  a  very  fine  etching  of  the  subject  intended  to  be  placed  on 
the  plate  prior  to  laying  the  aquatint  ground ;  in  the  end  it  will  save  time.  The  etching  must  be 
very  light,  otherwise  the  aquatint  ground  will  hang  round  the  lines  and  form  a  ray  of  light.  Should 
the  etching  be  strong,  it  will  require  to  be  filled  up  with  wax,  and  polished  off  before  laying  the 
ground.  Engravers  send  the  plate  to  the  printer's,  and  have  it  filled  up  with  ink,  which  is  ma<a  the 
best  method,  where  it  can  be  resorted  to.  If  obliged  to  use  wax,  the  plate  must  be  heated  rather 
above  what  is  required  for  the  etching-ground,  the  surface  wiped  off,  and  polished  with  the  soft  part 
of  the  hand  slightly  rubbed  with  whiting. 

Having  laid  the  ground  to  your  satisfaction,  the  next  proceeding  is  stopping  out  the  li^ts. 

Stopping  out  the  Lighti, — ^Place  on  the  left  side  a  small  looking-glass  in  a  stooping-forward  posi- 
tion ;  lay  before  it  the  drawing  intended  to  be  worked  from,  with  the  base  or  foreground  toward  the 
bottom  of  the  glass ;  you  will  then  see  the  subject  reversed  in  the  glass,  which  will  enable  yon  to 
copy  with  greater  freedom.  Go  over  the  margin  as  directed  under  the  head  Etching,  For  this  a 
camel-hair  pencil,  and  the  same  pot  of  varnish,  with  a  little  more  lampblack  added,  and  well  worked 
together,  should  be  used.  Stop  out  all  the  white  lights  you  observe  in  the  drawing.  By  the  time 
you  have  done  this  the  varnish  on  the  margin  will  be  dry  or  set ;  if  not,  the  plate  must  remain  until 
it  is.  Then  go  over  the  margin  again  with  the  same  varnish,  and  let  that  set  hard.  Now  place  np 
your  border-wax  as  before  direct^  making  the  spout  rather  larger,  that  you  may  be  enabled  to  poor 
off  the  acid  quickly,  if  necessary.  Use  the  same  aquafortis  as  for  etching,  but  the  strength  some- 
what increased,  as  it  will  have  to  remain  on  the  plate  a  much  shorter  time.  Lay  your  plate  an  inch 
or  so  over  the  front  of  the  table,  with  the  piece  of  sailcloth  underneath,  having  small  wedges  of 
wood  ready  to  be  used  should  the  acid  not  float  evenly  (Fig.  1547). 

Put  on  tiie  acid  rather  quickly,  running  it  from  the  bottle  to  the  jug,  then  on  the  plate ;  the  olhei 
jug,  having  been  filled  with  cold  water,  should  be  kept  ready  for  washing  off.  When  the  add  has 
entirely  covered  the  plate,  the  surface  should  immediately  assume  a  frosty  appearance,  but  not  come 
up  in  bladders.  Little  more  than  a  minute  may  be  enough  for  the  acid  to  remam  on  the  plate  *,  p<wr 
it  into  the  jug  as  quickly  as  you  can  without  spilling  it ;  inunediately  wash  off  with  cold  water;  hare 
a  receiver  for  the  wash-water,  as  it  must  be  thrown  away. 

Wait  until  the  surface  of  the  plate  is  dry.  If  in  a  hurry,  blow  it  dry  with  bellows.  WYien  yon 
adjust  your  plate  for  work,  should  any  spots  of  moisture  remain  on  the  surface,  carefully  take  then 
up  with  blotting-paper.  Now,  with  the  same  varnish,  stop  out  all  the  second  lights.  To  [weveot 
injury  to  your  border,  place  two  blocks  or  old  books  under  the  ends  of  your  rest  When  the  second 
stopping-out  is  set,  put  the  plate  through  the  same  process  with  the  same  acid.  Again  dry  the  plale, 
and  stop  out  the  third  light  parts ;  when  set,  apply  the  add,  but  let  it  remain  on  rather  longer; 
wash,  etc,  as  before  directed.  Tou  will  now  have  all  the  flat  tints,  and  only  require  the  Tery  daik 
ones.  With  your  magnifying-glass  ascertain  if  the  spots  of  rosin  remain  on  the  plate ;  if  so,  it  will 
bear  biting  again.  Should  the  ground  remain  sound  enough  to  stand  another  appUcaticm  of  the  acid, 
you  must  prepare  a  mixture  called  touching-stuff. 

Touching-Stuff. — ^Bum  a  good-sized  cork  to  ashes,  and  take  a  piece  of  whiting  about  the  eaxd  of  a 
filbert ;  mix  them  together  with  molasses ;  then  add  as  much  ivory-black  as  will  make  the  mixtare  a 
dark  color,  by  the  addition  of  a  small  quantity  of  sheep^s  or  ox  gall ;  it  works  almost  sis  free  as  tk 
varnish.    Make  the  composition  to  a  lump.    A  small  quantity  to  be  used  with  water  when  required. 

Again  lay  the  plate  for  work.  Paint  over  all  the  parts  that  are  required  to  be  very  dark,  such  as 
projecting  foliage,  and  all  sharp  shadows,  with  the  touching-stuff.  We  say  paint,  for  you  must  kad 
all  the  touches  with  as  much  of  the  mixture  as  can  be  placed  on  them.  When  the  tou<diing-stnff  a 
dry,  mix  some  thin  turpentine  varnish,  sli^tly  colored  with  lampblack,  and  with  a  larger  bnoh  p 
over  the  whole  of  the  plate.  When  this  last  varnish  is  set,  pour  on  some  very  weak  acid  and  watt?; 
the  former  washings  of  the  plate  will  do.  With  the  soft  camel-hair  pencil  used  for  the  aeid,  woA 
up  the  touching-stuff  until  the  whole  comes  off ;  then  wash  the  plate  clean  with  cold  water,  and  agaii 
apply  the  add.  For  this  last  biting  the  acid  may  remain  on  the  plate  as  long  as  the  grcNind  wiQ 
stand.  This  may  be  ascertained  by  clearing  your  plate  with  the  camel-hair  pendl,  and  using  the 
magnifying-glass.  The  plate  must  now  be  cleaned.  Release  your  border-wax  as  before  dcsoSw^ 
On  this  tint  the  oil-rubber  should  be  very  carefully  used  (fig.  1546).    The  plate  bein^  quite  ckan, 
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place  it  under  the  shade.  Tou  will  find  yoar  dnta  or  bitings  rather  sharper  against  each  other  than 
70a  wish.  The  burnisher  is  to  do  away  with  this  by  rubbing  with  pressure  the  parts  to  be  reduced 
in  color.  The  parts  to  be  burnished  should  be  slightly  touched  wiUi  the  oil-rubber.  Aquatint  en- 
glaring  requires  some  skill  in  the  use  of  the  burnisher,  which  can  only  be  acquired  by  practice.  The 
scraper  will  be  found  very  useful  for  bringing  out  sharp  lights  and  modulating  the  darker  parts. 

Should  you  have  failed  in  nuiking  the  first  ground  tell  to  your  satisfaction,  the  plate  must  be 
poUshed,  and  another  ground  laid.  The  second  ground  must  be  larger  than  the  first,  that  is,  contain 
more  rosin.  The  bordering,  biting,  and  stopping-out  are  as  before.  The  plate  should  be  sent  for 
proof  before  the  second  ground  is  laid.  When  you  haye  the  proof  you  will  be  able  to  ascertain 
where  you  require  increase  and  where  reduction  of  color.  The  burnisher  must  reduce ;  the  increase 
can  only  be  had  by  laying  another  ground. 

Ground  (o  JStch  om — Mix  a  small  quantity  of  turpentine  varnish  with  turpentine  very  slightlycol- 
ored  with  black,  but  only  sufficiently  so  to  render  the  lines  made  by  the  needle  perceptible.  With 
this  thin  varnish  and  a  good-sized  camel-hair  brush,  go  over  the  plate  lengthwise ;  when  that  is  set, 
repeat  the  coating  crosswise ;  let  it  set,  and  lav  it  by  for  a  night,  if  convenient.  The  etching  finish- 
ed, border  and  bite  as  before  directed,  but  with  stronger  add. 

buidmUd  IndrueHont, — ^A  f efw  hints  or  cautions,  apparently  on  trifles,  may  be  found  useful,  and 
enable  the  beginner  to  avoid  many  troublesome  obstacles  whidi,  neglected,  prevent  engraving  from 
becoming  an  entertaining  amusement. 

Great  care  must  be  taken,  while  laying  the  ground,  that  there  is  not  much  dust  floating  in  the  air ; 
for  should  the  slightest  particle  of  flod:  lodge  on  the  plate  while  wet,  it  will  cause  what  the  en- 
gravers call  "  an  accident"  Wherever  the  speck  falls,  the  rosin  will  corrode  around  it,  and  con- 
sequently form  a  white  spot  on  the  ground  whetre  the  add  has  been  applied.    These  "  acddents  "  are 
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of  little  consequence,  unless  they  should  happen  on  the  sky.    To  do  away  with  such  light  places,  the 
dmlk-tool  or  dotter  must  be  used,  whidi  is  simply  a  bent  graver. 

From  pouring  your  ground  mixture  backward  and  forward,  it  is  likely  to  become  foul ;  it  should 
then  be  passed  through  a  double  piece  of  clean  muslin,  and  put  away  in  a  bottle  to  settle. 

The  burnisher  acts  as  prindpal  in  forming  a  good  sky  and  background.  As  the  action  of  the  add 
will  leaT'e  all  the  tints  with  a  sharp  edge,  they  must  be  softened  down  with  the  burnisher.  Every 
fresh  aquatint  ground  laid  should  be  increased  in  the  size  of  the  grain,  or  the  ground  will  become 
nniricy. 

To  enrich  and  darken  the  foreground  or  foliage,  etching  over  the  parts  with  the  etching-ground 
above  described  is  much  the  easiest  method. 

Rosik-Ground  Enoravino. — This  style  of  engraving  is  well  adapted  to  ornamental  work,  as  great 
depth  of  color  can  be  obtained.    The  process  is  extremely  simple.    The  best  white  rosin  should  be 
reduced  to  powder  by  pestle  and  mortar,  then  placed  in  a  fine  doubled  flannel,  and  tied  up  in  a 
bag.      The  plate  must  be  heated  as  in  laying  etching-ground,  and  the  bag  of  rosin  then  powdered 
on  the  surface.    The  best  plan  is  to  lay  the  plate  on  a  table,  so  that  you  may  use  both  handis.    With 
the  bag  of  rosin  pendent  in  the  right  hand,  strike  it  against  the  left  (the  bag  must  be  held  some 
distance  from  the  plate),  which  will  force  the  powdered  rosin  to  escape  from  the  flannel  bag,  and, 
falling  on  the  hot  plate,  it  will  there  fix  itself  in  small  spots,  something  similar  to  the  aquatint  de- 
posit, but  much  more  enduring.    (Fig.  1548.)    The  stopping-out  process  is  exactly  the  same  as  in  the 
aquatint.      By  repeating  the  process  with  the  fiannel  bag  a  positive  black  ground  may  be  procured,  as 
dBrk.  as  askd  more  enduring  than  a  mezzotint  ground,  which  may  be  scraped  on  much  in  the  same  way. 
The  preceding  figures  represent  the  apparatus,  and  the  hand-craft  to  bring  it  into  action— sudi  as 
heating  the  plate,  laying  the  ground,  smoking  the  ground,  bordering  the  margin,  biting-in  the  etch- 
ing taking  off  the  border,  and  polishing  the  plate. 
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Etching  on  Glass. — ^Tbe  glass  is  covered  with  a  thin  ground  of  beeswax,  and  the  design  being  drawn 
with  the  etching-needle,  it  is  subjected  to  the  action  of  sulphuric  acid  sprinkled  over  with  pounded 
fluor  or  Derbyshire  spar.  After  4  or  5  hours  this  is  removed,  and  the  glass  cleaned  off  with  oQ  of 
turpentine,  leaving  the  parts  covered  with  the  beeswax  untouched.  This  operation  maj  be  inverted 
by  drawing  the  design  on  the  glass  with  a  solution  of  beeswax  and  turpentine,  and  subjecting«the 
ground  to  the  action  of  the  add. 

Stipplino  is  also  executed  on  the  etching-ground  by  dots  instead  of  lines  made  with  the  etching- 
needle,  which,  according  to  the  intensity  of  the  shadow  to  be  represented,  are  made  thicker  and 
closer.    The  work  is  then  bit  in. 

Etching  on  Steel  is  executed  mudi  in  the  same  way  as  in  the  process  on  copper.  The  plate  is 
bedded  on  common  glazier's  putty,  and  a  ground  of  Brunswick  black  is  laid  in  the  usual  way,  through 
which  the  needle  scratches.    It  is  then  bit  in,  in  the  way  above  described. 

EVENER.    See  CoiTON-spiNNiNO  Machinbrt. 

EXCAVATING  MACHINEa  Apparatus  for  the  removal  of  earth  in  large  quantities.  The  ordi. 
nary  method  of  ascertaining  the  nature  of  the  material  to  be  excavated,  previous  to  the  undertaking 
of  any  piece  of  earthwork,  is  by  boring  a  vertical  hole  of  about  8|  to  4  indies  diameter  in  the  groand, 
and  bringing  up  spedroens  of  the  materials  pierced  through  at  different  depths.  For  this  examina- 
tion, when  made  in  rocky  ground,  the  diamond  drill  is  largely  employed,  as  is  explained  nnder 
Rock-Drills.  The  best  method  is  to  combine  shafts  with  boring  by  sinking  at  least  one  shaft, 
which  should  be  at  the  point  of  greatest  depth,  and  then  making  the  borings  at  least  200  or  800 
yards  apart  Boring-tools  for  earth  will  be  found  described  under  Well-boring.  See  also  Tunnel- 
ing. A  cutting  is  usually  commenced  by  making  a  "  gullet "  or  vertical-sided  excavation,  wide 
enough  to  contain  one  or  more  lines  of  temporary  rails  for  the  passage  of  cars.  The  widening  of 
the  cutting  to  its  full  width,  and  the  formation  of  the  slope,  should  be  carried  on  so  as  never  to  be 
far  behind  the  head  or  most  advanced  end  of  the  gullet ;  for  the  strain  thrown  on  a  mass  of  earth 
by  standing  for  a  time  with  a  vertical  face  has  a  tendency  to  produce  cracks,  which  may  extend 
beyond  the  position  of  the  intended  slopes,  and  so  render  the  sides  of  the  cutting  liable  to  slip 
after  they  have  been  finished.  The  advanced  end  of  a  cutting  of  considerable  depth,  and  the 
parts  of  its  sides  whose  slopes  have  not  been  finished,  consist,  while  the  work  is  in  prepress,  of 
a  series  of  steps  or  stages  <»lled  ''  lifts,"  risins  one  above  another  by  6  or  8  feet,  or  thereabouts, 
the  excavators  woriung  at  the  faces  of  these  lifts  so  as  to  carry  them  on  together.  From  faces  at 
the  end  or  sides  of  the  g^et,  the  earth  is  shoveled  directly  into  the  carts  or  cars.  From  the  other 
faces  of  the  cutting  the  earth  is  wheeled  in  barrows  along  planks  to  points  from  which  it  can  be 
tipped  into  the  wagons.  The  labor  of  excavating  or  getting  the  earth  depends  mainly  upon  its  ad- 
hesion. Loose  sand  and  gravel,  soft  vegetable  mould,  and  peat  can  be  dug  with  the  shovd  or  the 
spade  alone ;  stiffer  kinds  of  earth  require  to  be  loosened  with  the  pick  before  being  shovded  mto 
iMirrows,  and  in  some  cases  with  crowbars,  wedges,  or  stakes;  the  softest  kinds  of  rode  can  be 
broken  up  with  pick  or  crowbar;  harder  kinds  require  the  action  of  wedges;  harder  still,  especially 
if  free  from  natural  fissures,  need  blasting  by  gunpowder  or  other  explosives.* 

The  loosening  of  the  material  in  shallow  cuttings  and  in  light  soils  is  best  done  by  the  plough.  In 
deep  cuttings,  Uie  earth,  being  undermined  at  the  ends,  falls  by  itself.  For  short  dfistanoes,  10  to  20 
feet,  the  earth,  if  loose  and  diy,  may  be  moved  by  shovels ;  from  20  to  200  feet,  barrows  may  be  em- 
ployed running  over  a  plank ;  for  over  200  feet,  carts  will  be  found  more  economical ;  and  for  hauls 
over  500  feet,  where  a  large  amount  of  work  is  to  be  done,  a  track,  with  cars  drawn  by  horses,  wHl 
be  found  profitable.! 

Very  complete  data  on  the  subject  of  cost  of  earthwork,  etc,  will  be  found  in  papers  on  the  sab- 
Joct  by  Mr.  Ellwood  Morris  in  the  Journal  of  the  Franklin  InttUviey  voL  ii.,  Sd  series,  page  154 ; 
also  in  "  A  New  Method  of  Calculating  the  Cubic  Contents  of  Excavations  and  Embankments  by  the 
Aid  of  Diagrams,"  by  J.  C.  Trautwine,  C.  E.  See  also  the  works  of  Rankine  and  Voee,  prcvknisly 
quoted. 

In  order  to  execute  an  excavaticm  with  speed  and  economy,  it  is  necessary  to  fix  correctly  both  the 
absolute  and  tiie  proportionate  uambers  of  pickmen,  shovelers,  and  barrowmen,  so  that  all  shall  be 
constantly  employed.  The  only  method  of  doing  this  exactly  is  by  trial  on  the  spot.  Approxi- 
mately one  excavator  to  6  or  6  feet  of  breadth  of  face  is  about  as  close  as  the  men  can  be  placed 
without  getting  in  each  other's  way.  The  proportion  of  wheelers  to  shovelers  may  be  estimated  ap- 
proximately by  the  fact  that  a  shoveler  taJLes  about  as  long  to  fill  an  ordinary  barrow  with  earth  is 
a  wheeler  takes  to  wheel  a  full  barrow  about  100  or  120  feet  on  a  horizontal  plank,  and  return  with 
the  empty  barrow.  The  number  of  barrows  required  for  each  shovder  is  one  more  than  the  number 
of  wheelers.  The  proportion  of  pickmen  to  shovelers  (in  a  single  rank)  depends  on  the  stiffness  of 
the  earth ;  hard  clay  requires  2  pickmen  to  1  shoveler.  An  eiuth  wagon  holds  about  as  mudi  as  60 
wheelbarrows.  The  transverse  slopes  of  cuttings  and  embankments  depend  upon  the  nature  of  the 
soil  in  which  the  work  is  carried  on.  Gravel  will  stand  at  a  dope  of  li  horizontal  to  1  vertical,  and 
in  some  cases  at  1^  to  1.  Clay,  though  remaining  at  a  high  angle  when  first  cut,  finally  assumes  a 
very  fiat  slope,  even  as  low  as  4  to  1.  The  manner  in  whidi  slips  occur  upon  high  dopes  of  day  or 
dayey  earths  suggests  that  the  proper  form  to  be  given  to  the  cross-section  of  the  cutting  is  that  of 
a  parabola,  flatter  toward  the  bottom  of  the  slope,  where  the  pressure  is  greatest,  and  steeper  abore. 
Care  should  in  all  cases  be  taken  to  secure  good  drainage  and  to  protect  the  slopes  of  the  earth- 
work. 

Fig.  1649  represents  the  New  Jersey  excavator,  whidi  is  designed  to  excavate  earth,  gravel,  peat, 
and  marl ;  also  to  dig  large  trenches,  levees,  and  canals  for  irrigating  and  other  purposes.  It  is 
daimed  to  be  able  to  dig  a  trench  4  to  6  feet  wide  and  8  feet  deep,  and  from  400  to  600  feet  long, 
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or  to  remoTO  a  proportionate  amount  of  earth  from  a  bank,  in  one  day,  at  a  cost  for  labor  and  fuel 
of  not  oyer  $6.  It  is  also  claimed  to  excavate  1  cubic  yard  of  earth  per  minute  from  a  4-foot  trench. 
It  was  patented  in  1876  by  Mr.  J.  P.  BonneU.  The  engraying  is  explained  bj  the  following  refer- 
ences: A^  the  frame;  Bi,  propellmg  traction-wheels;  Oy  caster-wheel,  for  guiding  the  machine 
when  trayeling,  to  which  is  attached  screw  ff;  D,  three  rows  of  buckets  faced  with  cast-steel 
knives ;  E,  the  four  chains  to  which  the  buckets  are  attadied ;  FF^  upper  and  lower  chain-wheelB, 
over  whidi  the  bucket-chains  revolve,  the  upper  of  which  are  provided  with  lugs  cast  upon  their 
periphery  in  order  to  give  a  positive  motion  to  the  chains ;  G,  off-bearer,  an  endless  revolving  apron 
for  depositing  the  earth  to  the  side  and  at  distance  required ;  iT,  screw  in  connection  with  revolving 
nut  (not  seen  in  the  engraving),  worked  by  brake-wheel  adjoining,  for  regulating  the  grade ;  L  pinion, 
in  connection  with  gear  •/,  for  transmitting  power  to  traction-wheels  BB;  JT,  rotary  engine ;  Ly  boiler. 
The  excavator  is  represented  in  the  act  of  entering  the  ground.  The  rear  end  of  frame  A  is 
raised  by  screw  iTat  an  angle  sufficient  to  lower  the  forward  or  digging  end  (which  is  suspended)  to 
a  contact  with  the  g^und ;  but  a  few  feet  advance  is  required  to  attam  the  necessary  depth ;  the 
rear  of  frame  is  then  lowered  until  the  bottom  of  the  trench  is  made  parallel  with  die  surface  of  the 
ground.  The  machine  may  be  permitted  to  dig  itself  up  on  to  the  surface  by  a  further  lowering  of 
the  rear  end  of  frame.  The  digging  is  performed  by  the  buckets  D  attached  to  chidns  F  revolving 
around  the  upper  and  lower  cham-wheels  FF,  At  the  lower  or  digging  point  the  concave  backs  of 
the  backets  firmly  rest,  while  working  in  the  earth,  against  the  periphery  of  the  lower  chain-wheels ; 


they  then  pass  up,  performing  merely  the  functions  of  elevators,  carrying  the  earth  to  the  upper 
chain-wheels,  at  which  point,  in  passing  to  return,  they  deposit  their  load  upon  the  off-bearer  (7, 
which  carries  it  to  the  side  at  any  desir^  distance  from  the  machine,  dropping  it  upon  the  bank  into 
cars  or  carts.  The  machine  is  carried  forward  to  its  work  by  means  of  the  traction-wheels  BByia 
connection  with  the  pinion  /and  gear  JI  The  excavation  made  is  sufficiently  wide  to  permit  the 
machine  to  pass  through. 

Fig.  1650  represents  Dunbar  &  Ru8ton*s  steam  nawy,  which  is  used  in  connection  with  wagon 
roads  on  each  side.  This  is  one  of  the  most  recently  improved  forms  of  this  machine.  As  the 
machine  advances,  excavating  its  own  gullet,  it  fills  alternately,  first  on  the  one  side  and  then  on 
the  other,  one  of  the  empty  wagons  in  position  for  being  filled.  The  lines  of  rails  aro  arranged 
for  the  wagons  so  that  thero  is  always  a  train  of  empty  wagons  standing  on  a  central  road  behmd 
the  nawy,  and  from  whence  they  are  drawn  over  a  short  jump-road  into  position  on  the  side  roads 
for  filling,  while  the  filled  wagons  run  back  from  the  machine  on  the  side  roads.  The  nawy  is  ca- 
pable of  excavating  and  filling  into  wagons  at  the  rate  of  60  cubic  yards  per  hour,  two  men  and  one 
boy  being  required  to  work  it 

This  machine,  as  will  be  seen  on  reference  to  the  detailed  drawings,  is  constructed  mainly  of 
wrought-iron,  so  as  to  withstand  the  heavy  work  that  it  has  to  encounter.  The  mode  of  working  it 
may  be  briefly  described  as  follows :  The  engine-driver,  who  has  the  control  of  all  the  moving  parts, 
is  directed  by  the  man  who  has  charge  of  the  scoop,  and  who  stands  on  the  circular  platform  at  foot 
of  the  jib  in  front  of  the  madiine.  When  the  jib  is  swung  to  the  position  required,  the  scoop  is 
41 
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lowered  till  the  mouth  of  it  rests  upon  the  ground.  The  man  on  the  circukr  platform,  by  means  of 
a  foot-brake  and  gear,  holds  the  scoop  in  that  position,  so  fixing  the  length  of  the  sooop-handle  from 
a  pivot  or  point  on  the  jib.  The  scoop  is  now  drawn  forward  by  means  of  a  chain  and  winding- 
dnmi,  thereby  cutting  idl  before  it,  according  to  the  radius  described  by  the  length  of  the  scoo^ 
handle.  As  soon  as  the  scoop  is  filled,  the  man  who  has  charge  of  it  eases  the  foot-brake,  allowing 
it  to  come  out  of  its  cut.  When  lifted  high  enough,  the  jib  is  then  swung  round  until  the  scoop  is 
brought  over  the  wagon  to  be  filled ;  the  attendant  now,  by  means  of  a  trigger-line,  draws  the  spring 
catch'bolt,  allowing  the  hinged  bottom  to  drop  down,  discharging  its  contents  into  the  wagon.  The 
jib  is  then  swung  round  again,  the  scoop  lowered,  and  the  operation  repeated. 

After  the  machine  has  excavated  all  that  is  within  its  reach,  the  anchor-screws  are  slackened 
off,  extra  sleepers  with  a  short  length  of  rails  are  laid  down  in  front  of  it,  and  by  means  of  the 
propelling  gear  it  is  moved  forward  the  required  distance.  The  anchor-screws  are  then  screwed 
down  in  order  to  prevent  the  machine  from  slipping  back  when  at  work. 

For  submarine  excavation,  see  Dredging. 

A  steam  digger  and  excavator,  the  invention  of  Mr.  Otis  of  New  Tork,  is  illustrated  in  Ihe 
annexed  figures,  which  present  the  principal  side  elevation  (Fig.  1661)  of  the  machine,  which  bringji 
all  the  working  parts  sufficiently  into  view ;  Fig.  1552  is  a  plan  of  the  horse-shoe  pulley  and  crane  top, 
the  dotted  lines  showing  the  position  of  the  lower  framing  or  stage  and  boiler;  Fig.  1663  shows  t& 
crank-shaft  and  gearing ;  Fig.  1664,  the  main  drum ;  Fig.  1656,  the  main  drum  for  working  the  ex- 
cavator; and  Fig.  1556,  a  plan  of  the  excavator. 

The  machine  consists  of  a  strong  horizontal  wooden  framing  or  stage  Ay  mounted  upon  two  pairs 
of  railway  wheels  6,  for  locomotion,  which  run  on  temporaiy  rails,  laid  down  as  may  be  required;  on 

1660. 


the  one  end  of  the  stage  is  fixed  a  cylindrical  boiler  C,  and  the  gearing  for  turning  the  crane  round- 
In  the  middle  is  placed  the  gearing  for  working  one  of  the  motions  of  the  excavator  J)  ;  and  at  the 
other  end  is  plac^  the  wooden  crane  E^  in  form  similar  to  an  ordinary  timber  crane,  on  the  diagonal 
brace  of  which  is  placed  a  platform  /,  on  which  an  assistant  stands,  and  gearing  W  for  working 
another  motion  of  the  excavator  2). 

The  excavator  or  shovel  D,  Fig.  1661,  is  formed  of  stout  boiler-plate,  and  is  firmly  riveted  to- 
gether ;  it  is  of  a  box  shape,  having  one  end  open :  on  the  lower  edge  are  four  tangs  or  points, 
which  serve  to  penetrate  and  loosen  the  soil ;  the  other  end  is  hung  on  swivel  hinges,  and  fastesied 
by  a  spring  rf,  which  may  be  set  at  liberty  by  means  of  the  lever  and  rode  a. 

The  machine  is  made  to  perform  three  distinct  movements:  1,  the  digging  movement;  2,  the  tam- 
ing movement ;  3,  the  locomotive  movement 

The  digging  movement  consists  of  two  motions,  one  for  drawing  the  excavator  forward,  and  the 
other  for  driving  it  into  the  groimd,  both  of  which  are  done  simultaneously.  The  first  motion  is  per- 
formed in  the  following  manner :  On  the  horizontal  stage  -4,  and  in  front  of  the  boiler  C,  is  placed 
a  small  high-pressure  engine  (not  shown  in  the  engraving),  the  connecting-rod  of  which  acts  upon 
the  crank  c,  and  gives  a  rotary  motion  to  the  shaft  Z,  and  with  it  the  pinion  i,  Fig.  1653,  which 
works  into  the  large  wheel  M,  mounted  on  the  shaft  JV,  upon  which  is  fixed  a  large  channeled  bane! 
or  drum  n,  Fig.  1651,  round  which  the  hauling-chain  O  is  coiled;  this  chain  passes  upward  throogh 
the  hollow  crane-post,  over  the  indented  pulley  P,  to  a  double  pulley  fixed  at  the  jib-head,  thence 
round  the  blocks  R^  to  which  the  excavator  is  suspended,  as  the  chain  wound  up  draws  the  excavator 
out  of  the  ground  both  in  a  forward  and  upward  direction,  when  driven  into  the  ground  bj  tbe 
second  motion.  This  last  motion  is  communicated,  by  the  chain  traversing  over  the  indented  puHey 
P,  to  another  gearing.    On  the  axle  of  the  indented  pulley  P  is  fixed  a  beveled  wheel »,  Kg-  1W2, 
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which  works  into  a  similar  one  v'  mounted  on  to  the  upper  end  of  the  oblique  shaft  Fj  on  the  lower 
end  of  which  is  a  corresponding  beveled  wheel  v",  working  into  another  to,  fixed  upon  the  shaft  W; 
upon  this  shaft  is  a  pinion  to',  which  takes  into  the  large  spur-wheel  u\  mounted  upon  a  shaft,  upon 
irfiich  is  a  channeled  drum  ii,  round  which  is  coiled  the  chain  «,  attached  to  the  diagonal  wooden  arms 
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S;  on  the  lower  end  of  these  aims  is  fixed  an  iron  yoke,  to  which  is  suspended  on  pivots  the  ex- 
cavator. By  tliis  arrangement,  as  the  main  chain  O  passes  over  the  pulley  F,  motion  is  conimnni> 
cated  to  the  shaft  for  the  purpose  of  forcing  downward  in  a  diagonal  direction  the  arms  /S,  and  with 
them  the  excavator  into  the  ground.  A  man  stands  up<m  the  stage/,  for  throwing  in  and  out  of 
gear  this  apparatus,  and  to  regulate  the  motion  for  lowering  or  raising  the  excavator. 

The  next  motion  to  be  described  is  for  the  purpose  of  turning  the  crane  round  either  to  the  ri^t 
or  to  the  left ;  this  is  effected  by  another  gearing  in  the  following  manner :  On  the  first  crank-shaft 
/is  fixed  a  beveled  wheel  ^  Fig.  1553,  which  works  into  a  similar  wheel  ^,  mounted  on  to  the  end 
of  a  horizontal  shaft  Oy  upon  which  are  placed  loose  two  beveled  wheels  j/  ff",  either  of  which  can 
be  thrown  in  or  out  of  gear  so  as  to  woric,  as  may  be  required,  into  the  lai^  beveled  wheel  A, 
mounted  upon  the  shaft  H;  upon  this  shaft  is  a  pinion  h\  which  works  into  the  wheel  j,  fixed  on 
the  shaft  J;  upon  this  shaft  is  fixed  an  indented  pulley/,  round  which  the  chain  r  is  coiled,  and 
passes  upward  over  pulleys  «,  round  either  side  of  the  horse-shoe  pulley,  to  the  ends  of  which  it  b 
fixed  by  iron  bolts ;  the  horse-shoe  pulley  is  fixed  by  means  of  strong  iron  stays  to  the  crane,  and 
when  it  is  made  to  revolve,  the  crane-jib  is  turned  round  on  the  stationary  post  /,  either  to  the  right 
or  to  the  left  as  may  be  required,  and  empties  the  contents  of  the  excavator  into  a  wagon  or  barrow. 

The  proffremng  motion  is  effected  by  placing  on  the  hind-wheel  axle  a  strong  wheel,  shown  by  a 
circle  6,  Fig.  1651,  which  communicates  with  a  pinion  h\  on  the  shaft,  as  shown  by  a  dotted  cirde; 
motion  being  given  to  the  shaft  above  by  the  bevel-gearing  described  in  the  last  motion,  a  forward 
or  backward  motion  of  the  machine  is  obtained. 

Hu  Cauvreux  ExeaveUing  Apparatus  has  been  largely  employed  in  Europe,  chiefly  in  the  important 
work  of  regulating  the  bed  of  the  river  Danube  and  in  the  construction  of  the  Belgian  ship-canaL 
On  the  Danube  this  machine  consisted  of  a  chain  of  buckets  so  arranged  on  a  frame  that  the  empty 
buckets  descended  from  above  while  the  filled  ones  rose  below.  On  reaching  the  emptying  point 
these  vessels  were  discharged  by  automatic  mechanism.  Motive  power  was  supplied  by  a  20-horse 
engine,  and  the  entire  apparatus  was  mounted  on  a  carriage  running  upon  three  rails,  and  propelled 
by  a  4-horse  engine.  The  excavated  material  on  leaving  the  buckets  fell  into  a  conduit,  which  led  it 
to  transport-wagons  running  on  a  second  and  parallel  railroad.    (See  Engifueringy  xxvi,  312.) 

Utefil  Daia.^UT.  Elwood  Morris  has  determined  the  following  useful  data  relative  to  excavation 
work :  A  horse  with  a  loaded  dirt-cart,  employed  in  excavation  or  embarkment,  will  make  100  lineal 
feet  of  trip,  or  200  feet  in  distance,  per  minute  while  moving.  The  time  lost  in  loading,  dumping 
awaiting,  etc,  equals  4  minutes  per  load.  A  medium  laborer  will  load  with  a  cart  in  10  hours,  of  the 
following  earths,  measured  in  the  bank :  gravelly  earth  10,  loam  12,  and  sandy  earth  14  cubic  yards. 
Oarts  are  loaded  as  follows :  descending  nauling,  one-eighth  of  a  cubic  yard  in  bank;  level  haul- 
ing, two-sevenths  of  a  cubic  yard  in  bank;  ascending  liauling,  one-fourth  of  a  cubic  yard  in 
bank.  In  loam  a  &-horse  plough  will  loosen  from  250  to  800  cubic  yards  per  day  of  10  boon. 
A  scoop-load  will  measure  one-tenth  of  a  cubic  yard,  measured  in  the  excavation.  The  time  lost  in 
loading,  unloading,  and  turning  per  scoop-load  is  1|  minute.  The  time  lost  for  every  70  feet  of  dis- 
tance, from  excavation  to  bank  and  returning,  is  1  minute.  In  double  scooping,  the  time  lost  in 
loading,  turning,  etc.,  will  be  1  minute ;  and  in  single  scooping  it  will  be  1^  minute.  The  volume  of 
earth  in  embanbxnent  is  less  than  in  excavation,  from  greater  compression,  the  proporti<»i  being  as 
follows :  sand,  one-seventh ;  clay,  one-ninth ;  gravel,  one-fourth. 

See  Rankine's  **  Civil  Engineering ; "  also  Blastimo,  Tunkklino,  Bock-Dbills,  Quabbtiko  Macbikx, 
WiLL-BORiNO,  and  Mini  Alliances. 

EXHAUSTER.    See  Gab,  Illuminating,  Afpabatus  fob  Manutactvbb  or. 

EXPANSION  OF  STEAM  AND  GASEa  General  iXrfa.— The  formulae  and  tables  that  follow 
give,  in  a  compact  form,  the  principal  data  required  in  calculations  relating  to  the  ordinary  forms  of 
heat-engines ;  and  the  explanations  that  accompany  them,  together  with  the  illustrative  examples, 
are  intended  to  render  them  intelligible  to  all  who  may  have  occasion  to  use  them. 

Table  I.  is  compiled  from  the  experiments  of  Regnault,  snch  calculations  as  were  required  bang 
made  in  accordance  with  rules  given  in  Prof.  Rankine^s  "  Treatise  on  the  Steam-Engine."  Some  few 
remarks  on  the  properties  of  steam  may  be  appropriate  in  this  connection. 

Saturated  steam  is  steam  which  is  just  sufficiently  heated  to  continue  in  the  form  of  vapor.  If 
cooled  at  all,  a  portion  will  be  condensed ;  and  if  any  additional  heat  is  imparted,  the  steam  becomes 
superheated.  There  are  three  distinct  phases  in  the  change  of  water  into  steam.  Suppose  heat  is 
imparted  to  a  pound  of  water  at  82'"  F.,  and  under  mean  atmospheric  pressure.  The  temperature 
of  the  water  will  gradually  be  increased  until  it  reaches  212**,  and  in  this  process,  as  shown  by  col- 
umn 8  of  the  table,  it  will  receive  180.5  units  of  heat,  or  as  much  heat  as  would  raise  the  temper»> 
ture  of  180.5  lbs.  of  water  from  89''  to  40°.  It  requires  180.5  units  of  heat  to  raise  the  tODpera- 
ture  of  a  pound  of  water  through  a  range  of  180"  (from  82"  to  212"),  because  the  specific  heat  of 
water  increases  with  the  temperature.  To  raise  the  temperature  of  a  pound  of  water  from  82"  to  7*^, 
T'— 82  +  0.000000108  x  [(T— 89.1^  -I-  (7.1)*]  units  of  heat  must  be  imparted  to  it;  and  by  this 
formula  the  quantities  in  column  8  of  the  table  can  be  computed.  When  the  water  has  attained  the 
temperature  of  212",  the  process  of  vaporization  commences;  and  heat  is  required  to  perform  the 
work  of  overcoming  the  resistance  of  the  particles  of  the  water  to  the  repulsion  incident  to  the 
change  into  vapor,  and  also  to  do  the  work  of  expansion  against  the  resistance  of  the  atmoepbeie  in 
which  it  is  formed,  so  that  the  whole  expenditure  of  heat  in  changing  a  pound  of  water  at  32^  into 
steam  of  212",  as  shown  by  column  7  of  the  table,  is  1,146.6  units,  or  the  sum  of  the  quantitia  m 
columns  8,  4,  and  5.  By  column  6,  the  latent  heat  of  a  pound  of  steam  at  atmospheric  pressure  is 
966.1  units ;  and  as  this  is  the  quantity  of  heat  in  a  pound  of  steam  evaporated  "from  and  at  212%" 
the  quantities  in  column  7  divided  by  966.1  give  the  total  heat  in  units  of  evaporation,  or  poonds  of 
equivalent  evaporation  "  from  and  at  212","  as  shown  in  column  8.  The  other  columns  of  this  table 
need  no  particular  explanation. 
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It  seldom  happens  that  the  temperature  of  the  feed-water  is  at  82^,  and  table  II.  contains  oorreo- 
tions  for  Tarious  temperatures  from  82''  to  212°.  To  iUustrate  its  use,  suppose  it  is  required  to  find 
the  total  heat  in  units  of  evaporation  necessary  to  change  a  pound  of  water  at  66**  into  steam  haying 
a  pressure  of  100  lbs.  per  square  inch.  By  column  8  in  table  L,  it  appears  that  the  total  heat  in 
units  of  evaporation  from  water  at  82°  is  1.228,  and  by  table  IL  the  correction  is  0.084 ;  so  that  the 
required  quantity  is  1.228 — 0.084  =  1.189  unit  of  evaporation. 

Table  n.,  khcwing  CorrecHon  for  UniU  of  Evaporation — Differerd  Temperatures  of  Feed-Water, 


TMpamtim 

•tTmi, 

0 

1 

2 

8 

4 

6 

6 

7 

8 

0 

«fF«rf. 

Ikhr.DtfiML 

Fahr.Dtf. 

80 

.001 

.008 

.008 

.004 

.005 

.006 

.007 

80 

40 

.008 

.009 

.010 

.011 

.018 

.014 

.015 

.016 

.017 

.018 

40 

M 

.010 

.020 

.021 

.083 

.028 

.084 

.085 

.026 

.027 

.088 

50 

00 

.029 

.080 

.081 

.088 

.088 

.084 

.085 

.086  • 

.067 

.068 

60 

TO 

.089 

.040 

.041 

.048 

.044 

.045 

.046 

.047 

.048 

.049 

70 

80 

.060 

.061 

.068 

.068 

.054 

.055 

.066 

.057 

.058 

.060 

60 

M 

.000 

.001 

.002 

.068 

.064 

.065 

.066 

.067 

.068 

.069 

90 

100 

.OTO 

.on 

.078 

.074 

.075 

.076 

.077 

.078 

.079 

.080 

100 

110 

.0-^1 

.089 

.088 

.084 

.085 

.086 

.087 

.088 

.089 

.090 

110 

120 

.091 

.098 

.098 

.094 

.096 

.096 

.097 

.008 

.099 

.101 

120 

180 

.103 

.108 

.104 

.105 

.106 

.107 

.108 

.109 

.110 

.111 

180 

140 

.lis 

.118 

.114 

.115 

.116 

.117 

.118 

.119 

.120 

.121 

140 

IfiO 

.128 

.128 

.124 

.125 

.126 

.128 

.129 

.180 

.181 

.182 

150 

100 

.188 

.184 

.183 

.186 

.187 

.138 

.189 

.140 

.141 

.148 

160 

170 

.148 

.144 

.145 

.140 

.147 

.148 

.149 

.150 

.151 

.158 

170 

180 

.154 

.155 

.156 

.157 

.158 

.159 

.160 

.161 

.168 

.168 

180 

190 

.164 

.105 

.166 

.167 

.168 

.109 

.170 

.171 

.173 

.178 

190 

200 

.174 

.176 

.176 

.178 

.179 

.180 

.181 

.188 

.188 

.184 

800 

810 

.185 

.188 

.18T 

.... 

.... 

.... 

.... 

.... 

.... 

.... 

810 

The  weight  and  volume  of  water  at  different  temperatures  are  frequently  required  in  making  cal- 
culations ;  and  they  can  be  deduced  from  the  following  formulae,  which  are  taken  from  Watt's 
^  Dictionary  of  Chemistry,'*  and  represent  the  results  of  experiments  by  Kopp,  Matthiessen,  Sorby, 
andRosetti: 

Let  V=  ratio  of  a  given  volume  of  distilled  water,  at  the  temperature  T  on  Fahrenheit's  scale, 
to  the  volume  of  an  equal  weight  at  the  temperature  of  maximum  density.  >r=  weight  of  a  cubic 
foot  of  distilled  water,  in  pounds,  at  any  temperature,  Fahrenheit. 

For  temperatures  from  82**  to  70"  F. :  V=  1.00012—0.000088914  x  {T^  82)  +  0.0000028822  x 
(  r—  82)*  —  0.000000006408  ( T—  82)». 

For  temperatures  above  70"  F.:  r=0.»»781  +  0.00006117  x  (^-82)  +  0.000001059  x  (T— 82)^. 

The  table  given  below  has  been  computed  by  the  aid  of  these  formul®.  The  experiments  on  the 
expansion,  of  water  have  not  been  carried  beyond  a  temperature  of  412"*  F.,  so  that  the  results  given 
in  the  table  for  higher  temperatures  have  not  been  verified.  It  is  not  probable,  however,  that  they 
are  greatly  in  error.  The  highest  temperature  in  the  table  corresponds  to  a  pressure  of  saturated 
steam  of  more  than  1,000  lbs.  per  square  inch.  The  successive  increments  of  10°  F.  give  such 
slight  changes  in  the  successive  differences  in  relative  weights  and  volumes  as  to  render  interpola- 
tions by  proportion  sufficiently  accurate  for  most  purposes.  The  weights  given  in  the  tables  are  for 
pure  water,  so  that,  when  water  contains  forei^  matter,  it  will  be  necessary  to  multiply  the  tabular 
weight  by  the  specific  gravity  of  the  water.  For  ordinary  rain,  spring,  or  river  water,  the  correction 
is  genendly  so  slight  that  it  may  be  neglected.  Below  are  given  the  specific  gravities  of  waters  from 
different  localities,  the  most  of  which  have  been  taken  from  Professor  Chandler's  lecture  on  "  Wa- 
ter," published  in  the  thirty-first  annual  report  of  the  American  Institute : 


Delaware  River. ; 1.000069 

Lake  Erie 1.000107 

Lake  Michigan 1.000118 

Genesee  River. 1.000226 

Passaic  River 1.000127 

Thames,  at  London 1.000279 

Seine,  above  Paris. 1.000161 


Atlantic  Ocean. 1.0275 

Dead  Sea 1.17205 

Great  Salt  Lake. 1.17 

Mississippi  River.  1.00068 

Croton  (New  York  water-supply). . . .  1.00008 
Ridgewood  (Brooklyn  water-supply).  1.000067 
Cochituate  (Boston  water-supply). . . .  1.000058 
Schuylkill  (Philadelphia  water-supply)  1.00006 

It  will  be  seen  from  these  figures  that,  for  most  cases,  it  will  be  suffidently  accurate  to  use  the 
weights  given  in  the  table.  If  the  weight  of  a  gallon  of  water  at  any  temperature  is  desired,  it 
may  be  obtained  by  dividing  the  weight  of  a  gallon  of  water  at  the  temperature  of  maximum  den- 
sity (8.8889  lbs.  for  a  United  States  gallon,  and  10.001077  lbs.  for  an  imperial  gallon)  by  the  relative 
volume  at  the  required  temperature.  It  may  also  be  obtained  by  roultipl3ring  the  weight  of  a  cubic 
foot  of  water  at  the  dven  temperature  by  0.1886681  to  find  the  weight  of  a  United  States  gallon, 
and  by  0.1608412  to  find  the  weight  of  an  imperial  gallon.  When  water  contains  foreign  matter  In 
solution,  its  rate  of  expansion  by  heat  is  not  exactly  the  same  as  in  the  case  of  distilled  water ;  but 
there  have  not  been  experiments  enough  to  determine  the  law  of  the  variation,  and  no  great  error 
will  arise  from  the  assumption  that  the  expansion  is  in  accordance  with  the  formulae  given  above. 

With  these  explanations,  the  use  of  the  following  table  will  be  rendered  plain  to  the  reader : 
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Table  HI.,  showing  Volwne  and 


of  IHsHOed  Water  at  JHfermU  Ten^)eraiur^ 
Fahrenhe^  iScale, 


Tnpm. 

RatloofyoliiiMto 

Tnpm. 

lUtloofToltinMto 

tOM, 

VolanMarSqul 

Wtfghtofa 

t«r.. 

VokuMoflEqMl 

W«|^t<f« 

FUtfw- 

Wdght  at  (Iw 

DIfteaiM. 

Coble  Foot 

DUhNBM^ 

Fkhran- 

Wdght  at  tlio 

Dlfcw». 

CaUeFoot 

SMnM. 

ImM 

faiFwiBdi. 

hdl 

Twuiwratanor 

inPMBdi. 

Dtgrni. 

IfuimamDaxU,. 

T>^pm^ 

Mudmain  DMdty. 

8S 

1.000129 

68.417 

290 

1.06406 

.00606 

W.686 

.818 

89.2 

1 

!666i29 

62.426 

loos 

800 

1.09028 

.00618 

67.260 

.m 

40 

1.000004 

.000004 

62.428 

.002 

810 

1.09661 

.00688 

66.925 

.884 

60 

1.000258 

.000249 

62.409 

.014 

820 

1.10828 

.00662 

66.564 

.841 

eo 

1.000929 

.000676 

62.867 

.042 

880 

1.11006 

.00682 

66.286 

.848 

70 

1.001981 

.001052 

62.802 

.066 

840 

1.11706 

.00701 

66.888 

.863 

60 

1.00882 

.001889 

62.218 

.064 

850 

1.12481 

.00726 

60.688 

.860 

90 

1.00492 

.00160 

62.119 

.099 

860 

1.18175 

.00744 

66.106 

.m 

100 

1.00886 

.00194 

62 

.119 

870 

1.18942 

.00767 

64.787 

.811 

110 

1.00902 

.00216 

61.867 

.188 

880 

1.14729 

.00787 

04.411 

.876 

120 

1.01148 

.00241 

61.720 

.147 

890 

1.16686 

.00609 

04.080 

.8Sl 

180 

1.01411 

.00266 

61.666 

.164 

400 

1.16866 

.00828 

68.640 

.885 

140 

1.01690 

.00279 

61.888 

.168 

410 

1.17218 

.00652 

08.266 

.8se 

150 

1.01996 

.00805 

61.204 

.184 

420 

1.18090 

.00872 

02.662 

.898 

160 

1.02824 

.00829 

61.007 

.197 

480 

1.18982 

.00892 

02.466 

.894 

ITO 

1.02671 

.00847 

60.801 

.206 

440 

1.19898 

.00916 

02.060 

.401 

180 

1.08088 

.00862 

60.5S7 

.214 

460 

1.20888 

.00080 

01.662 

.408 

190 

1.08411 

.(K)87d 

60.8C6 

.221 

460 

1.21790 

.00967 

01.206 

.408 

200 

1.08807 

.00686 

60.186 

.280 

470 

1.22767 

.00977 

00.646 

.408 

210 

1.04226 

.00419 

69.894 

.242 

480 

1.28766 

.00999 

00.486 

.410 

212 

1.04812 

.00086 

69.707 

.187 

490 

1.24785 

.01019 

00.026 

.419 

220 

1.04668 

.00866 

69.641 

.066 

600 

1.26826 

.01048 

49. 6U 

.415 

280 

1.06142 

.00474 

69.872 

.269 

610 

1.26692 

.01064 

49.195 

.414 

240 

1.05688 

.00491 

69.096 

.276 

620 

1.27976 

.01068 

48.778 

.417 

200 

1.06144 

.00511 

68.812 

.284 

680 

1.29080 

.01105 

48.860 

.418 

280 

1.06679 

.00686 

66.617 

.296 

640 

1.80204 

.01124 

47.941 

.419 

270 

1.07288 

.00664 

66.214 

.806 

660 

1.81854 

.OUOO 

47.681 

.499 

280 

1.07809 

.00676 

67.908 

.811 

'A  perfect  gas  is  one  in  wliich  the  particles  are  absolutelj  f riotionless  in  their  matoal  actkm. 
There  are  no  examples  of  perfect  gases  in  nature,  but  gases  which  can  only  be  solidified  bj  extra<»^ 
dinary  means,  such  as  air,  nitrogen,  oxygen,  hydrogen,  are  commonly  considered  to  follow  perfect 
ffaseons  laws.*  Table  lY.  contains  the  prhicipal  properties  of  sudi  gases,  as  well  as  approximate 
data  for  steam.  The  columns  relating  to  perfect  gases  will  be  found  very  useful  in  calculations 
relating  to  air-engines,  while  those  referring  to  steam  will  be  equally  serriceable  in  computations 
connected  with  steam-engines,  as  is  fully  explained  in  the  illustratiTe  examples  that  follow.  Hie 
quantities  in  this  table  ha?e  been  calculated  in  the  following  manner :  Calling  any  quantity  in  col- 
umn 1  or  24,  -=*  the  corresponding  quantities  in  the  other  columns  arc : 


2.  R 

5    1  +  hyp.  log.  R 
' R 

8.401—2.401  X 


1\0.408 


© 


■..■-Lq« 


hyp,  log.  R 

ie— 1 


16  X 


72—1 

^  hyp,  log.  R 
R 


...-4-G)n 


R 

G)' 


12. 


18 


,0.20 


10. 


16. 


G) 


0.408 


17. 


1\H 


-  G) 

■•■  G)' 

-  Gf 


21.  U 


22. 


l\^ 


28. 


G) 
G)" 


*  Qnit«  recentlj  all  the  eo-called  permanent  ffases  have  been  liquefied,  the  discos 
taneoufily  bv  MM.  Oaillotet  and  Pfctet  To  M.  CaiHetet,  however,  belongs  the  prl 
Journal  qfths  Franklin  In9titui&,  cv,  ovi :  SeUnUfle  Ameiioan.  zzzyUl.,  147 : 
T.,  1888 ;  i^viiweKiv,  XXV.,  824.  »  -v  ^  -«,        , 


have  been  liquefied,  the  dlscoTeiT  being  annoitnoed  afanoct  «. 

...  . "priori^.    Bee  La  yat»re.imi^i 

tf ;  SeUnti^  American  SupP^^^ 
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The  following  formulas  for  the  weight  and  volame  of  air  at  different  temperatures  will  facilitate 
the  calculation  of  these  data  for  any  case  that  may  arise  in  practice :  A  cubic  foot  of  dry  air,  at  atmos- 
pheric pressure  and  any  absolute  temperature  (  =  temperature  on  Fahrenheit's  scale  +  461.2")  T^ 

89  819  '  jP 

weichs  -^ —  lbs.,  and  the  yolume  of  a  pound  is  cubic  feet.    Some  results  of  the  above 

^         X  89.819 

formulas  are  given  in  the  next  table. 


Table  V 

.,  showing  Weight  and  Vohime  of  Dry  Air  at  Atmotphe 

rie  Pressure 

TMnptm- 

Tampan* 

Tampans 

tn^T^ 

«v«i|htor« 

TolanMofft 

tan,  Fall. 

Walfhtofa 

YoloMofs 

WFkh. 

Walghtofft 

VolniiMofa 

MBktIt 

C«UeFoot,In 

PMuMl.liiCobk> 

wmktkt 

CvMeFoot^te 

Foud^laCiAlo 

laahait 

Cable  Foot,  in 

Poond^lnCablo 

8c•^ 

PoaiMb. 

FMt 

ScaK 

Fooada. 

Faat 

SaUa, 

Powida. 

Faat 

DcgfM.. 

Dagraaa. 

Dagraaa. 

0 

.0868 

11.583 

70 

.0750 

12.840 

150 

.0651 

15.850 

10 

.0*45 

11.884 

80 

.0786 

18.592 

ItO 

.0641 

15.601 

80 

.0821^ 

12.085 

90 

.0722 

18.848 

170 

.0681 

15.852 

80 

.0511 

12.886 

100 

.0710 

14.094 

180 

.0621 

16.106 

8S 

.0807 

12.886 

110 

.0697 

14.845 

190 

.0611 

16.854 

40 

.0794 

12.ft&7 

120 

.0685 

14.696 

200 

.0602 

16.605 

GO 

.0779 

12.889 

180 

.0674 

14.847 

210 

.0508 

16.856 

60 

.07<$4 

18.089 

140 

.0669 

15.098 

212 

.0591 

16.907 

If  the  temperature  and  pressure  of  the  air  both  vary,  the  weight  of  a  cubic  foot  of  dry  air,  at 

2  7093  X  J* 
absolute  pressure  P(in  pounds  per  square  inch)  and  absolute  temperature  jT,  is  -^ — — lbs.; 

T 

and  the  volume  of  a  pound  b cubic  feet    If  the  temperature  of  air  is  changed  from 

2.7098  X  F 

one  absolute  temperature  T  to  another  absolute  temperature  (,  the  volume  remaining  constant,  the 

P  X  T 
pressure  is  changed  from  P  to  — - — • 

When  expansion  takes  place  in  the  cylinder  of  an  engine,  the  real  ratio  of  expansion  cannot  be 
ascertained  by  dividing  the  space  passed  over  by  the  piston  before  expansion  by  the  total  space  trav- 
ersed, since  expansion  also  takes  place  in  the  clearance  space  of  the  cylinder,  which  is  made  up  of 
the  piston  clearance  and  the  port  area ;  but  table  VL  gives  the  real  cut-off  corresponding  to  the 

1 


If  -  is  the  apparent  cut- 


apparent  cut-off,  for  most  fractions  of  clearance  that  obtain  in  practice. 

-^. 

off,  and  €  the  fraction  of  clearance,  the  real  cut-off  is ;  which  formula  was  employed  in  the 

calculation  of  the  table,  and  can  be  used  for  fractions  of  clearance  beyond  the  range  of  the  table. 

Samples, — 1.  It  is  required  to  find  the  mean  pressure  of  air  expanding  without  gain  or  loss  of 
heat,  the  initial  pressure  being  60  lbs.  above  zero«  and  the  final  pressure  15  lbs.  per  square  inch ; 
also  the  ratio  of  expansion,  the  pressures  at  five  points  taken  at  intervals  during  the  expansion,  and 
the  final  temperature,  that  at  the  beginning  being  SSO"*  F.  16  +  60  =  0.25 ;  and  the  number  in  col- 
umn 7  oi  table  IV.  corresponding  to  0.26  in  column  1  is  0.8629 ;  hence  the  mean  pressure  during 
expansion  =  60  x  0.8529  =  21.174  lbs.  per  square  inch.  From  column  20  of  the  same  table  it  ap- 
pears that  the  required  ratio  of  expansion  is  1  -^  0.3786  =  2.6767.  This  ratio  of  expansion  corre- 
sponds to  a  cut-off  of  0.87  of  the  stroke,  so  that  the  ratios  of  initiid  volume  to  volumes  at  the  several 
points  of  division  are  respectively  0.75,  0.60,  0.60,  0.48,  and  0.87 ;  *  and  the  pressures  at  these  sev- 
eral points  are  (according  to  colunm  16): 

At  commencement  of  expansion 60  x  1  =  60 

At  first  pomt  of  division. 60  x  0.67  =40.2 

At  second  point  of  division 60  x  0.49  =  29.4 

At  third  point  of  division 60  x  0.88  =  22.8 

At  fourth  point  of  division 60  x  0.30  =  18 

At  end  of  expansion. 60  x  0.26  =  15 

The  initial  absolute  temperature  being  860  **  -l-  461.2**  =  811.2%  the  final  absolute  temperature  by 
eohrnui  12  =  811.2''  x  0.667  =  541.1%  and  the  corresponding  temperature  on  Fahrenheit's  scale  = 
641.1*'— 461.2*  =  79.9^ 

a.  If  air  having  a  temperature  of  70*  F.,  and  a  pressure  of  20  lbs.  per  square  inch  above  zero,  is 
compressed  without  loss  or  gain  of  heat  to  90  lbs.,  what  is  the  final  temperature  ?    90  -^  20  =  0.45 ; 


*  These  namben  are  obttlned  as  follows :  CalliDf  the  AhaI  Tolnme  1,  the  vohime  when  expension  eoramenoes  It 
0.87,  and  the  volame  daiing  expansion  Is  1  —  0.87  =  0.68.    Dividing  this  volame  into  five  equal  parts,  each  part  s=  0.68 

H- 6s  0.126,  and  the  ratios  of  initial  volame  to  volame  at  the  several  points  of  division  aA  ^^  _^  AKm^^'*^ 


0.87  ^^    ^ 


0.87  ■¥  0.126 ' 
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EXPANSION  OP  STEAM  AND  GASES. 
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hence,  according  to  column  14  in  table  IV^  the  final  temperature  on  Fahrenheit*8  scale  =  {*!0^  + 
461.2^  H-  0.798—461.2**  =  208.7°. 

8.  rad,  from  column  15  in  table  IV.,  the  approximate  temperature  of  steam  at  a  pressure  of  80 
lbs.  per  square  inch  above  zero.  The  temperature  of  steam  at  atmospheric  pressure  (14.7  lbs.  per 
square  indi)  being  212*",  the  ratio  of  pressures  =:  14.7  -4-  80  =  0.18;  so  that  the  approximate  tem- 
perature =  (212°  +  100°)  +  0.761  — 100°  =  816°. 

4.  If  steam  is  cut  off  in  a  cylinder  at  quarter  stroke,  and  expands  without  condensation,  what  is  the 
mean  total  pressure,  the  initial  pressure  being  80  lbs.  per  square  inch  above  zero  f  According  to 
column  5  in  table  IV.,  the  mean  total  pressure  =  80  x  0.68  =  46.4  lbs.  per  square  inch. 

6.  The  theoretical  curve  of  expansion  in  the  case  of  steam-engines  is  commonly  assumed  to  be  a 
hyperbola  with  rectangular  asymptotes;  in  making  which  assumption,  it  is  supposed  that  the 
steam  in  its  expansion  conforms  to  the  law  of  a  perfect  gas,  expanding  at  constant  temperature. 
Although  this  assumption  is  not  strictly  true,  no  serious  error  arises  from  its  use  in  ordinary  cases, 
and  it  is  very  convenient  when  calculations  are  to  be  made  without  the  aid  of  tables. 
For  other  applications  of  the  tables  in  this  article,  see  Engikis,  Dbsignimg  of.  R.  H.  B. 

BXFLOSIVES.  It  is  convenient  to  divide  explosive  agents  into  ezplotive  compounds  and  explonve 
mixhtres.  In  an  explosive  compound,  the  elements  composing  it  are  in  chemical  combination,  and 
cannot  be  separated  except  by  chemical  change.  In  an  explosive  mixture,  the  ingredients  are 
mechanically  mixed,  and  can  be  separated  by  mechanical  means.  In  an  explosive  mixture,  properly 
80  called,  the  separate  constituents  do  not  have  explosive  properties,  but  these  belong  to  the  mixture 
only.  For  instance,  gunpowder  is  an  explosive  mixture,  but  dynamite  is  not,  for  it  is  merely  the 
explosive  compound  nitro-glycerine,  contained  in  an  inert  absorbent  which  has  no  explosive  prop- 
erties. While  this  distinction  is  a  good  one  in  the  mun,  it  is  not  always  strictly  applicable.  There 
are  some  mixtures  which  contain  substances  having  themselves  explosive  properties.  In  such  a  case, 
however,  the  explosive  properties  of  the  compound  are  not  sufficiently  great  to  render  it  useful  by 
itself,  and  it  enters  into  the  mixture  as  a  combustible  ingredient  Thus,  a  picrate  has  a  certain 
quantity  of  oxygen  available  in  the  explosive  reaction,  but  not  enough,  so  it  is  mixed  with  a  substance 
supplying  oxygen,  such  as  potassium  nitrate  (saltpetre)  or  potassium  chlorate. 

There  are  a  great  number  of  compounds  known  to  possess  explosive  properties,  but  only  a  very 
few  are  used  in  practice.  In  his  "  Notes  on  Explosives,*'  Prof.  W.  N.  Hill,  of  the  United  States 
torpedo  station,  Newport,  R.  I.,  describes  nitro-glycerine  and  its  preparations,  gun-cotton  and  its 
preparations,  the  picrates  (including,  for  convenience,  some  mixiures  containing  picrates),  and  the 
fulminates ;  afterward  reference  is  made  to  gunpowder. 

EzPLOSiVK  (compounds. — Nitro-glycerine  is  formed  by  the  action  of  nitric  acid  upon  glycerine  at  a 
low  temperature.  The  process  of  manufacture  consists  essentially  in  the  slow  mixing  of  the  gly- 
cerine with  the  acid,  a  low  temperature  being  preserved  during  the  whole  operation,  and  in  separat- 
ing and  washing  the  nitro-glycerine  from  the  excess  of  acid  with  water.  The  glycerine  is  the  com- 
mercial article  of  good  quiUity.  It  must  be  free  from  the  adulterations  often  found  in  it.  The 
nitric  add  must  be  strong,  having  a  specific  gravity  of  not  less  than  1.45.  Nitric  acid  of  this  strength 
cannot  be  obtained  in  the  market,  and  must  therefore  be  specially  prepared  for  the  purpose,  lliis 
is  done  by  careful  distillation  from  sodium  nitrate  (Chili  saltpetre)  and  sulphuric  add  (oil  of  vitriol). 
Before  it  is  used  the  nitric  add  is  mixed  with  twice  its  weight  of  strong  sulphuric  acid.  The  latter 
does  not  take  a  direct  part  in  the  production  of  the  nitro-glycerine,  but  takes  up  the  water  which  is 
formed  during  the  reaction,  thereby  preventing  the  dilution  of  the  nitric  add.  The  sulphuric  and 
nitric  adds,  mixed  in  the  proper  proportions  (one  of  nitric  to  two  of  sulphuric),  are  placed  in  a  large 
stoneware  receiver,  from  which  the  mixture  can  be  drawn  as  it  is  required. 

At  ordinary  temperatures  nitro-glycerine  is  an  oily  liquid,  having  a  spedfic  gravity  of  1.6. 
Freshly  made,  it  is  creamy-white  and  opaque,  but  becomes  transparent  ("  dears '')  and  colorless,  or 
nearly  so,  on  standing  foe  a  suffident  time,  depending  on  the  temperature.  It  does  not  mix  with 
and  is  unaffected  by  water.  It  has  a  sweet,  pungent,  aromatic  taste,  and  produces  a  violent  head- 
ache if  placed  upon  the  tongue,  or  even  if  allowed  to  touch  the  skin  at  any  point.  Those  constantly 
using  it  soon  lose  their  susceptibility  to  this  action.  Nitro-glycerine  freezes  to  a  white  crystalline 
mafls  at  89"*  or  40°.  When  frozen  it  can  be  thawed  by  placing  the  vessd  containing  it  in  water  at  a 
temperature  not  over  100°. 

Ftire  nitro-glycerine  does  not  spontaneously  decompose  at  any  ordinary  temperature,  but  if  it  con- 
tains free  add  decomposition  is  apt  to  occur.  It  is  therefore  very  important  that  all  add  should 
be  removed  by  thorough  washing  when  it  is  made. 

If  flame  is  applied  to  freely-exposed  nitro-glycerine,  it  bums  slowly  without  explosion.  The  firing- 
point  is  about  180°  C.  (866°  F.).  It  begins  to  decompose  at  a  somewhat  lower  temperature.  Nitro- 
glycerine is  usually  fir^  by  means  of  a  fuse  containing  fulminating  mercury.  .By  such  a  fuse  it 
Ib  detonated,  producing  a  very  violent  explosion.  Fired  with  a  fuse  charged  with  gunpowder,  its 
action  is  very  uncertain ;  sometimes  it  is  exploded  and  sometimes  it  is  not,  but  when  so  exploded  its 
explosive  force  is  much  less  than  when  the  fulminate  is  used. 

Nitroglycerine  may  be  conveniently  kept  in  large  earthen  jars,  with  a  layer  of  water  over  the  explo- 
mre.  If  it  is  to  be  transported,  the  liquid  form  is  very  inconvenient,  especially  from  the  danger  of 
leakage.  It  is  therefore  advisable  to  freeze  it  and  carry  it  in  the  frozen  state,  when  it  is  perfectly  safe. 
Ji'or  transportation  it  should  be  put  in  strong  tin  cans  holding  about  46  or  60  lbs.  Each  can  should  be 
paraffined  on  the  inside,  and  have  a  tin  tube  passing  vertically  through  its  centre,  so  that  freezing  or 
-t;hawing  may  be  more  easily  accomplished.  All  vessels  in  which  nitro-glycerine  has  been  kept  should 
t>e  destroyed  when  not  wanted  for  the  same  use,  as  the  nitro-glycerine  cannot  be  easily  washed  off. 
:NitTO-glycerine  is  the  most  powerful  explosive  in  use.  In  difficult  blasting,  where  very  violent  effects 
mre  required,  it  surpasses  all  others.  It  shatters  rocks  into  fine  fragments,  leaving  no  residue  and 
^▼ing  no  smoke.    It  has  been  very  successfully  used  in  submarine  blasting.    (See  Blasting.) 
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NiTRCMiLTOERiME  Preparahons. — ^The  transportation  and  practical  nse  of  nitro^yoerine  have  been 
found  to  be  attended  with  such  dangers,  that  it  is  now  used  almost  entirely  in  the  shape  in  which  it 
was  first  brought  before  the  world — ^that  is,  absorbed  in  some  substance  which  will  hold  it.saspended 
in  its  pores,  as  a  sponge  will  water.  Gunpowder  and  analogous  substances  were  at  first  used  for  this 
purpose ;  but  as  these  cannot  absorb  any  great  quantities  of  nitro-glycerine,  a  silicious  earth  bu  been 
largely  substituted  for  them,  forming  what  in  this  country  is  known  as  dynamite. 

jbynamUe, — ^In  dynamite,  the  absorbent  is  usually  a  natural  silicious  earth.  Deposits  of  this 
silicious  earth  are  found  in  many  places,  notably  in  Hanover.  From  the  EanoTcr  earth  the  origiDal 
dynamite  was  made.  This  silicious  earth,  or  ^  kieselguhr,''  is  a  fine  white  powder,  composed  of  the 
skeletons  of  microscopic  animals  (infusoria).  It  has  a  high  absorptive  power,  being  capable  of  tak- 
ing up  from  two  to  three  times  its  weight  of  nitro-glycerine  without  becoming  pasty. 

The  process  of  making  dynamite  is  very  simple.  The  nitro-glyceiine  is  mixed  with  the  diy,  fine 
powder  in  a  leaden  vessel  with  wooden  spatulas.  Dynamite  has  a  brown  color,  and  resembles  m 
appearance  moist  brown  sugar.  It  usually  contains  from  60  to  76  per  cent,  of  nitro-glycerine.  In 
this  country  dynamite  is  made  and  sold  under  the  name  of  giant  powder.  The  explosive  properties 
of  dynamite  are  those  of  the  nitro-glycerine  contained  in  it,  as  the  absorbent  is  an  inert  body.  It 
freezes,  at  the  same  temperature  as  its  nitro-glycerine,  to  a  white  mass.  If  solidly  frozen,  it  cannot  be 
fired  except  by  the  use  of  an  extra-strong  cap ;  but  if  loose  and  pulverulent,  it  can  be  exploded, 
although  with  diminished  violence.  It  can  be  thawed  by  placing  the  vessel  containing  it  in  hot 
water.  The  keeping  qualities  of  dynamite  are  those  of  the  nitro-glycerine  it  is  made  from.  It  is 
safer,  because  it  avoids  the  liquid  condition,  and  from  its  softness  it  will  bear  blows  mudi  better. 
Exudation  must  be  guarded  against ;  therefore  it  must  not  contain  too  much  nitro-glycerine,  espe- 
cially if  it  is  liable  to  be  exposed  to  comparatively  high  temperatures,  which  tend  to  make  the 
nitro-glycerine  more  fluid,  and  consequently  less  easily  retained.  The  firing-point  of  dynamite  is 
the  same  as  its  nitro-glycerine.  If  flame  is  applied  to  it,  it  takes  fire  and  bums  with  a  strong  flime, 
leaving  a  residue  of  silica.  It  is  not  sensitive  to  friction  or  moderate  percussion.  Dynamite  is  fired 
by  a  fulminate  fuse.  Gunpowder  will  fire  it,  but  not  with  certainty,  and  the  effect  obtained  is  nodi 
less  than  when  the  stronger  agent  is  employed. 

The  explosive  force  of  dynamite  is,  of  course,  that  of  the  nitro-glycerine  contained  in  it  If  it 
contains  75  per  cent,  its  comparative  force  may  then  be  approximately  stated  at  six  times  that  of 
gunpowder.    For  practical  detdls  relative  to  the  use  of  dynamite,  see  Engineering^  xxv.,  466. 

Dynamite  No,  2. — ^Dynamite  proper  contains  only  nitro-glycerine  and  the  silicious  abaorbent 
Mixtures  containing  other  substances  are  sometimes  included  under  the  same  name.  The  true  dyna- 
mite is  often  called  **  Dynamite  No.  1,"  and  the  others  **  Dynamite  No.  2,"  or  receive  fanciful  names. 
All  these  mixtures  contain  less  nitro-glycerine  than  the  No.  1,  so  that  they  cost  less  per  pound,  bat 
of  course  they  are  proportionately  less  powerful 

IMofmcUuT. — ^Lithof racteur  is  a  mixture  which  has  the  composition  (Trauzl) :  Nitro-glyeerine, 
62.10  per  cent ;  kieselguhr,  80 ;  coal,  12 ;  soda  saltpetre,  4 ;  sulphur,  2.  Sometimes,  instead  of  the 
sodium  nitrate,  the  potassium  or  barium  salt  is  used,  and  variations  are  made  in  the  quanti^  of  nitro- 
glycerine contained  in  it  Like  all  the  nitro-glycerine  preparations,  it  has  no  necessarily  d^nite 
composition,  being  merely  a  mixture  made  acconiing  to  the  caprice  of  the  manufacturers.  Lidio- 
fracteur  must  be  regarded  as  inferior  to  dynamite  proper,  especially  for  military  purposes.  It  is 
much  more  liable  to  exudation.  The  mixtures  known  in  this  country  as  giant-powder  No.  2,  rend- 
rock,  etc.,  and  Uiose  already  spoken  of  under  the  head  of  dynamite  No.  2,  are  somewhat  similar  to 
lithofracteur. 

DuaXin  is  a  mixture  made  by  Carl  Dittmar,  a  Prussian,  of  nitro-glycerine,  sawdust,  and  saltpetra, 
in  about  the  proportions :  Nitro-glycerine,  50  per  cent ;  fine  sawdust,  80 ;  saltpetre,  20  (Tiand). 
This  preparation  is  also  inferior  to  dynamite.  The  sawdust  and  saltpetre  have  much  less  absorptive 
power  than  the  silidous  earth,  and  retain  the  nitro-glycerine  comparatively  feebly.  Its  firing-poSoi 
is  said  to  be  considerably  lower  than  that  of  dynamite  No.  1.  Also,  its  lower  spedfic  gravity  is  a 
drawback. 

Dynamite,  lithofracteur,  and  dualin  have  in  great  measure  been  supplanted  by  mixtares  in  which 
the  nitro-glycerine  is  absorbed  in  an  explosive  substance,  suice  in  this  way  the  whole  of  the  material 
put  into  the  blast-hole  is  utilized.  These  mixtures  are  substantially  the  same  as  those  in  which  nitro- 
glycerine was  first  used.  They  all  consist  of  a  pulverized  material  analogous  to  gunpowder  dust,  to 
which  some  wood-fibre  or  saw-dust  is  added  to  increase  the  capacity  for  absorption  of  the  nitrogly- 
cerine. By  the  force  of  the  fulminating  cap  the  absorbent  body  is  detonated  as  well  as  the  nitro^ 
cerine.  Now,  since  detonated  gunpowder  has  been  proved  to  be  much  more  powerful  than  fired  gun- 
powder, it  will  be  seen  that  not  only  the  nitro-glycerine  is  utilized,  but  also  the  gunpowder  absorbcst 
to  the  fullest  extent  of  which  it  is  capable.  These  powders  are  known  by  various  trade-names,  sodi 
as  rendrock,  Hercules,  giant-powder,  etc  Since  the  first  introduction  of  these  explosives  the  caie 
exercised  in  their  manufacture  has  been  greatly  increased.  It  has  been  found  to  be  of  great  in^Kif^ 
tance  that  the  nitro-glycerine  should  be  pure  and  free  from  add.  To  that  end  it  is  thoroughly  wariied 
with  water,  and  also  neutralized  with  an  alkaline  carbonate,  so  that  now  aoddents  resulting  from 
spontaneous  decomposition  are  almost  unknown. 

GuN-coTTON.— Gun-cotton  is  formed  by  the  action  of  concentrated  nitric  add  on  cotton.  The  pro- 
cess of  making  gun-cotton  consists  essentially  in  exposing  the  dry  cotton  for  a  suffidently  loi^  tuoe 
to  the  action  of  a  mixture  of  the  strongest  nitric  add  with  sulphuric  acid,  and  in  thoroughly  washing 
the  gun-cotton  thus  prepared  to  remove  the  excess  of  acid.  In  this  reaction  also  the  duty  of  the 
sulphuric  add  is  to  take  up  the  water,  which  is  a  secondary  product. 

By  the  method  of  Abel,  a  very  perfect  washing  is  obtained,  and,  in  addition,  the  material  is  pre- 
pare in  a  form  convenient  to  use  and  yet  perfectly  safe.  The  essential  features  of  Abel's  proceai 
are  the  reduction  of  the  wet  gun-cotton  to  a  fine  pulp,  which  can  be  easily  washed,  and  the  oo» 
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pression  of  this  pulp  into  conyenient  shapes.  This  product  evidently  cannot  be  used  for  certain 
purposes  for  which  the  fibre  is  required,  such  as  in  gunnery.  This  is  not  of  importance,  as  gun-cotton 
is  no  longer  so  applied.  For  other  military  applications,  such  as  demolitions,  torpedoes,  etc.,  the 
pulped  and  compressed  gun-cotton  is  an  admirable  agent. 

After  the  cotton  has  been  conyerted  into  gun-cotton,  and  the  latter  Is  reduced  to  a  pulp  and 
thoroughly  washed,  the  pulp  is  next  to  be  separated  from  the  large  volume  of  water  in  which  it  is 
suspended,  and  compressed  into  cakes  or  disks.  This  is  accomplished  in  two  presses.  The  first 
press  has  86  hollow  cylinders,  in  which  perforated  plimgers  work  upward.  The  plungers  having 
been  drawn  down,  the  cylinders  are  filled  with  the  mixture  of  pulp  and  water,  and  their  tops  covered 
with  a  weight.  The  plungers  are  then  forced  up  by  hydraulic  power.  The  pulp  is  compressed,  the 
water  escaping  through  the  perforations  in  the  plimgers.  In  the  second  press,  the  cylindrical  masses 
of  gun-cotton  from  the  first  press  are  more  highly  compressed,  a  pressure  of  6  tons  to  the  inch  being 
applied.    About  6  per  cent,  of  water  remains  in  the  cdces,  which  can  be  removed  by  drying. 

Properties  and  Modes  of  Faring, — The  conversion  of  cotton  into  gun-cotton  causes  very  little 
diange  in  its  appearance.  The  latter  is  somewhat  harsher  to  the  touch  than  the  former.  Gun- 
cotton  is  insoluble  in  and  unaffected  by  water.  If  flame  is  applied  to  dry  loose  gun-cotton,  it  flashes 
up  without  explosion.  Dry  compressed  gun-cotton  bums  rapidly  but  quietly  when  ignited  by  a 
flame.  Moist  compressed  gun-cotton  under  the  same  circumstances  burns  away  slowly.  Even  if  a 
considerable  quantity  of  gun-cotton  is  inflamed,  it  will  bum  away  without  explosion ;  but  if  the  quan- 
tity is  too  great,  the  explosion  of  a  part  will  be  produced.  In  such  cases  the  outer  portion  confines 
the  inner  sufficiently  to  cause  its  explosion.  Dry,  unconfined  gun-cotton  can  be  violently  exploded 
by  a  small  amount  of  fulminating  mercury.  Even  in  the  compressed  wet  state,  gun-cotton  can  be 
exploded ;  but  to  accomplish  this  it  is  necessary  to  apply  the  shock  from  the  explosion  of  a  small 
amount  of  the  dry.  For  firing  wet  compressed  gun-cotton,  a  **  primer  "  is  used,  which  is  a  cake  of 
the  dry,  to  which  is  attached  a  fulminate  fuse.  This  primer  must  be  inclosed  in  a  water-proof  bag 
or  box.  It  is  asserted  that  complete  explosion  of  large  charges  of  wet  gun-cotton  can  be  brought 
about  in  this  way,  but  there  is  some  doubt  on  this  point.  The  firing-point  of  gun-cotton  is  about 
860*  F.  (182**  C).  It  is  not  sensitive  to  friction  or  percussion.  Imperfectly  converted  or  badly 
washed,  it  is  liable  to  spontaneous  decomposition,  which  may  result  in  explosion  if  the  conditions 
are  favorable.  The  pulped  and  compressed  form  is  free  from  such  danger,  for  since  it  can  be  fired 
wet  there  is  no  need  of  ever  drying  it,  so  it  may  be  kept  and  used  saturated  with  water. 

Compressed  gun-cotton  is  stored  in  the  wet  state.  Care  must  be  taken  that  ft  is  not  exposed  to  a 
temperature  that  will  freeze  the  water  in  the  cakes.  If  this  occurs,  they  are  liable  to  be  disintegrated 
by  the  expansion  of  the  water  in  freezing.  In  cold  climates  it  is  therefore  advisable  to  store  gun- 
cotton  in  pits  below  the  reach  of  frost.  For  convenience  in  handling,  gun-cotton  is  made  into  disks 
of  various  dimensions,  or  it  may  be  pressed  into  slabs  or  blocks,  which  may  be  sawn,  drilled,  or  cut 
as  desired.  The  transportation  of  gun-cotton  presents  no  special  difficulties,  since  there  is  no  danger 
of  leakage,  neither  is  it  sensitive  to  blows. 

The  relative  force  of  gun-cotton  as  compared  with  gunpowder  is  variously  given  from  4-6  to  1. 
The  lower  figure  is  probably  nearly  right,  at  any  rate  for  wet  gun-cotton. 

NUraied  gunrcotton  is  made  by  soaking  the  compressed  gun-cotton  in  a  saturated  solution  of  salt- 
petre (potassium  nitrate)  and  drying.  Chlorated  ffun-eoUon  is  similarly  made,  using  potassium 
chlorate  instead  of  nitrate. 

The  Picrates. — ^The  picrates  are  salts  of  picric  acid.  Picric  acid  is  found  in  commerce,  being 
used  to  dye  silk  and  wool  yellow.  If  the  acid  is  heated,  it  takes  fire  and  bums  sharply  and  rapidly, 
without  explosion.  The  picrates  are  all  exploded  with  more  or  less  violence  by  heat  or  blows. 
When  used  as  explosive  agents,  they  are  mixed  with  potassium  nitrate  (saltpetre)  or  potassium 
chlorate.  A  large  number  of  picrates  are  known,  but  the  potassium  and  ammonium  salts  are  the 
only  ones  that  have  been  much  used  in  explosive  preparations. 

Potamum  Picrate, — Most  violently  explosive  of  the  picrates.  Potassium  picrate  and  potassium 
chlorate  form  a  mixture  nearly  as  powerful  as  nitro-glycerine,  but  it  is  so  sensitive  to  friction  or  per- 
cussion as  to  render  it  practically  useless.  With  potassium  nitrate  instead  of  chlorate  a  less  violent 
mixture  is  obtained,  but  one  still  too  liable  to  accidental  explosion. 

Ammonium  Pieraie. — This  salt  has  been  proposed  by  Abel  as  an  ingredient  of  a  powder  for 
bursting-charges  of  shells.  The  properties  of  ammonium  picrate  are  very  different  from  those  of 
the  potassium  salt.  If  fiame  is  applied  to  the  former,  it  bums  quietly,  with  a  strong,  smoky  flame. 
If  heated,  it  melts,  sublimes,  and  bums  without  explosion.  It  is  almost  entirely  unaffected  by  blows 
or  friction.  This  salt,  mixed  with  saltpetre,  forms  Abel's  picric  powder  (Brugere's  powder).  It  is 
more  powerful  than  gunpowder  and  less  violent  than  nitro-glyccrine  and  gun-cotton.  It  is  insensi- 
tive to  ordinary  means  of  ignition.  If  flame  is  applied  to  it,  the  particles  touched  bum,  but  the 
combustion  does  not  readily  extend  to  the  others.  Blows  or  friction  do  not  explode  it.  It  must  be 
confined  in  order  to  develop  its  explosive  force.  It  does  not  absorb  moisture  from  the  air,  so  that  it 
may  be  stored  and  handled  like  gunpowder,  and  is  at  least  equally  safe  and  permanent. 

The  Fulmixatsb. — ^The  fulminates  are  salts  of  fulminic  acid.  The  mercury  salt  is  the  only  one  of 
practical  value.  All  of  them  are  easily  exploded,  and  some  are  excessively  sensitive.  Their  explo- 
sions are  very  sharp  from  the  extreme  rapidity  of  their  decomposition ;  but  from  the  small  amount  of 
gas  given  off,  the  force  exercised  is  not  very  great.  The  explosive  effect  obtained  is  of  a  local  character. 

PiUminating  Mercury  is  formed  by  the  action  of  mercuric  nitrate  and  nitric  acid  upon  alcohol. 
It  explodes  violentiy  when  forcibly  stmck,  when  heated  to  186**  C.  (867''  F.),  and  when  touched 
with  strong  sulphuric  acid  or  nitric  add,  by  sparks  from  flint  and  steel,  or  the  electric  spark.  When 
wet  it  is  inexplosive.  It  is  therefore  always  kept  wet,  and  dried  in  small  amounts  when  wanted  for 
use.  Its  explosive  force  is  not  much  greater  than  that  of  gunpowder,  but  it  is  much  more  sudden  in 
its  action. 
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Detonators  or  detonating  fuses  are  charged  with  pure  fukninating  mercury— 16  to  26  grains  in 
each.  Fifteen  grains  is  sufficient  for  nitro-glycerine  or  its  preparations ;  26  grains  is  used  with 
compressed  gun-cotton.  In  detonating  fuses  the  fulminate  should  be  contained  in  a  copper  cap  or 
case,  and  must  not  be  loose.  Charging  should  be  done  with  wet  fulminate,  as  it  is  very  dangerooB 
to  handle  it  when  dry. 

EzpLoeiTE  Mixtures.— These  may  be  classed  into  two  divisions:  1.  Those  containing  nitrates;  2. 
Those  containing  chlorates. 

1.  The  Nitrate  Class. — ^Any  of  the  nitrates  may  be  used  in  explosive  mixtures,  but,  practlcallj, 
potassium  nitrate  (saltpetre)  is  the  only  one  employed  to  any  extent.  With  sulphur  and  charcoal,  it 
makes  up  the  numerous  compositions,  of  which  gunpowder  is  the  most  important. 

Sawdust  powder,  or  Schultze*s  white  gunpowder,  contains  saltpetre.  It  is  made  by  converting 
purified  sawdust  into  a  nitro-cellulose  (resembling  gun-cotton),  and  mixing  this  with  the  nitrate. 

2.  The  Chlorate  Class. — Chlorate  mixtures  arc  very  sensitive  to  friction  and  percussion,  and  tbey 
explode  with  great  sharpness.  The  following  are  examples:  Potassium  cMorate  with  rodn; 
potassium  chlorate  with  galls  (Horsley's  powder);  potassium  chlorate  with  gambler  (Oriental 
powder);  potassium  chlorate  with  sugar  (used  in  *' chemical"  fuses);  potassium  chlorate  with 
potassium  f errocyanide  (white  or  German  gunpowder) ;  potassium  chlorate  with  tannin  (Erfaardt's 
powder) ;  potassium  chlorate  with  sulphur  (rertuiset  powder,  used  in  explosive  bullets). 

Sprengel  has  published  some  interesting  and  important  statements  in  r^ard  to  certain  new  classes 
of  explosive  mixtures.  He  finds  that  a  variety  of  organic  substances  dissolved  in  nitric  add  of  1.5 
epecifio  gravity  explode  by  detonation.  Nitro-benzol  mixed  with  nitric  acid  in  proper  proportions 
gives  a  mixture  which  explodes  with  intense  violence,  if  fired  by  a  detonating  f  usa  Absorbed  in 
silicious  earth,  it  bums  slowly  when  flame  is  applied,  and  is  less  sensitive  to  blows  than  dynamite  or 
gun-cotton.  Picric  acid  dissolves  in  nitric  acid,  forming  a  similar  mixture.  Many  other  combosd- 
bles  may  be  thus  used,  but  these  mixtures  are  inconvenient  to  handle,  since  they  contain  concentrated 
nitric  acid.    Still  their  power  and  cheapness  are  so  great  that  they  may  be  of  value. 

Gunpowder.* — ^The  proportions  of  nitre,  sulphur,  and  charcoal,  most  generally  useful  for  ordinary 
purposes  in  gunpowder  manufacture,  all  approximate  to  tiie  percentages  required  by  the  formnla 
2EN0t  +  S  -f-  8C,  supposing  the  charcoal  to  be  pure  carbon.  The  percentage  composition  is  gen- 
erally nitre  74.8,  sulphur  11.9,  and  charcoal  18.3.  The  percentage  of  nitre  varies  from  70  to  80; 
that  of  sulphur  and  charcoal  from  10  to  16  each.  In  the  United  States  service,  the  regulation  pro- 
portioi/s  are,  nitre  76,  charcoal  16,  and  sulphur  10. 

The  gas  produced  by  the  explosion  of  good  gunpowder  occupies  nearly  900  times  the  volume  of 
the  powder  itself ;  but  owing  to  the  hi^  temperature,  the  space  occupied  by  the  gas  at  the  moment 
of  formation  is  probably  8,000  times  greater  tiian  the  volume  of  powder. 

The  woods  used  for  chaitXMd  are  willow,  alder,  and  black  dogwood.  The  finest  sulphur,  containing 
in  roughly  distilled  state  8  or  4  per  cent,  of  impurities,  is  employed.  It  is  thoroughly  purified  before 
use.  The  nitre  is  refined  by  boiling  in  water,  filtermg,  crystallization,  washing,  and  finally  drying  in 
hot  chambers. 

The  ingredients,  being  finely  ground,  are  weighed  out  in  quantities  of  60  lbs.  each,  and  placed  m  a 
mixing  machine,  Fig.  1667,  which  consists  of  a  hollow  drum  of  gun-metal,  rotated  at  40  revolutioos 


per  minute.  A  shaft  within  this  drum  has  arms  or  filers,  which  revolve  in  opposite  direction  to 
that  of  the  drum.  About  6  minutes  suffices  for  the  mixing,  and  the  ingredients  are  then  pi^^ 
through  an  S-mesh  wire  sieve  and  sent  to  the  incorporating  mill.  This  madune,  which  is  sh®'?? 
Fig.  1668,  is  a  pair  of  large  edge-runners,  of  iron  or  stone,  which  revolve  on  a  strong  circular  bed- 

*  Abridged  from  **  Naval  Ordnance  and  Gunnery,"  by  Commaader  A  P.  Cooke,  U.  8.  N. 
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The  nmners  weigh  from  8  to  4  tons  each,  and  are  from  4  to  7  feet  in  diameter.    One  ninner  is 
placed  on  its  spindle  nearer  the  cross-head  than  the  other,  so  that  they  describe  different  paths  when 

1668. 


in  motion.  The  cross-head  is  fixed  on  a  vertical  shaft  actuated  bj  machinery  under  the  floor  of  the 
miU.  It  also  carries  a  plough  of  wood  shod  with  felt  and  leather,  which  travels  around  the  bed  in 
front  of  the  runners  and  thus  keeps  the  composition  from  working  away  from  them.    The  speed  is 


about  8  revolutions  per  minute,  and  about  2  pints  of  water  is  sprinkled  over  the  charge.    Fifty  lbs. 
of  cannon-powder  requires  8^  hours  working  under  stone  runners  weighing  8^  tons  and  making  7^ 
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reyolutions  per  minute,  but  only  2^^  hours  under  iron  runners  of  4  tons  making  8  revolutions  per 
minute.  Small-arm  (dogwood)  powders  require  5^  hours  in  the  former  mills,  and  4  in  the  latter. 
Taking  about  50  lbs.  as  the  maximum  amount  which  it  is  best  to  incorporate  at  one  time  under 
one  pair  of  runners,  it  is  easy  to  calculate  the  capacity  of  a  gunpowder  factory.  A  certain  amount 
of  work  can  be  obtained  from  them,  and  no  expedient  can  produce  more.  The  manufacture  cannot 
be  hastened  without  incurring  danger  of  explosion.  A  drenching  apparatus.  Fig.  1569,  is  usually 
erected  over  each  pair  of  runners.    It  consists  of  a  large  shutter  pivoted  on  a  spindle  which  rona 

1660. 


through  the  whole  group  of  mills.  Balanced  on  the  pivot  edge  of  the  shutter  is  a  large  copper  vessel 
filled  with  water,  so  arranged  that  at  the  slightest  lift  of  the  shutter  it  capsizes  and  drenches  the 
charge  beneath.  An  explosion  of  one  mill,  through  all  the  shutters  being  on  a  single  spindle,  de- 
termines the  wetting  of  the  charges  in  all  the  others. 

Gunpowder  leaves  the  inoorporating  mill  in  a  state  of  soft  cake  ("  mill-cake  **),  partly  dust  In 
order  to  convert  it  into  hard  cakes  of  the  particular  density  found  to  give  best  results,  it  is  pressed 
in  layers  between  plates  of  copper  in  the  hydraulic  press.    The  construction  of  the  press  is  exhibited 

16«L 


in  Fig.  1660.  A  is  the  cylinder,  S  the  ram,  C  the  press-box,  D  the  overhead  block,  and  EE  the 
standard.  The  granulation  of  the  press-cake  is  effected  by  revolving  toothed  rollers  of  ^-metal, 
of  which  there  are  four,  placed  slanting,  in  each  machine,  Fig.  1661.  They  are  placed  in  sWhig 
bearings,  so  as  to  open  and  admit  the  passage  of  an  excess  of  material  without  injury,  and  the  two 
upper  pairs  have  coarser  teeth  than  the  others.  The  press-cake  Is  placed  in  a  hopper  at  the  back  of 
the  machine,  and  carried  up  on  an  endless  band  to  the  first  pair  of  rollers,  whidi  rotate  at  80  reto- 
lutions  per  minute.    The  grains  thus  produced  fall  through  a  short  scre«n,  and  then  through  the 
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upper  of  a  pair  of  long  Bcreens,  and  next  through  the  lower  one.  The  last  pennits  the  dust  and 
mmuter  particles  to  fall  through  upon  a  sloping  board,  down  which  they  slide  to  a  yessel  placed  to 
reoelTe  them,  but  which  retains  the  proper  size  of  grain,  which  in  turn  rolls  down  into  another 
receptacle  at  the  bottom.  The  larger  pieces,  which  escaped  proper  crushing  by  the  first  rollers,  are 
shaken  down  by  the  first  short  screen  into  the  second  pair,  to  undergo  the  same  process  as  at  first, 
and  so  on  with  the  third  and  fourth  pairs  of  rollers.  The  granulating  process  appears  to  be  the 
most  dangerous  of  all. 

The  powder  is  next  freed  from  dust  by  placing  it  in  revolving  screens  covered  with  cloth  or  wire 
mesh  of  various  degrees  of  fineness,  through  which  the  dust  escapes.    The  horizontal  reel  shown 


in  fig.  1562  is  usually  employed  for  powder  of  large  grain.  It  consists  of  a  cylindrical  skeleton  of 
wooden  hoops  supported  on  a  shaft  by  radial  arms,  the  skeleton  being  covered  with  canvas  or  wire 
cloth  A.  The  shaft  ^  is  of  iron  covered  with  wood.  (7  (7  is  the  movable  end,  which  can  be  drawn 
back.  In  the  middle  of  the  reel  is  a  square  opening  D  closed  with  a  wooden  door,  through  which 
the  powder  is  run  through  a  hopper  E  at  the  top  of  the  parallel  wood  casing  F^  in  which  the  reel  is 
pla(»d  to  confine  the  dust  which  escapes  from  it  6^  is  a  block  carrying  the  bearing  of  the  lower 
end,  which  can  be  raised  or  lowered  by  means  of  the  rope  K  and  lever  X  so  as  to  put  the  reel  on  a 
slope.  Slope-reels  are  not  intended  to  retain  the  powder,  but  only  to  extract  a  certain  portion  of 
dust  as  it  runs  through  them.    They  resemble  the  horizontal  reels  in  general  construction,  except 


15e3, 


that  they  have  no  ends  and  the  shaft  is  set  at  a  permanent  slope.  Each  reel  is  provided  with  a  feed- 
ing-hopper at  its  upper  end,  attached  to  which  is  a  loose  spout  for  guiding  the  powder  into  the  reel. 

Powder  is  glazed  by  causing  the  grains  to  rub  against  each  other  in  rotating  barrels ;  a  little  black 
lead  is  added  in  large-grained  powders,  to  obtain  a  smoother  surface.  The  barrels,  Pig.  1663,  are 
generally  placed  in  line  on  one  shaft,  and  are  made  of  oak.  They  are  usually  about  6  feet  long  and 
2^  feet  in  diameter.    The  shaft  is  cased  in  wood  where  it  passes  through  them. 

Drying  is  done  in  large  chambers  heated  by  steam  from  126°  to  180'  F.,  and  usually  occupies  one 
day.     In  fine-grained  powders  another  dusting,  called  *'  finishing,*'  is  sometimes  requisite. 

The  foregoing  is  a  description  of  the  English  method  of  manufacturing  gunpowder,  from  which 
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the  American  method  differes  in  some  particulars,  arising  principallj  from  the  fact  that  here  the 
manufacturer  deals  with  much  larger  quantities.  The  charges  worked  in  the  mixing  and  incorporating 
mills  are  from  two  to  six  times  as  large  as  above  described,  and  the  wheels  in  the  incorporating 
mill,  having  to  work  such  an  increased  quantity  of  material,  weigh  from  5  to  ^^  tons  each.  It  is 
stated  that  the  capacity  of  this  country  for  the  production  of  powder  exceeds  that  of  the  whole 
continent  of  Europe. 

The  disruptive  force  of  gunpowder  is  measured  by  an  instrument  called  a  pressure-gange.  Three 
forms  have  been  used,  two  of  which  were  invented  by  General  Rodman  of  the  United  States  Ordninoe 
Department.  One  is  applied  to  the  exterior  of  a  gun,  and  communicates  with  the  chamber  by  a  nar- 
row passage ;  the  other  is  inserted  in  the  cartridge-bag  at  the  base  of  the  charge,  and  remams  in  the 
gun  after  the  discbarge.  The  internal  gauge,  Mg.  1564,  consists  of  &  cylindrical  box  of  steel,  a  a, 
with  a  cover  b  b  screwed  on.  Through  the  axis  of  the  cover  is  a  cylindrical  hole,  in  which  a  steel 
piston-rod  e  is  fitted.  Within  the  box  is  a  thick  disk  of  steel  d,  having  a  knife-edge  e  protruding 
from  its  lower  face.  This  knife  has  a  double  shear,  the  edges  of  the  two  shears  meeting  at  the 
centre  in  a  very  obtuse  angle.  At  the  bottom  of  the  box  the  apex  of  the  knife  rests  upon  a  disk  of 
soft  annealed  copper/.  The  inner  end  of  the  steel  rod  is  stepped  into  the  steel  knifcMlisk,  and  its 
outer  end  is  a  little  below  the  top  of  the  cover.  A  copper  cup  ^  rests  upon  the  top  of  the  rod,  to 
serve  as  a  gas-check.  The  pressure  of  the  explosion  is  received  by  the  rod,  which  conmiunicates  it 
to  the  Imif  e,  the  apex  of  which  sinks  into  the  copper,  giving  a  cut,  the  length  of  which  serves  as  the 
measure  of  the  pressure.  A  A  is  a  copper  washer.  The  smaller  figures  show  the  parts  c,  d^  e,  and 
/,  enlarged  and  viewed  from  the  side,  and  the  indentation  made  on  the  copper  disk.  The  work- 
ing parts  of  the  external  gauge  are  quite  similar  to  the  foregoing,  but  the  manner  of  housing  them  is 
different.  Another  form  of  gauge,  invented  by  Captain  Noble  of  the  English  Artillery,  substitutes  for 
^e  copper  disk  a  short  cylinder  of  copper,  which  is  crushed  by  the  pressure,  the  amount  of  crashing 
being  employed  to  measure  the  pressure.  This  gauge  is  screwed  into  the  wall  of  the  gun  in  soch  a 
manner  that  the  end  of  the  rod  receiving  the  pressuro  is  very  near  the  surface  of  the  bore.    Both 
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forms  of  gauge  aro  liable  to  grave  objections,  since  the  measure  obtained  is  lessentially  dynanucal, 
while  the  quantity  to  be  measured  is  statical.  The  English  gauge  is  much  inferior  to  the  American, 
and  cannot  be  relied  upon  to  give  even  approximate  indications  of  pressure  from  violent  powder. 

Form  of  Powder. — In  the  process  of  pressing  the  powder,  by  the  methods  used  for  many  yeara, 
great  Irregularities  of  density  always  occur ;  and  as  the  explosive  property  is  more  influenced  by  the 
density  than  by  any  other  quality,  the  advantage  of  securing  uniformity  in  this  respect  is  manifat. 
Geometrical  or  "pellet"  powder,  Fig.  1665,  requires  a  mould  for  each  grain,  whereby  the  density 
can  be  regulated  with  far  more  precision  than  by  the  old  method.  A  leading  variety  of  these  geomet- 
rical forms  is  the  prismatic.  In  which  the  grains  are  hexagonal  prisms,  about  an  inch  in  length  and 
diameter.  Each  prism  is  perforated  with  7  holes,  one-tenth  of  an  inch  in  diameter,  paralld  to  ^ 
axis.  They  are  symmetrically  packed  in  a  cartridge,  of  very  small  bulk  in  proportion  to  its  weight 
This  form  of  powder  is  used  for  large  rifled  (Erupp)  guns  in  the  Russian,  Prussian,  and  Austrian  ser- 
vice, and  its  performance  is  excellent  Short  cylmders  have  been  used  by  the  English,  but  they  have 
been  supplanted  recently  by  pebble  powder.  Lenticular  powder  (grains  in  the  form  of  lenses)  has 
been  tried  in  this  country,  but  with  indifferent  results.  The  central  portions,  as  a  necessary  result  of 
the  mode  of  pressing,  were  much  less  dense  than  the  peripheral,  and  therefore  burned  too  rapidly. 
Grains  which  had  been  ignited  in  the  gun  and  extinguished  in  the  air,  and  collected  afterward, 
showed  that  the  middle  portions  only  had  been  consumed,  leaving  a  ring  of  the  denser  portions. 
Ritter  prismatic  powder  is  simply  the  prismatic  form  just  described,  but  without  the  perforatwns ;  it 
has  been  used  in  Belgium  only.  In  recent  experiments  under  the  United  States  Government,  pelkts 
in  the  form  of  two  truncated  pyramids,  having  a  common  hexagonal  base,  have  been  employed;  and 
the  results  appear  to  be  better  than  those  obtained  by  any  other  nation.  The  irregular,  large-grained 
powder,  used  in  heavy  guns,  receives  the  name  "mammoth  powder"  in  this  country,  and  "pebble 
powder  "  in  England ;  but  these  titles  indicate  no  essential  difference. 

Gunpowder  is  classified,  according  to  the  size  of  the  meshes  through  which  the  grain  is  sifted,  into 


Digitized  by 


Google 


EXPLOSIVES. 


759 


11  numbers,  from  0  to  10,  the  latter  being  the  finest  rifle-powder,  and  the  former  the  mammoth.  In 
classifTmg  it  according  to  quality,  each  maker  haa  his  own  method  and  nomenclature.  In  the  United 
States  Crovemment  service  it  is  dassified  into :  1.  Musket ;  2.  Mortar;  8.  Cannon ;  4.  Mammoth  pow- 
der.  Two  sieves  are  used  for  separating  the  grains  of  each  class,  all  the  grains  being  required  to 
pass  through  the  larger,  and  none  through  the  smaller.  The  sizes  of  the  meshes  in  decimal  parts  of 
an  inch  are: 


L«g«. 

SnudL 

MnBket. 

.06" 
.10 
.85 
.90 

.08" 
.06 
.25 
.60 

Mortar 

OADnOD 

Mftmmoth r . ...  r , 

The  density  of  granular  powder  is  either  the  absolute  density,  which  is  that  of  the  grains  them- 
seWes,  or  the  gravimetric  density,  which  is  that  of  a  quantity  of  grains  with  their  interstices.  The 
absolute  density  ranges  from  1.60  to  1.80,  the  most  common  figure  being  about  1.76.  The  gravi- 
metric density  is  generally  about  equal  to  that  of  water. 

Sporting  powder  is  made  with  especial  care,  of  the  purest  saltpetre  and  sulphur,  and  the  most  care- 
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folly  selected  charcoal.  The  article  is  usually  judged  by  the  velocity  it  gives  to  a  projectile,  and  the 
amount  of  fouling.  In  both  respects  erroneous  judgments  are  likely  to  be  formed,  since  the  mode  of 
charging  is  more  frequently  the  cause  of  a  poor  performance  than  any  defect  in  the  quality  of  the 
powder.  If  a  given  brand  is  found  to  give  a  lower  velocity  than  desired,  it  is  better  to  increase  the 
charge  than  to  resort  to  a  more  violent  kind ;  for  the  smaller  charge  is  more  apt  to  strain  and  erode  the 
gun  than  the  larger  charge  of  milder  powder.  There  is  seldom  any  sufiScient  reason  for  excessive 
fouling,  since  this  may  generally  be  corrected  by  the  use  of  a  patch  and  lubricant. 

While  there  has  been  but  little  if  any  change  in  the  proportions  of  the  ingredients,  there  has  been 
a  marked  improvement  in  the  quality  of  American  gunpowder  during  the  last  few  years,  which  im- 
prorement  is  mostly  due  to  the  greater  care  exercised  in  the  selection  and  refining  of  materials,  and 
in  the  manipulation  during  manufacture.  Greater  attention  is  now  paid  to  the  uniformity  of  the 
powder,  particularly  in  the  matter  of  density,  which  is  found  to  exercise  the  greatest  influence  upon 
the  action  of  the  powder  in  the  gun. 

Fig.  1566  represents  various  sizes  of  powder  made  by  the  Laflin  &  Rand  Powder  Company.  A 
shows  the  largest  and  B  the  smallest  size  of  blasting  powder ;  C  and  D  show  the  largest  and  small- 
est sizes  of  rifle  powder.  The  greater  proportion  of  powder  used  for  sporting  purposes  belongs  to 
the  rifle  class.  **  Lightning ''  powder  is  the  best  quality,  its  largest  size  being  the  same  as  that  of 
the  largest  rifle  powder,  and  the  smallest  the  same  as  the  smallest  blasting  powder. 

The  foregoing  figures  fairly  illustrate  the  ordinary  sizes  in  use  in  this  country,  although  different 
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manufacturers  use  different  numerals  to  describe  the  same  sizes.  The  above-named  company  report  a 
gradual  increase  in  the  proportion  of  sales  of  the  coarser-grained  sporting  powder  from  jear  to  jear 
during  the  last  ten  years.  Sportsmen  are  gradually  being  educated  to  behove  what  has  been  so  thor- 
oughly  demonstrated  in  connection  with  the  use  of  powder  in  large  gims  for  artillery  and  naval  pur- 
poses, viz. :  that  less  recoil  and  higher  velocity  are  obtained  by  the  use  of  an  increased  charge  of 
larger-grained  powder  than  was  formerly  thought  suitable  to  use ;  and  they  are  applying  the  same 
rule  to  the  use  of  sporting  powder  with  much  satisfaction.  The  adoption  of  the  breech-loading  small 
arm  admits  of  the  use  of  the  coarser-grained  powder,  which  is  not  so  easy  to  use  when  powder  is 
required  in  the  vent.  In  the  present  state  of  the  art  no  general  rule  can  be  given  to  sportflDcn 
whereby  they  can  select  a  given  sized  grain  of  powder  for  a  given  diameter  and  length  of  gun ;  but 
it  may  be  safely  suggested  to  them  that  they  will  find  advantage  in  using  as  coarse  a  powder  as  tbey 
can  bum  in  their  gun,  and  that  if  the  size  of  the  grain  is  increased  the  charge  should  also  be  gradu- 
ally increased ;  the  theory  being  that  the  coarse-grained  powder  bums  slower  than  the  fine  one,  other 
conditions  b%ing  alike.    The  fine  powder  gives  a  *^  blow,"  and  the  coarse  one  a  "  push." 

Works  for  Reference, — ^For  a  very  complete  description  of  modem  explosive  compounds,  with 
references  to  all  United  States  patents  and  the  bibliography  of  the  subject,  see  "  Tunneling,  Explo- 
sive CJompounds,  and  Rock-Drills,"  Drinker,  New  York,  1878.  "Ordnance  and  Naval  Gunneiy," 
Cooke,  New  York,  1876,  contains  bibliographical  lists  of  military  reports  on  experiments,  etc.,  npon 
powder.  See  also  Engineering^  xxv.,  88,  for  the  beginning  of  a  series  of  illustrated  articles  on  gun- 
powder manufacture,  and  vol.  xxv.  of  that  joumal  for  a  review  of  explo^ves  at  the  Paris  Exposition 
of  1878.    See  also  Blasting,  Electro-ballistic  Machines,  Ordmakck,  Projectiles,  and  Tobfedois. 

FANNING-MILL.    See  Agricultural  Machimert. 

FANS.    See  Blowers. 

FEED-CUTTER.    See  Agricultural  Machwert. 

FILES.  Files  and  rasps  have  three  distinguishing  features :  1.  Their  length,  which  is  always  meas- 
ured  exclusively  of  their  tangs ;  2.  Their  cut,  which  relates  not  only  to  the  character,  but  also  to  the 
relative  degrees  of  coarseness  of  the  teeth ;'  3.  Their  kind  or  name,  which  has  reference  to  the  shape 
or  style.  In  general  the  length  of  files  bears  no  fixed  proportion  to  either  their  width  or  thickness, 
even  though  they  be  of  the  same  kind.  The  tang  is  the  spike-shaped  portion  of  the  file  prepared 
for  the  reception  of  a  handle,  and  in  size  and  shape  should  always  be  proportioned  to  the  size  of  the 
file  and  to  the  work  to  be  performed.    The  hed  is  that  part  of  the  file  to  which  the  tang  is  affixed. 

Cut. — Of  the  cut  of  files  we  may  say  that  it  consists  of  three  distinct  forms,  viz. :  singltsatt,  dovhle- 
cut^  and  rasp  ;  each  of  which  has  different  degrees  of  coarseness,  designated  by  terms,  as  follows,  viz.: 

SisoLs-CuT.  DouBLs-ChTT.  Rasp. 

Rough,  Coarse,  Coarse, 

Coarse,  Bastard,  Bastard, 

Bastard,  Second-cut,  Second-cut, 

Second-cut,  Smooth,  '  Smooth. 

Smooth.  Dead-smooth. 

The  terms  rcug\  coarse^  bastardy  second-cut,  smootk,  and  de<id  smooth  have  reference  only  to  the 
coarseness  of  the  teeth ;  while  the  terms  single-cut,  double-cut^  and  rasp  have  special  reference  to  the 
character  of  the  teeth. 

Single-Cut. — ^The  single-cut  files  (the  coarser  grades  of  which  are  sometimes  called  foots)  are  those 
in  which  the  teeth  are  unbroken,  the  blanks  having  had  a  single  course  of  chisel-cuts  across  their 
surface,  arranged  parallel  to  eadi  other,  but  with  a  horizontal  obliquity  to  the  central  line,  vaiying 
from  5  to  20  in  different  files,  according  to  requirements.  Its  several  gradations  of  coarseness  are 
designated  by  the  terms  rough,  coarse,  bastard,  second-cut,  and  smooth,  (See  Fig.  1567.)  The  nmgk 
and  coarse  are  adapted  to  files  used  upon  soft  metals,  as  lead,  pewter,  etc,  and  to  some  extent  opon 
wood.  The  bastard  and  second-cut  are  applied  principally  upon  files  used  to  sharpen  the  thin  edges 
of  saw-teeth,  which  from  their  nature  are  very  destmctive  to  the  delicate  points  of  the  double-cut 
The  smooth  is  seldom  applied  upon  other  than  the  roimd  files,  and  the  backs  of  the  half-rounds. 

Double- Cut. — ^Files  having  two  courses  of  chisel-cuts  crossing  each  other  are  called  doubU-cut.  The 
first  course  is  called  the  over-cut,  and  has  a  horizontal  obliquity  with  the  central  line  of  the  file^  rang- 
ing from  35"  to  65**.  The  second  course,  which  crosses  the  first,  and  in  most  double-cuts  is  finer,  is 
called  the  up-cut,  and  has  a  horizontal  obliquity  varying  from  5**  to  15**.  These  two  courses  fill  the 
surface  of  the  file  with  teeth,  inclining  toward  its  point,  the  points  of  which  resemble  somewhat, 
when  magnified,  those  of  the  diamond-shaped  cutting  tools  in  general  use.  This  form  of  cut  is  made 
in  several  gradations  of  coarseness,  which  are  designated  by  the  terms  coarse,  bastard,  seetmd-ad, 
smooth,  and  dead-smooth,  the  first  four  of  which  are  very  clearly  illustrated  in  Fig.  1567.  The  <W- 
smooth  is  exactly  like  the  smooth,  but  considerably  finer,  and  little  called  for.  The  double-cut  is  ap- 
plied to  most  of  the  files  used  by  the  machinist,  and  in  fact  to  much  the  larger  number  in  gen- 
eral use. 

Hasp-cut, — Rasps  differ  from  the  single-  or  double-cut  files  in  the  respect  that  the  teeth  are  discoid 
nected  from  each  other,  each  tooth  being  made  by  a  single  pointed  tool,  denominated  by  file-makers 
tLpwieh;  the  essential  requirement  being  that  the  teeth  thus  formed  shall  be  so  irregularly  inter- 
mingled as  to  produce,  when  put  to  use,  the  smoothest  possible  work  consistent  with  the  number  of 
teeth  contained  in  the  surface  of  the  rasp.  Rasps,  like  files,  have  different  degrees  of  coarseness, 
designated  as  coarse,  bastard,  second-cut,  and  smooth.  The  character  and  general  coarseness  of  these 
cuts,  as  found  in  the  different  sizes,  are  also  shown  in  Fig.  1567.  Generally  speaking,  the  <oarm 
teeth  are  applied  to  rasps  used  by  horse-shoers ;  the  bastard,  to  those  used  by  carriage-makers  and 
wheelwrights ;  the  second-cut,  to  shoe  rasps ;  and  the  smooth,  to  the  rasps  used  by  cabmet-makera. 

Floats,^¥\g.  1572  represents  a  foot  used  for  filing  lead.    It  will  be  seen  that  the  teeth  an 
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nearly  straight  across  the  file,  and  are  very  open,  both  of  these  features  being  essential  requirements. 
While  employed  to  some  extent  upon  bone,  horn,  and  ivory,  these  files  are  principally  used  by  plumb- 
ers and  workers  in  lead,  pewter,  and  similar  soft  metals. 

Several  kinds  of  floats  are  made  with  coarse,  shallow,  and  sharp  teeth ;  these  teeth  could  not  be 
CQt  with  the  chisel  and  hammer  in  the  ordinary  manner,  but  are  made  with  a  triangular  file.  In  Fig. 
1568,  a  to  /  represent  the  sections  of  several  of  these  floats,  which  have  teeth  at  the  parts  indicated 
by  the  double  lines  ;  for  instance,  a  is  the  float,  b  the  graiUey  c  the  founds  d  the  carkty  e  the  topper^ 
used  by  the  horn  and  tortoise-sheel  comb-makers.  The  floats  /to  t  are  used  by  ivory-carvers  for  the 
handles  of  knives,  and  in  the  preparation  of  works  the  carving  of  which  is  to  be  completed  by 
scoopers  and  gravers,  k  and  /  are  used  in  inlaying  tools  in  their  handles ;  k  Is  made  of  various 
widths,  and  is  generally  thin,  long,  and  taper ;  /  is  more  like  a  keyhole  saw.    The  larger  of  the 
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floats,  such  as  those  a  to  ^,  used  by  the  comb-makers,  are  kept  in  order  principally  by  the  aid  of  a 
bnmisher,  represented  in  two  views  in  Fig.  1569 ;  the  blade  is  about  2  inches  long,  1  inch  wide,  and 
1-1 6th  thick;  the  end  is  mostly  used,  and  is  forcibly  rubbed,  first  on  the  front  edge  of  every  tooth, 
as  at  a,  f^g.  1670,  and  then  on  the  back,  as  at  6,  by  which  means  a  slight  burr  is  thrown  up  on 
every  tooth,  somewhat  like  that  on  the  joiner's  scraper ;  but  in  this  art  the  burnisher  is  commonly 
named  a  turn-file. 

The  quamiet  is  a  float  resembling  Fig.  1697,  but  having  coarse-filed  teeth,  of  the  kind  just  de- 
scribed ;  it  may  be  considered  as  the  ordinary  flat  file  of  the  horn  and  tortoise-shell  comb-makers; 
and  in  using  the  quannet,  the  work  is  mostly  laid  upon  the  knee  as  a  support.  An  ingenious  artisan 
in  this  branch,  Mr.  Michael  Kelly,  invented  the  quannet  represented  in  Figs.  1670  and  1671.  The 
stock  consists  of  a  piece  of  beech- wood,  in  which,  at  intervals  of  about  one-quarter  of  an  inch,  cuts 
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inclined  nearlj  80"  with  the  face  are  made  with  a  thin  saw ;  every  cat  is.  filed  with  a  piece  of 
saw-plate.  The  edges  of  the  plates  and  wood  are  originally  filed  into  the  regular  float-like  fono, 
and  the  burnisher  is  subsequently  resorted  to  as  usual.  The  main  advantage  results  from  the  small 
quantity  of  steel  it  is  necessary  to  operate  upon  when  the  instrument  requires  to  be  restored  irith 
the  file.    From  this  circumstance,  and  also  from  its  less  weight,  the  wooden  quannet,  Fig.  1570,  is 
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made  of  nearly  twice  the  width  of  the  Bteel  instrument,  Fig.  1697,  and  the  face  Is  slightly  rounded, 
the  teeth  being  sometimes  inserted  square  across,  as  in  a  float,  at  other  times  inclined  some  SO", 
as  in  a  single-cut  file. 

Brass  J^les. — ^Figs.  1673, 1674,  and  1676  are  respectively  coarse,  bastard,  and  finishing  seoond-oot 
files  for  brass.  F^,  1678,  being  open  in  both  its  over-  and  up-cut,  is  not  expected  to  file  fine,  bat 
fast,  and  is  adapted  for  very  rough  work  on  the  softer  metals,  as  in  filing  off  sprues  from  brass  and 
bronze  castings,  filing  the  ends  of  rods,  and  work  of  a  similar  nature.  It  is  also  to  some  extent  used 
upon  wood.  The  essential  difference  between  the  bastard  file  shown  in  Fig.  1674  and  that  just  de> 
scribed  is  the  degree  of  fineness  of  the  up-cut,  which  is  nearly  straight  across  the  tool.  This  fonn 
of  teeth,  which  may  be  applied  to  any  of  the  finer  cuts,  and  upon  any  of  the  shapes  usually  made 
doubk-cuty  is  especially  adapted  to  finishing  brass,  bronze,  copper,  and  similar  soft  metalt,  and  is  not 
so  well  adapted  to  the  rougher  work  upon  these  metals  as  the  coarse  brass  fie  previously  described. 

Fig.  1676  is  a  finishing  file.  The  first  or  over-cut^  in  this  case,  is  very  fine,  and,  contrary  to  the 
general  rule,  has  the  least  obliquity;  while  the  up<fui  has  an  unusual  obliquity,  and  is  the  coarser  of 
the  two  cuts.  The  advantages  in  this  arrangement  of  the  teeth  are  that  the  file  will  finish  finer,  and, 
by  freeing  itself  from  the  filings,  is  less  liable  to  clog  or  pui,  than  files  cut  for  general  use.    Tlua 
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form  of  cut  is  especially  useful  when  a  considerable  quantity  of  finishing  of  a  light  nature  Is  re- 
quired upon  steel  or  iron.  It  is  not  reconomended  for  brass  or  the  softer  metals,  nor  should  it  be 
made  of  a  coarser  grade  than  second-cut. 

Kinds  of  Files.— The  names  of  files  are  often  derived  from  their  purposes,  as  in  saw-files,  ^^^|^"5 
warding,  and  cotter  files ;  the  names  of  others  from  their  sections,  as  square,  round,  and  hilf-rooDd 
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files.  Files  of  all  the  sectiona  represented  in  the  groups,  Figs.  1576  to  1678,  are  more  or  less  em- 
ployed, although  manj  of  them  are  almost  restricted  to  particular  purposes. 

Taper  fiUSf  or  taper  Aai  JUee^  are  made  of  yarious  lengths  from  ahout  4  to  24  inches,  and  are  rec- 
tangular m  section,  as  m  ^,  Fig.  1676 ;  they  are  considerably  rounded  on  their  edges,  and  a  little  also 
in  their  thickness,  their  greatest  section  being  toward  the  middle  of  their  length  or  a  little  nearer  to 
the  handle,  whence  these  files  are  technically  called  "  bellied ;  *'  they  are  cut  both  on  their  faces 
and  edges  with  teeth  of  four  varieties,  namely,  rough,  bastanl,  second-cut,  and  smooth-cut  teeth. 
Taper  SaX  files  are  in  extremely  general  use  among  smiths  and  medianios,  for  a  great  variety  of  ordl- 
nan^  works. 

Hand  flee  ot  flat  fitee  resemble  the  above  in  length,  section,  and  teeth,  but  the  hand  files  are 
neariy  pturallel  in  width,  and  somewhat  less  taper  in  thickness  than  the  forgoing.  Engineers,  ma- 
diinists,  mathematical-instrument  makers,  and  others  give  the  preference  to  the  hand  file  for  flat 
surfaces  and  most  other  works. 

Cotter  fllee  are  always  narrower  than  hand  files  of  the  same  length  and  thickness ;  they  are  nearly 
flat  on  the  sides  and  edges,  so  as  to  present  almost  the  same  section  at  every  part  of  their  length,  in 
which  respect  they  vary  from  6  to  22  inches.  Ck)tter  files  are  mostly  used  in  filing  grooves  for  the 
cotters,  keys,  or  wedges  used  in  fixing  wheels  on  their  shafts,  whence  their  name. 

IHUar  flies  also  somewhat  resemble  the  hand  files,  but  they  are  much  narrower,  somewhat  thinner, 
as  in  C,  and  are  used  for  more  slender  purposes,  or  for  completing  works  that  have  been  commenced 
with  the  hand  files.    Pillar  files  have  conmionly  one  safe  edge,  and  vary  from  8  to  10  inches  in  length. 

ffalf-rcund  fllee  are  nearly  of  the  section  Z,  notwithstanding  that  the  name  implies  the  semicircu- 
lar section ;  in  general  the  curvature  only  equals  the  fourth  to  the  twelfth  part  of  the  circle. 

Triangular  flies  are  of  the  section  H,  and  from  2  to  16  inches  long;  they  are  used  for  internal 
angles  more  acute  than  the  rectangle,  and  also  for  clearing  out  square  comers. 

Cross  flleSf  or  crossing  files,  are  of  the  section  if,  or  circular  on  both  faces,  but  of  two  different 
curvatures. 

Round  fllesy  of  the  section  I^  ranee  from  the  length  of  2  to  16  inches ;  they  are  In  general  taper, 
and  much  used  for  enlarging  round  holes. 

Square  flies  measure  in  general  from  2  to  18  inches  in  length,  and  are  mostly  taper. 

J^^ualinff  flies  are  files  of  the  section  D.  In  width  they  are  more  frequently  parallel  than  taper ; 
in  thickness  they  are  always  parallel.  They  are  in  general  cut  on  all  faces,  and  range  from  2  to  10 
inches  loi^. 

Knife  flies  are  of  the  section  T,  and  in  general  veiy  acute  on  the  edge ;  they  are  made  from  2  to  7 
indies  long,  and  are  as  frequently  parallel  as  taper. 

Slitting  jUeSy  called  also  feather-edged  fllesy  resemble  the  last  in  construction  and  purpose,  except 
in  having,  as  in  section  F,  two  thin  edges  instead  of  one ;  they  arc  almost  always  parallel. 

Bubbers  are  strong  heavy  files,  generally  made  of  an  inferior  kind  of  steel ;  they  measure  from  12 
to  18  inches  long,  from  f  to  2  in(£eS  on  every  side,  and  are  made  very  convex ;  they  are*  frequently 
designated  by  their  weight  alone,  which  varies  from  about  4  to  16  lbs.  Rubbers  are  nearly  restricted 
to  the  square  and  triangular  sections  A  and  B.  Some  few  rubbers  are  made  nearly  square  in  section, 
but  with  one  side  rounded,  as  if  the  sections  JTand  B  were  united ;  these  are  called  half-thick. 

Many  artisans,  and  more  particularly  the  watchmakers,  reqmre  other  files  than  those  described, 
and  it  is  therefore  proposed  to  add  the  names  of  some  of  the  files  to  which  the  sections  refer,  pre- 
mising that  such  names  as  are  printed  in  Balics  designate  small  files  espedally  used  in  watchmaking. 
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Names  of  some  of  the  Files  corresponding  trith  the  Sections  A  to  Z^  in  Figs.  1576  to  1678. 

A,  Square  files,  both  parallel  and  taper,  some  with  one  safe  side ;  also  square  rubbers. 

B,  When  large,  cotter  files ;  when  small,  verge  and  pivot  files. 

C,  Hand  files,  parallel  and  flat  files;  when  small,  pottance  files;  when  narrow,  pillar  files;  to  theso 

nearly  parallel  files  are  to  be  added  the  taper  flat  files. 
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D.  When  parallel,  equaling,  doek-pinum,  and  endlew-wrew  files ;  when  taper,  slitting,  entering,  wtrd- 

ing,  and  barrd-hole  files. 

E.  Frenai  pivot  and  thouldering  files,  which  are  small,  stout,  and  have  safe  edges ;  when  made  of 

large  size,  and  right  and  left,  they  are  sometimes  called  parallel  Y  files,  from  their  soitabilitj 
to  the  hollow  V's  of  machinery. 

F,  Name  and  purpose  similar  to  the  last 

G,  Flat  file  with  hollow  edges,  prindpally  used  as  a  nail  file  for  the  dressing-case. 

If,  Pointing  mill-saw  file,  round-edge  equaling  file,  and  round-edge  joint  file;  all  are  made  boUi 

parallel  and  taper. 
/.  Round  file,  gulleting  saw-file,  made  both  parallel  and  taper. 
K,  Frame  saw-file,  for  gullet  teeth. 
L,  Half-round  filel    Nicking  and  piercing  files,  also  cabinet  floats  and  rasps ;  all  these  are  OBOilly 

taper.    Files  of  this  section  which  are  small,  parallel,  and  have  the  convex  side  uncut,  and 

have  also  a  pivot  at  the  end  opposite  the  tang,,  are  called  roundoff  filet. 
M,  Gross  or  crossing  files,  also  called  double  half-rounds. 
JV.  Oval  files ;  oval  p^ulleting  files  for  large  saws,  called  by  the  French  limm  <2  double  dot;  ovelM 

fie  when  smalL 
0,  Balanee-whed  or  twing^ked  files,  the  convex  side  cut,  the  angular  sides  safe. 
P.  Swaged  files,  for  finishing  brass  mouldings ;  sometimes  the  hollow  and  fillets  are  all  cut 
Q,  The  curvilinear  file. 

R.  Triangular,  three-square,  and  saw-files,  also  triangular  rubbers,  which  are  cut  on  all  sides. 
8,  Cant  file,  probably  named  from  its  suitability  to  filing  the  insides  of  spanners,  for  hexagonal  and 

octagonal  nuts,  or,  as  these  are  generally  called,  six-  or  eight-can^  bolts  and  nuts ;  the  cut 

files  are  cut  on  all  sides. 
T,  When  parallel,  fiat-dovetaily  hanking,  and  watch-pinion  files ;  when  taper,  knife-edge  files.    With 

the  wide  edge  round  and  safe,  files  of  the  section  T  are  known  as  moulding  files  and  dotk- 

pinion  files. 
V,  Screw-head  files,  feather-edged  files,  dock-  and  watch-slitting  files. 
W»  Is  sometimes  used  by  engineers  in  finishing  small  grooves  and  keyways,  and  is  called  a  valre 

file,  from  one  of  its  applications. 
X  A  file  compounded  of  the  triangular  and  half-round  file,  and  stronger  than  the  latter ;  nmOtr 

files  with  three  rounded  faces  have  also  been  made  for  engineers. 
y.  Double  or  checkering  files,  used  by  cutlers,  gunmakers,  and  others.    The  files  are  made  separately 

and  riveted  together,  with  the  edge  of  the  one  before  that  of  the  other,  in  order  to  give  the 

equality  of  distance  and  parallelism  of  checkered  works,  just  as  in  the  double  saws  for  cut- 
ting the  teeth  of  racks  and  combs. 
Z,  Double  file,  made  of  two  flat  files  fixed  together  in  a  wood  or  metal  stock ;  this  was  invented  for 

filing  lead  pencils  to  a  fine  conical  point. 

In  Figs.  1579  to  1583  are  represented  full  views  of  different  shapes  of  files  manufactured  by  the 
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Nicholson  File  Company  of  Providence,  R.  I.    Rg.  1579  shows  the  general  form  of  a  quadran|nilir 
file;  Fig.  1580  is  a  flat  file ;  Fig.  1581,  a  round  file;  Fig.  1582,  a  triangular  file;  and  Fig.  IftSS,  a 
roller  file.    The  roller  file  is  designed  for  use  in  a  machine  for  filing  the  flutes  of  feed-rollers  in  ooc- 
ton-spinning  machinery.    It  is  usually  4  inches  in  length  and  second-cut,  single. 
Fig.  1584  represents  a  bent  riffler.    This  tool  is  made  in  a  variety  of  forms  and  of  different  cnta. 
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It  is  used  principally  by  carrers  in  wood,  metals,  marble,  and  stone ;  also  in  shaping  and  finishing  in 
and  aboat  the  many  irregular  pieces  of  pattern  work. 

The  Manvfactubi  of  Files. — ^The  pieces  of  steel,  or  the  blanks,  intended  for  files  are  forged  out 
of  bars  of  steel  that  have  been  either  tilted  or  rolled  as  nearly  as  possible  to  the  sections  required,  so 
as  to  leave  but  little  to  be  done  at  the  forge ;  the  blanks  are  afterward  annealed  with  great  caution, 
8o  thai  in  neither  of  the  processes  the  temperature  known  as  the  blood-red  heat  may  be  exceeded. 
The  surfaces  of  the  blanks  are  now  rendered  accurate  in  form  and  quite  clean  in  surface  either  by 
filing  or  grinding.  For  the  smaller  files,  the  blanks  are  mostly  filed  into  shape  as  the  more  exact 
method ;  for  the  larger,  the  blanks  are  more  commonly  ground  on  large  grindstones  as  the  more  expe- 


ditious method ;  in  some  few  cases  the  blanks  are  planed  in  the  planing  machine,  for  those  called 
dead-paraUd  jUes,  The  blank  before  being  cut  is  slightly  greased,  that  the  chisel  may  slip  freely 
orer  it. 

The  file-cutter  is  seated  before  a  square  stake  or  anvil,  and  places  the  blank  straight  before  him, 
with  the  tang  toward  his  person ;  the  ends  of  the  blank  are  fixed  down  by  two  leather  straps  or 
loops,  one  of  which  is  held  fast  by  each  foot. 

The  largest  and  smallest  chisels  commonly  used  in  cutting  files  are  represented  in  two  views,  and 
half  size,  in  Figs.  1586  and  1686.  The  first  is  a  chisel  for  large  rough  files ;  the  length  is  about  3 
inches,  the  width  2^  inches,  and  the  angle  of  the  edge  about  60" ;  the  edge  is  perfectly  straight,  but 
the  one  bevel  is  a  little  more  inclined  than  the  other,  and  the  keenness  of  the  edge  is  rounded  off, 
the  object  being  to  indent  rather  than  cut  the  steel ;  this  chisel  requires  a  hammer  of  about  7  or  8 
lbs.  weight  Fig.  1686  is  the  chisel  used  for  small  superfine  files ;  its  length  is  2  inches,  the  width 
half  an  inch ;  it  is  very  thin,  and  sharpened  at  about  the  angle  of  86** ;  the  edge  is  also  rounded,  but 
in  a  smaller  degree :  it  is  used  with  a  hammer  weighing  only  one  or  two  ounces,  as  it  will  be  seen  the 
weight  of  the  blow  mainly  determines  the  distance  between  the  teeth.  Other  chisels  are  made  of 
intermediate  proportions,  but  the  width  of  the  edge  always  exceeds  that  of  the  file  to  be  cut. 

The  first  cut  is  made  at  the  point  of  the  file ;  the  chisel  is  held  in  the  left  hand,  at  a  horizontal 
angle  of  about  66^  with  the  central  line  of  the  file,  as  at  a  a,  Fig.  1687,  and  with  a  vertical  inclina* 
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tion  of  about  12**  to  4*"  from  the  perpendicular,  as  represented  in  Figs.  1686  and  1686,  supposing 
the  tang  of  the  file  to  be  on  the  left-hand  side.  The  following  are  nearly  the  usual  angles  for  the 
vertical  inclination  ot  the  chisels,  namely:  for  rough  rasps,  16**  bevond  the  perpendicular;  rough 
files,  12** ;  bastard  files,  10" ;  second-cut  files,  7**;  smooth-cut  files,  5"^;  and  dead-smooth-cut  files,  4". 
The  blow  of  the  hammer  upon  the  chisel  causes  the  latter  to  indent  and  slightly  to  drive  forward  the 
steel,  thereby  throwing  up  a  trifling  ridge  or  Imrr  ;  the  chisel  is  immediately  replaced  on  the  blank, 
and  slid  from  the  operator  until  it  encounters  the  ridge  previously  thrown  up,  which  arrests  the  chisef 
or  prevents  it  from  slipping  further  back,  and  thereby  determines  the  succeeding  position  of  the 
chiseL  The  chisel,  having  been  placed  in  its  second  position,  is  again  struck  with  the  hammer,  which 
is  made  to  give  the  blows  as  nearly  as  possible  of  uniform  strength ;  and  the  process  is  repeated 
with  considerable  rapidity  and  regularity,  60  to  80  cuts  being  made  in  one  minute,  until  the  entire 
length  of  the  file  has  been  cut  with  inclined,  parallel,  and  equidistant  ridges,  which  are  collectively 
denominated  the  Jirti  course.  So  far  as  this  one  face  is  concerned,  the  file,  if  intended  to  be  single- 
cot,  would  be  then  ready  for  hardening ;  and  when  greatly  enlarged,  its  section  would  be  somewhat 
as  in  Fig.  1588.  The  teeth  of  some  single-cut  files  are  much  less  inclined  than  66^ ;  those  of  floats 
are  in  general  square  across  the  instrument. 

Most  files,  however,  are  double-cut,  or  have  two  series  or  courses  of  chisel  cuts ;  and  for  these  the 
surface  of  the  file  is  now  smoothed  by  passing  a  smooth  file  once  or  twice  along  the  face  of  the  teeth, 
to  remove  only  so  much  of  the  roughness  as  would  obstruct  the  chisel  from  sliding  along  the  face  in 
receiving  its  successive  positions,  and  the  file  is  again  greased.    The  second  course  of  teeth  is  now 
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cut,  the  chisel  being  inclined  yerticallj  as  before,  or  at  about  12°,  but  horizontally  about  5*  to  10° 
from  the  rectangle,  as  at  6  6,  Fig.  1587 ;  the  blows  are  now  given  a  little  less  strongly,  so  is  barelj 
to  penetrate  to  the  bottom  of  the  first  cuts,  and  consequently  the  second  course  of  cuts  is  somewhat 
finer  than  the  first  The  two  series  of  courses  fill  the  surface  of  the  file  with  teeth  which  ire  in- 
clined toward  the  point  of  the  file,  and  that  when  highly  magnified  much  resemble  in  character  the 
points  of  cutting  tools  generally,  as  seen  in  Fig.  1588.  If  the  file  is  flat  and  to  be  cut  on  two  faoes, 
it  is  now  turned  over ;  but  to  protect  the  teeth  from  the  hard  face  of  the  anvil,  a  thin  plate  of  pew. 
ter  is  interposed.  Triangular  and  other  files  require  blocks  of  lead  having  grooves  of  the  appropriate 
sections  to  support  the  blanks,  so  that  the  surface  to  be  cut  may  be  placeid  horizontally.  Taper  files 
require  the  teeth  to  be  somewhat  finer  toward  the  point,  to  avoid  the  risk  of  the  blank  behig  weakf 
ened  or  broken  in  the  act  of  its  being  cut,  which  might  occur  if  as  much  force  were  used  in  cottiDg 
the  teeth  at  the  point  of  the  file  as  in  those  at  its  central  and  stronger  part 

Eight  courses  of  cuts  are  required  to  complete  a  double-cut  rectangular  file  that  is  cut  on  all  faces, 
but  eight,  ten,  or  even  more  courses  are  required  in  cutting  only  the  one  rounded  face  of  a  half-round 
file.  There  are  various  objections  to  employing  chisels  mth  concave  edges,  and  therefore  m  cottiiig 
round  and  half-round  files  the  ordinary  straight  chisel  is  used  and  appli^  as  a  tangent  to  the  curre. 
It  will  be  found  that  in  a  smooth  half-round  file  one  inch  in  width,  about  20  courses  are  required  for 
the  convex  side,  and  two  courses  alone  serve  for  the  flat  side.  In  some  of  the  double-cut  gollet- 
tooth  saw-files,  of  the  section  JT,  as  many  as  28  courses  are  sometimes  used  for  the  convex  fatt,  and 
but  two  for  the  flat  The  same  difficulty  occurs  in  a  round  file,  and  the  surfaces  of  curviUnear  fikt 
do  not  therefore  present,  under  ordinary  circumstances,  the  same  uniformity  as  those  of  flat  files. 

Hollowed  files  are  rarely  used  in  the  arts,  and  when  required  it  usually  becomes  imperative  to  em- 
ploy a  round-edged  chisel,  and  to  cut  the  file  with  a  single  course  of  teeth. 
The  teeth  of  rasps  are  cut  with  a  punch,  which  is  represented  in  two  views,  Hg.  1689.  The  pmich 
for  a  fine  cabinet  rasp  is  about  8^  inches  long,  and  five-eighths  of  an 
inch  square  at  its  widest  part  Viewed  in  front,  the  two  sides  of  the 
point  meet  at  an  angle  of  about  60** ;  viewed  edgewise,  or  in  profile,  the 
edge  forms  an  angle  of  about  50°,  the  one  face  being  only  a  little  iiip 
clined  to  the  body  of  the  tool.  In  cutting  rasps,  the  punch  is  sloped 
rather  more  from  the  operator  than  the  chisel  in  cutting  files,  but  the  dis- 
tance between  the  teeth  of  the  rasp  cannot  be  determmed,  as  in  the  file, 
by  placing  the  punch  in  contact  with  the  burr  of  the  tooth  previoulj 
made.  By  dint  of  habit,  the  workman  moves  or,  technically,  kept  the 
punch  the  required  distance ;  to  facilitate  this  nravement,  be  places  a 
piece  of  woolen  cloth  under  his  left  hand,  which  prevents  his  hand  from 
coming  immediately  in  contact  with  and  adhering  to  the  anvil.  The  teeth 
of  rasps  are  cut  in  rather  an  arbitrary  manner,  and  to  suit  the  wfafans 
rather  than  the  nec^sities  of  the  workmen  who  use  th^n.  Thus  the 
lines  of  teeth  in  cabinet  rasps,  wood  rasps,  and  farriers'  rasps,  are  cot 
in  lines  sloping  from  the  left  down  to  the  right-hand  side ;  the  teeth  of 
rasps  for  boot-  and  shoe-last  makers  and  some  others  are  sloped  the  re- 
verse way ;  and  rasps  for  mm-stockers  and  saddle-tree  makers  are  cut  in 
circular  lines  or  crescent  form.  These  directions  are  quite  immat^ial; 
but  it  is  important  that  every  succeeding  tooth  should  cross  its  prede- 
cessor, or  be  intermediate  to  the  two  before  it;  as,  if  the  teeth  followed  one  another  in  right  lines, 
they  would  produce  furrows  in  the  work,  and  not  comparatively  smooth  surfaces. 

In  cutting  files  and  rasps  they  almost  always  become  more  or  less  bent,  and  there  would  be  danger  of 
breaking  them  if  they  were  set  straight  while  cold ;  they  are  consequently  straightened  while  they  are 
at  the  red  heat,  immediately  prior  to  their  being  hardened  and  tempered.  Previously  to  their  being 
hardened,  the  files  are  drawn  through  beer  grounds,  yeast,  or  other  sticky  matter,  and  then  through 
common  salt,  mixed  with  cow's  hoof  previously  roasted  and  pounded,  which  serve  as  a  defence  to 
protect  the  delicate  teeth  of  the  file  from  the  direct  action  of  the  fire.  The  compoimd  likewise  scrvei 
as  an  index  of  the  temperature,  as  on  the  fusion  of  the  salt  the  hardening  heat  is  attained ;  the 
defense  also  lessens  the  disposition  of  the  files  to  crack  or  clink  on  being  immersed  in  the  water. 
The  file,  after  having  been  smeared  over  as  above,  is  gradually  heated  to  a  dull  red,  and  is  then 
UKwtly  straightened  with  a  leaden  hammer  on  two  small  blocks,  also  of  lead ;  the  temperature  of  the 
file  is  afterward  increased  ufttil  the  salt  on  its  surface  just  fuses,  when  the  file  is  inunediately  dipped 
in  water.  The  file  is  immersed  quickly  or  slowly,  vertically  or  obliquely,  according  to  its  form ;  that 
mode  being  adopted  for  each  variety  of  file  which  is  considered  best  calculated  to  keep  it  stiiugfat 
It  is  well  £iown  that  from  the  unsymmetrical  section  of  the  half-round  file,  it  is  disposed,  on  bong 
immersed,  to  become  hollow  or  bowed  on  the  convex  side,  and  this  tendency  is  compensated  for  bj 
curving  the  file  while  soft  in  a  nearly  equal  degree  in  the  reverse  direction.  It  nevertheless  common- 
ly happens  that  with  every  precaution  the  file  becomes  more  or  less  bent  in  hardening ;  and  if  so,  it 
is  straightened  by  pressure,  either  before  it  is  quite  cold,  or  else  after  it  has  been  partially  reheated. 
The  pressure  is  variously  applied :  sometimes  by  passing  one  end  of  the  file  under  a  hook,  gopporting 
the  centre  on  a  prop  of  lead,  and  bearing  down  the  opposite  end  of  the  file ;  at  other  times  by  nring 
a  support  at  each  end,  and  applying  pressure  in  the  middle,  by  means  of  a  lever,  the  end  of  wUch 
is  hooked  to  the  bench.  Large  files  are  always  straightened  before  they  are  quite  cooled  after  the 
hardening,  and  while  the  central  part  retains  a  considerable  degree  of  heat  When  straightened,  the 
file  is  cooled  in  oil,  which  saves  the  teeth  from  becoming  rusty. 

The  tangs  are  now  softened  to  prevent  their  fracture ;  this  is  done  either  by  graspfaig  the  tang  hi 
a  pair  of  heated  tongs,  or  by  means  of  a  bath  of  lead  contained  in  an  iron  vessel  with  a  perforated 
cover,  through  the  holes  in  which  the  tangs  are  immersed  in  the  mdted  lead  that  is  heated  to  te 
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proper  degree.  The  tang  is  afterward  cooled  in  oil ;  and  when  the  file  has  been  wiped  and  the  teeth 
bniahed  clean,  it  is  considered  fit  for  use. 

The  superiority  of  the  file  will  be  found  to  depend  on  four  points :  the  primary  excellence  of  the 
Bteel,  the  proper  forging  and  »w««M^Hng  without  excess  of  heat,  the  correct  formation  of  the  teeth, 
Mid  the  success  of  the  hardening. 

j^teremeiU-Cut  File. — ^This  name  is  given  to  a  machine-cut  file  manufactured  by  the  Nicholson  Hie 
CJompany,  the  rows  of  teeth  of  which  are  spaced  progressively  wider,  from  the  point  toward  the  mid- 
dle of  the  file,  by  regular  increments  of  spacing ;  and  progressively  narrower,  from  the  middle  toward 
the  hed,  by  regular  decrements  of  spacing.  This  general  law  of  the  spadng  of  the  teeth  is  modi- 
fied by  introducing,  as  they  are  cut,  an  element  of  controllable  irregularity  as  to  their  spacing;  which 
irregularity  is  confined  within  fpaTimnm  and  minimum  limits,  but  is  not  a  regular  progressive  incre- 
ment or  decrement.  The  teeth  are  arranged  so  that  the  successive  rows  shall  not  be  exactly  parallel, 
but  oat  slightly  angularly  with  respect  to  each  other,  the  angle  of  inclination  being  reversed  during 
the  operation  of  cutting,  as  necessity  requires,  files  possessing  the  characteristics  above  mentioned 
do  not  produce  channels  or  furrows  in  the  work,  but  effect  a  mearing  cuty  for  the  reason  that  no  two 
successive  teeth  in  any  longitudinal  row  of  a  cross-cut  fild  are  in  alignment ;  the  file  is,  it  is  claimed, 
thereby  able  to  cut  more  smoothly  and  more  rapidly,  and  possesses  greater  endurance  as  a  tool  for 
dressing  metal  than  files  not  so  cut 

Means  of  Grasping  the  File.^In  general,  the  end  of  the  file  1b  forged  simply  into  a  taper  tang  or 
spike,  for  the  purpose  of  fixing  it  in  its  wooden  handle ;  but  wide  files  require  that  the  tang  should 
be  reduced  in  width,  either  as  in  Fig.  1590  or  1591.    The  former  mode,  especially  in  large  files,  if 
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^>t  to  cripple  the  steel  and  dispose  the  tang  to  break  off,  after  which  the  file  is  nearly  useless.  The 
curvilinear  tang.  Fig.  1691,  is  far  less  open  to  this  objection.  Some  workmen  make  the  tangs  of 
large  files  red-hot,  that  they  may  bum  their  own  recesses  in  the  handles ;  but  this  is  objectionable, 
as  the  charred  wood  is  apt  to  crumble  away  and  release  the  file.  It  is  more  proper  to  form  the 
cavity  in  the  handle  with  coarse  floats  made  for  the  purpose. 

In  driving  large  files  into  their  handles,  it  is  usual  to  place  the  point  of  the  file  in  the  hollow  behind 
the  chaps  of  the  tail-vise,  and  to  drive  on  the  handle  with  a  mallet  or  hammer.  Smaller  files  are 
fixed  obliquely  in  the  jaws  of  i^e  vise,  between  clamps  of  sheet  brass,  to  prevent  the  teeth  either  of 
the  vise  or  file  from  being  injured,  and  the  handle  is  then  driven  on. 

In  the  double-edged  rifflers,  or  bent  files,  Fig.  1692,  and  in  some  other  files,  there  is  a  plain  part  in 
the  middle,  fulfilling  the  office  of  a  handle ;  and  in  several  of  the  files  and  rasps  made  for  dentists, 
farriers,  and  shoemakers,  the  tool  is  also  double,  but  without  any  intermediate  plain  part,  so  that  the 
one  end  serves  as  the  handle  for  the  other. 

In  general,  the  length  of  the  file  exceeds  that  of  the  object  filed,  but  in  filing  large  surfaces  it 
becomes  occasionally  necessary  to  attach  cranked  handles  to  the  large  files  or  rubbers,  as  in  Fig.  1593, 
in  order  to  raise  the  hand  above  the  plane  of  the  work.  Sometimes  the  end  of  the  file  is  simply 
inclined,  as  in  fig.  1594,  or  bent  at  right  angles,  as  in  Fig.  1596,  for  the  attachment  of  the  wooden 
handles  represented ;  but  the  last  two  modes  prevent  the  second  side  of  the  file  from  being  used, 
until  the  tang  is  bent  the  reverse  way.  The  necessity  for  bending  the  file  is  avoided  by  employing  as 
a  handle  a  piece  of  round  iron,  five-eighths  or  three-fourths  of  an  inch  in  diameter,  bent  into  the 
semicircular  form  as  an  arch,  the  one  extremity  (or  abutment)  of  which  is  filed  with  a  taper  groove 
to  fit  the  tang  of  the  file,  while  the  opposite  end  is  flat,  and  rests  upon  the  teeth ;  in  this  manner 
both  sides  of  the  file  may  be  used  without  any  preparation. 

Fig.  1596  represents,  in  profile,  a  broad  and  short  rasp  with  fine  teeth,  used  by  iron-founders  in 
smoothing  off  loam  moulds  for  iron  castings ;  this  is  mostly  used  on  largo  surfaces,  to  which  the  ordi- 
nary handle  would  bo  inapplicable,  and  the  same  kind  of  tool  when  made  with  coarser  teeth  will  be 
recognized  as  the  baker's  rasp. 

Cabinet-makers  sometimes  fix  the  file  to  a  block  of  wood  to  serve  for  the  grasp,  and  use  it'  as  a 
plane.  Thus  mounted^  the  file  may  also  be  very  conveniently  used  on  a  shooting-board,  in  filing  the 
edges  of  plates  to  be  inlaid,  fig.  1697  represents  a  very  good  arrangement  of  this  hind,  a  a  is  the 
plan,  b  the  section  of  the  file  stock ;  c  c  is  the  plan  of  the  shooting-board,  and  d  its  section.  Two 
files  (that  are  represented  black)  are  screwed  against  the  sides  of  a  straight  bar  of  wood,  which  has 
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also  a  wooden  sole  or  bottom  plate,  that  projects  bejond  the  files,  so  that  the  smooth  edge  of  the 
sole  may  touch  the  shoothig-board  instead  of  the  file-tceth.  The  shootins-board  is  made  in  three 
pieces,  so  as  to  form  a  groove  to  receive  the  file-dust,  which  would  othendse  get  under  the  stodt  of 
the  file.    The  shooting-board  has  also  a  wooden  stop  <,  faced  with  steel,  that  is  wedged  and  screwed 
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into  a  groove  made  across  the  top  piece ;  and  the  stop,  being  eiactlj  at  right  angles,  serves  also  to 
assist  in  sqnaiing  the  edges  of  plates  or  the  ends  of  long  bars,  with  accuracy  and  expedition. 

Short  pieces  of  files  (or  tools  as  nearly  allied  to  saws)  are  occasionally  fixed  in  the  ends  of  wooden 
stocks,  in  all  other  respects  like  the  routing  gauges  of  carpenters,  as  seen  in  two  views  in  Fig.  1598. 
The  coopers'  eroxe  is  a  tool  of  this  description. 

Files  intended  for  finishing  the  grooves  in  the  edges  of  slides  are  sometimes  made  of  short  pieces 
of  steel  of  the  proper  section  (see  Fig.  1699),  cut  on  the  surfaces  with  file-teeth,  imd  attached  in 
various  ways  to  slender  rods  or  wires,  serving  as  the  handles,  and  extending  beyond  the  ends  of  the 
slides ;  or  the  handle  is  at  right  angles  to  the  file,  and  formed  at  the  end,  as  a  staple,  to  dip  the 
ends  of  the  short  file,  as  in  reaching  the  bottom  of  a  cavity.    Files  intended  to  reach  to  the  bottom 
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of  shallow  cavities  are  also  constructed  as  in  Figs.  1600  and  1601 ;  or  sometimes  an  indi  or  more  ol 
the  end  of  an  ordinary  file  is  bent  some  20**  or  30^,  that  the  remainder  may  dear  the  margin  of  the 
recess. 

To  stiffen  slender  files,  they  are  occasionally  made  with  tin  or  brass  badcs,  as  in  Figs.  1602  and 
1608;  such  are  called  dovetidl  files.  Thin  equaling  files  are  sometimes  grasped  in  a  brass  frame, 
Fig.  1604,  exactly  like  that  used  for  a  metal  frame-saw. 

See  **  A  Treatise  on  Files  and  Rasps,"  Nicholson  File  Company,  Providence,  1878,  from  whidi 
many  extracts  and  illustrations  are  embodied  in  the  foregoing  article. 

FILING.  The  excellence  of  a  piece  of  work  operated  upon  by  a  file  is  only  limited  by  the  skill 
of  the  operator;  for  since  a  file  can  be  made  of  any  shape  and  size,  and  since  the  quantity  of  mate- 
rial it  will  cut  away  and  the  location  of  the  same  may  be  varied  at  will,  it  is  evident  that  it  is  pos- 
sible to  perform  with  the  file  every  operation  that  can  be  performed  with  steel  tools.  The  legitimate 
use  of  the  file  may  be  classed  under  four  headings :  first,  for  the  removal  of  a  surplusage  of  metal ; 
second,  to  correct  errors  in  the  truth  of  work  which  has  been  operated  upon  by  such  machine  tools 
as  the  planer  and  shaper ;  third,  for  the  production  of  small  intricate  or  irregular  forms ;  and  fourth, 
to  fit  work  together  more  accurately  than  can  be  done  by  other  means. 

Work  to  be  filed  should  be  held  with  the  surface  to  be  operated  upon  lying  face  upward  toA 
horizantcUIy  ;  and  the  general  rule  for  the  height  of  the  work  above  the  ground  is,  thot  the  surface 
to  be  filed  should  be  nearly  level  with  the  elbow-joint  of  the  workman.  Some  latitude  is,  however, 
required  in  respect  to  the  magnitude  of  the  works,  as  when  they  are  massive,  and  much  is  to  be  filed 
off  from  them,  it  is  desirable  that  the  work  should  be  a  trifle  lower  than  the  elbow ;  when  the  work 
is  minute  and  delicate,  it  should  be  somewhat  higher,  so  that  the  eye  may  bo  the  better  able  to  add 
its  scrutiny  to  that  of  the  sense  of  f eding  of  the  hand,  upon  which  prindpally  the  successful  prac- 
tice depends. 

Since  the  teeth  of  a  file  are  unequal  in  height,  and  the  form  of  the  file  warpe  in  the  hardening 
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process,  it  is  evident  that,  even  euppoeing  tbe  operator  to  be  able  to  move  tbe  file  in  a  stndght  line, 
the  surface  filed  would  not  be  straight  Hence  a  file  to  act  upon  flat  surfaces  should  be  thickest  in 
the  middle,  and  thinner  at  each  end  of  its  length.  This  gives  to  the  surface  of  the  teeth  a  curve  or 
sweep  in  the  length  of  the  file ;  and  if  the  file  should  warp,  the  effect  is  merelj  to  lessen  the  sweep 
on  one  side  and  increase  it  on  the  other.  This  is  of  but  little  consequence,  since,  by  altering  the 
height  of  the  respective  ends  of  the  file,  anj  part  of  the  same  maj  be  brought  into  contact  with  the 
work.  Furthermore,  the  file  can  be  so  applied  as  to  act  upon  any  high  spot  or  part  of  the  surface 
without  cutting  the  surrounding  surface.  It  is  of  no  consequence  if  one  side  of  the  file  possesses 
more  sweep  than  the  other,  because,  so  long  as  it  is  moved  in  a  straight  line,  the  teeth  performing 
duty  will  cut  a  straight  surface  if  passed  clear  across  the  work.  The  curve  of  the  file,  however,  is 
usually  about  sufficient  to  compensate  for  any  variation  of  the  stroke  from  a  horizontal  plane.  The 
level  of  the  teeth  crosswise  of  the  file  may  be  either  flat  or  a  little  rounding,  the  latter  being  prefer- 
able ;  but  in  no  case  should  it  be  (for  flat  surfaces)  hollow,  because  in  that  case  the  edges  would  cut 
grooves  in  the  work.  For  convex  surfaces  a  flat  file  is  usually  employed ;  but  for  concave  surfaces 
the  file  must  be  given  a  convexity  greater  than  the  concavity  of  the  work,  so  that  any  desired  part 
of  the  file  may  be  brought  into  contact  with  the  work,  notwithstanding  a  sli^t  irregularity  in  the 
curve  of  the  file. 

In  Big.  1605  is  shown  the  shape  of  file  desirable  for  a  concave  surface.    The  difficulty  experienced 
in  filing  a  narrow  surface  flat  is  explained  by  reference  to  ilgs.  1606, 1607,  and  1608.    The  file,  held 
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in  the  two  hands  upon  the  narrow  work,  may  be  viewed  as  a  double-ended  lever,  or  as  a  scale-beam 
supported  on  a  prop ;  and  the  variation  in  distance  of  the  hands  from  the  work  or  prop  gives  a  dis- 
position to  rotate  the  file  upon  the  work,  which  is  only  counteracted  by  habit  or  experience. 

Assuming,  for  the  moment,  that  in  the  three  diagrams  the  vertical  pressure  of  the  right  hand  at 
r  and  of  the  left  at  /  is  in  all  cases  alike,  in  fig.  1606,  or  the  beginning  of  the  stroke,  the  right 
hand  would,  from  acting  at  the  longer  end  of  the  lever,  become  depressed ;  in  fig.  1607,  or  the  cen- 
tral position,  the  hands  would  be  in  equilibrium  and  the  file  horizontal ;  and  in  ^g.  1608,  or  the  end 
of  the  stroke,  the  left  hand  would  preponderate ;  the  three  positions  would  inevitably  make  the  work 
round,  in  place  of  leaving  it  plane  or  flat.  It  is  true  the  diagrams  are  extravagant,  but  this  rolling 
action  of  the  file  upon  the  work  is  in  most  cases  to  be  observed  in  the  beginner;  and  it  is  only  by 
much  practice  that  it  can  be  counteracted,  which  is  done  by  maintaining  a  pressure  at  and  upon  each 
end  of  the  file  so  proportioned  that,  the  teeth  performing  duty  forming  a  fulcrum,  the  pressure  on 
each  end  of  the  file  decreases  in  proportion  to  its  distance  from  that  fulcrum. 

In  using  the  file  for  large  work,  such  as  is  common  in  a  general  machine  shop,  it  should  be  fixed 
firmly  in  its  handle,  which  should  be  placed  truly  upon  the  file.  The  butt  end  of  the  handle  should 
press  firmly  against  the  palm  of  the  hand,  the  forefinger  being  plaoed  beneath  the  file-handle.  To 
take  ofF  a  quantity  of  metal,  the  operator  should  stand  sufficiently  far  from  the  work  to  be  able  to 
bend  the  body  and  place  its  weight  upon  the  file  during  tbe  forward  stroke.  During  the  back  stroke 
the  pressure  upon  the  file-teeth  should  be  removed,  otherwise  the  teeth  of  the  file  become  rapidly 
worn.  A  new  file  should  never  be  used  upon  a  very  narrow  surface,  because  the  teeth,  from  their 
keenness,  sink  so  deeply  in  the  metal  and  take  so  firm  a  grip  that  they  receive  a  strain  from  the  cut 
suffident  to  break  them  off.  The  most  economical  way  to  employ  a  file  is  to  use  it  upon  brass  first, 
because  brass  requires  a  keen  file.  After  the  tool  has  become  impaired  for  brass  work,  it  is  still 
good  for  use  on  cast-iron,  wroughtaron,  or  steel.  If  the  cuttings  jam  in  the  file  (this  is  called  pin- 
ninff)j  they  should  be  removed  with  a  file-card ;  or  if  too  fast  to  be  taken  off  by  that  tool,  a  piece  of 
sheet  copper  or  brass  about  three-eighths  of  an  inch  wide,  2|-  inches  long,  and  one-thirty-second  of  an 
inch  thick,  should  have  one  end  hammered  thin,  and  this  thinned  edge  should  be  passed  across  the 
file.  It  should  be  pressed  firmly  to  and  moved  along  the  rows  of  teeth,  in  order  that  it  may  become 
serrated  and  force  out  the  pins.  To  prevent  pinning,  the  file-teeth  may  have  soft  chalk  rubbed  over 
them,  which  will  prevent  the  filings  from  getting  locked  in  the  teeth*  After  every  few  strokes  of 
the  file  the  hand  should  be  brush^  over  it,  and  the  file  should  be  lightly  tapped  against  the  bench 
or  vise-box,  when  the  loose  filings  will  fall  out.  When,  however,  the  file  requires  rechalking,  which 
will  easily  become  apparent,  the  use  of  the  file-card  may  precede  the  application  of  the  chalk.  This 
chalking  process  is  especially  necessary  during  the  finishing,  as  the  pins  are  sure  to  scratch  the  work. 
In  using  rough  or  bastard  files  to  remove  a  quantity  of  metal,  it  is  well  so  to  regulate  the  motion  of 
the  file  that  the  file-marks  cross  and  recross  each  other,  which  not  only  tends  to  keep  the  filing  true, 
but  increases  the  efficiency  of  the  operation.  It  is  to  be  especially  noted,  however,  that  in  giving  the 
file  lateral  side  motion  during  each  stroke,  it  will  pin  less  if  that  motion  takes  place  from  right  to 
left,  and  this  in  consequence  of  the  cut  of  the  file.  The  serrations  forming  the  teeth  cross  each 
other  diagonally.  The  first  series  are  nearest  to  the  front  end  of  the  file  on  the  left-hand  side,  while 
the  last  and  therefore  the  deepest  serrations,  forming  on  the  finished  file  the  rows  of  the  teeth,  stand 
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diagonallj,  being  nearest  to  the  file-handle  on  the  left-hand  Bide.  Therefore,  by  giving  to  the 
file  stroke  a  certain  amount  of  lateral  side  motion,  the  cutting  duty  is  performed  by  the  teeth  more 
in  a  direction  parallel  to  the  rows  of  the  file-teeth,  and  the  cross-filing,  as  the  forward  motion  of  the 
file  is  termed,  partakes  slightly  of  the  nature  of  draw-filing. 

Work  requiring  to  be  finely  finished  should  be  operated  upon  by  the  second-cut,  smooth,  and  super- 
fine smooth  files,  the  cross-filing  being  succeeded  by  draw-filing. 

The  object  of  draw-filing  is  two-fold :  first,  the  file  can  be  held  more  steadily,  and  can  therefore 
be  applied  to  any  circumscribed  part  of  the  work  exclusively,  as  is  necessary  in  truing  work ;  and 
secondly,  the  teeth  cut  finer  and  smoother.  Hence  it  is  that  draw-filing  is  necessary  to  the  produc- 
tion of  fine  and  accurate  work.  In  draw-filing  to  obtain  accuracy,  the  high  spots  or  parts  of  the 
file  should  be  selected  to  remove  the  places  which  the  test-marks  upoQ  the  work  indicate  as  requir- 
ing to  be  filed,  and  the  file-marks  should  be  kept  as  straight  as  possible.  But  in  draw-filing  to  fin- 
ish finely,  the  file-marks  may  be  made  to  cross  each  other  at  frequent  intervals.  In  either  case  tlie 
stroke  of  the  file  should  be  a  short  one,  in  no  case  exceeding  about  4  inches,  as  longer  ones  produce 
pimiing  and  the  attendant  evil,  scratches.  A  worn  file,  either  smooth,  superfine  smooth,  or  dead 
smooth,  will  finish  finer  than  a  new  one ;  and  better  results  will  be  obtained  by  finishing  the  work 
crosswise  of  the  grain  than  on  a  line  with  it,  because  any  inequality  ih  the  metal  will  usually  nm 
with  the  grain,  and  the  file-teeth  will  cut  the  softer  parts  of  the  metal  better  when  following  their 
length  than  when  merely  crossing  them.  For  the  very  finest  of  work,  the  Groubet  files  should  be 
used,  as  they  are  the  finest-cut  files  made,  besides  being  unusually  true  to  shape. 

Filed  work  is  usually  polished  by  the  application  of  emery  paper.  With  emery  paper,  as  with 
files,  the  nM>re  used  it  is,  the  better  it  will  polish,  because  it  becomes  coated  with  a  glazed  surface 
composed  of  particles  of  the  metal  it  has  been  rubbing,  and  all  metals  polish  better  by  the  applica- 
tion of  such  a  surface  than  by  that  of  any  other. 

Half-round  files  should  be  used,  during  both  the  roughing-out  and  finishing  processes,  with  a  side 
or  bteral  sweep ;  otherwise  they  are  apt  to  produce  waves  in  the  work. 

In  filing  out  keyways,  it  often  becomes  necessary  to  use  the  most  rounded  or  curved  face  at  the 
end  of  the  file  only,  so  that,  the  operation  being  out  of  sight,  the  workman  may  insure  that  the  file 
has  contact  with  the  work  in  such  places  only  as  is  necessary.  A  similar  method  is  also  pursued  in 
facing  outside  surfaces  very  true ;  and  if  great  care  is  taken  and  very  fine  files  are  used,  surfaces 
equal  to  the  finest  scraped  ones  may  be  produced  by  the  file. 

Files  are  often  employed  for  the  finishing  of  work  turned  in  the  lathe.    For  this  purpose  fine  files 
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only  should  be  used,  and  the  amount  of  the  duty  should  be  kept  as  small  as  possible,  because  the 
file  is  apt  to  cut  more  readily  into  the  softer  parts  of  the  metal,  and  hence  to  make  the  work  out  of 
round. 

The  work,  when  small,  is  almost  invariably  held  on  the  filing-block  with  the  left  hand,  occasionally 
through  the  intervention  of  a  hand-vise,  Fig.  1612.  In  this  case  the  two  hands  act  in  concert,  the 
right  in  moving  the  file,  the  left  in  adjusting  the  position  of  the  work,  until  the  workman  is  con- 
scious of  the  agreement  in  position  of  the  two  parts.  Sometimes  indeed  the  partial  rotation  of  the 
work,  in  order  to  adapt  it  to  the  file,  is  especially  provided  for,  so  as  to  compensate  for  the  acddoi- 
tal  swaying  of  the  file ;  such  is  the  case  in  the  various  kinds  of  9mna  toci*^  used  by  watchmakers 
in  filing  and  polishing  small  flat  works.  A  similar  end  is  more  rarely  obtamed,  on  a  larger  scale, 
when  the  file  is  required  to  be  held  in  both  hands.  For  example,  jUing-boardiy  resembling  Fig. 
1609,  and  upon  which  the  woric  is  placed,  have  been  made  to  move  on  two  pivots,  somewhat  as  a 
gun  moves  on  its  trunnions ;  consequently  the  work,  when  laid  upon  the  swinging  board,  assume 
the  same  angle  as  that  at  which  the  file  may  at  the  moment  be  held. 

A  more  common  case  is  to  be  seen  in  filing  a  rectangular  mortise  through  a  cylindrical  spindle,  as 
in  Fig.  1610.  The  hole  is  commenced  by  drilling  three  or  four  holes,  which  are  thrown  into  one  by 
a  cross-cut  chisel  or  small  round  file ;  and  the  work,  when  nearly  completed,  is  suspended  between 
the  centres  of  the  lathe,  so  that  it  may  freely  assume  the  inclination  of  the  file.  At  other  times,  the 
cylinder  is  laid  in  the  interval  between  the  edges  of  the  jaws  of  the  vise,  that  are  opened  as  much 
as  two-thirds  the  diameter  of  the  object,  which  then  similarly  rotates  on  the  supporting  edges ;  this 
mode  is  shown  in  Fig.  1611.  These  three  applications  are  objectionable  in  some  instances,  as  the 
file  is  left  too  much  at  liberty,  and  the  work  is  liable  to  be  fikd  hollow  instead  of  flat,  egpedally  if 
the  file  be  rounding,  because  the  imstable  position  of  the  work  prevents  the  file  from  being  con- 
strained to  act  on  any  particular  spot  that  may  require  to  be  reduced. 

A  great  number  of  small  works  are  more  conveniently  filed  while  they  are  held  with  the  left  hand, 
the  file  being  then  managed  exclusively  with  the  right ;  this  enables  the  artisan  more  easily  to  jud^ 
of  the  position  of  the  file.  In  such  cases,  a  piece  of  wood,  /,  Jig.  1612,  called  a  //w^f-Woet,  is 
fixed  in  the  table  or  tail-vise.    (See  Vise.) 

Numerous  flat  works  are  too  large,  thin,  and  irregular  in  their  superficies  to  admit  of  being  fixed 
in  the  various  kinds  of  bench-vises,  as  there  would  be  risk  of  bending  such  thin  pieces  by  the  pr«- 
surc  of  the  vise  applied  against  the  edges  of  the  work.  The  largest  fiat  works  are  simply  laid 
on  the  naked  surface  of  the  work-bench,  and  temporarily  held  by  half  a  dozen  or  more  pins  or 
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nails  driyen  into  the  bench.  The  pins  should  be  as  close  to  the  margin  as  possible,  and  yet  below 
the  surface  of  the  work.  For  thin  flat  worlds  of  smaller  size,  the  filing-boanl,  Fig.  1613,  is  a  conve- 
nient appendage ;  it  measures  6  or  8  inches  square,  and  has  a  stout  rib  on  the  under  side,  bj  which 
it  is  fixed  in  the  vise.  In  filing  thin  flat  works,  such  as  the  thin  handles  or  scales  of  penknives  and 
razors,  and  the  thin  steel  plates  used  in  pocket-knives,  cutlers  generally  resort  to  the  contrivance 
represented  in  Fig.  1614,  known  as  k  flatting-vise.  One  face  of  the  small  filing-block  /,  Fig.  1612, 
is  also  used  for  very  small  thin  works,  which  are  prevented  from  slipping  from  the  file  by  the 
wooden  ledge,  or  by  pins  driven  in.  lu  many  instances,  also,  thin  works  are  held  upon  a  piece  of 
cork,  beneath  which  is  glued  a  square  piece  of  wood,  that  the  cork  may  be  held  in  the  vise  without 
being  compressed.  The  elasticity  of  the  cork  allows  the  work  to  become  somewhat  imbedded  by  the 
pressure  of  the  file,  between  which  and  the  surface-friction  it  is  sufficiently  secured  for  the  purpose 
without  pins. 
Before  any  effective  progress  can  be  made  in  filing  flat  works,  the  operator  must  be  provided  with 
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the  means  of  testing  the  progressive  advance  of  the  work ;  he  should  therefore  possess  a  true 
9traigkt-edge  and  a  true  surface-plate.  The  straight-edges  used  by  smiths  are  generally  of  steel,  and 
although  they  have  sometimes  a  nearly  acute  edge,  it  is  much  more  usual  to  give  them  moderate 
width ;  thus,  in  steel  straight-edges  from  1  to  4  feet  in  length,  the  width  of  the  edge  is  from  one- 
sixteenth  to  one-fourth  of  an  inch  ;  and  in  cast-iron  straight-edges  from  6  to  9  feet  in  length,  the 
width  is  usually  2  to  3  inches.  The  straight-edge  is  used  for  tryii^  the  surface  that  is  under  correc- 
tion, along  its  four  margins,  across  its  two  diagonals,  and  at  various  intermediate  parts,  which 
respective  lines,  if  all  exact,  denote  the  surface  to  be  correct  But  the  straight-edge  alone  is  a 
tedious  and  scarcely  sufficient  test ;  and  when  great  accuracy  is  desired,  it  is  almost  imperative  to 
have  at  least  one  very  exact  plane  metallic  surface  or  surface-plate,  by  which  the  general  condition 
of  the  surface  under  formation  may  be  more  quickly  and  accurately  tested  at  one  operation ;  and 
to  avoid  confusion  of  terms,  it  is  proposed  in  all  cases,  when  speaking  of  the  instrument,  to  employ 
the  appellation  planometery  which  is  exact  and  distmctive.    (See  Flanoioeters.) 

The  flat  piece  of  cast-iron  intended  to  be  operated  upon  having  been  chipped  all  over,  a  coarse 
hand-file,  of  as  large  dimensions  as  the  operator  can  safely  manage,  is  selected.  In  the  commence- 
ment the  rough  edges  or  ridges  left  by  the  chipping  chisel  are  leveled,  those  parts  however  being 
principally  filed  that  appear  from  the  straight-edge  to  be  too  high.  The  strokes  of  the  file  are 
directed  sometimes  square  across  as  on  a  fixed  line,  or  obliquely  in  both  directions  alternately ;  at 
other  times  the  file  is  traversed  a  little  to  the  right  or  left  during  the  stroke,  so  as  to  make  it  apply 
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to  a  portion  of  the  work  exceedhig  the  width  of  the  file.  These  changes  in  the  applications  of  the 
file  are  almost  constantly  given,  in  order  that  the  various  positions  may  cross  each  other  in  all  possi- 
ble directions,  and  prevent  the  jformation  of  partial  hollows.  The  work  is  tried  at  short  intervals 
with  the  straight-edge ;  and  the  eye,  directed  on  a  level  with  the  work  to  be  tested,  readily  perceives 
the  points  that  are  most  prominent.  After  the  rough  errors  have  been  partially  removed,  the  work 
is  taken  from  the  vise  and  struck  edgewise  upon  the  bench  to  shake  off  any  loose  filings,  and  it  is 
then  inverted  on  the  planometer,  which  should  be  fully  as  large  as  or  larger  than  the  work.  As,  how- 
ever, it  cannot  be  told  by  the  eye  which  points  of  the  work  touch  the  planometer,  this  instrument 
is  coated  all  over  with  some  coloring  matter,  such  as  pulverized  red  chalk  mixed  with  a  little  oil, 
and  then  the  touching  places  become  colored.  The  work  is  slightly  rubbed  on  the  surface-plate, 
and  then  picks  up  at  its  highest  points  some  of  the  red  matter ;  it  is  refixed  in  the  vise,  and  the  file 
is  principally  used  in  the  vicinity  of  the  colored  parts,  with  the  occasional  test  of  the  straight-edge, 
and  after  a  short  period  the  work  is  again  tried  on  the  planometer.  This  process  is  continually 
repeated,  and  if  watchfully  performed  it  will  be  found  that  the  points  of  contact  will  become  grad- 
ually increased. 
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The  grooved  or  roughing-out  cutter  is  employed  in  the  commencement,  because  it  more  rapidly 
penetrates  the  work,  and  a  few  strokes  are  given  to  crop  off  the  highest  points  of  the  surface ;  the 
furrows  made  bj  the  serrated  cutter  are  then  nearly  removed  with  the  file,  which  acts  more  expe- 
ditiously although  less  exactly  than  the  plane,  and  in  this  manner  the  grooved  plane-iron  and  the 
coarse  file  are  alternately  used.  In  the  absence  of  the  planometer,  the  metal  plane  assumes  a 
greatly  increased  degree  of  importance.  As  the  work  becomes  gradually  nearer  to  truth,  the  groored 
cutter  is  exchanged  for  that  with  a  continuous  or  smooth  edge.  A  second-cut  or  bastard  file  Is  ibo 
selected,  and  the  same  alternation  of  planing  and  filing  is  persevered  in,  the  plane  senring  as  it 
were  to  direct  the  file,  until  it  is  found  that  the  plane-iron  acts  too  vigorously,  as  it  is  scarcely  eafis* 
fied  with  merely  scraping  over  the  surface  of  the  cast-iron,  but  when  it  acts  removes  a  shaving  hsT* 
ing  a  nearly  measurable  thickness,  and  therefore,  although  the  hand-plane  may  not  injure  the  gen- 
eral truth  of  the  surface,  it  will  prevent  the  work  from  being  so  delicately  acted  upon  as  the  contin- 
uance of  the  process  now  demands ;  a  smoother  hand-file  is  consequently  alone  employed  in  furtbcN 
ing  the  work. 

It  is  now  often  usual  to  discontinue  the  use  of  the  file,  and  to  prosecute  the  work  with  a  scraper, 
which,  having  a  sharp  edge^  instead  of  a  broad  and  abrading  surface^  may  be  made  to  act  with  far 
more  decision  on  any,  even  ^e  most  minute,  spot  or  point.  (See  Scraper.)  The  scraper,  however,  ii 
not  intended  to  remove  a  quantity  of  metal ;  hence  even  work  requiring  to  be  finished  by  the  scra- 
per should  be  first  made  true  by  smooth  filing,  especially  if  the  planing  or  milling-tool  mariu  ti« 
left  upon  the  work,  for  in  that  case  the  scraper  edge  is  apt  to  follow  those  marks  instead  of  catting 
smootibly  as  it  should  do. 

The  former  instructions  have  been  restricted  to  the  supposition  that  only  one  of  the  superficies  of 
the  work  was  required  to  be  made  plane  or  flat ;  but  it  frequently  happens  in  rectangular  woHo, 
such  as  the  piece  A  B  C^  fig.  1616,  that  all  six  surfaces,  namely,  the  top  and  bottom  .1  a,  the  two 
sides  B  6,  and  the  two  ends  C  c,  all  require  to  be  corrected  and  made  in  rectangular  arrangement 
(the  surfaces  ah  e  being  necessarily  concealed  from  view) ;  and  therefore  some  particulars  of  the 
ordinary  method  of  producing  these  six  surfaces  will  be  added. 

The  general  rule  is  first  to  file  up  the  two  largest  and  principal  faces  A  and  a,  and  afterward  the 
smaller  faces  or  edges  B  h  and  C  c.  The  principal  faces  A  a,  especially  when  the  pieces  are  thia, 
must  be  proceeded  with  for  a  period  simultaneously,  because  of  the  liability  of  all  materials  to 
spring  and  alter  in  their  form  with  the  progressive  removal  of  their  substance ;  and  on  this  aoooost 
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the  work,  whether  thick  or  thin,  is  frequently  prepared  to  a  certain  stage  at  every  part,  before  the 
final  correction  is  attempted  of  any  one  part.  The  straight-edge  and  surface-plate  are  required  to 
prove  that  each  of  the  faces  A  and  a  is  a  plane  surface,  and  the  calipers  or  a  similar  gauge  is  abo 
needful  to  prove  them  to  be  in  parallelism.  Calipers,  unless  provided  with  set-screws,  are  very  lia- 
ble to  be  accidentally  shifted,  and  it  is  needful  to  use  them  with  caution ;  otherwise  their  elastidtj, 
arising  from  the  length  of  their  legs,  is  apt  to  deceive.  There  are  gauges,  such  as  Fig.  1616,  with 
short  parallel  jaws  that  open  as  on  a  slide,  and  are  fixed  by  a  side  screw ;  and  a  still  more  simple 
and  very  safe  plan  is  to  file  two  rectangular  notches  in  a  piece  of  sheet-iron  or  steel,  as  in  Fig.  1M7, 
the  one  notch  exactly  of  the  finbhed  thickness  the  work  is  required  to  possess,  the  other  a  little 
larger  to  serve  as  the  coarse  or  preliminary  gauge.    (See  Calipers,  and  Gauges.) 

Sometimes,  the  one  face  of  the  work,  or  A^  having  been  filed  moderately  flat,  a  line  is  scored 
around  the  four  sides  of  the  work  with  a  metal  marking-gauge,  the  same  in  principle  as  the  maik- 
ing-gauge  of  the  joiner.  At  other  times  the  corrected  face  A  is  laid  on  a  planometer  larger  thtt 
the  work,  and  the  marginal  line  is  scribed  on  the  four  edges  by  a  scribing-point  />,  Fig.  1619,  pro- 
jecting from  the  sides  of  a  little  metal  pedestal  that  bears  truly  on  the  surface-plate.  Chamfers  or 
bevel^  edges  are  then  filed  around  the  four  edges  of  the  face  a,  exactly  to  terminate  on  the  aciibed 
lines :  the  central  part  of  a  can  be  reduced  with  but  little  watchfulness,  until  the  marginal  diamfeis 
are  nearly  obliterated.  This  saves  much  of  the  time  that  would  be  otherwise  required  for  inresti- 
gating  the  progress  made ;  but  toward  the  last  the  calipers  and  planometer  must  be  carefully  and 
continually  used,  to  assist  in  rendering  A  and  a  at  the  same  time  parallel  and  plane  surfaces.  The 
two  principal  edges  ^  6  are  then  filed  under  the  guidance  of  a  square.  The  one  arm  of  the  square 
is  applied  on  ^  or  a  at  pleasure,  as  in  joinery  work ;  or  if  the  square  have  a  thidc  back,  it  may  bt 
placed  on  the  planometer,  as  at  «,  Fig.  1615;  if  preferred,  the  work  may  be  supported  on  its  edge 
B  upon  the  planometer,  and  the  back  square  also  applied,  as  at  »,  in  which  case  the  entire  length  cl 
the  blade  of  the  square  comes  into  operation,  and  the  irregularities  of  the  plane  ^  are  at  the  same 
time  rendered  obvious  by  the  planometer.  Another  very  convenient  test  has  been  recommended  for 
this  part  of  the  work,  namely,  a  stout  bar,  such  as  r.  Fig.  1616,  the  two  neighboring^  sides  of  which 
have  been  made  quite  flat  and  also  square  with  each  other.  When  the  work  and  tnal-bar  are  both 
laid  down,  the  one  side  of  the  bar  presents  a  truly  perpendicular  face,  whidi  may,  by  the  intemB* 
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tion  of  ooloring  matter,  be  made  to  record  on  the  work  itself  the  points  in  which  B  differs  from  a 
rectangular  and  vertical  plane.  When  the  edge  B  has  been  rendered  plane  and  square,  the  oppo- 
site edge  b  maj  in  its  turn  be  marked  either  with  the  gauge  or  scribingpoint  at  pleasure ;  the  four 
edges  of  b  maj  be  then  chamfered,  and  the  entire  surface  of  6  is  afterward  corrected  (as  in  produo- 
hg  the  second  face  a),  under  the  guidance  of  the  square,  calipers,  rectangular  bar,  and  surface-plate, 
or  some  of  these  tests.  The  ends  C  e  now  claim  attention,  and  the  marginal  line  is  scribed  around 
these  bj  the  aid  of  the  back  square  alone ;  but  the  general  method  so  closely  resembles  that  just 
described  as  not  to  call  for  additional  particulars. 

Should  one  edge  of  the  work  be  inclined  or  beveled,  as  in  the  three  following  figures,  in  which  the 
works  are  shaded  to  distinguish  them  from  the  tools,  the  rectangular  parts  are  always  first  wrought, 
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and  then  the  beveled  edges,  the  angles  being  denoted  by  a  bevel  instead  of  a  square ;  either  with  a 
bevel  having  a  movable  blade,  Fig.  1618,  or  by  a  beveled  templet  made  of  sheet  metal,  as  in  Figs. 
1619  or  1620,  which  latter  cannot  get  misadjusted.  The  beveled  edge  of  the  work  is  also  applied  if 
possible  on  the  planometer ;  in  fact,  the  planometer  and  bevel  are  conjointly  used  as  the  tests. 
Beveled  works  are  either  held  in  the  vise  by  aid  of  the  chamfer-clamps,  or  thev  are  laid  in  wooden 
troughs,  with  grooves  so  inclined  that  the  edge  to  be  filed  is  placed  horizontally.  Triangular  bars 
of  equilateral  section  are  thus  filed  in  troughs,  the  sides  of  which  meet  at  an  angle  of  60*",  as  in 
fig.  1621. 

The  succeeding  examples  of  works  with  many  plane  surfaces  are  objects  with  rebates  and  grooves, 
as  represented  in  Figs.  1622  to  1625.  Pieces  of  the  sections,  Figs.  1622  and  1623,  supposing  them 
to  be  short,  would  in  general  be  formed  in  the  solid,  either  from  forgings  or  castings,  as  the  case 
might  be ;  the  four  exterior  and  more  accessible  faces  would  be  filed  up  square  and  true,  and  after- 
ward the  interior  faces,  with  a  due  regard  to  their  parallelism  with  the  neighboring  parts,  after  the 
mode  already  set  forth.  The  safe  edge  of  the  file  is  now  indispensable ;  as  in  filing  the  face  6,  the 
safe  edge  of  the  file  is  allowed  to  rub  against  the  face  a  of  the  work,  which  therefore  serves  for  its 
gaidance,  and  in  filing  the  face  a  the  side  b  becomes  the  guide  for  the  file.  The  groove  in  Fig.  1628 
requires  a  safe-edge  square  file.  When,  however,  pieces  of  these  sections,  but  of  greater  lengths, 
have  to  be  produced  by  means  of  the  file  alone,  it  is  more  usual  to  make  them  in  two  or  three  pieces 
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respectirely,  as  shown  detached  in  Figs.  1624  and  1625 ;  which  pieces  are  first  rendered  parallel  on 
their  sevenil  edges,  and  are  then  united  by  screws  and  steady-pins. 

In  works  of  these  kinds,  which  have  rebates,  grooves,  internal  angles,  or  cavities,  the  square  with 
a  sliding  blade,  shown  in  fig.  1628,  is  very  useful,  as  the  blade  serves  as  a  gauge  for  depth,  besides 
acting  as  a  square,  the  one  arm  of  which  may  be  made  of  the  precise  measure  of  the  edge  to  be 
tried.  This  instrument  is  often  called  a  turning-square,  as  it  is  particularly  useful  for  measuring 
the  depth  of  boxes  and  other  hollowed  works  turned  in  the  lathe. 

In  making  straight  mortises,  as  at  ««,  Fig.  1626,  unless  the  groove  is  roughly  formed  at  the  forge 
or  in  the  foundry,  it  is  usual  to  drill  holes  nearly  as  large  as  the  width  of  tiie  mortise,  and  in  a 
atraigbt  line ;  the  holes  are  then  thrown  into  one  another  by  a  round  file  or  a  cross-cutting  chisel, 
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and  the  sides  of  the  mortise  are  afterward  filed  square  and  true.  For  a  curved  mortise,  e  e,  the 
mode  is  just  the  same,  with  the  exception  that  the  holes  are  made  on  a  curved  line ;  and  that, 
instead  of  a  flat  file  being  used  throughout,  a  half-round  or  a  crossing  file  is  used  for  the  coDca?e 
side  of  the  mortise.  Short  rectangular  mortises,  or  those  which  may  be  rather  considered  to  be 
square  holes,  as  In  fig.  1627,  would,  if  large,  be  prepared  by  forging  or  casting  the  material  into 
the  form ;  and  then,  the  six  exterior  faces  having  been  corrected,  the  aperture  would  be  filed  on  all 
sides  under  guidance  of  some  of  the  various  tests  before  referred  to.  In  such  a  case  it  Is  conve- 
nient to  employ  a  small  square  9,  in  the  form  of  a  right-angled  triangle,  to  which  is  attached  a  wire 
that  may  serve  as  a  handle,  whereby  the  square  may  be  applied  at  any  part  within  the  mortise  with- 
out the  sight  of  the  workman  being  intercepted  by  his  own  fingers.  Sometimes  also  a  cubical  block, 
filed  truly  on  four  of  its  faces  to  the  exact  dimensions  of  the  aperture,  is  used  as  a  measure  of  the 
parallelism  and  flatness  of  the  four  interior  faces. 

In  making  by  hand  the  keyways  in  the  round  holes  of  wheels,  it  Is  to  be  observed  that  it  is  com- 
mon to  turn  a  cylindrical  plug  exactly  to  fill  the  hole,  and  to  make  a  notch  in  the  plug  as  wide  is 
the  intended  keyway  and  parallel  with  the  axis ;  the  plug  is  shown  at  ^,  Fig.  1628.  A  piece  of  steel 
/  is  then  filed  parallel,  and  exactly  to  fit  the  notch,  and  its  edge  is  cut  as  a  file,  and  used  as  sudi 
within  the  guide-block,  the  latter  being  at  the  time  inserted  in  the  hole  of  the  wheel.  In  this  case 
the  block  becomes  the  director  of  the  file,  and  the  notches  in  any  number  of  wheels  are  made  both 
parallel  and  axiaL  The  only  precaution  that  remains  to  be  observed  is  in  regard  to  the  depth  of  the 
notches,  and  this  is  not  always  important ;  the  depth  may,  however,  be  readily  determined  by  mak- 
ing the  grooves  at  first  a  little  shallower  than  their  intended  depth,  and  then,  the  plug  having  been 
removed  from  the  hole,  a  stop  is  attached  to  the  side  of  the  file,  parallel  with  its  edge,  as  at  »,  to 
prevent  its  penetrating  beyond  the  assigned  depth.    (See  Keys  and  Ektwats.) 

The  manipulation  of  the  file  upon  curvilinear  works  is  entirely  different  from  that  required  to  pro- 


duce a  plane  surface,  in  which  latter  case  the  work  is  held  at  rest  and  the  hands  are  moved  as  stead- 
ily as  possible  in  right  lines  ;  but  in  filing  curved  works  an  incessant  change  of  direction  is  impor- 
tant, and,  so  far  as  practicable,  either  the  file  or  the  work  is  made  to  rotate  about  the  axis  of  the 
curve  to  be  produced.  A  semicircular  groove  of  half  an  inch  radius,  as  in  Fig.  1629,  would  be  most 
easily  filed  with  a  round  file  of  nearly  the  same  curvature,  and  the  correspondence  between  the  file 
and  work,  and  consequently  of  their  axes  likewise,  would  render  the  matter  very  easy ;  but  the  file, 
from  the  irregularity  of  its  teeth,  would  leave  ridges  in  the  work,  unless  in  every  stroke  It  were 
also  twisted  to  and  fro  axially  by  the  motion  of  the  wrist,  and  occasionally  in  the  reverse  directioa, 
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80  that  the  furrows  made  by  the  teeth  might  cross  each  other.  If  the  groove  to  be  filed  had  a  diam- 
eter of  three  or  four  inches,  although  the  file  might  be  selected  to  correspond  in  curvature  with  the 
groove,  as  it  would  not  embrace  the  entire  hollow,  the  twisting  and  traversing  of  the  file  would  be 
imperative  in  order  to  arrive  at  all  parts  of  the  work.  Under  ordinary  circumstances  it  Is  certainly 
best  that  the  curvature  of  the  file  and  work  should  agree  as  nearly  as  possible ;  but  it  is  obvious 
that  the  file,  if  more  convex  than  the  work,  can  only  touch  the  latter  at  one  part,  as  at  a,  Fig.  1650; 
whereas,  if  the  file  is  less  convex  or  flatter  than  the  work,  it  will  act  at  two  places,  as  at  &  6,  Fig. 
1681.  Cutlers,  in  filing  out  the  bows  of  scissors,  always  avail  themselves  of  this  circumstance,  and 
until  nearly  the  conclusion  use  files  flatter  or  less  convex  than  the  work. 

In  filing  concave  works,  there  is  but  little  choice  of  position,  as  the  file  is  always  parallel  with  the 
axis  of  the  curve,  as  in  the  dotted  line  in  Fig.  1682 ;  but  in  convex  works,  such  as  Fig.  1638,  the  file 
may  be  applied  either  parallel  with  the  axis,  as  at  p  »,  or  transversely  thereto,  as  at  /  /.  In  general, 
however,  the  work  would  be  fixed  obliquely,  as  in  Fig.  1634,  and  the  file  would  be  first  used  trans- 
versely  for  some  one  or  two  strokes,  at  an  inclination  of  about  SO"*  with  the  horizontal  line,  as  at  a, 
so  as  nearly  to  agree  with  the  straight  side  of  the  object ;  the  file  would  be  successively  raised  to 
the  horizontal,  and  depressed  in  the  same  degree  on  the  other  side ;  in  fact,  proceeding  through 
the  positions  a  6  <*,  Fig.  1634,  at  some  eight  or  ten  intervals,  which  would  tend  to  make  as  many 
insignificant  ridges  upon  the  work.  The  ridges  would  be  then  melted  together  by  swinging  the 
hands  from  the  position  a  to  e  in  every  stroke,  to  be  repeated  a  few  times ;  but  as  the  entire  semi- 
circle could  not  be  embraced  at  one  stroke,  the  work  would  be  refixed  in  two  or  more  positions,  so  as 
to  divide  the  operation  into  about  three  stages.  A  more  exact  although  less  energetic  method  would 
be  to  place  the  file  parallel  with  the  axis,  as  on  »/>,  Fig.  1638,  and  to  sweep  round  the  curre  prin- 
cipally by  the  twistmg  motion  of  the  wrist.    A  third  mode,  frequently  adopted  in  such  small  pieces 
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as  can  be  held  upon  the  filing-block  with  the  hand-Tise,  is  to  swing  the  work  upon  its  axis,  and  to 
nse  the  file  with  the  right  hand,  as  if  on  a  flat  surface. 

Some  works  are  curvilinear  in  both  directions,  such  as  cunred  arms  and  levers  with  rounded  edges ; 
many  of  these  kinds  are  completed  by  draw-filing  them,  or  rubbing  the  file  sideways  or  laterally 
around  the  curve,  instead  of  longitudinally  as  usual.  The  great  majority  of  curved  works  are  mould- 
ed and  formed  prior  to  the  application  of  the  file,  which  is  then  principally  used  to  smooth  and 
brighten  them.  Other  works  are  shaped  almost  entirely  with  the  file,  assisted  by  outlines  drawn  on 
the  pieces  themselves ;  and  again  other  works  are  shaped  with  the  file,  under  the  guidance  of  tem- 
plets or  pattern-plates  of  hardened  steel.  Some  observations  will  be  offered  on  all  three  of  these 
modes. 

first,  in  respect  to  filing  up  metal  works  that  have  been  accurately  shaped  by  founding  or  forg- 
ing,  little  or  nothing  remains  to  be  added,  as  the  only  object  is  to  act  on  every  part  of  curvilinear 
surfaces  in  the  most  expeditious  and  commodious  manner,  with  the  general  aim  of  reducing  any  tri- 
fling errors  of  form  that  may  already  exist  in  them,  and  avoiding  the  introduction  of  new  ones ; 
which  circumstances  call  for  the  frequent  scrutiny  of  the  eye,  and  an  incessant  yet  judicious  variation 
in  the  position  of  the  hands. 

Secondly,  curved  works,  that  are  moulded  or  formed  almost  entirely  with  the  file,  are  blocked  out 
square,  and  the  outlines  of  the  curves  are  drawn  on  the  ends  and  sides  of  the  pieces,  to  guide  the  file 
in  a  manner  analogous  to  the  routine  pursued  by  carpenters,  masons,  and  other  artisans.  For  in- 
stance, to  form  a  bead,  as  in  Fig.  1635,  the  work  is  prepared  of  a  nearly  rectangular  form,  and  the 
half  circle  having  been  drawn  at  each  end,  the  angles  of  the  work  are  coarsely  removed  at  about 
45^,  making  the  end  a  semi-octagon ;  sometimes  the  four  angles  are  further  reduced,  giving  to  the 
work  eight  facets,  prior  to  their  being  thrown  together  in  making  the  general  curve.  If  these  sides 
are  made  with  only  a  very  moderate  degree  of  exactness,  they  will  greatly  tend  to  preserve  the  uni- 
formity of  section  throughout.  Many  workmen,  when  they  have  removed  the  two  principal  angles 
at  45",  make  a  chamfer  entirely  around  the  semicircle  at  each  end,  to  guide  the  file  in  hastily  reduc- 
ing the  principal  bulk  of  the  material.  It  is  also  desirable  that  the  straight-edge  should  be  frequent- 
ly applied  along  the  axis  of  the  curve,  at  various  parts,  during  the  progress  of  the  work.  Should 
th'^  entire  piece,  Fig.  1636,  have  to  be  made  from  a  solid  block,  two  cuts,  a  and  6,  made  with  the 
flaw,  would  remove  the  comer.  The  round  part  of  the  bead  would  be  made  as  before,  and  previous 
to  filing  the  hollow  it  would  be  chamfered  on  the  Ime  c  /  a  half-round  file,  of  less  curvature  than 
the  hollow  itself,  would  be  first  sunk  in  the  middle  of  the  chamfer,  and  the  hollow  would  be  deepened 
and  extended  sideways,  always  maintaining  an  easy  curve,  until  it  reached  the  marginal  lines  where 


the  hollow  meets  the  plane  surfaces.  Where  hollows  run  on  to  right  lines,  as  at  a,  Fig.  1637,  there 
is  some  risk  of  making  a  break  in  the  junction,  either  from  the  curve  sinking  below  the  right  line,  as 
at  bj  or  from  the  straight  line,  as  at  c,  itdvancing  too  far  and  breaking  in  upon  the  curve.  On  this 
account  a  break  or  fillet  is  usually  made  at  the  part,  as  at  (f,  or  else  it  is  usual  primarily  to  give  that 
form  by  filing  the  flat  first,  and  then  sinking  down  the  hollow  just  to  meet  it,  and  at  the  conclusion 
letting  the  half-round  file  run  a  little  way  on  to  the  right  line.  Some,  however,  prefer  the  opposite 
course.  Or  that  of  sinking  the  hollow  to  its  full  depth,  and  then  filing  down  the  remainder  with  the 
flat  file ;  but  this  mode  is  certainly  attended  with  more  risk. 

Thirdly,  curved  works  that  are  shaped  with  the  file  under  the  guidance  of  templets  or  pattern- 
plates  of  hardened  steel.  This  mode  is  much  followed  in  works  of  two  principal  kinds,  namely,  thin 
works  required  in  great  numbers  and  precisely  of  one  form,  and  in  a  variety  of  works  that  require 
to  be  exactly  circular,  although  they  may  not  admit  of  being  so  fashioned  in  the  lathe.  Many  thin 
worlds  of  the  first  kind  are  stamped  or  punched  out  of  the  sheet  metals,  as  for  instance  the  washers 
for  machinery,  the  links  of  jointed  chains,  steel  pens,  parts  of  locks  for  joinery,  and  numerous  other 
thin  works ;  but  many  objects  of  larger  kinds,  and  that  are  not  wanted  in  such  large  numbers,  are  not 
stamped,  but  are  either  cast  or  cut  out  with  the  shears,  and  afterward  filed  between  templets.  The . 
flnail- wheel  of  a  striking  clock.  Fig.  1638,  is  frequently  thus  formed  by  means  of  a  templet;  it  has 
an  edge  formed  in  twelve  steps,  arranged  spirally,  the  positions  of  which  determine  the  number  of 
strokes  of  the  hammer  on  the  bell.  In  this  case,  which  will  serve  as  a  general  example,  a  piece  of 
sheet-steel  is  cut  out,  flattened,  and  smoothed  on  one  side,  to  receive  the  drawing  of  the  snail-wheel, 
and  a  second  piece  is  also  prepared.  The  two  are  first  drilled  together  with  a  central  hole,  and  an- 
other hole  as  distant  from  the  centre  as  admissible.  The  two  plates  are  then  united  by  two  pins,  and 
the  outline  of  the  work  having  been  drawn  on  one  of  them,  they  are  next  filed  in  steps  carefully  to 
the  lines,  and  square  across  the  edges,  and  they  are  afterward  hardened  and  slightly  tempered  to 
lessen  their  liability  to  fracture  on  being  pinched  in  the  vise.  The  dozen  or  more  snail-wheels  hav- 
ing been  cast  or  cut  out  of  sheet-brass,  and  fiattened  with  the  hammer,  two  or  three  at  a  time  are 
pinched  alongside  one  of  the  templets,  while  the  two  pin-holes  are  made  with  the  breast-drill  or  in 
the  lathe,  with  a  drill  that  exactly  fits  the  holes  in  the  templets.    It  only  remains  to  place  the  dozen 
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plates  between  the  templets,  keeping  them  in  position  by  two  pins  extending  through  the  whole  num- 
ber, and  then  aQ  the  notches  are  filed  in  the  brass  plates,  until  the  file  very  nearly  touches  the  sted 
patterns,  as  absolute  abrasion  on  the  steel  itself  would  greatly  injure  the  files.  In  this  mode  the 
several  brass  plates  become  very  exact  copies  of  the  pattern. 

Templets  are  as  much  used  for  setting  out  and  producing  scries  of  holes  in  any  spedal  arrange* 
ment,  as  in  filing  works  to  any  particular  form.    A  complex  example  of  templets  bemg  used  in  & 
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manner  is  in  drilling  the  side  plates  of  harps  intended  for  the  arbors  and  link-works  used  in  tem- 
porarily shortening  the  strings.  The  respectire  positions  of  the  holes  in  these  side  plates  require  a 
most  exact  arrangement,  any  departure  from  which  would  prevent  that  precise  shortening  of  the 
string  required  to  produce  the  semitones  with  critical  accuracy,  and  would  also  cause  an  unbearable 
jar,  unless  the  cranks  of  the  harp  were  severally  in  true  posidon,  or  on  the  lines  of  centres,  £0  as 
firmly  to  support  the  tension  of  the  strings  under  all  circumstances. 

A  different  application  of  templets  is  sometimes  met  with  in  filing  up  numerous  similar  parts  in 
the  same  object,  as  the  arms  or  crosses  for  the  wheels  of  clocks  and  other  machines.  The  exact 
pattern  of  one  spoke  is  filed  up  as  a  templet,  which  is  shaded  hi  Fig.  1689,  and  serves  for  the  similar 
configuration  of  every  spoke ;  the  position  of  the  templet  being  given  by  a  central  pin,  aided  bj  anj 
little  contrivance  which  catches  into  the  3,  4,  6,  or  6  equidistant  teeth  corresponding  with  the  num- 
ber of  arms. 

It  frequently  happens  that  certain  forged,  cast,  and  other  works  have  parts,  known  as  bosses, 
swells,  collars,  and  knuckles,  that  are  pierced  with  holes,  which  require  their  flat  surfaces  and  also 
their  margins  to  be  made  partially  or  entirely  concentric  with  the  holes.  When  such  parts  occur  as 
bosses,  they  often  project  from  a  flat  surface ;  and  after  the  central  hole  is  drilled,  some  of  the  pin- 
drills,  or  analogous  tools  used  in  drilling-machines,  are  employed  in  finishing  the  margins. 

When  the  circular  margins  are  discontinuous,  files  and  templets  are  more  or  less  required.  Thus 
the  extremity  of  a  forged  arm,  such  as  Fig.  1640,  is  drilled,  and  in  the  configuration  of  the  remain- 
ing parts,  if  but  one  or  two  such  pieces  are  to  be  made,  a  boss  or  plug  of  wood  is  turned  like  a,  that 
shall  fit  the  hole ;  the  shoulder  of  the  wood  is  then  rubbed  with  red  chalk  to  mark  that  part  of  the 
surface  which  is  not  at  right  angles  to  the  hole,  and  the  circular  edge  of  the  boss  serves  for  the  gud- 
ance  of  the  file  in  finishing  the  exterior  margin,  visually  rather  than  obstructively,  as  the  wooden 
boss  would  be  reduced  instead  of  the  file  being  checked.  If  therefore  there  were  many  such  objects 
to  be  filed,  two  bosses  or  templets  would  be  made  of  hardened  steel,  and  used  one  at  each  ex- 
tremity of  the  hole,  and  they  would  be  held  in  position  by  grasphig  the  three  pieces  collectively  in 
the  tail-vise.  The  same  general  method  is  very  largely  and  more  rigorously  followed  in  inakii^ 
joints  or  hinges.  J.  B. 

FILTERS.  When  water  containing  substance's  in  suspei^sion  is  passed  through  a  medium  pro- 
vided with  fine  pores,  it  is,  of  course,  at  least  the  purer  by  virtue  of  the  removal  of  all  sudi  matters  as 
are  unable  to  pass  through  the  pores.  If  this  were  all  filtration  accomplished,  it  would  be  merely  a 
fine  straining  process.  But  all  porous  substances  contain  an  immense  amount  of  air  between  their 
pores,  and  the  water,  by  being  passed  through  them,  is  divided  into  an  infinite  number  of  exceedingly 
small  streams,  and  thus  the  substances  in  solution  in  the  water  are  brought  into  the  closest  possible 
contact  with  the  oxygen  of  the  air,  giving  rise  to  a  chemical  action.  This  oxidation  occurs  in 
ammonia,  and  the  putresdble  organic  matters  which  are  so  dangerous  when  left  in  drinking-water. 

According  to  experiments  by  Dr.  Frankland,  water  containing  in  solution  about  18  grains  to  Uie 
gallon,  after  filtration  through  animal  charcoal  contained  11.6  grains.  The  organic  and  other  volatile 
matter  contained  in  the  water  before  filtration  amounted  to  .87  of  a  grain  in  a  gallon,  and  after  the 
filtration  the  amount  was  .16 ;  that  is  to  say,  more  than  one-half  of  these  matters  were  removed. 
After  a  month  this  charcoal  removed  still  more  organic  matter,  and  also  some  mineral  matters ;  and 
even  a  few  months  afterward  one-half  of  the  organic  and  volatile  matters  only  remained  after  filtra- 
tion. These  experiments  show  that  it  is  not  by  storing  up  matters  that  a  filter  works — for,  in  such 
case,  it  would  soon  be  choked — ^but  by  oxidizing  the  putrescible  substances,  the  results  of  which  oxi- 
dation are  afterward  found  in  the  shape  of  nitrites,  nitrates,  and  carbonates.  Dr.  Frankland  states 
that  he  passed  the  water  supplied  to  London  by  the  Grand  Junction  Company  through  a  thickness  of 
8  feet  of  animal  charcoal  at  the  rate  of  41,000  gallons  per  square  foot  per  day  of  24  hours,  under 
a  head  of  water  of  80  feet,  the  charcoal  being  in  granules  like  coarse  sand.  Even  at  the  above  high 
rate  more  than  half  the  organic  matter  was  removed.  Vegetable  charcoal  is  almost  entirely  usel^s 
for  purposes  of  filtration.  It  contains  an  enormous  amount  of  salts  soluble  in  water,  reniders  the 
latter  harder  than  before  passage,  and  does  not  purify  it  as  does  animal  charcoal. 

At  the  Gbrbals  Filtering  Works,  near  Glasgow,  the  filtering  materials  are  placed  in  vertical  ochd- 
partments  with  passages  between  them,  in  ea3i  of  which  the  water  rises  to  neariy  its  original  level, 
and  then  flows  over  into  the  next  compartment  and  down  through  the  filtering  material  in  it    In  St 
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Petersburg,  Russia,  the  water  is  made  to  fall  down  a  series  of  steps,  and  then  through  wire  gauze, 
and  lastly  through  sand  filters ;  and  by  these  means  the  water,  which  is  generally  very  impure,  is  ren- 
dered tolerably  pure,  and  a  considerable  amount  of  putresdble  organic  matters  is  collected  from  this 
wire  gauze.* 

The  water  both  of  rivers  and  of  gathering  grounds  in  most  cases  requires  to  be  filtered.  A  filter- 
bed  for  that  purpose,  suggested  by  Prof.  Rankinc,f  consists  of  a  tank  about  6  feet  deep,  having  a 
paved  bottom,  covered  with  open- jointed  tubular  drains  leading  to  a  central  culvert ;  the  drains  are 
covered  with  a  layer  of  gravel  about  8  feet  deep,  and  that  with  a  layer  of  sand  2  or  8  feet  deep.  The 
water  is  delivered  upon  the  upper  surface  of  the  sand  very  slowly  and  uniformly ;  it  gradually  de- 
scends, and  is  collected  by  the  drains  into  the  central  current.  The  area  of  the  filter  should  be  such 
that  the  water  to  be  filtered  may  not  descend  vertically  with  more  than  a  certain  speed ;  for  the  whole 
efficiency  of  the  filtering  process  depends  on  its  slowness.  The  speed  of  vertical  descent  recommended 
by  some  authorities  is  6  inches  per  hour ;  but  according  to  Rankine,  in  some  cases  a  speed  as  high 
as  1  foot  an  hour  has  been  used. 

From  experiments  by  M.  Havrez  (Revue  Universelle  dea  Mines^  May,  June,  1874,  and  "  Proceedings 
of  the  Institution  of  Civil  Engineers,"  vol.  xxxix.),  it  appears  that  filtration  is  influenced  by  the  pres- 
sure and  temperature  of  the  water,  the  thickness  of  the  filtering  medium,  the  size  of  the  grains  form- 
ing the  filter,  and  ^eir  mixture.    The  delivery  of  a  filter  per  square  foot  per  24  hours  is  equal  to 
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2.4  cubic  yards,  multiplied  by  the  pressure  of  the  water  in  yards  and  divided  by  the  thickness  of  the 
filtering  medium  in  yards  nearly.  When  large  and  small  grains  of  sand  arc  mixed,  the  delivery  is 
found  to  diminish,  as  also  by  silting  and  fouling.  Formulee  for  the  velocity,  influenced  as  stated 
above,  are  given  in  the  original  paper,  to  which  reference  may  be  made.  The  filter-beds  at  Stoke 
Newington,  London,  Liverpool,  and  Dublin  are  respectively  46,000,  80,000,  and  22,600  square  feet 
each  in  area.  Their  forms  are  rectangular,  300  x  160  feet,  800  x  100  feet,  and  206  x  110  feet. 
At  London  there  are  7  beds,  with  a  delivery  of  12,000,000  imperial  gallons  daily ;  at  Liverpool  there 
are  6  beds,  with  a  daily  delivery  of  from  9,000,000  to  12,000,000  gallons;  and  at  Dublin  there  are 
1  beds,  with  a  delivery  of  12,000,000  gallons. 

Figs.  1641  and  1642  are  a  plan  and  section  of  the  classification  reservoir  and  filter  basin  at  Batter- 
sea,  near  London.  The  reservoir  A  communicates  with  the  river  Thames  by  a  canal  B,  and  at  the 
bottom  is  a  semicircular  trench  C  Z>,  in  which  sediment  from  the  water  is  collected.  From  this  basin 
ihe  water  passes  through  a  stone  conduit  about  1  foot  8  inches  in  diameter  to  the  filtering  basin  JS. 
At  the  bottom  of  this  are  6  tubes  B^  separated  by  intervals  of  about  6  feet,  and  pierced  with  holes 
to  allow  of  the  escape  of  the  water.  Above  these  is  placed  the  filtering  bed,  composed  of  11.7 
inches  of  gravel,  8.7  inches  of  coarse  sand,  and  6.8  inches  of  fine  sand.  After  traversing  this  filter- 
ing hiyer  the  water  enters  the  tubes  a  b  and  escapes  at  N. 

The  filtering  of  the  water  of  Glasgow,  Scotland,  is  conducted  on  the  gravitation  system.  The 
water  begins  by  traversing  the  coarsest  material,  and  proceeds  gradually  to  the  finest.  The  layers, 
instead  of  being  parallel,  are  disposed  in  form  of  steps  of  unequal  heights.  This  arrangement  will 
be  understood  from  Fig.  1643.    H  consists  of  coarse  sand;  ^  is  a  mass  of  fine  pebbles;  (7 is  a 

*  AbBtract  of  lectures  on  water  Buppliee,  delivered  befbre  the  School  of  Military  Engineering,  1S76,  by  W.  A.  CorfieU, 
t »  A  Maniua  of  Civil  Engineering,"  lltb  ed.,  London,  1876. 
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iicker  bed  of  fine  sand ;  and  2)  2)  is  the  reserroir.  From  this  the  water  passes  to  a  conduit,  the 
cites  of  which  are  at  S.  In  proceeding  from  one  bed  to  another,  the  water  traverses  aQtomitic 
>cks,  a  section  of  one  of  which  is  given  in  Fig.  1644,  their  positions  being  indicated  at  ab^ed^ef 

in  Fig.  1643.    if  and  iV  are  the  walls 
1648.  forming  the  reservoir  Jt     i*  is  th« 

upper  filter  of  coarse  sand.  The  wa- 
ter from  this  passes  to  a  false  bot- 
tom h  ly  formed  of  bricks  J  separated 
and  placed  on  their  edges.  In  the 
intervening  space  the  water  is  collect- 
ed and  goes  to  the  channel  JTin the 
reservoir  i?,  where  it  rises  until  it 
reaches  the  opening  L,  whence  it 
passes  to  the  filter  ncit  in  succession. 
By  changing  the  position  of  the  valTes 
so  as  to  close  K  and  L,  and  to  open 
K  and  L\  the  water  from  the  filter  P 
tid  reservoir  B  may  be  led  to  a  discharge-pipe  whenever  it  is  necessary  to  clean  the  filters. 
In  the  filters  illustrated  in  Figs.  1645,  1646,  and  1647,  the  stone  pipe  A  brings  the  water  from  the 
^gulating  basin  to  the  filters,  and  iron  pipes  oonmiunicate  between  the  stone  pipe  or  aqueduct  and 

the  top  and  bottom  of  the  filters.   A 
^**^  valve  near  the  top  of  the  iron  pipe 

S  P,  at  8,  Fig.  1646,  forces  the  water 
to  enter  on  &c  top  or  at  the  bottom 
of  the  filter  at  pleasure.  The  filter 
is  100  feet  in  length  and  60  feet  in 
breadth,  divided  into  three  compart- 
ments, which  may  either  act  together 
or  separately,  so  that  when  one  com- 
partment is  being  cleansed,  the  other 
two  continue  in  operation.  The  site 
of  the  filters  is  a  piece  of  level  ground, 
excavated  to  the  depth  of  6  or  8  feet, 
with  retaining  walls  all  round,  joined 
with  cement,  and  puddled  behind,  so 
as  to  become  water-tight  The  bot- 
tom is  laid  about  a  foot  deep  with  t 
strong  stiff  puddle,  over  which  is  a 
pavement  so  cemented  as  to  be  im- 
pervious to  water.  The  whole  of  tida 
bottom  is  then  divided  into  drains  or 
spaces,  1  foot  wide  and  5  inches  deep, 
by  means  of  fire-brick  laid  on  edge, 
and  covered  with  flat  tiles  of  the  same 
laterial,  perforated  with  small  holes,  like  those  used  in  a  kiln  for  drying  oats.  These  holes  are 
laced  very  near  each  other,  and  are  rather  more  than  one-tenth  of  an  inch  in  diameter ;  there  is 
Iso  a  space  of  a  quarter  of  an  inch  left  open  between  the  ends  of  the  bricks  which  support  the  per- 


orated tiles,  and  their  upper  edges  are  little  more  than  an  inch  broad,  in  order  that  there  may  be 
o  space  without  holes,  and  nothing  to  prevent  the  water  from  spreading  equally  over  every  part  of 
tie  bottom  of  these  drains.    This  is  particularly  necessary  when  the  filters  are  being  cleaned  by  the 
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upward  motion  of  the  water.  The  perforated  tiles  or  plates  are  covered  to  the  depth  of  1  inch  with 
clean  gravel,  about  three-tenths  of  an  inch  in  diameter ;  this  is  followed  by  5  other  layers  of  gravel, 
each  of  the  same  depth,  and  each  succeeding  layer  a  little  finer  than  the  previous  one,  the  last  being 
coarse  sand ;  over  this  is  placed  2  feet  depth  of  clean,  sharp,  fine  sand,  similar  to  that  used  in  hour- 
glasses,  but  a  very  little  coarser ;  about  6  or  8  inches  deep  of  the  fine  sand  nearest  the  top  is  mixed 
with  animal  charcoal,  groimd  to  the  size  of  ooarse  meal,  each  particle  about  one-sixteenth  of  an  inch 
in  diameter.  A  longitudinal  drain  or  pipe  N  runs  between  the  filter  and  the  pure-water  basin,  com- 
municating with  both ;  on  each  of  the  openings  between  the  pipe  and  the  filter  is  a  stop-cock  to  close 
the  communication  when  necessary ;  there  are  also  two  drains,  one  to  carry  off  the  foul  water  when  the 
filters  are  being  cleaned,  and  another  to  prevent  the  water  from  rising  too  high.    When  the  filter  is 


complete,  its  action  is  as  follows :  The  sluice  R  and  the  valve  8  are  opened,  and  the  water  permitted 
to  flow  through  the  filter  into  the  drain  N  below,  until  it  becomes  quite  clear.  This  will  take  two  or 
three  da3r8  when  first  set  to  work,  unless  very  great  pains  are  taken  to  wash  the  gravel  and  sand 
before  they  are  put  into  the  filter,  which  will  now  flow  copiously  for  some  weeks ;  and  when  the 
quantity  passing  begins  to  decrease,  the  stop-cocks  are  shut  and  the  valves  8  8  raised.  The  water 
then  enters  below,  filling  all  the  drains,  and,  having  a  head  pressure  of  several  feet,  it  will  force  its 
way  up  through  the  sand  to  the  top,  and  in  its  passage  raise  the  scales  or  particles  of  mud  which 
have  been  deposited  in  the  downward  passage,  and  carry  them  into  the  foul-water  drain  below.  If 
the  sand  of  the  surface  be  stirred  by  a  fine-toothed  rake  after  the  water  has  been  raised  above  it, 
and  a  little  additional  water  admitted  on  the  top  through  the  conduit,  it  will  facilitate  the  operation 
of  cleaning,  as  the  mud  is  always  deposited  on  the  very  surface  of  the  sand.  By  this  means  the  sed- 
iment will  be  carried  off,  and  the  water  pass  through  quite  clear  again  in  a  few  hours ;  the  valve  8 
should  then  be  lowered,  the  stop-cocks  opened,  and  the  operation  of  filtering  will  again  proceed  as 
above  described.  The  cost  of  this  filter  would  be  about  $3,000,  and  the  quantity  of  pure  water  pro- 
duced regularly  every  24  hours  on  an  average  about  106,682  cubic  feet. 

M.  Fonvielle  of  Paris  has  invented  a  filter  in  which  two  currents  of  water  instead  of  one  are 
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employed  to  cleanse  the  materials  used  for  filtering.  This  arrangement  can  be  readily  understood 
from  the  section.  Fig.  1648,  in  which  8  is  the  pipe  supplying  water  to  the  filter;  2>,  the  discharge 
pipe ;  a  a,  stop-cocks  by  which  the  current  may  be  made  to  pass  in  any  direction  through  the  filtering 
material  F^  which  is  supported  between  two  perforated  diaphragm  plates.  When  in  operation  one 
cock  only  in  each  pipe  is  opened,  diagonally  opposite,  as  shown  in  the  section.  But  to  cleanse  the 
filtering  materials,  both  supply-cocks  are  opened  and  one  discharge-cock,  alternately  the  lower  and 
upper ;  by  this  means  the  filtering  materials  are  effectually  cleansed.  Filters  on  this  principle,  with 
numerous  compartments  and  of  various  capacities,  are  used  for  the  filtration  of  the  waters  of  the 
Seine,  and  give  complete  satisfaction. 
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Fig.  1649  represents  an  improved  intermittent  filter,  the  principal  feature  of  which  is  that  it 
intermittently  runs  dry,  so  that  the  filtering  material  becomes  aerated,  and  the  impurities  detadied 
by  it  from  the  water  are  to  a  certain  eitent  oxidized.  During  the  day,  when  the  water  is  being 
drawn  off  for  use,  the  eitent  to  which  aeration  and  oxidation  will  take  place  will,  of  course,  depend 
upon  the  rate  at  which  the  water  is  used ;  but  at  night  several  hours  may  generally  be  counted  npm 
during  which  aeration  and  preparation  for  further  effective  filtration  may  take  place.  Referring  to 
the  section,  A  is  the  cistern  containing  the  filtering  materiaL  The  bottom  of  this  is  perforated,  and 
is  placed  over  a  second  cistern  B^  which  contains  the  filtered  supply.  C  is  the  supply-pipe  from  the 
main  or  from  a  service  cistern ;  and  2)  is  a  ball-cock  which  regulates  the  admission  of  water  to  the 
filter  as  the  filtered  water  is  drawn  from  cistern  £,  The  ball  x>,  however,  cannot  fall  to  admit  fresh 
water  except  in  unison  with  the  ball  Ey  which  acts  by  a  lever  upon  the  same  valve.  An  interval  is 
thus  gained  between  the  admission  of  water  to  the  filter  A  and  the  partial  emptying  of  the  dstero 
B,  and  during  this  interval  aeration  of  the  filtering  material  may  take  place.  /  is  an  overflow  pipe 
connected  with  both  cisterns.  With  reference  to  this  it  may  be  remarked  that,  although  the  current 
induced  by  the  water  falling  from  the  cistern  A  will  most  probably  tend  to  draw  air  with  it  as  it 
passes  the  connection  with  the  cistern  B^  still  it  is  possible,  as  the  short  piece  of  pipe  is  now  placed, 
for  some  water  from  A  to  run  unfiltered  into  B,  If  this  piece  of  pipe  were  placed  at  an  angle,  so  is 
to  dip  from  the  cistenLor  if  the  connection  were  made  by  a  double  angle-piece,  this  risk  would 
be  avoided.  The  pipes  F  G  ff  fov  supply  to  different  parts  of  a  building  may,  of  course,  be  placed 
either  at  the  side  or  at  the  bottom  of  the  dstem,  and  may  be  more  or  less  in  number. 

An  ingenious  centrifugal  filter  has  been  devised  by  MM.  Autier  and  Allaire,  the  efiidency  of  whidi 
does  not  depend  on  the  use  of  any  filtering  matter,  but  on  the  application  of  a  simple  mechanical 
action.  Its  construction  is  based  on  the  prindple  thajt  if  a  cylinder  be  set  revolving  rapidly  in  a 
fluid  in  which  solid  particles  are  suspended,  the  fluid  participates  in  the  velodty  given  to  the  cylin- 
der, that  next  it  revolving  at  the  highest  speed,  and  the  remainder  of  the  fluid  at  ration  the  m- 
verse  of  their  distances  from  the  cylinder.  The  solid  particles  suspended  in  the  fluid  are  thus  driven 
away  from  the  neighborhood  of  the  cylinder,  where  the  fluid  is  left  dear,  in  which  condition  it  on 
be  led  away  by  properly  placed  draw-off  pipes. 

Works Jbr  .Reference. — "Lectures  on  Water  Supplies,'*  Corfield,  delivered  before  the  School  of 
Military  Engineering,  1876;  '*A  Manual  of  Civil  Engineering,*'  Rankine,  11th  ed.,  London,  1876; 
"Merveilles  de  Tlndustrie,"  Figuier,  Paris,  no  date ;  also  works  on  water-works  quoted  under  Casals. 
See  also  Sugar  Machinery. 

FIRE-ARMS,  CONSTRUCTION  AND  TRIALS  OF.  The  essential  parts  of  all  portable  fire-arms 
are  the  barrel,  the  lock,  the  stock,  the  sights,  and  the  mountings.  The  principal  parts  of  the  barrel, 
Fig.  1660,  are  the  breech^  the  breech-ecrewy  near  to  the  Jlais  ^),  beveU  (2),  and  oval;  the  eone  and 
eone'seat  (4) ;  the  hayond  Hud  and  froni  sights  (6) ;  the  6ore,  the  grooves,  and  the  lands  (6).  The 
hreech-screw  is  composed  of  the  body  (a),  Unon  (6),  and  tang  (c).  The  object  of  the  breech-screw  is 
to  close  the  bottom  of  the  bore ;  the  tenon  fits  into  a  mortise  cut  in  the  stock,  and  prevents  the 
barrel  from  turning  on  its  bed ;  the  tang  is  the  part  by  which  the  breech  of  the  barrel  is  secured  to 
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the  stock,  and  for  this  purpose  it  is  pierced  with  a  hole  for  the  tang-screWy  which  passes  through  the 
stock  and  enters  the  guard-plate.  The  Jlais  are  two  vertical  plane  surfaces,  situated  at  equal  di^ 
tanoes  from  the  axis  of  the  bore.  They  serve  to  prevent  the  barrel  from  turning  in  the  jaws  of  the 
vise  when  the  barrel-screw  is  taken  out ;  the  flat  on  the  right  side  of  the  barrel  also  presents  a  sur- 
face of  contact  for  the  lock-plate,  which  prevents  the  hammer  and  cone  from  changing  their  relative 
positions.  The  functions  of  the  coney  fig.  1661,  are  to  support  the  cap  when  exploded,  and  to  con- 
duct the  flame  to  the  vent  of  the  piece.  The  parts  are  the  nipple  (1),  upon  which  the  cap  is  placed ; 
the  sqtiare  (2),  to  which  the  wrench  is  applied ;  the  shoulder  (8),  the  screw-thread  (4),  and  the  ve^ 
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(6).  The  eone-^eat  is  a  projecting  piece  of  iron  welded  to  the  barrel  near  the  breech  for  the  puipose 
of  sustaining  the  cone.  The  principal  parts  are  the  female  screWy  the  oenty  and  the  rim;  the  last 
prevents  the  flame  from  penetrating  between  the  lock  and  the  barrel 

The  ordinary  percussion-lock,  Fig.  1662,  is  composed  of  the  lock-plate  (1),  to  which  the  several 
parts  are  attached,  and  by  which  the  lock  is  fastened  to  the  stock ;  the  hammer  (2),  which  strikes 
upon  the  cap;  the  mainspring  {%)y  which  sets  the  hammer  in  motion;  the  tumbler  \^  or  axle,  by 
which  the  movement  of  the  spring  is  communicated  to  the  hammer ;  the  siear  (6),  or  lever,  the  point 
of  which  fits  into  the  notches  of  the  tumbler  and  holds  the  hammer  in  the  required  position :  the 
notches  are  designated  as  ihe  fvU-eock  notch  and  safety  notch  ;  the  sear-ipring  (6),  which  presses  the 
point  of  the  sear  into  the  tumbler  noteh ;  the  bridle  (omitted  in  the  figure),  which  is  pierocMl  with  two 
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boles  for  the  inner  pivots  of  the  sear  and  tumbler ;  the  smvd  (7),  which  joins  the  mainspring  and 
tumbler.  The  more  important  parts  of  the  stock  are  the  butt,  the  handle,  the  beds  for  the  barrel- 
lock,  band-spring,  guard-plate,  and  butt-plate ;  the  shoulders  for  the  tip  and  bands,  and  the  ramrod 
groove.    The  mountings  comprise  the  butt-plate,  guard-plate,  bands,  springs,  and  tip. 

Great  improvements  have  been  made  everywhere  in  recent  years  in  military  small  arms,  whereby 
great  efficiency  has  been  gained  by  diminished  weight  of  piece  and  cost  of  manufacture.  The  fol- 
lowing may  be  enumerated  as  the  principal  changes  on  which  these  improvements  are  based,  viz. :  * 
1.  The  adoption  of  the  rifle-grooves  and  the  elongation  of  the  bullet.  2.  The  loading  at  the  breech, 
and  the  metallic-case  cartridge,  by  which  the  joint  is  closed  against  the  escape  of  the  flame  of  the 
charge.  8.  The  reduction  in  the  diameter  of  the  bore  and  the  length  of  the  barrel  4.  The  sub- 
stitution of  low  steel  in  place  of  wrought-iron  in  the  manufacture  of  the  principar  parts,  and 
especially  the  barrel,  and  the  American  plan  of  manufacture  by  machinery,  making  all  parts  inter- 
^angeable  for  repairs.  The  reduction  in  length  of  the  barrel  has  been  from  8  to  10  inches ;  the 
reduction  in  the  diameter  of  bore  and  the  weight  of  ammunition  is  shown  in  the  following  table : 


OOTTNTRIBS. 

OALIBKS. 

POWDKX. 

PSCMKOTILS. 

Old  MBal*.lowlJag. 

NewBnech- 
kmdlng. 

Old. 

Ntw. 

Old. 

New. 

England 

Incb. 
.577 
.68  and  .73 
.62 
.56 
.60 

Inch. 

.45 

.48 

.45 

.425 

.42 

.45 

Gnlaa. 
C2 

77 
86 
62 
80 
66 

Grains. 
85 
85 
80 
68 
60 
66 

GfldBt. 

504 
404 
860 
450 
560 
675 

Gniiu. 
480 
880 
880 
818 
875 
840 

Fruee 

Proasla 

Aostiia 

Bowia.  

Bavaria 

Breech4oading  Fire- Arms. — ^From  a  valuable  digest  of  "  Patents  relating  to  Breech-loading  and 
Hagazine  Small  Arms,"  by  V.  D.  Stockbridge,  Examiner  U.  a  Patent  Office  (Washmgton,  1874),  we 
take  the  following  classification : 


\,  Sliding  longitudinally  forward. 

2.  Tilting 

S.  Hinged  or  jointed  to  stock. 

4.  Swinging  laterally  on  vertical  pin. 

5.  Rotating  on  parallel  longitudinal  pin. 

1.  Sliding  longitudinally  backward.. . . . 


(a)  Up  at  breech. 

(6)  With  muzzle  upward. 


2.  Swinging  or  tilting.. 


a) 
(«) 


Sliding  transversely  through  mortise. 

Faucet  or  spigot 

Rotating  sleeve,  etc. 


Operated  by  lever. 

Operated  by  handle. 

Upward  and  forward. 

Laterally  forward. 

Backward  and  downward. 
)  On  centres  and  trunnions. 
(e)  Upward  and  backward. 
If)  Laterally  backward. 
Ql)  Downward  and  backward. 

On  a  longitudinal  pin  or  hinge. 

Moving  vertically. 

Moving  laterally. 

Chamber  in  faucet. 

Chamber  in  front  of  faucet. 


Chambered  cylinder  revolving  on  par- 
allel axis 


)i 


)  Behind  a  barrel ;  cylinder  charged  in  front. 

Behind  a  barrel ;  cylinder  charged  in  rear. 

Cylinder  without  other  barrel :  pepper-box. 
Chambered  cylinder  revolving  on  vertical  axis  behind  a  barrel. 
Chambered  cylinder  revolving  on  horizontal  transverse  axis  behind  a  barreL 
Revolving  htunmer  acting  on  several  stationary  barrels. 


These  weapons  may  also  be  divided  into  the  two  principal  classes  of  single-loaders  and  magazine 
or  repeating  guns. 

ff  1658. 


8mgle4oader9. — ^Flg.  1653  represents  the  breech  mechanism  of  the  Springfield  rifie,  the  manufac- 
ture of  whidi  is  described  in  detail  in  the  succeeding  article.    A  is  the  receiver ;  B^  the  barrel  wiUi 

*  From  B«port  of  Chief  of  Ordnance,  U.  B.  A.,  1877. 
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its  screw-thread ;  C,  the  breech-screw  with  circular  recess  to  receive  the  cam-latch  F;  2),  the  breedi- 
block,  turning  around  the  binge-pin  shown  on  the  right ;  U^  the  firing-pin,  which  transmits  the  Uow 
of  the  hammer  to  the  priming  of  the  cartridge.  Beneath  this  pin  is  shown  the  cam-latch  spring 
which  presses  the  latch  F  into  the  recess  in  C  J  is  the  extractor  to  withdraw  the  empty  cartridge- 
shell  after  firing,  and  K  is  the  ejector-spring  and  spindle.  When  the  breech-block  is  closed,  the 
point  of  the  ejector-spring  spindle  presses  against  the  extractor  above  the  position  of  the  axis  of  the 
hinge-block,  and  no  motion  takes  place.  When  the  breech-block  is  raised  so  as  to  press  against  the 
lug  shown  on  the  upper  portion  of  the  extractor  /,  the  point  on  the  lower  part  of  the  latter  moTes 
slowly  to  the  rear,  withdrawing  the  shell — the  upper  part  of  the  extractor  meanwhile  compressing 
the  ejector-spring.  When  the  direction  of  the  pressure  of  the  spring  passes  below  the  centre  of 
the  hinge,  the  extractor  moves  rapidly  and  throws  the  shell  clear  of  the  receiver.  L  is  the  ejector- 
stud,  which  serves  to  deflect  the  shell  upward  and  thereby  clear  the  well  of  the  receiver.  The  firing- 
pin  spring,  shown  at  the  lower  end  of  the  pin  and  used  to  press  the  latter  back  when  the  hammer  is 

1664. 


1.  Oun  complete.    S.  Beetion  showiiig  lock  and  rifling  of  gun  ready  to  fire.    8.  Cartridge. 

raised,  has  been  abolished.  The  arrangement  of  the  cam  and  eccentric  handle  for  lifting  the  blodc 
is  such  that,  unless  the  block  is  closed,  the  hammer  cannot  strike  the  firing-pin,  but  will  merely  strike 
the  handle.  The  calibre  is  .45  inch ;  the  barrel  has  three  grooves  equal  in  width  to  the  lands,  and 
the  rifling  has  a  twist  of  22  inches.  The  length  of  the  barrel  is  86  inches  (with  receiver),  and  of 
the  stock  48.7  inches.  The  piece  weighs  8.68  lbs.  without  the  bayonet  The  weight  of  the  powder 
charge  is  70  mins  and  of  the  ball  405  grains. 

The  FVendi  Chassepot  Riflcy  Fig.  1654. — In  this  weapon  there  is  a  bolt-handle  by  which  the  bolt 
is  held  in  place,  the  latter  containing  lock  and  needle.  The  fulminate  is  in  a  paper  wad,  whidi 
forms  the  rear  of  the  cartridge  envelope.  The  gas-check  is  a  cylindrical  ring  of  vulcanized  India- 
rubber,  which  is  pressed  against  the  surface  of  the  chamber  when  the  explosion  takes  place.  The 
number  of  grooves  is  four.  An  opening  on  the  right  hand  of  the  chamber  allows  of  the  insertion  of 
the  cartridge,  which  by  the  forward  thrust  of  the  knob  is  driven  into  the  breech,  when  a  partial 
rotation  of  the  knob  locks  the  breech-piece. 

The  Reminffton  Rifley  Fig.  1655,  is  a  single  breech-loader,  using  metallic  cartridges.    An  iron 

receiver,  made  to  correspond  externally  to  the 
'*°*  shape  of  a  gun-stock,  is  screwed  to  the  breech 

of  the  barrel ;  in  this  are  contained  the  breech- 
block and  lock.  Supposing  the  piece  to  have  be^ 
discharged,  it  is  loaded  as  follows :  1,  it  is  cocked; 
2,  the  breech-block  is  pulled  back  by  the  handle 
at  its  right  side,  ejecting  the  shell  of  the  exploded 
cartridge;  8,  the  cartridge  is  inserted;  4,  the 
breech-block  is  pushed  back  to  its  place,  dosing 
the  breech.  The  gun  is  then  ready  for  firing. 
The  hammer  has  a  projection  which  passes  under 
the  breech-block  when  it  is  down  or  closing  the 
breech,  and  prevents  the  block  from  flying  hade 
when  the  explosion  takes  place.  The  firing-pin  passes  the  breech-block  from  the  nose  of  the  ham- 
mer to  the  percussion-cap  in  the  base  of  the  cartridge-shell. 

The  Fieri  Rife^  Fig.  1656. — The  principle  of  this  arm  is  the  same  as  that  of  the  Dreyse,  Chasse- 
pot,  Bcrdan,  and  Vetterlin  guns.  The  breech  mechanism  consists  in  all  of  only  seven  pieces :  the 
cylinder,  with  handle,  A  and  S;  the  trigger-spring,  H;  the  head-piece,  G ;  the  extractor,  C;  the 
spiral  spring,  F;  the  thumb-screw,  F;  and  the  striker,  Z).  The  cylinder  is  bored  throughout  its 
whole  length,  to  receive  within  it  the  spiral  spring,  the  striker,  and  the  head-piece.  The  striker  la 
larger  in  diameter  at  one  end  than  at  the  other.  Between  the  two  portions  is  a  raised  part,  against 
which  the  end  of  the  spiral  spring  bears,  and  this  raised  part  carries  a  tooth  or  projection,  the  ex- 
tremity of  which  has  a  spiral  surface.  The  other  end  of  the  striker  has  a  notch  in  it  for  the  tooih 
of  the  trigger-spring  to  work  in.  The  head-piece  is  bored  throughout,  in  order  to  give  a  passage  for 
the  point  of  the  striker,  and  has  the  form  of  two  connected  cylinders  of  different  diameters.  The 
surface  of  the  cylinder  of  greater  diameter  has  a  groove  parallel  to  the  axis  in  which  the  extractor 
O  is  placed,  and  in  the  cylinder  of  lesser  diameter  is  a  groove  in  which  the  point  of  the  thumb-screw 
works.    On  the  rear  face  of  this  kist  piece  is  a  small  notch,  in  which  the  point  of  the  projection  on 
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the  striker  lodges  when  the  arm  is  at  full  cock.  The  trigger-spring,  which  is  placed  in  a  groove  in 
the  cylinder,  is  provided  with  two  teeth,  one  to  prevent  the  spring  from  withdrawing  from  the  cylin- 
der, the  other  to  take  the  notch  in  the  striker.  The  spring  projects  to  the  rear  of  the  cylinder  and 
terminates  in  a  thumb-piece,  which  is  pressed  when  wishing  to  fire.  The  thumb-piece  is  protected 
by  the  two  wings  of  the  breech-shoe  from  injury  or  accidental  blows.  To  load  the  rifle,  the  handle 
of  the  cylinder  is  turned  up  and  drawn  back  until  the  head  of  the  thumb-screw  lodges  against  the 

1650. 


head  formed  on  the  breech-shoe.  The  rotation  of  the  cylinder  is  not  given  to  the  head-piece,  which 
is  prevented  from  rotating  by  the  projection  on  the  extractor,  which  works  in  a  groove  cut  along  the 
bottom  of  the  brcech-shoe.  By  virtue  of  this  the  projection  on  the  striker  is  compelled  to  rotate 
with  the  cylinder  over  the  spiral  surface  of  the  cavity  in  the  head-piece,  and  consequently  to  go  back 
in  the  cylinder  until  the  projection  in  the  trigger-spring  enters  the  notch  in  the  striker,  when  the 
spring  is  compressed.    The  cartridge  having  been  placed  in  the  chamber,  the  cylinder  is  forced  for- 


1667.  <%  1898. 


ward  and  turned  to  the  right,  by  which  movement  the  projection  on  the  striker  is  brought  opposite 
the  cavity  in  the  head-piece,  and  the  arm  is  ready  to  be  discharged. 

The  Martini-Henri/  Rifle^  Fig.  1667. — The  breech-block  is  pivoted  at  its  upper  rear  portion,  being 
moved  up  and  down  by  a  lever  at  the  rear  of  the  trigger-guard.  The  firing  is  by  a  spiral  sprini^ 
which  aOuates  a  firing-pin.    The  cartridge-shell  extractor  works  on  a  pivot  below  and  behind,  the 

barrel  being  operated  by  the  descent  of  the  front 
end  of  the  breech-block  upon  one  arm  of  the 
bcll-crank  lever 

The  Peahody  Rifle,  Fig.   1668.— -There   is  a 
falling  breech-block  hinged  at  the  rear  and  de- 
pressed by  the  guard-lever,  whose  short  arm  en- 
gages in  a  recess  of  the  block  and  controls  its 
movements.    When  the  block  is  down,  the  car- 
tridge is  slipped  into  the  bore,  and  the  piece  is 
fired  by  the  fall  of  the  hammer  upon  a  firing- 
pin  sliding  in  a  groove  in  the  side  of  the  block. 
In  opening  to  reload,  the  block  drops  upon  an 
elbow  lever,  and  withdraws  the  spent  cartridge- 
shell. 
The  Snider  Rifle,  Fig.  1669. — The  breech-block  is  hinged  to  the  rear  and  above  the  barrel,  the 
block  throwing  upward  and  forward,  and  exposing  a  chamber  in  rear  of  the  bore.     Into  this  the  car- 
tridge is  dropped,  pushed  into  the  bore,  the  block  brought  down  and  locked  by  a  latch  in  the  rear. 
The  firing-pin  passes  obliquely  through  the  block,  and  is  struck  by  the  ordinary  hammer. 

Carbines  in  the  U.  S.  army  differ  from  the  Springfield  rifles  only  in  the  length  of  barrel  and 
stock,  and  in  various  minor  fittings  which  need  no  sp^ial  reference.    The  total  length  of  the  barrel 
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18  25.4  inches,  and  that  of  the  stock  29.85  inches.    The  total  weight  of  the  arm  is  7.17  lbs.,  of  the 
charge  55  grains,  and  of  the  ball  405  grains. 

The  most  complete  series  of  tests  yet  made  on  breech-loading  arms  was  conducted  in  1872-"78  by 
a  U.  S.  Army  Board,  the  report  of  which  will  be  found  in  "  Ordnance  Memoranda,*'  No.  15,  Wash- 
ington, 1873.  Ninety-nine  models  of  American 
arms  were  tested,  together  with  the  Chaasepot 
needle-gun,  needle-carbine,  Mauser,  Wemdl,  We^ 
der,  Yetterlin,  and  Martini-IIenry  systems,  as  rep- 
resentative of  the  best  foreign  practice.  The  na- 
ture of  the  trials  was  substantially  similar  to  that 
of  the  trials  of  magazine  guns  in  1873.  On  the 
conclusion  of  the  first  series  of  tests  the  follow- 
ing guns  were  ordered  to  supplementary  trial :  Pea- 
body,  No.  63 ;  Whitney  carbine,  No.  77 ;  SpringfieW- 
Stillman,  No.  66 ;  Elliot  carbine,  No.  80 ;  Ward- 
Burton  magazine  carbine,  No.  58 ;  Updcgriafl,  No. 
42;  Sharps,  No.  5;  Springfield,  No.  69;  Reming- 
ton-Ryder, No.  67 ;  Berdan  Russian,  No.  57 ;  Free- 
man, No.  76;  Dexter,  No.  38;  Lee,  No.  61;  Rob- 
erts.  No.  2 ;  Remington  locking  rifle,  No.  82 ;  Win- 
chester, No.  78 ;  Broughton,  No.  79 ;  Sharps,  No. 
81 ;  Remington  navy  nfle.  No.  85 ;  and  of  the  for- 
eign arms,  the  Martini-Henry  and  Wemdl.  Out  of 
the  21  arms  thus  selected,  after  undergomg  sup- 
plementary testing,  six  were  chosen  to  be  altered 
to  calibre,  .45  inch,  that  calibre  having  been  deter- 
mined upon  by  a  board  of  U.  S.  army  oflScers  (see 
also  **  Ordnance  Memoranda,**  No!  15)  as  the  most 
advantageous  one  for  small  arms.  The  six  were 
the  Springfield,  Elliot,  Ward-Burton,  Remington, 
Freeman,  and  Peabody..  These  were  thoroughly 
tested,  and  the  result  was  the  victory  of  the  Spring- 
field system  and  its  subsequent  adoption  into  the 
military  use  of  the  United  States.  The  Board 
strongly  advocated  magazine  guns,  and  pointed  out 
that  "whenever  an  arm  shall  be  devised  which 
shall  be  as  effective  as  a  single  breech-loader,  as 
the  best  of  the  existing  single  breech-loading  aims, 
and  at  the  same  time  shall  possess  a  safe  and  easily 
manipulated  magazine,  every  consideration  of  pub- 
lic policy  will  require  its  adoption.**  In  this  con- 
nection, see  final  tests  of  the  Hotchkiss  gun,  trial 
of  1878. 

Magazine  or  Repcatiko  Rifles. — ^An  exceed- 
ingly valuable  and  complete  series  of  tests  of  the 
principal  types  of  weapons  of  this  class  was  oooa- 
ducted  at  the  National  Armory,  Springfield,  Mass., 
in  April,  1878.  The  details  of  the  experiments  and 
other  data  are  given  in  the  report  of  the  Chief  of 
Ordnance,  U.  S.  A.,  1878.  An  abstract  of  the  re- 
sults of  this  trial  will  be  found  further  on. 

The  HotchHu  Magazine  Gvn, — This  weapon  be- 
longs to  that  class  which  has  a  fixed  chamber  closed 
by  a  movable  breech-block  which  slides  in  the  line 
of  the  barrel  by  direct  action ;  i.  e.,  bolt-fnms  whidi 
have  concealed  locks.    It  is  the  device  of  Mr.  B.  R 
Hotchkiss,  the  inventor  of  the  revolring  camMi 
•    described  under  Obdnancb.    In  exterior  appear- 
ance this  arm  resembles  an  ordinary  single-sbot 
bolt-gun.    The  magazine  is  in  the  butt  end  of  the 
stock ;  the  supply  of  cartridges  from  the  magasne 
can  be  cut  off  by  moving  a  thumb-piece  pla^  oo 
the  left  side  of  the  receiver  or  "  shoe,**  and  the  fan 
is  then  loaded  and  fired  as  a  single-loader.    The 
peculiarity  of  the  arm  consists  in  the  oonstructioD 
of  the  magazine  movement   and  in  the   breech 
mechanism,  or  system.    This  consists  of  bat  6 
parts,  Fig.    1660,  viz. :    Brcech-bolt,  A  ;    recoil- 
block,  or  nose-piece,  B ;  hammer,  C;  firing-pin, 
D  ;  firing-pin  spring,  E;  and  extractor,  F,    The  magazine  is  located  in  the  stock,  and  the  cartrid^ 
are  propelled  forward  by  a  spiral  spring.    Their  motion  is,  however,  governed  as  follows :  The  trig- 
ger C  is  traversed  by  a  tubular  passage,  of  sufficient  size  to  allow  the  cartridge  to  be  fed  through  it 
into  the  magazine  and  to  pass  in  the  opposite  direction  to  the  chamber.    1&  axis  of  this  tubular 
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jMbBsage  is  not  quite  in  the  same  line  with  the  passage  in  the  receiver.  This  displacement  is  so 
arranged  that  the  body  of  the  cartridge  can  pass,  but  not  the  head.  When  the  trigger  is  pulled  to 
fire  the  gun,  the  trigger-passage  and  that  in  the  receiyer  are  brought  to  coincide.  A  cartridge  is 
thus  liberated  and  allowed  to  pass  through  by  the  pressure  of  the  magazine-spring  into  the  receiver. 
The  action  of  closing  the  bolt  then  pushes  the  cartridge  into  the  chamber  ready  to  be  fired.  Hence, 
each  time  the  trigger  is  pulled  to  fire  the  gun,  one  cartridge  is  liberated,  and  the  extraction  of  the 
empty  shell  and  closing  of  the  gun  is  necessary  to  bring  the  new  cartridge  into  firing  position. 

The  gun,  when  used  as  a  repeater,  is  operated  by  S  motions,  viz. :  Opened,  closed,  fired.    When 
used  as  a  single-loader,  it  is  operated  by  4  motions,  viz. :  opened,  loaded,  clos^  fired.    To  open  the 
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piece,  the  handle  of  the  breech-bolt  is  raised,  and  then  withdrawn  as  far  back  as  possible.  This 
brings  back  at  the  same  time  the  nose-piece,  and  also  the  firing-pin  is  retracted.  The  gun  is  by 
this  action  cocked.  The  nose-piece,  meanwhile,  is  kept  from  turning  by  the  resistance  afforded 
by  the  projection  on  it  against  the  receiver,  which  allows  the  nose-piece  to  follow  only  the  longi- 
tudinal motion  of  the  bolt.  By  reversing  the  movement  of  the  bolt,  the  nose-piece  catches  against 
the  head  of  the  cartridge  and  shoves  it  up  the  incline  of  the  receiver  into  the  chamber.  In  push- 
ing forward  the  bolt,  the  lower  edge  of  the  hammer  catches  against  the  sear  H^  and  is  retained  by  it 
during  the  remaining  slight  forward  motion  of  the  bolt.  This  motion  is  imparted  to  the  bolt  by  its 
bearing  against  the  beveled  surface  of  the  rear  shoulder  of  the  mortise  in  the  receiver,  while  the 
handle  is  turning  down  into  place.  To  fire  the  gun,  the  trigger  is  pulled  and  the  sear  is  disengaged 
from  its  hold  against  the  face  of  the  hammer.  This  allows  the  firing-pin  spring  to  impel  it  for- 
ward, and  to  drive  the  firing-pin  against  the  percussion-cap  in  the  cartridge.  Extraction  is  provided 
for  by  a  strong  spring-hook  extractor,  carried  by  the  nose-piece.  The  natural  spring  of  the  extractor 
presses  the  rim  of  the  cartridge  against  the  side  of  the  receiver,  and  by  the  friction  thus  created  the 
cartridge  is  thrown  sideways  round  the  hook  of  the  extractor  and  clear  of  the  gun.    The  cartridges 
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are  loaded  into  the  magazine  from  its  forward  end,  the  bolt  being  previously  drawn  backward,  so  as 
to  expose  that  part  of  the  magazine-passage  which  connects  between  the  stock  and  the  chamber 
in  the  barrel. 

Fig.  1661  shows  the  same  gun  with  various  minor  improvements,  and  represents  one  of  the  varia- 
tions of  the  form  which  proved  victorious  in  the  tests  above  referred  to.  For  performances  of  this 
and  other  weapons,  see  table  on  page  789.  In  the  improved  model,  five  cartridges  are  carried  in 
the  magazine  and  one  in  the  chamber. 

The  RemingUm  Magazine  Oun^  Fig.  1662. — This  gun  belongs  to  the  system  in  which  a  fixed  cham- 
ber is  closed  by  a  bolt  by  direct  action,  and  in  which  the  lock  is  concealed.  The  breech-bolt  is  com- 
posed of  three  parts,  viz.  f  the  body  or  locking-tube  Ay  the  cocking-piece  B^  and  the  portion  by  which 
these  are  connected.  The  extractor  lies  in  front  of  the  rib  of  the  locking-tube,  and  its  tenon  enters 
60 
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a  recess  in  the  side  of  the  latter.  When  the  bolt  is  unlocked,  the  extractor  rides  around  the  head  of 
the  cartridge.  The  ejector  is  struck  by  the  carrier-lcTer  O  when  the  bolt  is  withdrawn.  The  extractor 
then  pulls  on  the  upper  side  of  the  cartridge,  while  the  under  side  is  struck  by  the  ejector.  The  effect 
is  to  throw  the  shell  clear  of  the  gun.  The  cocking-piece  B  receives  the  firing-pin  and  spring,  and  a 
projection  H  upon  it  enters  a  recess  in  rear  of  the  locking-tube.  The  form  of  this  projection  and  that 
of  its  corresponding  recess  is  such  as  to  cam  back  the  half-cock  notch  to  pass  beyond  the  sear,  at  the 
same  time  withdrawing  the  point  of  the  firing-pin  within  the  face  of  the  bolt.  The  piece  may  be  full- 
cocked  by  pulling  the  cocking-piece  to  the  rear  by  the  button  with  which  it  is  terminated,  or  by  drav. 
ing  back  the  bolt  and  then  returning  it  to  its  locking  position.  The  magazine  is  in  the  tip-stodL 
The  carrier  is  pivoted  on  a  strong  screw  through  the  side  of  the  receiver.  Its  lever  works  in  a  groove 
in  the  bottom  of  the  locking-tube.  When  the  bolt  is  withdrawn,  the  front  end  of  the  groove  strikes 
on  the  lever  and  tips  the  carrier  up  in  a  position  oblique  to  the  axis  of  the  bore,  bringing  the  point 
of  the  cartridge  opposite  the  centre  of  the  chamber.  The  carrier  is  held  in  this  position  by  the  catch 
Z,  which  springs  over  a  pin  on  the  inner  surface  of  the  receiyer.  When  the  bolt  is  closed,  its  front 
presses  against  the  catch  and  releases  it,  while  the  rear  end  of  the  groove  in  the  bottom  of  the  lock- 
ing-tube strikes  the  carrier-lever  and  causes  the  carrier  to  descend  opposite  the  mouth  of  the  maga- 
zine. When  the  bolt  is  unlocked,  the  side  of  the  groove  presses  down  on  •this  end,  and  the  stop 
moves  downward,  permitting  a  cartridge  to  come  out  of  the  magazine  on  the  carrier.  The  stop  is  so 
constructed  that  a  projection  on  its  upper  side  descends  just  in  front  of  the  rim  of  the  cartridge  as 
the  lower  part  falls  in  rear  of  it,  so  that  the  escape  of  a  second  cartridge  is  prevented.  When  the 
bolt  has  been  withdrawn,  the  spring  returns  the  stop  to  its  first  position.  A  magazine  cut-off  is  pro- 
vided, which  works  in  connection  with  the  cartridge-stop. 

The  magazine  is  loaded  from  below,  and  in  any  position  of  the  bolt  As  a  magazine  gim,  S 
motions  are .  necessary  to  operate  it,  viz. :  opened,  closed,  fired.  As  a  single-loader,  4  motions  are 
necessary,  viz. :  open^,  loaded,  closed,  fired.  This  gun  carries  8  cartridges  in  the  magazine  and  1 
in  the  chamber. 

Sharps  Rifle  Company*8  Magazine  Gun,  Fig.  1668. — ^This  gun  belongs  to  that  system  in  whid  a 
fixed  chamber  is  closed  by  a  bolt,  by  direct  action,  and  in  which  the  lode  is  concealed.     The  receirer 
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has  a  slot  in  its  upper  surface  for  the  purpose  of  loading  the  chamber  or  filling  the  magazine.  It  is 
bored  through  at  rear  for  the  reception  of  the  breech-bolt,  which  is  composed  of  two  principal  parts, 
the  body  and  the  locking-tube.  The  bolt  is  locked  by  lugs  A  on  the  locking-tube,  turning  in 
corresponding  cuts  in  the  receiver.  The  bolt  carries  on  its  upper  surface  the  extractor,  whidi  is  of 
the  ordinary  spring-hook  pattern,  and  in  its  axis  the  firing-pin,  which  extends  the  whole  length  of 
the  bolt.  The  spiral  form  of  the  face  of  the  locking-tube  and  of  the  shoulder  of  the  bolt  is  such  as 
to  cam  the  bolt  up  against  the  head  of  the  cartridge  when  the  bolt  is  locked.  On  the  rear  &oe  of 
the  locking-tube  are  two  spiral  surfaces,  which  bear  against  oorrespondinir  surfaces  O  of  the  firinp;- 
pin.  The  unlocking  of  the  bolt  cams  back  the  firing-pin  until  the  point  ff  passes  beyond  the  nose 
/  of  the  scar.  When  the  handle  is  turned  down  to  lock  the  bolt,  the  firing-pin  spring  is  compressed 
between  the  shoulders  Jon  the  pin  and  the  nut  if  on  the  extreme  rear  of  the  bolt.  On  withdrawing 
the  nose  of  the  sear,  the  firing-pin,  under  the  influence  of  its  spring,  moves  forward  and  exptodes  the 
cartridge.  The  shell  is  ejected  by  the  ejector-pin  Z,  which  strikes  against  the  lever  J/  of  the  carrier 
when  the  bolt  is  withdrawn,  and  is  driven  forward  against  the  lower  side  of  the  head  of  the  shell, 
while  the  extractor  is  pulling  on  the  upper.  The  magazine  is  in  the  tip-stock.  The  carrier  is  shown 
at  O,  When  the  breech-bolt  is  withdrawn,  the  projection  P,  in  which  the  ejector-pin  is  situated, 
strikes  the  lever  Jf  of  the  carrier,  tipping  the  latter  up  in  a  position  oblique  to  the  axis  of  the  bore, 
bringing  the  point  of  the  cartridge  nearly  opposite  the  centre  of  the  chamber.  The  carrier  is  held 
in  this  position  by  the  pin  and  spring  shown  at  Q,  When  the  bolt  is  closed,  the  cartridge  is  drivcB 
into  the  chamber,  while  the  projection  Ji  on  the  bolt  strikes  the  lever,  causing  the  front  of  the  carrier 
to  descend  opposite  the  mouth  of  the  magazine  to  receive  another  cartridge.  As  a  magazine  goo,  ^ 
motions  are  necessary  to  operate  it,  viz. :  opened,  dosed,  fired.    As  a  single-loader,  4  motions  are 
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necessary,  viz. :  opened,  loaded,  closed,  fired.    This  gun  carries  9  cartridges  in  the  magazine,  1  in 
the  carrier,  and  1  in  the  chamber. 

The  Winehetter  Magazine  Chun. — This  gun,  manufactured  by  the  Winchester  Repeating  Anns 
Company  of  New  Haven,  Conn.,  belongs  to  that  system  in  which  a  fixed  chamber  is  closed  by  a  bolt, 
sliding  in  line  with  the  axis  of  the  barrel,  and  operated  by  a  lever  from  below.  The  receiver,  Figs. 
1664  and  1665,  is  divided  by  a  vertical  partition  A  into  two  parts.    The  carrier  occupies  the  front 
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portion,  while  the  rear  contains,  with  the  exception  of  the  breech-bolt  lever,  the  mechanism  necessary 
to  operate  both  breech-bolt  and  carrier.  The  breech-bolt  is  a  single  piece,  at  the  upper  front  end  of 
which  is  the  extractor  (of  the  spring-hook  pattern)  pinned  to  it,  and  at  its  rear  a  mass  of  metal 
which  supports  at  either  aide  the  front  end  of  one  of  two  side  links,  B  and  C,  which  form  a  knuckle- 
joint  The  rear  ends  of  the  other  links  bear  against  the  rear  of  the  receiver,  giving  the  necessary 
support  for  the  bolt  in  firing.  The  outer  ends  of  the  links  are  pivoted  to  the  bolt  and  receiver.  A 
groove  2>,  on  the  inside  of  each  rear  link,  receives  the  end  of  a  strong  pin  on  the  breech-bolt  lever. 
Motion  of  the  lever  consequently  produces  a  corresponding  motion  of  the  links,  and  through  them  of 
the  bolt.  The  firing-pin  extends  the  whole  length  of  the  receiver.  Its  point  is  retracted  within  the 
face  of  the  bolt,  when  the  bolt  is  drawn  back,  by  a  small  lever  E^  one  end  of  which  enters  a  recess 
m  the  pin,  while  the  other  strikes  against  the  pin  Fy  Fig.  1665,  causing  the  lever  to  rotate  about  the 
piFot  through  the  front  end  of  the  links  attached  to  the  breech-bolt.  A  flat  spring  (not  shown  in 
the  figures)  bearing  against  the  surface  of  the  breech-bolt  lever  holds  it  in  place.  The  hammer  is 
cocked  by  the  end  of  the  firing-pin  when  the  breech-bolt  lever  is  thrown  forward.  The  piece  is  fired 
by  a  centre  lock  of  the  usual  pattern.  A  safety  device  or  sear  prevents  the  pulling  of  the  trigger 
when  the  piece  is  unlocked.  When  the  breech-bolt  lever  is  closed,  it  strikes  the  pin  K  projecting 
from  the  under  side  of  the  sear,  and  removes  it  from  the  safety  position.  Shells  are  ejected  by  the 
carrier,  which,  rising  as  they  are  being  withdrawn,  strikes  them  at  a  distance  of  about  one-third  their 
length  from  the  rear,  and  rotates  them  about  the  extractor,  throwing  them  clear  of  the  gun.  The 
magazine  is  in  the  tip-stock.  It  is  loaded  through  a  gate  in  the  side  cover  of  the  receiver,  as  is  also 
the  piece  when  used  as  a  single-loader.  The  carrier  is  moved  at  right  angles  to  the  axis  of  the 
barrel  by  its  lever  G,  This  lever  is  thrown  up  by  the  shoulder  Hoi  the  breech-bolt  lever  striking 
its  under  surface  when  the  latter  is  thrown  open.  The  carrier-lever  is  depressed  in  a  similar  manner 
when  the  breeoh-bolt  lever  is  closed,  by  the  latter  bearing  on  a  shoulder  on  its  upper  surface.  The 
spring  J  holds  the  lever  and  carrier  in  either  position.  Figs.  1664  and  1665.  In  rising,  the  carrier 
does  not  completely  uncover  the  mouth  of  the  magazine  ;  cartridges  cannot  therefore  escape  below 
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it.  As  a  magazine  gun,  8  motions  are  necessary  to  operate  it,  viz. :  opened,  closed,  fired.  As  a 
single-loader,  4  motions  are  necessary,  viz. :  opened,  loaded,  closed,  fired.  The  motions  of  opening 
and  closing  might  perhaps  be  classed  as  a  single  motion,  being  continuous,  the  hand  not  being  re- 
moved from  the  lever.  This  gun  carries  9  cartridges  in  the  magazine,  1  in  the  carrier,  and  1  in  the 
chamber. 
Among  other  well-known  forms  of  magazine  guns  are  the  Hunt,  which  belongs  to  the  class  in 
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which  a  fixed  chamber  is  closed  by  a  bolt  bj  direct  action,  but  has  a  centre  lode ;  the  Ward-ButOD, 
belonging  to  the  same  general  class  as  the  Hotchkiss  and  Sharps ;  the  Burgess  and  the  Tiesmg,  ia 
which  a  fixed  chamber  is  closed  by  a  bolt  sliding  in  line  with  the  axis  of  the  barrel  and  operated  bj 
a  lever  from  below,  both  g^uns  belonging  to  the  same  class  as  the  Winchester.  The  Chaffee  md 
Bufflngton  guns  have  fixed  chambers  closed  by  movable  breech-blocks,  sliding  and  rotating,  aitd 
operated  by  a  lever  from  below.  The  Springfield-Clcmmons  and  Springfield-Miller  arms  have  fiied 
chambers  closed  by  movable  breech-blocks,  which  rotate  about  horizontal  axes  at  90**  to  the  axis  of 
the  barrel,  lying  above  the  axis  of  the  barrel  and  in  front  Both  are  adaptations  of  the  Springfield 
breech-loading  rifle  previously  described.  The  Lewis-Rice  gun  belongs  to  the  system  in  which  a 
fixed  chamber  is  closed  by  a  movable  breech-block  rotating  about  a  horizontal  axis  at  rigbt 
angles  to  and  below  the  axis  of  the  barrel,  and  in  front,  and  in  which  the  lock  is  conceakd. 
The  Franklin,  Burton,  and  Lee  guns  belong  to  the  same  class  as  the  Hotchkiss  and  BemingUn. 
For  detailed  descriptions  of  all  these,  the  reader  is  referred  to  the  report  of  the  Chief  of  Ordnance, 
U.  S.  A.,  1878. 

The  Springfidd  Arsenal  TesU  of  Magazine  Ouns,  1878. — The  following  were  the  principal  condi- 
tions of  trial  (for  results,  see  following  table) :  1.  Safety-test.  The  piece  to  be  fired  10  rounds  by 
the  exhibitor  or  with  a  lanyard.  2.  Rapidity  with  accuracy.  The  number  of  shots  which,  fired  in 
two  minutes  from  the  gun---both  as  a  magazine  gun  and  as  a  single-shooter — strike  a  target  6  feet 
by  2  feet  at  a  distance  of  100  feet.  The  test  to  be  begun  with  the  chamber  or  magazine  filled ; 
other  cartridges  to  be  disposed  at  will  on  a  table.  8.  Rapidity  at  will.  The  number  of  diots  which 
can  be  fired  in  one  minute,  irrespective  of  aim,  under  the  same  circumstances  as  in  test  2.  4. 
Endurance.  Each  gun  to  be  fired  500  continuous  rounds  without  cleaning,  using  the  magazine.  The 
state  of  the  breech  mechanism  to  be  examined  at  the  end  of  every  tO  rounds.  5.  Defective  car- 
tridges. Each  gun  to  be  fired  once  with  each  of  the  following  defective  cartridges :  1,  cross-filed  on 
head  to  nearly  the  thickness  of  the  metal ;  2,  cut  at  intervals  around  the  rim  ;  3,  with  a  longitndi* 
nal  out  the  whole  length  of  the  cartridge,  from  the  rim  up  ;  a  fresh  piece  of  white  paper,  maiked 
with  the  number  of  the  gun,  being  laid  over  the  breech  to  observe  the  escape  of  gas,  if  any  oceor. 
6.  Dust.  The  piece  to  be  exposed  in  the  box  prepared  for  that  purpose  to  a  blast  of  fine  suid-dast 
for  2  minutes ;  to  be  removed,  fired  20  rounds,  replaced  for  2  minutes,  removed,  and  fired  20  roondf 
more.  7.  Rust.  The  breech  mechanism  and  receiver  to  be  cleansed  of  grease,  and  the  diamber  ol 
the  barrel  greased  and  plugged,  the  butt  of  the  gun  to  be  inserted  to  the  height  of  the  diamber  in 
a  solution  of  sal-ammoniac  for  10  minutes,  exposed  for  2  days  to  the  open  air  standing  in  a  rad^ 
and  then  fired  20  rounds.  8.  Excessive  charges.  To  be  fired  once  with  85  grains  of  powder  and 
one  ball  of  405  grains  of  lead,  once  with  90  grains  and  one  ball,  and  once  with  90  grains  and  two 
balls.    The  piece  to  be  closely  examined  after  each  discharge. 

The  following  supplementary  tests  were  made  upon  guns  which  successfully  withstood  the  fore- 
going: 1.  To  be  fired  with  two  defective  cartridges,  Nos.  1  and  2,  and  ^en  to  be  dusted  5  min- 
utes, the  mechanism  being  in  the  mouth  of  the  blow-pipe,  and  closed,  the  hammer  being  at  half 
cock ;  then  to  be  fired  6  shots,  the  last  two  defective  Nos.  1  and  2 ;  then  without  deaniag  to 
be  dusted  with  the  breech  open,  and  fired  4  shots.  The  piece  to  be  freed  from  dust  only  by 
pounding  or  wiping  with  the  bare  hand.  2.  To  be  rusted  for  4  days  after  immersion  aa  bdore, 
and  then  fired  6  rounds  with  the  service  cartridge ;  then  without  deaning  to  be  fired  6  rounda  with 
120  grains  powder  and  a  ball  weighing  1,200  grains ;  the  gun  to  stand  24  hours  after  firing  witbovt 
cleaning,  and  then  to  be  thoroughly  examined.  8.  Fadlity  of  manipulation  by  members  of  the 
Board.  4.  Liability  to  acddental  explosions  of  cartridges  in  the  magazine.  Additional  tests  may 
be  made  by  the  Board  to  clear  up  doubts  raised  by  previous  trials. 

Sportino  Arms. — Smooth^Bores, — The  bores  of  shot-guns  are  made  in  four  ways :  1st,  cylhidrical; 
2d,  drawn ;  8d,  choked  ;  and  4th,  bell-muzzled.  The  cylindrical  bore  is  of  uniform  size  throogboat 
The  drawn  bore  is  less  in  diameter  at  the  muzzle  than  at  the  breech,  the  decrease  however  being 
very  smaU.  Choked-bore  guns  have  near  the  muzzle  a  slight  swelling  or  ridge,  the  bore  being  cyiin- 
drical ;  and  in  bell-muzzled  guns  the  bore  is  enlarged  or  slightly  flared  at  &e  muzzle.  Tiie  object 
of  drawing  and  choking  is  to  bring  the  shot  together,  and  give  a  more  advantageous  **  patten." 
This  tenn  is  used  to  designate  the  number  of  pellets  projected  into  a  circular  target  40  indies  in 
diameter  at  about  80  yards  range.  Bell-muzzling  increases  the  dispersion  of  the  snot  In  choke- 
bore  guns,  it  is  supposed  that  the  shot  in  passing  out  impinge  upon  the  choke  or  ridge,  and  are  de- 
flected inward  toward  the  axis  of  the  bore.  Most  sportsmen  favor  a  moderate  choke,  as  it  is  claimed 
to  afford  even  pattern  or  distribution  and  good  penetration  at  a  moderate  range,  with  li^t  charges 
of  powder — ^these  being  the  essential  requirements  of  any  well-constructed  shot-gun. 

7%e  Parker  Breecluoading  Shot-Otm,  Fig.  1666,  is  an  example  of  the  most  approved  American 
construction,  and  is  the  manufacture  of  Parker  Brothers  of  Meriden,  Conn.  The  engraving  repre- 
sents the  gun  as  opened.  This  is  effected  by  pressing  upon  the  finger-piece  1  in  front  of  the  guard 
2.  The  lifter  8  is  thus  raised,  and  its  beveled  side,  coming  in  contact  with  the  screw  4,  acts  as  a 
wedge  to  draw  the  bolt  5  from  the  mortise  which  is  cut  in  the  lug  6,  and  releases  the  baneb  aa 
shown,  ready  for  the  insertion  of  the  cartridges.  It  will  be  observed  that  when  the  bolt  6  is  bad  to 
the  position  represented,  a  small  hole  in  the  under  side  of  this  bolt  comes  directly  over  the  trip  7, 
which  by  the  assistance  of  the  small  spiral  spring  8  is  made  to  enter  the  hole  and  so  hold  the  bolt  m 
position.  At  11  is  shown  an  improved  cartridge-extractor,  which  draws  the  shells  or  cartridges  from 
the  barrels  during  the  operation  of  opening  the  gun.  It  is  inserted  in  a  hole  in  the  lug  6,  with  ita 
rear  end  enlarged  and  extending  into  and  around  a  portion  of  the  chambers  of  the  barrels.  Whoi 
the  gun  is  closed,  the  extractor  11  extends  from  the  rear  end  of  the  barrels  to  the  projection  on  the 
point  18 ;  and  as  the  barrels  swing  on  this  point,  which  remains  stationary,  this  projection  forces  the 
extractor  from  the  rear  end  of  the  barrels,  so  that,  when  they  arrive  at  the  position  shown  in  fig.  166^ 
the  cartridges  are  withdrawn  from  them  far  enough  to  be  entirely  removed  by  hand.    After  rN&oving 
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Table  tihowing  Data  of  JHah  of  the  Four  Magadne  Chine  which  gave  best  RemUe  at  ETcperimente 

made  at  Springfield  Areenaly  1878. 


NAMS  OF  GUN. 


BAnCTT  TS8T. 


BAPIDlTir  WITH  AOOITKACT. 


Aa  Mwgn^fnt  Gim. 


No. 

HotdiklM...19 
WI]iche8ter..l8 
B6iniDgtoii..l7 
Shups 8 


6 
11 

9 
11 


LiM.  Ob. 

9  0 

10  6.5 

9  9 

10  0 


LiM.     Oil 
9      8 

11      6 

10      6 

10    15.T 


8m. 
19 

6 

18 

15 


85 
84 
27 


SO 


do 


44 
80 
44 
41 


KAME  OF  OUN. 


BAPmnr  at  wilu 


•  MagBdiM  Gob. 


Aa  StnglcloMlar. 


SMDUBAirGB. 


Ko. 

HoteIiUM...19 
WinGheitor..l8 
BMulo^ton.  .17 


29 

28 
10 
21 


28 


24 

26 


600 
500 
600 
600 


Gun  wQcked  welL 

One  shell  Ikiled  to  extract. 


Worked  well 


NAME  OF  OUK. 


Dsracnys  cabtbxdoss. 


No. 

HotehkiB8...19  , 
I 
Wfaiehester..l8 

B«iDtiigtoii..l7 

Sharpe 8 


Gan  worked  weU.. 


(Shell  barst  tin-) 
•<  demeath  gas-es-  > 

{  cape \ 

Gun  worked  well... 


Gnn  worked  well. 


^  Cartridges  wonid ) 
not  feed  from  V 
magaztne ) 

..  I  Gun  worked  well 


(Magazine  cnt-off  mat- 
ed in  seat;  otherwise 
worked  well. 
Gnn  worked  well. 


Gun  worked  well. 


NAMK  OF  OUN. 


No. 

HotchkIsa...l9 

Winchester.  .18 
BemingtoD..17 
ShArps. 8 


BZOXaSITS  0HABOS8. 


j  Head  of  shell  borst  under ) 
1    extractor;  worked  well.  ) 

j  Two  shells  felled  to  ex- ) 
\     tract  until  2d  trial f 

Gun  worked  weU. 


BUPPLXlCDrTAXT  TXnS. 


MliuSfc 
1    87 

1  66 

2  29 
2    84 


or  60  OABTBUMV  rOtSD— 


( 48  hit  target  6  x  24  inches,  100  yards;  17 
<     hit  figure  of  man  at  centre  of  target; 
/     others  grouped  well  around  it 
j  48  hit  target  as  above;  28  hit  figure  of 
1     man;  oti^ers  well  grouped. 

i47  hit  target  as  above;  15  hit  figure  of 
man ;  others  well  grouped. 
88  hit  target  as  above;  11  hit  figure  of 
man;  others  well  grouped. 
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TMe  ihowitiff  Pinal  Teat  of  the  tueemful  Oun  at  Springfitld  Arurui  TriaU,  1878. 


NAME  OF  GUN. 

MSAK  TDfB  or  nSXMO  BIX  SHOTS,  TURXS  TBIALB. 

Piece  bitM^t  to  the  Shoulder.                   |          Fbed  at  WDL 

A»  •  Bfi^iofaie  Oim. 

Hotchklsfl,  Na  19 

8  seconds. 

16  seconds. 
18      •* 

Csecends. 

U.  S.  Springfield  rifle 

,  J 

the  cartridges  and  inserting  others,  the  barrels  are  brought  to  place,  and  the  cartridges,  commg  in 
contact  with  the  face  of  the  frame,  are  forced  into  the  chambers,  when  the  gun  is  ready  for  firing. 


An  ingenious  form  of  lock,  represented  in  Fig.  1667,  is  used  on  these  guns,  the  object  of  whidi  is 
to  prevent  premature  or  acddental  discharges.    When  the  gun  is  fired,  the  mainspring  carries  the 

hammer  in  the  usual  manner  until  the  spring 
1667.  ^^       ^^^  comes  in  contact  with  the  stud  m  the  plate 

and  stops.  The  hammer  by  its  own  mo- 
mentum now  explodes  the  cap,  and  the  nose 
of  the  sear  then  rests  on  the  incline  of  the 
tumbler,  so  that  the  hammer  is  thrown  btck 
to  half  cock  as  soon  as  the  pressure  is  re- 
lieved from  the  trigger. 

These  guns  weigh  from  6^  to  18  lbs.  The 
dimensions  are  as  follows:  length  of  bar- 
rels, 28  to  82  inches,  "drop"  from  2 j  to  « 
inches  at  butt ;  stocks  (from  centre  of  front  trigger  to  centre  of  butt  plate)  vary  from  14  to  14^ 
inches.    The  quantity  of  powder  used  varies  from  2  to  6  drams,  and  of  shot  from  three-fourths  of 

1668. 


an  ounce  to  2  ounces.    A  coarse-grained  powder,  about  the  size  of  extra-large  mustard  seed,  is  to 
be  preferred.    (Sec  Explosives.) 

The  Climax  Self-cocking  Chutiy  Fig.  1668,  is  of  English  construction,  made  by  Messrs.  Hollaiid  of 
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London.  It  is  so  constructed  that  its  oodcing  occars  simoltaneouslj  witli  the  opening  of  the  breech, 
BO  that  only  one  motion  of  the  lerer  is  necessary  to  accomplish  both  these  objects.  This  self -cocking 
action  is  produced  by  means  of  a  lifter  C,  jointed  on  to  the  short  arm  of  the  lever  A.  The  operation 
is  performed  by  pushing  the  lever  downwaird ;  and  this  opens  the  bolts  of  the  grip,  and  at  the  same 
time  drives  up  the  lifter  (which  works  in  a  slot  in  the  body),  which  presses  against  the  extreme  end 
of  the  hammers  i>,  and  drives  them  back  either  to  the  half  or  full  cock  as  may  be  desired  ;  this  is 
regulated  simply  by  the  extent  to  which  the  lever  under  the  guard  is  depressed.  When  the  gun  is 
closed,  the  head  of  the  lifter,  which  lies  under  the  hammers  and  "between  the  nipples,  is  sunk  in  the 
body,  and  presents  an  appearance  there  similar  to  other  guns. 

i2i/?«8.— Sporting  rifles  made  by  manufacturers  of  military  arms  differ  from  the  latter  chiefly  in 
point  of  weight  and  finish,  the  system  of  construction  being  the  same.  Nearly  all  American  makers 
publish  very  full  catalogues,  which  often  embody  treatises  on  the  manufacture  of  sporting  rifles,  and 
are  especially  complete  in  details  referring  to  the  weapons  used  at  long-range  target  competitions. 
In  some  of  these  matches  Remington's  and  Sharps's  rifles,  of  American  make,  and  Rigby's  and  Met- 
ford's,  of  English  make,  the  former  breech-loading  and  the  latter  muzzle-loading,  have  come  into 
direct  competition,  and  the  relative  efficiency  of  the  two  radically  different  systems  has  been  severally 
tested,  with  a  preponderance  of  advantage  in  favor  of  the  American  arms.  As  the  trade  publications 
above  referred  to  contain  full  reports  of  competitions  in  which  the  various  rifles  were  used,  it  seems 
unnecessary  to  do  more  than  refer  the  reader  to  the  manufacturers,  who  supply  such  information 
gratis. 

One  of  the  most  noted  sporting  rifles  of  foreign  make  is  the  "  Express,''  constructed  by  the  Messrs. 
Holland  of  London.  This  rifle  is  breech-loading,  and  is  made  double-barreled.  It  is  chiefly  noted 
for  long  range  and  accuracy.  The  677  bore  Express  takes  a  charge  of  6  drams  of  powder.  Larger 
sizes  take  as  high  as  8  drams,  and  are  commonly  used  by  African  explorers  against  large  game. 
They  project  hollow-f  rented,  solid  hardened,  or  explosive  bullets. 

Revolvers. — CoWs. — Fig.  1669  represents  a  sectional  view  of  Colt's  army  revolver.  This  has 
6  chambers;  total  length  of  barrel,  12.5  inches;  weight,  2.81  lbs.;  weight  of  powder  charge,  28 
grains,  and  of  bullet,  230  grains.  The  various  parts  are  as  follows :  A  is  the  barrel ;  B^  the  frame ; 
C,  the  cylinder ;  D,  the  centre-pin ;  Ej  the  guard ;  F^  the  back  strap ;  G^  the  hammer ;  i7,  the 
mainspring ;  /,  the  hammer-roll  and  rivet ;  c/,  the  hammer-screw ;  if,  the  hammer-cam ;  X,  the 
hand  and  hand-spring ;  if,  the  stop-bolt  and  screw ;  JV,  the  trigger  and  screw ;  P,  the  firing-pin  and 
rivet ;  Qf  the  ejector-rod  and  spring ;  R,  the  ejector-head ;  8^  the  ejector-tube  screw ;  T,  the  guard- 
screw  ;  &,  sear  and  stop-bolt  spring ;  F,  the  back-strap  screw ;  IT,  the  mainspring  screw ;  X,  the 
front  sight ;  F,  centre-pin  catch-screw ;  ^,  the  recoil-plate ;  I)',  the  centre-pin  bushing ;  and  Q^, 
the  ejector-tube.  On  the  base  of  the  cylinder  is  a  ratchet  having  as  many  teeth  (5  or  6)  as  the 
chamber  has  barrels.  The  teeth  are  so  arranged  that,  when  the  hammer  is  at  full  cock,  a  chamber 
is  directly  in  line  with  the  barrel.  On  the  surface  of  the  cylinder  are  cut  as  many  small  slots  as 
there  are  chambers.  That  which  happens  to  be  lowest  at  the  time  is  entered  by  a  bolt  which  is 
moved  by  the  action  of  the  lock,  and  is  pressed  into  the  slot  by  a  spring,  so  that  while  in  this  posi- 
tion the  cylinder  is  immovable.  The  sear  and  trigger  are  in  one  piece,  as  are  also  the  hammer 
and  tumbler  G  upon  which  the  main  spring  acts  directly.  On  the  face  of  the  tumbler  is  a  pawl  or 
hand,  Z,  which  successively  engages  each  of  the  teeth  on  the  rear  of  the  cylinder;  and  the  tumbler 

1669. 


per 
ler, 
lin- 
nd. 
;,it 
hat 
ws: 

ga 

mg 

ck; 

.the 

hand  rotates  the  cylinder^about  one-fifth  of  a 

revolution.    On  arriving  at  full  cock  the  pin  is  disengaged  from  the  bolt,  which  then  falls  into  the 

next  slot  and  locks  the  cylinder.    The  weapon  is  then  discharged  by  pulling  the  trigger. 

The  8chofidd-8mUh  is  Wesvm  Revolver^  Fig.  1670. — This  arm  has  6  chambers,  and  for  army 
use  the  total  len^^th  of  the  barrel  is  12.6  inches.  Its  weight  is  2.6  lbs. ;  weight  of  powder  charge,  28 
grains,  and  of  bullet,  230  grains.  A  is  the  barrel,  connected  with  the  frame  B  by  the  joint-screw 
C.  From  the  rear  of  the  barrel  projects  the  base-pin,  on  which  the  cylinder  F  revolves.  This  is 
kept  in  place  on  its  pivot  by  the  inner  hook  of  the  cylinder-catch  i>.  The  latter  is  pivoted  at  its 
front  end  on  the  cylinder-catch  screw  i>',  and  is  held  down  by  the  cylinder-catch  cam-screw  D\  the 
cutting  away  of  the  upper  part  of  the  middle  portion  of  which  allows  the  catch  to  rise  when  the 
cam  is  turned  to  a  certain  position.  The  base-pin  is  hollow,  and  contains  the  extractor-stem  Hy  made 
in  two  parts,  which  screw  together.    Between  the  head  of  the  stem  and  the  bottom  of  the  hole  in 
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the  cylinder  is  confined  the  extractor-spring  E!  (more  properly  the  retractor-spring),  which  is  com- 
pressed when  the  extractor  moves  out.  The  extractor  Q  is  recessed  into  the  face  of  the  cylinder. 
The  ratchet  by  wMdi  the  cylinder  is  revolyed  is  cut  in  the  face  of  the  extractor,  and  the  extnctor- 
stud   Q'  forms  a  rear 

bearing  for  the  cylinder  *'*'"• 

on  the  frame  when  the 
revolver  is  closed.    The 
steady-pin  /  keeps  the 
extractor  exactly  in  place 
when  it  is  down.    The 
lifter  J  moves  upon  the 
friction-collar  K^  under  th( 
ner  hereafter  described, 
by  the  pawl-spring  if.    T 
direction  only,  and  is  ther 
extractor-spring.    In  dosi; 
cylinder-catch  presses  ba 
with  it  under  the  influenc< 
position  of  the  hammer 
catch,  and  consequently  oi 
to  the  position  of  half  cc 
in  their  general  features 
scribed.    They  are:  JV,  1 
spring;  Q,  the  strain-sen 
and  trigger-pin ;  and  8^  t 
by  the  hand-spring  in  the 
a  flat  place  on  the  pivot- 
the  stop-motion  of  the  cy 
them  by  the  action  of  the 
half  cock.    When  the  ha 
upper  arm  of  the  trigger 

its  head  securely  in  the  stop-notcn.     ine  guara  jl  is  securea  to  tne  irame 
by  the  guard-screw  Y^  and  by  a  lip  on  the  rear  end  of  the  guard-strap  which  fits  under  a  projecdon 
on  the  frame.    Z  is  the  sight,  and  0  the  recoil-plate. 

For  full  details  as  to  dimensions  of  revolvers,  modes  of  inspection,  etc.,  see  "  Ordnance  Hemo- 
randa,  U.  S.  A.,"  No.  22  ("  The  Fabrication  of  Small  Arms  "). 

FIRE-ARMS,  MANUFACTURE  OF.  The  Manufacture  or  RnrLis.— The  manufacture  of  rifle- 
barrels  is  one  involving  a  great  deal  of  skill  and  delicate  manipulation,  for  the  reason  that  the  length 
of  the  bore  is  so  great  in  proportion  to  its  diameter  that  the  boring  appliance,  whether  drill-reamer 


or  bit,  is  exceedingly  liable  to  spring,  and  will  consequently,  to  some  extent,  follow  the  inaocnrtdtt 
of  the  hole,  even  under  the  most  careful  manipulation  and  with  the  very  best  tools  and  machine!. 
To  obviate  this  difficulty  has  been  the  object  of  many  inventions,  the  most  prominent  among  irhid 
abroad  is  probably  the  hydraulic  cold-steel  drawing  process,  in  which  ingots  of  cold  steel  are  forced 
by  hydraulic  pressure  through  dies. 
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The  following  is  the  method  of  manufacture  of  Springfield  rifles  in  the  National  Armory  at 
Springfield,  Mass.  A  most  minute  description  of  eveiy  stage  of  the  various  operations  will  be  found 
in  **  The  Fabrication  of  Small  Arms,*'  in  "  Ordnance  Memoranda,  No.  22,''  by  Lieut.  CoL  J.  G.  Ben- 
ton and  others,  Washington,  Government  Printing-Offioe,  1878. 

Barrd-RoUing, — ^A  Springfield  gun-barrel  is  made  from  a  2-inch  round  bar  of  decarbonized  steel. 
This  bar  is  cut  into  lengths  of  9^  inches  each,  and  through  these  holes  are  drilled,  forming  what  is 
known  as  the  "  barrel  mould,"  represented  at  6^^  in  Fig.  1672.  This  is  heated  and  drawn  out  be- 
tween grooved  rolls.  Each  set  of  rolls,  as  shown  In  the  engraving,  has  8  grooves,  2  cylindrical 
and  6  taper,  and  in  connection  with  the  grooves  8  mandrels  of  various  sizes  are  employed.  The 
action  of  the  rolls  is  to  draw  the  heated  mould  over  the  mandrel,  when  the  cylinder  is  straightaied 
and  reheated.  Each  mould  is  therefore  rolled  8  times.  H  and  /,  in  fig.  1672,  show  its  form  at 
different  stages  during  the  process.  A  is  the  housing,  BB  the  rolls,  C  the  connecUng  gears,  D 
the  dutch,  A  the  gun-barrel,  and  F  the  barrel-rod.    While  still  hot  the  barrel  is  cut  to  the  proper 


1672. 


=tD 


HgZ 


^^        i 


length  by  circular  saws,  and  is  afterward  straightened  betweei\  two  dies,  each  of  the  length  and  shape 
of  the  half  barrel,  which  are  arranged  in  a  special  machine.  Annealing  in  charcoal  follows,  after 
which  the  barrel  is  straightened  on  the  outside.  This  done,  the  boring  processes  commence,  the  first 
one  being  termed  the  nut-boring,  which  is  performed  as  follows : 

Artn^.— The  boring-rod  or  tool  consists  of  a  long  rod  of  steel,  sufficiently  small  and  long  to  pass 
through  the  hole  in  the  rifle-barrel ;  on  the  end  of  this  rod  is  an  enlarged  piece  about  an  inch  in 
length,  the  cutting  edges  being  at  the  shoulder ;  the  operation  is  to  pass  the  rod  through  the  rifle- 
barrel  and  bore,  by  the  revolving  tool  being  pulled,  and  not  pushed,  by  the  feeding  motion.  It  is 
obvious  that  if  the  resistance  to  the  cut,  or  the  strain  caused  by  the  out,  is  in  a  direction  tending  to 
compress  the  metal  of  the  boriug-rod,  that  rod  will  spring  and  bend  from  the  resistance ;  whereas,  if 
the  strain  is  a  tensile  one,  the  whole  strain  due  to  the  cut  will  tend  to  keep  the  boring-rod  straight 
and  true,  and  prevent  it  from  springing,  no  matter  how  heavy  the  cut  may  be.  After  the  flrst 
boring,  the  rifle-barrel  is  again  bored  with  another  tool  similar  in  every  respect,  save  that  it  is  of 
larger  diameter.  The  next  operation  is  to  straighten  the  bore,  which  is  performed,  as  shown  in  Fig. 
1672,  as  follows: 

StraighUning  the  Bore, — A  is  a  frame  containing  a  plate  of  ground  glass,  across  which  is  placed 
horizontally  the  small,  dark-colored  bar  B^  the  frame  being  placed  in  such  a  position  that  daylight 
shines  directly  through  it ;  at  about  40  feet  distance  stands  the  rest  C7,  which  is  to  support  one  end 
of  the  rifle-barrel  X>,  while  the  operator  ranges  the  other  end  direct  to  the  horizontal  bar  B, 
When  the  operator  adjusts  the  barrel  so  that  the  light  from  the  ground  glass  shines  in  a  straight 
Ene  through  the  rifle-barrel,  the  bar  B  will  throw  a  dark  line  along  each  side  of  the  rifle-bore  for  a 
distance,  commencing  at  the  end  farthest  from  the  operator's  eye,  about  three-fourths  the  length  of 
tiie  bore.  (The  rest  of  the  bore  appears  from  end  to  end  Uke  broad  rings  of  light.)  It  is  the 
straightness  of  these  lines  which  is  a  guide  to  test  the  straightness  of  the  bore.  If  there  is  the  least 
waver,  the  barrel  is  not  straight ;  but  here  arises  the  difficulty — in  that  to  see  the  waver  inside  is  a 
Terj  easy  matter,  but  to  locate  it  on  the  outside  requires  such  correctness  and  judgment  of  vision 
that  not  more  than  one  man  in  ten  who  essay  to  learn  the  business  ever  attains  proficiency.  It  is 
necessary  to  revolve  the  barrel,  so  that  the  dark  line  shall  strike  all  parts  of  the  barrel,  which  must 
also  be  turned  end  for  end  in  the  rest  C7,  because,  as  stated,  the  dark  lines  do  not  extend  from  end 
to  end  6f  the  barreL  When  the  location  of  the  bend  is  determined,  the  barrel  is  laid  across  an 
iron  anvil  or  block,  on  which  there  are  two  projecting  blocks,  about  8  to  10  inches  apart,  and  the 
straightening  b  performed  with  an  ordinary  blacksmith's  hammer.  After  the  first  straightening,  a 
eollar  of  Babbitt  metal  is  run  on  the  outside  and  in  the  centre  of  the  length  of  the  barrel,  which 
ooUar  is  faced  up  true,  and  used  in  a  steady  rest  to  prevent  the  barrel  from  springing  while  the 
roughing  cuts  are  being  taken  off  the  outside  in  the  lathe ;  it  would  be  quite  useless  to  finish  the 
bore  before  the  outside  was  turned,  because,  the  latter  operation  releasing  the  tension  on  the  outside 
of  the  metal,  the  inside  would  get  out  of  true  again.    After  the  first  outside  turning  has  been  per- 
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fonned,  the  barrel  is  again  bored,  this  time  with  a  square  reamer,  reToIred  at  a  somewliat  qmdc 
speed,  and  led  first  forward  and  then  backward  and  forward  somewhat  rapidly. 

The  next  operation  is  to  repeat  the  straightening  process,  and  then  the  outside  is  again  turned, 
and  the  boring  process  repeated,  the  same  square  reamer  being  used  with  a  piece  of  wood  pliced  <n 
one  square,  which  piece  of  wood  steadies  the  reamer,  as  well  as  causing  it  to  cut  a  slightly  larger 
bore,  by  reason  of  fitting  a  little  tight  in  the  rifle-bore.  After  this  boring,  the  outside  of  the  burel 
is  ground  on  a  quick-running  stone,  and  the  straightening  and  boring  processes  are  repeated,  slips  of 
paper  being  placed  under  the  piece  of  wood,  so  as  to  increase  the  size  of  the  bore  until  it  beoomes  of 
the  correct,  plug-gauge  size.  Here  we  may  note  that  the  dark  lines  thrown  on  the  inside  of  the  bore 
by  the  horizontal  bar  B  in  the  frame  A  magnify  any  defect  in  the  bore,  and  that,  as  the  operatiTei 
express  it,  the  wave  in  the  barrel  never  appears  to  be  where  it  actually  is ;  and  hence  the  difficultj 
of  locating  the  defect  on  the  outside  of  the  barrel.  Proving  takes  pUce  at  this  stage,  heavy  chaiges 
of  powder  and  lead  slugs  being  used  ;  40  barrels  at  a  time  are  thus  tested. 

JPolishing. — ^Aftcr  various  milling  and  filing  operations,  to  square  off  ends  and  prepare  parts  for 
the  sights,  comes  the  polishing  of  the  outside,  which  is  performed  as  follows :  The  barrel  is  beU 
vertically,  and  revolved  while  being  passed  down  between  the  end  faces  of  two  pieces  of  wood, 
upon  which  emery  has  been  glued  in  the  same  manner  as  on  an  ordinary  wooden  polishing  emery, 
wheel.  After  the  first  polishing  process,  however,  the  barrel  is  not  made  to  revolve,  but  is  moved 
Tertically  back  and  forUi  between  the  pieces  of  wood,  so  as  to  leave  the  polishing  marks  straight 
lengthwise  of  the  barrel.  The  first  polishing  is  performed  with  a  grade  of  emery  about  No.  60;  the 
last  is  done  with  flour  emery.  The  machine  in  which  the  polishing  is  performed  holds  five  barrels  at 
once,  the  polishing  woods  opening  and  closing  as  the  barrel  passes  through  them,  so  as  to  tcoom* 
modate  the  taper. 

Rifling  is  done  in  the  machine  illustrated  in  Fig.  1673.  The  bed  A  is  similar  to  that  of  a  lathe, 
the  nfle-barrel  B  being  held  in  a  head  C  at  one  end  of  the  bed ;  to  this  head  is  attached  suitable 
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of  the  same  width  as  the  spaces  between  them.    At  tbe  end  of 

the  stroke  the  rifling-rod  also  makes  a  one-third  revolution,  but  in  a  direction  opposite  to  that  in 

which  the  barrel  moves  when  partly  revolved ;  so  that  each  set  of  cutters  cut  first  in  one  groove  and 

then  in  another,  by  which  means  the  rifiing  is  performed  more  true  than  would  be  the  case  if  tbe 

same  cutters  always  ran  in  the  same  groove.    The  cutting  is  performed  on  the  stroke  in  whidi  the 

rifling-rod  is  being  pulled  through  the  rifle-bore,  and  does  not  operate  when  being  pushed,  because  a 

tensile  strain  tends  to  keep  the  rod  straight,  while  a  compressing  one  would  inevitably  spring  and 

bend  the  rod. 

The  cutters  are  ranged  so  that  their  cutting  edges  stand  at  a  right  angle  to  the  rifle-groove,  and 
not  to  the  bore  of  the  barrel.  They  are  not  in  reality  cutters,  but  scrapers.  The  cnUers  are  ex- 
panded as  the  rifling  proceeds  by  a  cone  attachment  applied  to  the  bar,  the  feed-nx>tion  beh^  on  the 
sliding  carriage.  When,  however,  the  rifle-grooves  have  been  cut  suffidently  deep,  which  is  deter- 
mined by  tbe  amount  of  the  expansion  of  the  cutters,  an  automatic  arrangement^  which  is  very  simple 
in  its  construction,  throws  the  cutters  back  to  their  smallest  diameter,  and  the  process  oeasesL  Du- 
ring the  whole  of  the  boring  and  rifling  processes,  the  bore  of  the  barrel  is  liberally  supplied  with 
oil,  the  tools  being  tempered  to  a  light  straw  color. 

Stock-making, — The  rifle-stocks  are  made  as  follows :  The  wood,  black  walnut,  is  kiln^dried,  and 
the  stock  sawn  out  to  the  necessary  shape,  allowing  sufficient  jrarplus  in  the  size  for  the  finishing 
process.  In  this  condition  the  wood  is  left  to  season.  The  first  operation  is  facing  off  the  stock  on 
the  part  where  the  barrel  fits.  The  second  is  termed  the  tip-turning ;  that  is,  turning  the  under  or 
outside  face  of  the  part  where  the  barrel  fits.  The  stock  is  then  ready  for  the  butt-turning  maduse 
or  lathe.  To  drive  it,  a  dog  composed  of  a  piece  of  iron  somewhat  less  in  size  than  the  finished  end 
of  the  butt,  and  having  several  protruding  spikes  on  one  of  its  faces,  is  driven  on  to  the  end  of  the 
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butt,  and  this  driyer  fits  into  a  socket  which  takes  the  place  of  the  face-plate  of  an  ordinary  lathe. 
In  place  of  a  tail-stock,  or  dead-centre,  there  is  provided  a  standard  fastened  to  a  carriage  sliding 
upon  t^e  lathe-bed,  the  standard  containing  a  washer  revolving  in  a  bearing.  The  washer  is  made  in 
two  halves,  one  half  containing  an  oval  slot  to  fit  the  outside  or  oval  face  of  the  tip,  the  other  being 
flat  to  fit  the  face  of  the  part  where  the  barrel  fits  or  rests.  The  halves  of  this  washer  are  thrown 
open;  the  tip  of  the  stock  is  passed  through  them;  the  butt  end  with  the  dog  in  position  is  then  put 
into  tiie  socket-driving  chuck,  and  held  firmly  back  against  it ;  then  the  washers  are  by  means  of  a  set- 
screw  clamped  to  the  tip,  and  the  cap  securing  the  washers  in  the  bearing  is  dosed,  and  the  stock  or  butt 
b  chucked,  ready  to  be  turned.  The  bed  A  of  the  lathe.  Fig.  1674,  is  similar  to  an  ordinary  flat- 
surface  lathe-bed,  and  upon  it  there  slides  a  carriage  B,  which  carries  the  standard  and  the  socket- 
driving  chuck  with  the  butt  or  rifle-stock  C  placed  in  them,  as  above  described.  Immediately  below 
the  butt,  and  held  by  the  same  carriage,  is  a  pattern  stock  or  former,  i),  made  of  cast-iron,  and 
held  in  the  same  manner  as  is  the  wooden  butt,  the  driving  chucks  of  both  being  made  so  that  they 
revolve  in  the  same  plane  and  at  the  same  speeid. 

Independent  of  the  bed  and  carriage,  and  in  a  permanent  position,  there  is  an  upright  frame  G, 
pivoted  at  the  bottom  or  foot  so  that  the  top  can  swing.  In  this  frame  there  is  a  wheel  F,  which 
revolves  against  the  cast-iron  former-butt  referred  to  above,  so  that  when  the  upright  frame  la 

1G74. 


moved  out  of  the  perpendicular  its  weight  presses  the  wheel  against  the  cast-iron  former,  and  thus 
causes  the  frame  to  partake  of  the  irregular  motion  caused  by  the  revolving  of  the  iron  former-butt. 
In  the  same  upright  pivoted  frame  is  a  revolving  cutter-bead  -E",  the  distance  between  the  centres  of 
the  cutter-head  and  the  wheel  referred  to  (whose  bearings  are  both  horizontal  and  parallel  one  to 
the  other)  being  the  same  as  the  distance  between  the  centres  of  the  cast-iron  former-butt  and  the 
wooden  butt  to  be  operated  upon.  H  is  the  feed-motion  and  /  the  shaft  for  revolving  the  stock  and 
former.  The  cutter-head  is  provided  with  12  cutters,  arranged  in  sets  of  3,  and  each  taking  a  dif- 
ferent depth  of  cut.  The  cutter-head  revolves  at  a  speed  of  3,600  feet  per  minute,  the  cutters  all 
bang  formed  more  or  less  on  the  turning-gouge  principle.  The  machine  being  started,  the  iron 
former-butt  and  the  wooden  one  revolve  slowly — say  at  about  80  revolutions  per  minute ;  the  cutter- 
head,  as  above  stated,  at  8,600  feet  per  minute.  The  frame  is  moved  out  of  the  perpendicular, 
and  rests  by  its  own  gravity  against  the  iron  former-butt,  which  by  friction  revolves  the  guide-wheel. 
The  carriage,  which  stands  all  on  one- side  of  the  revolving  cutters,  then  traverses  past  them  until  it 
Btands  all  on  the  other  side,  the  whole  of  the  turning  being  performed  during  one  traverse.  The 
Toughing  cutters  stand  in  advance  on  the  cutter-head,  and  the  finishing  ones,  protruding  beyond  the 
roughing  ones,  are  placed  behind  them.  The  butt-tuming  process  occupies  in  all  about  3  minutes 
15  seconds ;  the  whole  stock-turning  and  tip-facing  and  turning  takes  5  minutes ;  the  length  of  cut 
taken  during  the  operation  being  about  13  mUes,  if  placed  in  a  straight  line. 
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Bedding  Maehinet. — ^The  rifle-stock  now  passes  to  the  lock-bedder,  which  cuts  oat  the  recess  into 
which  the  lock  fits.  The  general  appearance  of  this  machine,  which  is  shown  in  Fig.  1675,  is  simiUr 
to  a  revolving-head  gang-drilling  machine,  containing  5  spindles  (7,  with  their  cutters  D.  The  rifle- 
stock  0  is  diucked  in  Its  proper  position  in  a  fixed  chuck  or  appliance  F,  which  insures  that  the 

stock  is  correctly  held;   to  the 
right  of  the  stock  and  in  a  fixed 
position  is  an  iron  section  H  of 
that  part  of  the  Btodk  into  which 
the  lock  is  bedded,  which  iron  sec- 
tion is  used  as  a  guide  or  former. 
The  machine  bemg  started,  the 
first  operation  is  to  drill  two  holes, 
the  drills  entering  until  a  stop 
prevents  them  from  going  any 
further,  and  hence  insuring  uni- 
formity and  correctness  in  their 
depth.  The  position  of  those  holes 
is  regulated  by  a  pin,  which  stands 
the  same  distance  from  the  drill 
as  is  the  centre  of  the  recess  in 
the  iron  former  from  the  required 
centre  of  the  recess  for  the  lock 
in  the  stock  being  operated  upon. 
The  pin  reaches  the  iron  former 
a  little  in  advance  of  the  drill 
reaching  the  rifie-stodc,  so  that 
the  position  can  be  accurately  set 
by    swinging   the    machine-head 
until  the  guide-pin  enters  the  hole 
in  the  iron  former;  then  the  drill 
is  fed  to  its  duty  by  hand.    One 
hole  being  drilled,  the  spindles 
carrying  Uie  drill  and  the  guide- 
pin,  which  spindles  are  in  the  same 
frame  and  operate  together,  are 
raised,  the  machine-head  is  swung 
one-fifth  of  a  revolution,  and  the 
first  cutter  D  comes  in  position 
to  operate.    On  lowering  the  cot- 
ter-spindle  there  descends  with 
it,  and  slightly  in  advance  of  it,  a  guide-pin  ^ in  the  iron  former;  and  when  the  guide-pin  is  well 
within  the  iron  former,  the  cutter  reaches  the  surface  of  the  wood,  and  is  guided  by  the  oper- 
ator moving  the  head  so  that  the  guide-pin  travels  all  around  the  edge  of  the  recess  in  the 
former.    The  motion  of  the  guide-pin  and  of  the  cutter  being  laterally  identical,  the  operator  has 
but  to  enter  the  cutter  as  far  into  the  rifle-stock  as  a  stop  provided  for  the  purpose  will  admit, 
and  then  to  move  the  frame  carrying  the  guide-pin  and  cutter  so  that  the  guide-pin  moves  and 
touches  all  around  the  sides  of  the  recess  in  the  iron  former.    The  recess  in  tiie  rifie-stodE  wiU  he 
then  the  exact  counterpart,  in  size,  form,  and  depth,  of  that  in  the  pattern.    The  whole  operation 
is  but  a  repetition  of  the  above,  with  the  romaining  cutters  swung  one  after  the  other  into  position, 
the  one  iron  former  answering  to  regulate  the  lateral  movement  of  them  alL    A  is  the  frame  of  the 
machine ;  B^  revolving  cutter-head ;  /,  a  fan-blower ;  and  J^  the  air-pipes  leading  therefrom.    The 
speed  at  which  the  cutters  revolve  is  about  8,000  revolutions  per  minute.    As  soon  as  each  drill  or 
cutter  is  swung  out  of  position,  it  stops  running,  which  prevents  wear  and  tear.    It  is  apparent  that 
grinding  the  revolving  cutters  (which  cut  on  their  sides  as  well  as  on  the  end  faces)  to  resharpen  them  . 
reduces  their  diameter,  and  would,  unless  some  provision  were  made  for  it,  destroy  the  correctness 
of  the  work.    This  provision  exists  in  the  machine  by  the  following  means:  In  the  spindles  for 
driving  the  cutters  thero  is  a  socket  which  will  partly  revolve,  but  which  can  be  locked  or  retained  in 
any  position.    When  a  cutter  is  new,  and  is  consequently  of  full  size,  it  revolves  centrally  m  the 
socket ;  but  after  it  has  been  reduced  in  size  by  resharpening,  the  socket  is  moved  in  ita  position  in 
the  spindle  by  being  partly  revolved.    This  causes  the  cutter  to  be  suflBdently  eccentric  to  the  spin- 
dle to  make  up  for  its  lack  of  correctness  in  diameter.    As  a  g^ide  in  setting  the  amount  of  this 
eccentricity,  the  spindle  is  marked  into  10  divisions,  each  being  denoted  by  a  line  whidi  extendi 
down  to  the  junction  of  the  socket  and  the  spindle  end.    Upon  the  socket  there  is  also  marked  a  line, 
BO  that  this  one  line  acts  as  a  pointer  and  the  other  10  as  a  rule.    To  cut  out  a  receas,  complete  and 
ready  to  receive  a  lock,  occupies  about  a  minute.    This  machine  affords  a  superior  specimen  of  de- 
signing, performing  many  and  very  accurate  operations  with  great  exactitude,  and  being  very  simple 
to  operate. 

The  guard-bedding  machine  and  the  machine  for  bedding  the  stocks  to  receive  the  barrels  operate 
in  substantially  similar  manner  to  the  lock-bedder,  and  therefore  need  no  separate  description. 
Numerous  other  machines  are  employed,  notably  milling-machines  for  various  purfxises,  boring  appa- 
ratus, screw-threaders,  hammers,  etc,  all  of  which  are  adaptations  of  standud  forms  of  these  de- 
vices. For  descriptions  the  reader  is  referred  to  the  work  previously  quoted.  The  various  portions 
of  the  weapon  are  finally  assembled,  when  it  is  subjected  to  proofs  and  inspection. 
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Thb  MANurAoruRB  or  Smooth-Bores. — Every  best  finished  gun  usuallj  passes  through  15  or  16 
hands,  each  of  which  constitutes  ahnost  a  distinct  trade ;  although  two  or  three  branches  are  often 
combined,  or  subdirided  according  to  the  extent  of  business.  They  maj  be  arranged  in  the  following 
order :  1,  barrel  forger ;  2,  lock  and  furniture  forger ;  3,  barrel  borer  and  filer ;  4,  lock  filer ;  6,  furni- 
ture filer ;  6,  ribber  and  breecher ;  7,  stocker ;  8,  screwer-together ;  9,  detonator ;  10,  stripper  and 
finisher;  11,  look  finisher;  12,  polisher  and  hardener;  18, engraver ;  14,  browner;  16,  stock  polish- 
er.   The  barrel-making  is  also  dirided  into  several  branches. 

The  first  process  in  the  manufacture  of  musket  or  common  barrels  is  the  making  what  are  techni- 
cally called  skelp8.  The  skelp  is  a  piece  of  iron  about  a  foot  long,  but  thicker  and  broader  at  one 
end  than  at  the  other ;  and  the  barrel  of  a  musket  is  formed  by  forging  out  such  pieces  to  the  proper 
dimensions,  and  then  folding  or  bending  them  round  into  a  cylindrical  form  until  the  edges  overlap, 
80  that  they  can  be  welded  together.  It  is  then  placed  in  a  furnace,  raised  to  a  welding  heat,  and 
taken  out,  when,  a  triblet  or  cylinder  of  iron  being  placed  in  it,  it  is  passed  quickly  through  a  pair  of 
rollers.  The  effect  of  this  is  that  the  welding  is  performed  at  a  single  heating,  and  the  remainder 
of  the  elongation  necessary  for  bringing  it  to  the  length  of  a  musket-barrel  is  performed  in  a  similar 
manner,  but  at  a  lower  temperature.  This  method  of  welding  is  far  less  injurious  to  the  texture  of 
the  iron,  which  is  now  exposed  only  once,  instead  of  three  or  four  times,  to  the  welding  heat. 

The  barrels  for  fowling-pieces  are  of  various  kinds,  as  shib^  aiub4wiaty  vnr$4wiat^  and  Damascus 
twisty  and  sometimes  a  combination  of  the  two  latter  ones,  as  well  as  another  description  called 
9(ub  IkanoMcus,  These  are  the  best  varieties,  but  a  number  of  inferior  kinds  are  made,  which  are 
only  employed  for  very  common  guns. 

In  order  to  make  stub-iron,  old  horse-shoe  nails,  called  $tubB^  are  coUeoted,  then  packed  closely 
together,  and  bound  with  an  iron  hoop,  so  as  to  form  a  ball  about  10  or  12  inches  in  circumference ; 
which,  being  put  into  a  fumaoe  or  forge-fire,  and  raised  to  a  welding  heat,  is  united  by  hammering, 
and  drawn  out  into  bars  of  convenient  lengths,  for  the  purposes  intended.  This  method  is  adopted 
for  the  locks,  furniture,  and  breechings  of  all  best  guns,  and  is  to  a  certain  extent  practised  for 
barrels,  though  not  so  much  as  formerly,  more  expeditious  methods  being  employed  on  a  large  scale. 
The  most  approved  modem  method  of  converting  them  into  gun-barrels  (after  carefully  sorting 
and  picking  &em,  to  see  that  no  cast-iron  or  impurities  are  mixed  with  them)  is  first  to  put  about 
half  a  hundred  weight  into  a  large  cast-iron  drum  or  cylinder,  crossed  internally  with  iron  bars, 
through  the  centre  of  which  a  shaft  passes,  which  is  connected  by  a  strap  with  the  steam-engine,  and 
the  revolution  of  the  drum  actually  polishes  the  nails  by  their  friction  against  each  other ;  they  are 
then  sifted,  by  which  every  particle  of  dust  is  removed.  The  steel  intended  to  be  mixed  with  them 
is  clipped  by  means  of  large  shears,  worked  by  the  engine,  into  small  pieces,  corresponding  in 
size  to  the  stubs,  and  afterward  cleansed  by  a  similar  process.  About  40  lbs.  are  thrown  on  the 
inclined  hearth  of  an  air^fumaoe,  where  they  Are  puddled  or  mixed  together  with  a  long  iron  rod,  and 
withdrawn  in  a  mass  called  a  bloomy  almost  in  a  state  of  fusion,  to  be  welded  under  a  hammer  of 
8  tons  weight,  by  which  it  is  formed  into  a  long  square  block ;  this,  being  put  in  at  another  door 
of  the  same  air-fumaoe,  is  raised  to  a  bright-red  heat,  and  drawn  out  under  a  tilt-hammer  of  li 
ton  weight  into  bars  of  a  proper  size  to  pass  the  rollers,  by  means  of  which  it  is  reduced  to 
rods  of  the  required  size.  The  air-furnace  having  two  doors  prevents  any  loss  of  time,  as  the  mo- 
ment one  baJl  of  stubs  is  withdrawn,  another  charge  is  put  in,  and  the  two  operations  go  on  together, 
keeping  both  hammers  employed.  The  iron  thus  produced  is  very  tough,  and  free  from  specks  or 
grays ;  but  stubs  are  hardly  ever  used  alone,  as  they  were  formerly,  being  too  soft ;  therefore  a  por- 
tion of  steel  is  mixed  with  them,  which  varies  from  one-eighth  to  one-half  of  the  whole  mass.  It 
need  hardly  be  remarked  that  the  advantage  to  be  derived  from  the  use  of  horse-6boe  nails  does  not 
arise  from  any  virtue  in  the  horse's  hoof,  as  some  have  imagined,  but  simply  because  good  iron  is, 
or  ought  to  be,  originally  employed  for  the  purpose,  otherwise  the  nails  will  not  drive  into  the  hoof ; 
and  me  iron,  being  worked  much  more,  is  freed  from  its  impurities,  which  can  only  be  effected  by 
repeated  workings. 

When  gun-barred  are  manufactured  from  stub-iron  by  a  process  similar  to  that  of  musket-barrels, 
they  merely  exhibit  a  mottled  appearance  on  the  application  of  acids.  It  is  also  usual  to  make  what 
are  called  8iub  barrels  from  scrap  iron  cut  into  small  pieces  by  means  of  shears  worked  by  the  en- 
gine. It  would  be  difficult  to  define  what  scrap  iron  is,  or  what  it  is  not,  being  composed  of  every- 
'  thing  in  iron  that  has  previously  been  manufactured,  as  well  as  of  the  cuttings  from  the  various 
manufactories ;  these  are  sorted  and  employed  in  preparing  iron  of  various  qualities,  known  by  the 
names  of  vfire  twist,  Damascus  twist,  thsb  twist,  charcoal  iron,  threepennt/  skelp  iron,  tvoopenny  skeip^  etc 
The  object  of  preparing  iron  from  small  pieces  is  to  cross  and  interweave  the  fibres  in  every  pos- 
sible direction,  and  thus  greatly  to  increase  its  tenacity.  Very  few  plain  stub  barrels  are  now  made, 
as  iron  of  inferior  quality,  when  twisted,  finds  a  more  ready  sale.  For  the  finest  description  of  bar- 
rels,  a  certain  proportion  of  scrap  steel,  such  as  broken  coach-springs,  is  cut  into  pieces  and  mixed 
with  the  iron  by  the  operation  called  puddling,  by  which  the  steel  loses  a  considerable  portion  of  its 
carbon,  and  becomes  converted  into  mild  steel,  uniting  readily  with  the  iron,  and  greatly  increasing 
the  variegation  and  beauty  of  the  twist.  In  whatever  manner  the  iron  may  be  prepared,  the  opera- 
tion of  drawing  it  out  into  ribbons  for  twisting  is  the  same.  This  is  effected  by  passing  the  bars 
while  red-hot  between  rollers,  until  extended  several  yards  in  length,  about  half  an  Inch  wide,  and 
varying  in  thickness  according  to  whichever  part  of  the  barrel  it  may  be  intended  to  form ;  these 
ribbons  are  cut  into  convenient  lengths,  each  Jbeing  sufficient  to  form  one-third  of  a  barrel ;  one  of 
these  pieces  is  made  red-hot  and  twisted  into  a  spiral  form,  by  placing  one  end  in  the  prong  of  an  iron 
rod  which  passes  through  a  frame,  and  is  turned  by  a  handle,  the  ribbon  being  prevented  from  going 
round  without  twisting  by  means  of  an  iron  bar  placed  parallel  to  the  revolving  rod.  The  spiral  thus 
formed  is  raised  to  a  welding  heat,  and  dropped  on  to  a  cylindrical  iron  rod,  which  being  struck  forcibly 
on  the  ground  (jumped),  the  edges  of  the  spiral  unite,  and  the  welding  is  then  completed  by  hammering 
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on  the  anvil :  the  other  spirals  are  added  according  to  the  length  of  the  barrel,  and  the  forging  is 
finished  by  hammering  regularly  all  over.  The  ends  of  each  spiral  should  be  turned  up  and  united  at 
each  junction  of  the  spirals,  to  avoid  the  confusion  in  the  twist  occasioned  by  merely  dropping  ooe 
spiral  on  another ;  but  this  is  rarely  done.  Wire-twist,  of  any  degree  of  fineness,  may  be  obtained  by 
welding  alternate  laminsB  of  iron  and  steel,  or  iron  of  two  qualities,  together ;  the  compound  bar  thus 
formed  is  drawn  into  ribbons,  and  twisted  in  the  same  manner  as  the  preceding.  The  operation  of 
twisting  the  iron  not  only  increases  the  beauty  of  the  barrel,  but  adds  considerably  to  its  strength  \/j 
opposing  the  longitudinal  direction  of  the  fibres  to  the  expansion  that  takes  place  in  the  act  of  firing. 
The  iron  called  £am<ucuSj  from  its  resemblance  to  the  celebrated  Oriental  barrels  and  sword-blades,  is 
now  manufactured  by  welding  25  bars  of  iron  and  mild  steel  alternately,  each  about  2  feet  long,  2  inches 
wide,  and  a  quarter  of  an  inoi  thick ;  and  having  drawn  the  whole  mass  into  a  long  bar,  or  rod,  three- 
eighths  of  an  inch  square,  it  is  then  cut  into  proper  lengths  of  from  0  to  6  feet ;  one  of  these, 
being  made  red-hot,  is  held  firmly  in  a  vise,  or  in  a  square  hole,  to  prevent  it  from  tummg,  while  the 
other  end  is  twisted  by  a  brace,  or  by  machinery,  taking  care  that  the  turns  are  regular,  and  boldiog 
those  parts  which  turn  closer  than  others  with  a  pair  of  tongs ;  the  rod  is  by  this  means  shortened 
to  half  its  original  length,  and  made  quite  round.  If  only  two  pieces  are  employed  to  form  the  ribbon, 
one  is  turned  to  the  right  and  the  other  to  the  left ;  these,  being  laid  parallel  to  eadi  other,  are  nnited 
by  welding,  and  then  flattened ;  but  if  three  square  rods  are  used,  the  centre  one  is  turned  in  a  coo- 
trary  direction  to  the  outside  ones,  and  this  produces  the  handsomest  figure.  By  tJiese  operations  the 
alternations  of  iron  and  steel  change  places  at  every  half  revolution  of  the  square  rod  composed 
of  25  laminsB ;  the  external  layers  winding  round  the  interior  ones,  thus  forming,  when  flattened 
into  a  ribbon,  irregular  concentric  ovals  or  circles.  The  fineness  of  the  Damascus  depends  on  the 
number  and  thickness  of  the  alternations ;  and  the  figure  of  the  ribbon  when  brought  out  by  adds 
resembles  that  of  a  curled  ostrich  feather ;  but  when  wound  into  a  spiral  form,  and  united  on  its 
edges  by  jumping,  the  edges  bend  round  and  the  figure  is  completed.  This  is  sometimes  veneered  on 
common  iron ;  and  they  often  wind  a  thin  ribbon  of  Damascus,  or  superior  iron,  round  iron  of  the 
worst  qufldity ;  even  gas-tubing  is  considered  good  enough,  when  coatCKl  in  this  manner,  to  form  gon- 
barrehs  of  a  very  low  price  with  a  high-priced  appearance.  Stub  Damascus  is  merely  one  square  rod 
of  Damascus  iron  twisted  and  flattened  into  the  ribbon  for  forming  the  barreL  Damascus  and  wire- 
twist  is  a  ribbon  of  each,  twisted  together  to  make  a  greater  variety ;  but  there  is  no  quality  so  good 
as  the  best  regular  stub4wisi,  The  Swedish  iron,  known  by  the  mark  C  C  N  D,  and  coach-springs, 
form  an  excellent  combination  for  Damascus  barrels. 

The  next  operation  is  rough  boring,  usually  by  machinery.  A  long  square  bit,  attached  to  a  rod, 
revolves  with  great  rapidity,  while  the  barrel  is  pressed  forward  by  a  crooked  lever,  one  end  of 
which  the  workman  holds,  and  passes  the  other  end  along  a  series  of  nails  or  pegs,  driven  into  the 
top  edge  of  the  trough  or  bench  on  which  the  barrel  is  placed,  thus  forcing  the  bairel  forward  along 
the  boring-bit.  Water  is  kept  constantly  flowing  over  the  barrel  during  the  process,  otherwise  the 
heat  generated  by  the  friction  would  soon  soften  the  bit  and  render  it  useless.  The  outsides  ars 
then  ground  on  very  broad  stones  turned  by  the  engine.  The  workman  sits  on  a  kind  of  wooden 
horse,  firmly  chained  to  the  floor;  a  sloping  board,  nearly  in  contact  with  the  grindstone,  is  placed 
before  him,  against  which  he  leans,  and  rests  the  barrel ;  a  long  iron  rod  passes  through  the  barrel, 
and  projects  at  each  end,  sufficiently  to  form  handles,  and  at  the  same  time  an  axis,  on  whidi  the 
barrel  rotates  more  or  less  freely,  according  to  the  d^ree  of  pressure  against  the  board.  By  moring 
it  regularly  sideways,  the  whole  surface  is  ground  over.  It  is  evidently  impossible  to  fini^h  bands 
with  any  great  accuracy  on  a  grindstone,  though  most  of  the  barrels  that  are  made  into  guns  m  Bir- 
mingham are  merely  smoothed  up  after  this  process,  an  appearance  of  regularity  being  given  to 
them  at  the  muzzle  by  filing ;  but  if  transverse  sections  were  made  at  different  distances,  they  would 
be  found  very  unequal  in  substance,  as  is  always  the  case  with  musket  and  other  common  barrds, 
although  some  of  the  grinders  are  able  to  finish  with  considerable  accuracy.  It  is  in  the  ground  and 
rough-bored  state  that  most  of  the  best  barrels  are  sent  to  the  finishing  gunsmith,  where,  after  bdng 
set  perfectly  straight,  they  are  fixed  on  a  movable  carriage,  which  is  drawn  gradually  forward  along 
a  level  surface  or  railway,  by  means  of  a  weight  and  pulleys ;  the  boring-bit  being  fixed  in  a  square 
hole  in  the  axis  of  a  fly-wheel  which  is  turned  by  hand  or  by  steam  madiinery,  while  the  barrel  slowly 
advances  until  the  bit  passes  out  at  the  opposite  end  to  that  at  whidi  it  entered.  The  same  square 
bit  is  made  to  enlarge  the  bore  to  the  required  size  by  the  addition  of  a  spill^  which  is  simply  a  long 
thin  piece  of  wood  slightly  taper,  flat  on  one  side  and  round  on  the  other ;  this,  being  placed  along 
one  side  of  the  bit,  causes  it  to  cut  on  two  angles  only,  and  the  size  of  the  calibre  may  be  very  grad- 
ually increased  by  the  interposition  of  strips  of  writing-paper  between  the  spill  and  the  bit  After 
the  barrel  is  correctly  bored,  the  external  part  is  turned  in  a  lathe,  a  steel  mandrel  being  intro- 
duced at  each  end.  The  barrel  is  thus  rendered  perfectly  correct  and  equal  in  every  part  The 
barrel,  being  tapped^  that  is,  screwed  at  the  breech  end,  and  the  plug  fitted,  is  now  proved  with  a 
charge  of  powder  proportioned  to  the  weight  of  a  leaden  ball  that  fits  the  bore ;  this  is  always  five 
or  six  times  the  ordinary  load ;  beside  which,  it  is  forced  with  water,  as  minute  defects,  invisible 
to  the  eye  and  not  affected  by  the  proving,  are  thus  easily  detected.  When  faUe-breeched^  ribbed^ 
docked,  and  screwed  together^  the  barrel  is  bored  for  shooting,  and  smoothed  outside.  Double  barrels 
have  a  flat  struck  along  the  inner  side  of  each,  previous  to  laying  them  together ;  about  4  inches  of 
the  breech  end  is  brazed  or  hard-soldered,  and  the  remainder  of  uie  length  soft-soldered ;  the  upper 
and  under  ribs  being  soldered  on  at  the  same  time. 

The  progressive  stages  of  best  gun-making  may  be  briefly  enumerated  in  the  following  order,  sup- 
posing the  lock  and  barrel  to  be  already  made :  The  lock  and  barrel,  being  jointed  to  each  other  (if 
the  plan  require  it),  are  given  to  the  stocker,  who  lets  them  into  the  wood,  which  ought  to  hare  been 
previously  cut  out  of  the  plank  at  least  two  or  three  years,  in  order  to  be  perfectly  seasoned.  The 
next  workman  is  the  screwer-togcther,  who  lets  in  all  the  furniture  and  puts  in  all  the  screws ;  *hai 


Digitized  by 


Google 


FIRE-EXTINGUISHERS. 


799 


this  is  done,  the  gun  is  detonated  by  another  workman,  who  fits  the  cock,  and  finishes  the  external 
part  of  the  breeching.  The  barrel  then  goes  to  the  barrel-maker  to  smooth  and  bore  for  shooting, 
and  the  gun  is  returned  to  the  screwer-together.  From  him  it  passes  to  the  stripper  and  finisher,  who 
takes  the  whole  to  pieces  and  corrects  any  trifling  errors  of  preceding  workmen.  The  barrel  is  en- 
graved and  browned — an  operation  performed  by  producing  successive  coatings  of  rust  on  the  surface, 
and  brushing  them  off  as  they  arise  with  a  fine  steel-wire  scratch-brush,  until  the  required  color  is 
obtained,  which  usually  takes  a  week,  and  is  effected  by  a  solution  of  metallic  salts,  combined  with 
nitric  ether;  during  this  process  the  lock  and  furniture  are  polished,  engraved,  blued,  and  hardened, 
and  the  stodc  is  oiled  and  polished.  The  hardening  is  performed  by  stratifying  the  various  parts  in 
an  iron  pan  with  animal  charcoal,  prepared  from  bone-  and  ivory-dust,  or  old  shoes ;  the  whole  is 
then  exposed  to  a  full  red  heat  for  about  an  hour,  or  according  to  the  size  of  the  work ;  the  pan  is 
withdrawn  from  the  fire,  and  the  contents  are  thrown  into  water.  The  surface  of  the  iron  becomes 
converted  into  steel  by  the  absorption  of  the  carbon,  and  beautiful  colors  are  produced,  the  variega- 
tion of  the  color  being  affected  by  the  quantity  of  the  iron.    The  finisher  then  completes  the  gun. 

FIRE-ENGINES.    See  Emginbs,  Fire. 

FIRE-EXTINGUISHERS.  Nearly  all  modem  special  apparatus  for  the  extinguishment  of  fire  is 
based  on  the  use  of  carbonic-add  gas.  This  gas  is  heavier  than  air,  and  when  projected  upon  the 
flames  it  cuts  off  the  supply  of  oxygen 
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which  supports  combustion.  Five  per  cent. 
of  the  gas  in  the  ordinary  atmosphere  is 
sufficient  to  check  fire. 

Portable  fire-extingiiishers  differ  only  in 
the  mechanical  construction  whereby  the 
chemicals  which  generate  the  carbonic-add 
gas  are  brought  together. 

The  Champion  Fire-Extinguisher  is  rep- 
resented in  Fig.  1676.  The  mouth  of  the 
add-jar  is  above  the  water-line.  The  lead 
stopper  is  held  by  its  own  wdght  in  the 
mouth  of  the  glass  acid-jar.  It  is  plain 
that,  by  simply  inverting  the  machine,  the 
stopper  will  fall  out  of  the  mouth  of  the 
add-jar  and  allow  the  acid  and  alkaline 
water  to  come  together  at  the  base  below 
the  faucet,  instantly  produdng  a  force  of 
100  lbs.  to  the  square  inch.  The  power 
thus  obtained,  it  is  claimed,  will  throw  a 
stream  fully  50  feet. 

The  Babcock  apparatus,  illustrated  in 
Fig.  1677,  contains  sulphuric  acid  in  a  glass  bottle  placed  in  a  support,  as  shown.    The  alkali  is  dis- 
solved in  water,  which  fills  the  extinguisher  to  within  8  inches  of  the  top.    The  bottle,  after  being 
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filled  with  add,  is  held  by  the  screw-cap  which  comes  down  over  its  neck.    In  case  of  fire,  the  handle 
is  screwed  up.    The  bottle,  no  longer  held  in  upright  position  by  the  cap,  at  once  turns  over,  so  that 
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the  add  is  discharged  into  the  carbonated  water.    Instantaneous  chemical  action  takes  place,  sup- 
plying about  90  lbs.  pressure  to  the  square  inch  to  throw  the  mingled  stream  of  water  and  gas. 

The  arrangement  of  two  large  extinguishers  of  this  type,  so  as  to  form  a  chemical  fire-engine,  is 
illustrated  in  Fig.  1678.  One  cylinder  is  recharged  while  the  other  is  workhig.  At  a  test  of  one  of 
these  engines  before  the  Fire  Commissioners  of  New  York,  800  feet  of  hose  was  led  from  it  orer 
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the  roof  of  an  engine-house,  and  thence  to  the  top  of  a  bell-tower  100  fee 
turned  on  at  the  engine,  and  a  stream  was  thrown  through  the  800  feet  of  1 
bell-tower,  over  the  adjoining  buildings  into  the  street.  It  is  well  know 
steamer  throws  a  comparatively  feeble  stream  when  the  hose  is  led  to  the 
This  is  owing  partly  to  the  friction  in  the  hose,  the  weight  of  water,  and,  n 
all  the  propelling  force  is  behind  the  water  at  the  steamer.  In  the  chemica 
any  pressure  can  be  obtained,  and  the  propelling  force  goes  out  with  the  si 
nearly  the  same  pressure  at  the  nozzle,  which  pressure  can  be  regulated  by 
One  of  the  most  successful  applications  of  carbonic-acid  gas  to  the  ei 
shipboard,  or  among  shipping  in  a  harbor,  has  been  devised  by  Mr.  A.  M.  <  _ 
The  general  principle  on  which  the  apparatus,  Fig.  1679,  is  based,  is  the  direct  use  of  the  drr  pi 
carbonic  acid  in  smothering  volume,  in  contradistinction  to  the  ordinaiy  employment  of  limited 
quantities  of  the  gas  dissolved  in  water  under  pressure.  The  generators  A  are  copper  cylinders, 
capable,  of  withstanding  some  800  lbs.  pressure,  lined  with  tin  to  resist  the  add,  and  suspended  by 
straps  under  the  deck-beams.  These  vary  in  number,  according  to  the  requirements  of  the  size  ot 
the  ship,  and  preferably  are  about  26  inches  in  diameter  by  9  feet  in  length,  so  that  each  holds  about 
448  lbs.  bicarbonate  of  soda  mixed  with  water  to  a  paste.  Domes  B  extend  upward  from  the  gen- 
erators to  a  height  of  86  inches,  and  through  these  the  chemicals  are  admitted.  In  eadi  generator 
(as  shown  by  the  broken-away  portion  of  one)  is  a  horizontal  shaft  on  which  agitating  vanes  are 
spirally  disposed.    When  these  shafts  are  rotated,  by  means  of  the  bevel-gearing  C  and  cranb 
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Dy  a  slowlj  moving  current  of  acid  is  carried  through  the  soda,  and  thorough  mixing  insured. 
Opening  outboard  is  a  water-supply  pipe  E^  which  communicates  with  two  branch  pipes,  F  and  O^ 
respectively  above  and  below  the  generators.  The  pipe  F  serves  to  conduct  water  to  the  latter. 
The  pipe  O  may  be  used  as  a  waste-pipe,  as  it  leads  outboard  on  the  other  side  of  the  vessel ;  or 
when  the  valve  H  is  opened,  and  the  valve  /  closed,  it  conducts  water  from  E  into  the  cylinders 
from  below,  to  break  up  the  caked  residuum  before  discharging  the  same  overboard.  The  acid 
reservoir  J  is  firmly  secured  on  the  bottom  of  the  vessel.  It  is  thus  situated  apart  from  the  other 
machinery,  so  that  the  corrosive  action  thereon  of  its  contents  is  avoided ;  while,  if  it  should  leak, 
no  harm  would  be  done,  as  the  acid  would  simply  run  into  the  bilge.  The  cylinder,  which  has  a  capa- 
city of  218  gallons,  is  made  of  quarter-inch  lead  reinforced  by  an  iron  shell,  which,  while  strongly 
backing  and  holding  the  weaker  metal,  may  be  easily  removed  when  the  inner  case  needs  repairs. 
The  reservoir  is  charged  from  the  deck  above  through  the  pipe  K,  The  vessels  L  are  intermediate 
and  distributing  receptacles,  to  hold  the  acid  in  small  amounts  until  needed,  and  also  to  apportion 
the  charges  to  the  respective  generators.  They  are  of  copper,  lead-lined ;  they  possess  gauges  for 
showing  the  level  of  their  contents,  and  are  directly  connected  with  the  domes  B  by  pipes  M,  To 
fill  these  vessels,  a  pipe  is  provided  which  extends  into  and  near  the  bottom  of  the  acid  reservoir. 
From  this,  branch  pipes  lead  to  the  separate  chargers.  An  air-pump,  N^  the  lever  of  which  is  shown 
in  the  hands  of  the  figure,  forces  air  by  a  small  pipe  into  the  acid  cylinder ;  and  the  pressure  gen- 
erated drives  the  acid  up  through  the  conduits  aud  into  the  chargers  X,  in  quantities  as  desired. 
Valves  are  provided,  so  that  one  or  all  of  the  chargers  may  be  filled.  The  alkali  generators  have 
like  valves  in  the  water-pipes,  so  that  water  may  be  admitted  to  as  many  as  needed. 

The  carbonic-acid  gas  may  itself  be  used  for  forcing  up  the  acid  by  causing  the  pressure  generated 


in  a  portion  of  the  apparatus  to  act  so  as  to  drive  the  liquid  up  into  the  other  parts  This  is  done 
by  a  simple  adjustment  of  valves  and  connections  which  need  not  here  be  explained.  Steam  may 
also  be  conduct^  to  the  acid  reservoir  to  serve  the  same  purpose.  A  water-trap,  0,  is  provided  in 
the  air-pump  pipe,  which  prevents  the  acid  fumes  from  injuriously  affecting  the  working  parts  of  the 
pamp.  The  pipes  P,  connecting  the  domes  with  the  charges,  serve  to  equalize  the  pressuce  between 
51 
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the  two,  and  to  permit  the  free  passage  of  the  acid  down  to  the  generator,  when  the  chemicals  are  to 
be  mixed,  bj  preventing  a  vacuum  above  the  add.  Elach  dome,  by  means  of  a  horizontal  distribut- 
ing pipe  Q,  with  suitable  vertical  branches,  communicates  with  the  gas  holder  or  purifier  R,  into 
which  the  generated  gas  is  thus  conducted.  The  purifier  is  a  cjlindrical  vessel,  wLich  is  imperforate 
at  the  points  where  the  entering  gas  strikes  it  in  issuing  from  the  branch  pipes ;  and  between  these 
pipes  it  is  perforated  to  admit  the  passage  of  the  gas.  The  object  of  this  partition  is  to  climiiiate 
the  solid  and  liquid  particles  which  are  mechanically  carried  up  in  the  form  of  spray,  by  causmg 
them  to  impinge  against  the  imperforate  portion  of  the  diaphragms.  The  gas  then  passes  to  the 
hose  8. 

In  order  to  remove  the  collected  impurities  from  the  purifier,  a  pipe,  with  smtable  valve,  leads 
from  the  bottom  thereof  to  the  discharge-pipe  O.  In  this  way,  water  may  be  led  in  from  the  main 
supply  E^  and  also  discharged  through  the  same  pipe.  The  latter  also  serves  as  a  drain  for  any  of 
the  liquid  contents  of  the  generator  which  might  surge  up  into  the  holder ;  and  thus  it  operates  as 
an  equalizer  to  restore  the  said  liquid  to  the  generators.  In  order  to  introduce  the  gas  into  the 
burning  vessel,  without  causing  it  to  entrain  air  with  it,  the  nozzle  T  has  a  tapered  screw-threaded 

swiveling  sleeve,  which  is  provided 
16S1*  with    handles,  and    whidi    may  be 

screwed  into  a  hole  of  any  uze  bored 
in  the  deck.  An  attendant  at  the 
nozzle  is  thus  dispensed  with,  and  the 
latter  is  firmly  held  air-tight.  An  ex- 
tra pipe  is  connected  to  the  distribut- 
ing pipe,  and  leads  into  the  open  air 
,  so  as  to  prevent  the  escape  of  the 
gas  into  the  room  through  Uie  safetj- 
valves.  There  is  a  separate  safety- 
valve  on  each  dome,  and  also  one  on 
the  purifier,  which  is  arranged  to  blow 
off  into  the  atmosphere  at  a  lower 
pressure  than  those  on  the  domes,  in 
order  to  insure  that  no  gas  shall  es- 
cape between  decks.  Pressure-gauges 
are  also  arranged  on  each  generator, 
and  one  is  provided  to  indicate  the 
pressure  applied  upon  the  acid  in  the 
reservoir. 

An  English  inventor,  Captain  W. 
H.  Thompson,  has  succeeded  in  per- 
fecting a  device,  illustrated  in  Fig. 
1680,  that  has  secured  the  indorse- 
ment of  the  directors  of  the  **  White 
Star  Line  'V  of  steamers,  upon  two  of 
which  the  apparatus  has  been  fitted. 
At  a  point,  A,  on  the  upper-deck  mid- 
ships, a  series  of  four  iron  pip«  pro- 
ject, and  are,  when  not  in  use,  closed 
by  screw-caps.  The  pipes  terminate 
below  respectively  in  the  main-deck, 
*tween-deck,  hold',  and  ooal-bunkers. 
To  the  right  of  this  line  of  projecting 
pipes  is  a  second  single  one  leading 
from  the  boilers  below,  and  half-way 
between  this  steam-pipe  and  the  other 
four  is  a  large  box,  in  which  carbonic- 
add  gas  can  be  generated  by  some  one 
of  the  usual  methods.  The  reagents 
needed  to  generate  the  gas  are  then 
brought  together  in  the  box,  and  con- 
nection between  it  and  the  noczle  of 
the  pipe  leading  to  the  bunkers  is  es- 
tablished, as  here  shown.  When  all 
is  in  readiness,  the  steam-valve  is 
opened,  and  at  once  a  blast  of  steam 
enters  the  box,  where  it  combines  with 
.  the  carbonic  add,  and  these  two  pow- 
erful  agents  rush  on  and  downward 
together.  The  carbonic  add,  aided  by 
the  energy  imparted  to  it  by  the  steam, 
soon  finds  its  way  to  the  seat  of  the 
conflagration,  and,  replacing  the  air 
that  favored  the  combustion,  acts  as  a  wet  blanket,  smothering  and  finally  extinguishing  the  flames. 
In  order  that  the  distribution  of  the  steam  and  gas  may  be  as  general  and  positive  as  possible,  the 
conducting-pipes,  on  entering  their  special  precinct,  are  perforated  along  their  sides,  the  steam  emerg- 
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ing  from  these  holes  in  the  maimer  indicated  in  the  illustration.  It  will  be  seen  from  the  method  of 
its  construction  that  this  apparatus  is  so  contrived  that  either  gas  or  steam  may  be  used  alone. 

HaWs  Syttem  of  JF^re-EztinfftUahitiff  Apparatus  is  adapted  to  carrjing  a  supply  of  water  to  all 
portions  of  a  factory  by  means  of  pipes,  through  perforations  in  which  it  is  discharged  at  any  desired 
point  The  receiver,  Fig.  1681,  is  placed  in  the  counting-room,  or  any  other  suitable  place  where 
the  valves  can  be  got  at  readily.  The  large  pipe  entering  the  bottom  of  the  receiver  is  used  where 
there  is  a  natural  head  of  water.  The  hose  at  the  left  is  connected  with  a  hose  from  a  force-pump 
or  steam  fire-engine.  The  pipes  at  the  top  are  mains  leading  to  each  room  in  the  building— each 
numbered  to  correspond  to  the  number  of  the  room  to  which  it  leads — and  out  off  from  tlie  receiver 
by  Talves.  The  mains  are  water-tight  until  they  enter  the  rooms,  where  the  perforated  pipes  or 
"  sprinklers ''  begin.  The  latter  cross  the  rooms  at  intervals  of  8  or  10  feet.  If,  for  example,  a 
fire  occurs  in  any  room — say  room  No.  8 — the  valve  of  No.  8  leading-pipe  is  turned,  and  in  an  in- 
stant a  fine  rain-shower  of  spray  fills  that  room.  As  soon  as  the  fire  is  extinguished,  the  yalve,  upon 
being  turned  back,  will  immediately  stop  the  supply  of  water;  and  as  soon  as  the  pressure  is  turned 
from  the  receiver,  the  valve  is  again  opened,  and  the  water  remaining  in  the  pipes  escapes  from  a 
waste^cock  at  the  bottom.    (See  also  Enginis,  Fire.) 

FISH-PLATE.    See  Railroad. 

FLASK.    See  Casting,  and  Pattbrn-making  and  Moulding. 

FLAX,  MACHINERY  FOR  PREPARING  AND  SPINNING.  To  prepare  fiax  for  manufacture, 
the  stalks  with  the  roots  are  pulled  and  set  up  in  bundles  to  dry.  The  seed  is  then  removed  by  roll- 
ers  which  act  upon  the  bolls.  The  retting  process  follows.  This  consists  in  steeping  the  stalks  in 
partially  stagnant  water  for  about  three  weeks,  during  which  time  fermentation  takes  place.  The 
flax  fibre  being  the  bark  or  rind  of  the  fiax  plant,  of  which  the  interior  or  core  is  a  semi-wooden 
substance  called  boon,  the  object  of  retting  is  partially  to  decompose  this  woody  substance  so  that  it 
becomes  brittle  when  dry ;  and  the  fermentation  should  not  be  continued  so  long  as  to  injure  the 
strength  of  the  fibre,  but  long  enough  to  loosen  the  gum  which  causes  the  bark  to  adhere  to  the 
woody  portion.  When  thoroughly  dried,  the  flax  is  ready  to  be  broken.  This  is  done  in  the  breaking 
machine,  which  has  fluted  or  grooved  rollers,  between  which  the  flax-stem  is  made  to  pass,  so  that 
Uie  woody  fibre  becomes  well  broken  without  being  cut.  Next  comes  the  scutching  machine,  in  which 
revolving  blades  or  arms  beat  out  the  woody  fragments,  and  the  fibres  are  to  a  certain  degree  separa- 
ted. In  some  processes  the  fiax  is  now  directly  hackled ;  but  since  the  introduction  of  £e  principle 
of  spinning  flax  wet,  various  methods  hare  been  adopted  to  render  the  fibre  finer,  or  in  other  words 
to  split  it  up  into  a  greater  number  of  fibres,  by  the  hackling  operation.  In  order  to  obtain  the 
finest  fibre,  it  was  found  necessary  to  break  or  cut  the  fiax  into  three  lengths,  and  this  is  done  in  a 
cutting  machine  which  contains  a  circular  saw  about  20  inches  in  diameter,  constructed  of  three  or 
four  plates  of  steel,  each  about  a  quarter  of  an  inch  thick,  and  armed  with  angular  teeth  projecting 
from  their  circumference.  This  circular  saw  revolves  with  considerable  velocity,  A  boy,  gprasping 
a  handful  of  flax  firmly  at  both  ends,  passes  it  between  two  pairs  of  grooved  piUlejrs,  which  revolve 
slowly  on  either  side  and  carry  it  against  the  saw,  which  tears  off  first  the  root  end  and  then  the  top 
of  the  stem  from  the  middle.  The  fiax  is  thus  divided  into  three  lengths :  the  coarse  and  strong 
root-ends,  the  fine  and  strong  middle,  and  the  still  finer  but  le^  strong  tops.  These  lengths  are  col- 
lected into  separate  heaps,  "  stricks,"  or  "  locks,"  of  which  there  are  800  or  400  to  the  cut. 

Hackling. — ^Flax  may  be  either  hand-hackled  or  machine-hackled.  The  operation  of  hand-hactding 
requires  much  experience  in  order  to  attain  dexterity.  The  first  tool  used  by  the  workman  is  the 
rv^ety  which  is  a  rude  kind  of  comb,  consisting  of  a  tin-covered  stock  of  wood  three-quarters  of  an 
inch  thick,  studded  with  iron  or  steel  teeth.  Each  tooth  is  about  a  quarter  of  an  inch  square  at  the 
base  and  7  inches  long,  tapering  to  a  fine  point  The  stock  is  screwed  to  a  board  a  little  broader 
and  some  inches  longer  than  itself,  which  again  is  fixed  to  the  bench  slantwise.  The  points  of  the 
teeth  incline  from  the  hackler,  and  a  sloping  board  at  a  still  greater  inclination  is  placed  behind 
the  teeth,  to  prevent  the  flax  from  entering  them  too  far.  The  hackler  grasps  one  of  the  handfuls  of 
flax  by  the  middle,  spread  out  as  flatly  as  possible,  between  the  forefinger  and  thumb,  and,  winding 
the  top  end  about  his  right  hand  to  prevent  it  from  slipping,  he  proceeds  by  a  circular  sweep  of  his 
hand  to  lash  the  root  end  of  the  flax  into  the  teeth  of  the  iniffer,  commencing  as  near  the  extremity 
as  possible,  and  gradually  working  up  to  his  right  hand,  collecting  now  and  then  the  fibres  by  holding 
his  left  hand  in  front  of  the  ruffer  and  turning  the  flax  from  time  to  time.  When  the  hackler  has 
raffed  the  root  end,  he  seizes  the  flax  by  the  part  that  has  been  ruffed,  and  proceeds  in  a  similar 
manner  to  ruff  the  top  end.  As  it  is  impossible  to  ruff  entirely  up  to  the  hand,  there  must  of  neces- 
sity be  a  certain  space  left  to  be  subsequently  passed  through  the  ruffer ;  this  is  called  the  **  shift** ; 
but  the  less  length  that  is  required  for  this  purpose  the  better.  The  next  tool  used  by  the  worionan 
is  the  "  common  eight,'*  which  is  similar  in  form  to  the  ruffer,  except  that  the  pins  are  much  closer 
placed  and  are  not  more  than  6  inches  long.  The  flax  is  not  wound  round  the  hand,  but  is  laid  upon 
the  back  board  with  the  left  hand,  over  the  points  of  the  pins,  a  slight  lowering  of  the  right  hand 
and  the  angle  of  inclination  of  the  instrument  causing  it  to  enter  the  pins  sufficiently  on  being  drawn 
forward.  From  the  **  common  eight  **  the  flax  can  be  taken  to  other  tools,  called  the  "  fine  eight,*' 
the  "  ten,**  the  *'  twelve,**  and  the  "  eighteen,**  to  be  still  further  hackled.  The  object  of  this  process 
is  to  split  the  filaments  of  the  flax  into  their  finest  fibres  arranged  in  parallel  order,  and,  so  to  speak, 
combed.  The  flax  is  divided  by  this  process  into  two  kinds  of  fibre,  called  the  *'  line  **  and  the 
*'  tow.**  The  longer  fibres  (or  **  line  **)  remain  in  the  hand  of  the  hackler  as  be  proceeds ;  the  short- 
er fibres  (or  **  tow  **)  adhere  to  the  teeth  of  the  instrument,  and  require  to  be  removed  from  time  to 
time.  In  the  hands  of  an  unskillful  operative  the  best  flax  will  all  be  converted  into  tow.  A  good 
hackler  feels  at  once  the  degree  of  resistance,  and  draws  the  flax  with  suitable  force  and  velocity,  and 
throws  it  more  or  less  deeply  among  the  teeth,  according  to  circumstances.  It  was  thought  at  one 
time  that  the  requisite  delicacy  of  manipulation  could  only  be  secured  by  manual  dexterity ;  and  even 
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after  the  iDtroduction  of  machine-spinning,  hand-hackling  was  solely  employed.  The  progress  of  in- 
yention  has,  however,  in  recent  years  enabled  the  spinner  to  substitute,  to  a  very  large  extent,  ma- 
diines  for  hand-hackling.  The  flax,  divided  as  previously  mentioned  into  stricks,  is  Bpread  out  and 
placed  between  a  pair  of  short  iron  bars,  which  are  screwed  together  and  hold  it  firmly,  like  the  band 
of  the  hackler.  Each  pair  is  called  a  *'  holder,"  the  screws  of  which  are  4^  inches  apart  A  number 
of  these  holders  are  fixed  to  a  cylinder  at  distances  a  few  inches  apart.  The  root  ends  of  the  flax 
fall  upon  an  inner  cylinder  covered  with  sharp  teeth,  which  revolves  slightly  and  hackles  the  flax, 
while  the  outer  cylinder  revolves  slowly  in  the  opposite  direction.  When  the  holders  have  passed 
through  about  half  a  circle,  they  are  deposited  by  the  outer  cylinder  upon  a  kind  of  rail.  The  ma- 
chine-minder, generally  a  girl,  then  removes  them  to  another  machine  similar  to  the  first,  where  tbe 
uncombed  ends  fall  upon  an  inner  cylinder,  and  are  hackled  like  the  ends  previously  combed.  Some- 
times the  entire  process  is  performed  by  one  machine,  the  holders  being  opened  by  the  macfaine-mmd- 
er,  after  the  root  ends  have  been  hackled,  and  the  flax  turned  the  other  way.  To  cleanse  the  points 
of  the  hackling  teeth  from  tow,  a  series  of  brushes,  fixed  upon  wooden  cylinders,  are  provided ; 
these  brushes  pass  between  the  points  and  remove  the  tow.  One  of  the  best  hackling  machines  is 
Ardeirs  intersector,  in  which  two  hackling  cylinders  operate  upon  the  strick  of  flax,  and  hackle  it  on 
both  sides  at  the  same  time.  Combe  &  Co.,  of  Belfast,  manufacture  a  self-acting  sheet  machine,  veiy 
suitable  for  hackling  the  coarser  kinds  of  flax.  The  hackles  are  placed  upon  a  flat  surface  or 
"  sheet,''  as  the  cylinder  is  not  well  adapted  for  hackling  large  uncut  flax.  The  nature  of  the  oper- 
ations in  the  "  circular  "  and  **  flat "  machines  is  the  same,  except  that  in  the  circular  the  flax  is  acted 
on  by  hackles  fixed  on  the  circumference  of  a  cylinder,  and  in  the  fiat  by  hackles  fixed  on  an  endless 
sheet 

The  appearance  of  the  flax  after  hackling  is  much  changed :  the  line  consists  of  long,  fine,  soft, 
and  glistening  fibres  of  a  bright  silver-gray  or  yellowish  color,  and  when  seen  from  a  short  distance 
having  very  much  the  appearance  of  silk. 

SosTiNO. — The  next  operation  is  called  toriing.  The  hackled  flax  is  taken  to  the  sorting  room, 
where  the  stacks  are  separated  into  various  divisions,  according  to  the  degrees  of  fineness.  Before 
the  line-sorter  is  placed  a  kind  of  table,  containing  a  number  of  boxes  for  receiving  the  various  qual- 
ities of  line.  These  boxes  are  respectively  label^  2  lb.,  8  lb.,  Z\  lb.,  4  lb.,  5  lb.,  6}  lb.,  6^  lb.,  etc, 
from  an  old  system  of  comparing  fineness  with  weight  He  judges  of  the  various  degrees  of  fine- 
ness by  the  touch,  as  well  as  by  the  eye.  A  block  hackle  stands  on  the  table,  through  which  be  fre- 
quently draws  the  line,  to  keep  the  fibres  parallel. 

SpREADiNa  AND  Drawino. — Each  of  the  stricks  of  flax  is  subdivided  into  two  or  three  portions, 
which  are  arranged  longitudinally  on  the  creeping-sheet  (or  feeding-cloth)  of  a  spreading  machine, 
the  ends  of  the  successive  portions  overlapping  each  other  about  three-fourths  of  their  length.  Tbe 
construction  of  a  spreading  machine  which  produces  the  diver  or  foundation  of  the  future  yarn  is 
shown  in  Figs.  1682  to  I687.  Fig.  1682  is  a  front  elevation  of  the  spreading  machine ;  Fig.  1683  a 
side  elevation;  Fig.  1684  a  general  plan;  and  Figs.  1685,  1686,  and  1687  detached  views,  on  en 
enlarged  scale,  of  the  spirals  and  fallers.  AAA^  the  cast-iron  framework  of  the  machine.  BR, 
the  driving  shaft,  fitted  with  a  fast  and  loose  pulley.  C  (7,  the  feeding  or  spreadiug  tabic ;  it  is 
divided  into  two  compartments,  the  one  being  considerably  longer  than  the  other,  for  the  convenience 
of  the  attendants  who  spread  the  flax.  D  D  D^  rollers  situated  at  each  end  of  the  fecdmg-tablc ; 
over  these  pass  four  endless  leather  straps,  upon  which  the  stricks  of  flax  are  spread.  EK^%.  pol- 
ished iron  plate,  upon  which  are  fixed  the  guides  which  serve  to  conduct  the  flax  to  the  back  or 
detaining  rollers.  F^  a  cylindrical  tin  can,  placed  in  front  of  the  machine  to  receive  the  sliver. 
a  a  ay  the  front  or  lower  drawing  roller,  bbb,  the  top  drawing  or  pressing  rollers,  made  either  of 
wood  or  iron,  and  covered  with  leather,  ccc,  the  back  or  ddaimng  rollers.  G  G,  two  weighted 
levers  for  imparting  the  requisite  pressure  to  the  top  drawing  rollers,  ffff^  two  weighted  levers 
bearing  in  a  similar  manner  upon  the  top  detaining  roller,  dd^  the  fcJlers  or  gilLbart^  forming  a 
sheet  of  advancing  hackles  between  the  detaining  and  drawing  rollers ;  these  are  for  the  purpose  of 
producing  great  regularity  in  the  draught,  and  a  perfectly  parallel  distribution  of  the  fibres,  cte^ 
the  rubbers  for  clearing  the  top  drawing  rollers  from  adhering  fibres.  ///,  brass  guides  for  con- 
ducting the  sliver  to  the  drawinc  rollers,  gg^  the  diver-pUUe^  formed  with  beveled  openings  for  the 
sliver  to  pass  through  toward  h\  the  calender  rollers^  by  which  the  four  slivers  are  compressed  into 
one,  and  delivered  in  the  form  of  a  ribbon  into  the  can  F,  JT,  the  calender  rolling  shaft,  t  i,  cast- 
iron  hangers  for  transmitting  the  pressure  of  the  weighted  lever  G  to  the  top  drawing  rollers,  it  it 
are  similar  hangers  attached  to  the  lever  H,  I  /,  the  spirals  or  scrows,  into  the  spaces  between  the 
threads  of  which  the  ends  of  the  fallers  are  inserted,  m  m,  two  pairs  of  small  bevel-wheels  bj 
which  the  lower  spirals  are  driven  from  the  back  shaft,  n  n,  two  small  spur-wheels  communicating 
motion  from  the  lower  to  the  upper  spirals,  o  0,  the  tappets  or  etans  by  which  the  fallers  are  eleva- 
ted in  succession  from  the  lower  to  the  upper  spirals,  and  vice  verscL,  p  p^  small  weighted  levers  for 
guiding  the  fallers  between  the  threads  of  the  spirals.  9,  a  small  endless  screw  cut  upon  the  extrem- 
ity of  the  axis  of  the  lower  drawing  rollers  aa  ;  it  works  into  r,  a  worm-wheel  on  the  axis  of  which 
is  another  endless  screw,  driving  a  similar  wheel,  called  the  bell-wheel;  at  every  revolution  of  this 
last  wheel,  a  pin  fixed  into  its  rim  acts  upon  a  spring  Z,  to  the  end  of  which  a  bell  is  attached,  tbe 
ringing  of  which  serves  to  register  the  length  of  the  sliver  delivered  into  the  can. 

The  following  is  the  detail  of  the  wheel-work  in  this  machine:  On  the  driving-shaft  B  is  fixed  tbe 
spur-pinion  «,  working  into  the  wheel  i  on  the  lower  drawing-roller  shaft ;  to  this  latter  axis  is  affixed 
the  wheel  u,  whose  motion  is  communicated  by  the  movable  intermediates  v  and  w  to  the  change- 
pinion  X  on  the  back  shaft ;  the  relative  diameters  of  these  wheels  regulating  the  amount  of  dranght 
or  the  degree  of  extension  which  the  flax  sustains  in  passing  between  the  detaining  and  drawing  idl- 
ers.^ The  opposite  end  of  the  back  shaft  carries  the  pinion  y  working  into  the  stud-wheel  y',  having 
on  its  boss  the  pinion  x,  which,  by  means  of  a  movable  intermediate  «',  drives  the  wheel  T  on  tbe 
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axis  of  the  detaining  roller.  This  train  of  wheel-work  is  calculated  to  produce  a  nearly  uniform  sur- 
face speed  of  the  rollers  and  the  sheet  of  hackles.  A  slow  motion  is  commumcated  to  the  sheet  nH- 
er  Dy  over  which  the  feeding-bands  pass,  by  means  of  the  spur-wheel  3  working  through  an  mter- 
mediate  2  into  the  pinion  z.  A  uniform  velocity  is  imparted  to  the  lower  drawing-  and  calender- 
roller  shafts  a  and  K^  by  a  pinion  4  on  the  extremity  of  the  former,  working  through  an  intermediate 
wheel  6  into  a  similar  pinion  6  on  the  end  of  the  latter.  And  lastly,  a  revolving  brush  situated 
under  the  lower  range  of  fallers,  for  the  purpose  of  clearing  away  the  dust,  is  driven  by  the  Etad- 


wheel  7,  gearing  with  the  pinion  4,  and  having  on  its  boss  a  small  pinion  working  into  the  whed  8 
on  the  end  of  the  brush-shaft. 

Action  of  tlie  Machine. — The  flax  is  placed  in  the  sheet-iron  guides  behind  the  detaining  roltert 
and  along  the  endless  bands  or  feed-sheets,  by  laying  down  one  handful  after  another,  so  that  the 
points  of  the  second  strick  reach  to  about  the  middle  of  the  first,  and  thus  preserve  a  uniformity  of 
thickness  in  the  fecdhig.  By  the  motion  of  the  machine  it  is  introduced  between  the  back  rollers  (^ 
and  carried  forward  by  the  sheet  of  hackles  rf</  toward  the  front  or  drawing  rollers  a  a  6  6,  wIoAl, 
revolving  at  a  velocity  considerably  greater  than  the  former,  lengthen  or  draw  it  out  to  a  proper 
tional  extent ;  the  hackles  at  the  same  time  combing,  separating,  and  straightening  the  fibres.    Thi 
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slivers  from  the  foar  drawing  rollers  are  then  passed  through  the  beTel-slits  in  the  sliver-plate  ^y, 
and  united  into  one  by  the  calender  rollers  h  A,  where  they  are  subjected  to  a  gentle  pressure  and  de- 
livered into  the  can  F.  This  union  of  the  slivers  is  necessary  in  order  that  the  varying  thickncM  of 
each  may  be  compensated  and  perfect  uniformity  attained.  When  the  can  has  received  its  destined 
supply,  the  ringing  of  the  bell  warns  the  attendant  to  break  the  flax,  remove  the  can,  and  substitute 
another. 

The  Drawing-Frame. — The  next  process  in  the  preparation  of  flax  consists  in  causing  it  to  pan 
twice  in  succession  through  the  drawing  machine,  for  the  purpose  of  still  further  increasing  the  fine- 
ness and  unifonnity  of  the  sliver.  These  machines,  which  are  represented  in  Figs.  1688,  1689,  and 
1690,  are  in  principle  identical  with,  and  in  the  details  of  their  construction  very  similar  to,  the 
spreading  machine  already  described.  They  contain,  as  will  be  seen  by  the  drawings,  two  seta  of 
fallers  and  rollers,  and  the  place  of  the  feeding-table  and  guides  is  supplied  by  a  bent  plate  of  pol- 
ished sheet-iron  (?,  extending  across  the  entire  breadth  of  the  machine,  over  which  the  slivers  glide 
in  passing  from  the  cans  to  the  detaining  rollers.  These  latter  differ  slightly  from  those  used  for 
the  same  purpose  in  the  spreading  machine ;  here  they  are  three  in  number,  and  coupled  together  bj 
small  pinions,  1,  2,  and  3,  and  disposed  in  a  triangular  form,  the  sliver  being  made  to  pass  under  the 

first,  over  the  second,  and  unddr  the  thirl 
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With  these  exceptions  there  is  no  < 
tial  difference  between  the  present  ma- 
chine and  that  last  described;  and  aa 
the  same  or  analogous  parts  are  desig- 
nated in  both  by  the  same  letters,  itwfll 
be  unnecessary  to  repeat  the  description. 
Spiral  or   Screw    (7t//.— Figs.  1691, 
1692,  and  1693  give  a  representation  of 
a  very  interesting  and  important  piece 
of  mechanism  which  enters  largely  into 
the  construction  of  modem  flax  madii- 
nery.    This  ingenious  contrivance  baa  in 
a  great  measure  superseded  all  former 
modes  of  effecting  the  same  object,  which 
is  combing  and  separating  the  fibres  of 
the  flax,  in  order  to  facilitate  the  draw- 
ing and  to  give  uniformity  to  the  sliTer. 
The  fallers  or  hackle-bars  dd.  Fig.  1692, 
are  supported  at  both  extremities  by  tbe 
horizontal  steel  guide-rails  k  k%  screwed 
to  the  insides  of  the  sockets  in  which 
the  spirals  or  screws  //  work;  these 
sockets  being  bored  in  projectbg  parts 
cast  upon  the  stands  D  D.    The  lower 
screw  is  driven  from  the  back  shaft  by 
a  bevel-wheel  and  pinion  m  m',  and  a 
small  spur-wheel  n,  on  the  back  of  tbe 
bevel-pinion,  works  into  a  correspond- 
ing wheel  on  the  top  screw,  drivmg  both 
screws  at  equal  velocities  but  in  con- 
trary directions.     In  the  sides  of  the 
sockets  in  which  the  screws  revolve, 
openings  arc  formed,  parallel  with  their 
axes  and  coinciding  with  the  surfaces  of 
the  guide-rails  kk  ;  through  these  open- 
ings the  ends  of  tho  gill-bars  (which  are 
steeled  and  beveled  to  compcnnte  for 
the  angle  of  the  threads)  are  insened 
into  the  helical  grooves  of  the  screws. 
Thus  the  rotary  motions  given  to  tbe 
spirals  cause  the  fallers  to  be  driven  along  the  guide-rails  in  a  vertical  position,  and  with  a  uniform 
simultaneous  movement ;  the  top  sheet  in  the  direction  of  the  drawing  rollers,  and  the  lower  toward 
tbe  detaining  rollers.    On  reaching  the  front  part  of  the  machine,  close  behind  the  drawing  rollers, 
the  fallers  are  depressed  and  put  out  of  operation  by  means  of  the  rotary  cams  o  o,  fixed  to  tbe 
ends  of  the  top  screws ;  being  guided  vertically  downward  between  the  ends  of  the  upper  guide- 
rails  and  the  weighted  levers  p  p.    They  are  thus  engaged  in  the  threads  of  the  lower  screws,  which 
carry  them  to  the  opposite  end,  where  similar  cams  o  o,  and  weighted  levers  p  />,  raise  them  sucees- 
sively  into  their  original  positicm  on  the  upper  guide-rails,  where  they  are  traversed  forward  as  at 
first.    It  is  usual  to  make  the  lower  spiral  with  the  threads  considerably  wider  than  those  of  the 
upper,  which  arrangement  diminishes  the  total  number  of  fallers  requisite  for  the  due  performance 
of  the  work. 

Sclf-regvlaiinff  Spiral  Eoving  Machine. — Fig.  1694  presents  a  general  elevation  of  the  entire 
machine  as  seen  in  front ;  one  of  the  plates  which  protect  the  spiral  pinions  being  removed  in  order 
to  show  the  mode  of  giving  motion  to  the  spindles,  fliers,  and  bobbins.  Fig.  1695  is  a  correspondmg 
general  elevation  of  the  back  of  the  roving  frame,  exhibiting  the  cone  and  differential  movements, 
and,  by  the  removal  of  one  of  the  covering  plates,  exposing  a  part  of  the  back  shaft  and  gearing 
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for  working  the  fallen.  Fig.  1696  is  an  end  eleration,  showing  the  principal  gearing  employed  in 
this  machine.  Fig.  1698  is  an  elevation,  partially  sectioned,  of  a  portion  of  the  spindle  rail  or  beam, 
and  Fig.  1699  is  a  plan  corresponding,  llg.  1700  is  an  elevation,  also  partially  sectioned,  of  part  of 
the  bobbin-lifter,  with  its  attach- 

1704.  1708. 


ed  gearing;  and  Fig.  1701  is  a 
plan  of  the  same.  Fig.  1697  is  a 
transverse  section  of  the  machine, 
exhibiting  some  of  its  internal 
arrangements,  and  showing  the 
course  of  the  sliver  from  the  cams 
to  the  bobbins.  Fig.  1702  is  an 
elevation  of  part  of  one  of  the 
stands,  showing  the  slides,  springs, 
and  weighted  levers  used  for  de- 
fining the  course  of  the  fallers. 
Fig.  1703,  an  elevation  and  plan 
of  the  contrivance  for  transmitting 
motion  to  the  axis  of  the  spirals 
on  the  bobbin-rail.  Fig.  1704,  a 
cross  section  of  a  part  of  the 
machine,  showing  the  apparatus 
for  maintaining  constant  tension 
upon  the  strap  driving  the  eone- 

pulley  of  the  traverse  and  equa  "■* 

tional  bobbin  motions. 

A  A,  the  driving-shaft,  situated  toward  the  back  of  the  machine  and  extending  throughout  its 
entire  length.  BB^a  shaft  parallel  and  near  to  the  driving-shaft,  extending  from  the  centre  to  one 
end  of  the  machine.  It  carries  a  spur-wheel  at  each  extremity,  one  of  which  is  commanded  by  the 
equational  bobbin  motion,  while  the  other,  by  means  of  a  peculiar  arrangement  of  gearing,  to  be 
hereafter  described,  transmits  the  motion  to  the  spiral  shaft  on  the  bobbin-rail.  C  C,  the  mangle- 
pinion  shaft,  worked  by  a  train  of  bevel-wheels  from  the  cone  shaft,  and,  through  the  mangle-wheel, 
situated  at  one  end  of  the  machine,  close  to  the  diiving  pulleys,  working.  J)  i>,  the  mangle-wheel 
shaft,  extending  the  whole  length  of  the  machine,  and  carrying  pinions  working  into  racks  8,  8,  8, 
attached  to  vertical  slides ;  these  slides  are  furnished  with  projecting  arms  fixed  to  the  bobbin-rail, 
which  is  traversed  up  and  down  by  the  mangle-wheel,  causing  the  fliers  to  wind  the  roving  between 
the  flanges  of  the  bobbins  with  all  the  regularity  of  a  screw.  Counterbalance  weights  1,  1,  1, 
attached  to  the  bobbin-lifter  by  means  of  chains  passing  over  pulleys,  serve  to  relieve  the  racks  from 
all  unnecessary  strain.  JS*,  a  short  shaft  situated  at  the  back  of  the  machine,  and  driven  by  a  train 
of  spur-wheels  from  the  driving-shaft  at  the  same  velocity  as  the  latter.  Upon  this  shaft  is  sus- 
pended a  species  of  frame,  fitted  to  slide  longitudinally  upon  it,  and  carrying  two  pulleys  and  a 
weight  at  the  extremity ;  the  first  pulley  being  adapted  to  rotate  with  the  shaft  JE  by  means  of  a 
long  slot  and  sunk  feather,  and  the  other  being  merely  a  conical  friction-roller,  for  the  purpose  of 
maintaining  a  constant  tension  upon  the  strap  driving  the  cone  F,  Fig.  1704.  The  frame,  with  its 
appendages,  is  traversed  along  the  shaft  by  means  of  a  weight  2,  situated  at  the  opposite  end  of  the 
machine,  and  attached  by  a  chain  and  adjustable  rod  to  the  frame  and  to  a  rack  working  in  a  slide 
fibbed  to  the  back  of  the  roller-beam,  fig.  1697.  This  rack  is  serrated  on  both  edges,  the  teeth  of 
the  upper  alternating  with  those  on  the  lower  edge,  and  the  pawls  are  alternately  disengaged  at 
every  revolution  of  the  mangle-wheel  in  such  a  manner  as  to  allow  the  drag-weight  to  advance  the 
rack  and  pulley  frame  by  half  the  distance  between  two  contiguous  teeth.  The  mechanism  by 
which  the  pawls  are  disengaged  is  as  follows :  At  the  back  of  the  rack-slide  a  short  rectangular  bar 
is  fitted  to  slide  vertically,  having  two  projecting  pins  acting  upon  the  points  of  the  clicks.  Fig. 
1697.  This  bar  is  worked  by  the  end  of  a  lever  inserted  through  its  lower  extremity,  and  having 
its  fulcrum  under  the  roller-beam ;  to  the  other  end  is  attached  the  vertical  rod  6,  canning  two 
adjustable  catches  4,  4,  which  at  every  alternate  movement  of  the  mangle-wheel  arc  struck  by  an 
arm  6  extending  from  the  rack  7.  Thus  one  of  the  pawls  is  constantly  in  gear  to  prevent  the  rack 
and  attached  pulley  frame  from  being  drawn  beyond  the  prescribed  limits  for  each  stroke.  The 
lower  pawl  is  kept  pressed  against  the  rack  by  a  counterweight  3»  while  the  upper  one  merely  rests 
on  it  by  its  own  gravity.  Tlie  pitch  of  the  teeth  on  the  rack  must  be  varied  according  to  the  degree 
of  fineness  of  the  roving.  F^  the  cone  driven  by  a  strap  belt  from  the  pulley  on  the  shaft  Ey  and 
communicating  a  gradually  retarding  motion  at  once  to  the  bobbins  themselves  and  to  the  traverse 
of  the  bobbin-rail,  the  velocity  of  the  spindles  and  fliers  remaining  constant.  This  is  necessary  in 
order  to  compensate  for  the  continually  increasing  diameter  of  the  bobbins  as  the  roving  is  wound 
upon  them.  The  cone  is  set  at  a  slight  inclination,  in  order  to  allow  the  belt  to  act  upon  a  greater 
part  of  its  periphery  toward  the  apex  than  toward  the  base,  where,  on  account  of  the  increased 
diameter,  this  precaution  is  less  necessary  to  insure  the  rotation  of  its  shaft.  A  lever  handle  (seen 
in  the  end  elevation.  Fig.  1696)  is  attached  to  the  carriage  of  the  cone-shaft,  for  the  purpose  of 
raising  its  outer  extremity  previously  to  winding  back  the  pulley-frame.  O  H^  two  short  shafts 
situated  toward  the  centre  of  the  machine,  and  carrying  gearing,  to  be  hereafter  specified,  for  trans- 
mitting the  motion  of  the  cone-shaft  F  to  the  traverse  and  equational  bobbin  motions  respectively. 
I^  a  hollow  boss  fitted  to  rotate  upon  the  driving-shaft  A^  with  a  motion  independent  of  that  of  the 
latter,  and  carrying  at  one  end  a  spur-pinion  working  into  a  wheel  on  the  shaft  J9,  and  at  the  other 
a  bevel-wheel,  being  part  of  the  equational  bobbin  motion,  if  is  a  similar  bevel-wheel  fast  upon 
the  driving-shaft  A,    L  Ly  the  back  shaft,  traversing  the  entire  length  of  the  machine,  and  carry- 
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ing  the  bevel-wheels  for  working  the  mechanism  of  the  fallers.  MM^a.  longitudinal  shaft  woridng 
in  bearings  on  the  spindle-rail,  and  carrying  the  spiral  pinions  for  conveying  motion  to  the  spindks 
and  fliers,  Figs.  1697,  1698,  and  1699.  The  spindles  are  disposed  in  two  rows,  so  that  each  spindle 
in  the  back  range  stands  opposite  to  the  interval  between  two  in  the  front  range.  The  object  of 
this  distribution  is  economy  of  space,  as  the  machines  would  require  to  be  greatly  longer  if  the  spin- 
dles stood  all  in  one  line.  The  ^aft  M  is  situated  between  the  two  rows,  and  drives  both  rows  in 
the  same  direction.  iV  JV,  a  longitudinal  shaft  working  in  bearings  on  the  bobbin-rail,  and  canyiiig 
the  spiral  pinions  for  working  the  bobbins,  Figs.  1697,  1700,  and  1701.  The  spindles  pass  through 
brass  sockets  fixed  to  the  bobbin-rail  to  hold  them  steady  as  the  latter  traverses  up  and  down. 
These  sockets  serve  also  as  pivots  for  the  spiral  pinions  to  revolve  upon ;  it  being  understood  that 
the  motion  of  the  bobbin  spirals  is  totally  independent  of  that  of  the  spindles.  A  small  flange  on 
the  top  of  each  spiral  carries  two  projecting  pins  fitting  into  corresponding  holes  in  the  bottom  of 
the  bobbins,  and  causing  both  to  revolve  together.  O  Py  the  back  detaining  rollers,  having  the  iron 
pressing  rollers  between  them,  which  are  cut  into  short  lengths,  and  are  carried  rotmd  by  the  fric- 
tion caused  by  their  own  gravity.  Q  Q,  the  axes  of  the  pressing  or  top  drawing  rollers  marked  10, 
which  are  usually  made  of  wood,  and  are  pressed  against  the  lower  drawing  rollers  12,  12,  by  hang- 
ers 11,  11,  resting  in  necks  cut  in  the  axes  and  attached  to  weighted  levers  9,  9,  passing  under  the 
roller-beam.  B  R^a.  slender  rod  extending  the  entire  length  of  the  machine,  for  conducting  the 
slivers  to  the  detaining  rollers.  They  pass  under  this  rod,  and  slide  over  a  polished  sheet-iron  plate 
covering  the  back  shaft  and  bevel-gearing  for  driving  the  gill-screws,  a  8^  a  rod  by  whidi  the 
attendant  is  enabled  at  any  part  of  the  machine  to  stop  or  set  it  in  motion*  T  T  are  a  set  of  fric- 
tion-pulleys placed  upon  a  rod  surmounting  the  machine,  for  the  purpose  of  guiding  the  slivers  as 
they  are  drawn  out  of  the  cans  by  the  action  of  the  machine.  U  K,  the  fast  and  loose  pulleys  on 
the  end  of  the  driving  shaft  for  starting  and  stopping  the  machine.  W  W  W  is  &  train  of  spur- 
wheels  conveying  the  motion  of  the  driving-shaft  A  to  X^  &  spur-pinion  on  the  end  of  the  shaft  Ify 
which  drives  the  spindles  and  fliers  with  a  uniform  motion.  Y  Z,  the  draught-gearing  between  the 
drawing  and  detaining  rollers,  the  particnlars  of  which  will  be  given  below,  a  6,  c  c,  and  d  are  spur 
and  bevel  wheels  and  pinions,  the  combination  of  which  forms  the  differential  motion  for  driring 
the  bobbins.  Supposing  that  the  large  spur-wheel  a,  which,  through  the  pinion  6,  receives  its 
motion  from  the  cone,  were  driven  at  the  same  velocity  as  the  driving-shaft  A,  then  it  is  obrioos 
that  no  motion  whatever  would  be  imparted  to  the  bobbins.  On  the  other  hand,  if  the  wheel  a 
were  held  absolutely  immovable,  the  bevel  iT,  which  is  fixed  upon  the  driving-shaft,  would  convey, 
through  the  pinions  c  c,  a  motion  equal  to  its  own,  though  in  the  contrary  direction,  to  the  boss  / 
and  attached  gearing ;  consequently,  in  the  case  we  have  last  supposed,  the  motion  communicated  to 
the  bobbins  would  be  uniform.  Hence,  by  combining  the  two  extreme  cases,  and  supposing  the 
wheel  a  to  be  driven  in  the  direction  of  the  driving-shaft,  but  with  a  slower  velocity,  it  will  be 
understood  that  the  boss  /  will  be  made  to  revolve  at  a  speed  which,  if  added  to  that  of  the  wheel 
a,  will  be  exactly  equal  to  that  of  the  driving-shaft  A.  Thus,  when  the  driving-strap  is  at  the  apex 
or  starting-point  of  the  cone  F^  the  wheel  a  is  at  its  maximum  velocity,  and  the  boss  I  with  the 
train  of  wheels  to  the  bobbins  at  their  minimum,  causing  the  fliers,  which  revolve  at  a  considerably 
greater  uniform  speed,  to  coil  the  given  quantity  of  rove  upon  the  bobbins ;  then  as  the  strap 
advances  toward  the  base  of  the  cone  (every  point  in  this  advance  being  simultaneous  with  the  com- 
mencement of  a  fresh  layer  of  roving),  the  spaced  of  the  wheel  a  is  diminished,  causing  that  of  the 
boss  /  to  increase  in  the  same  ratio,  and  thus  approximating  the  speed  of  the  bobbins  to  that  of  the 
fliers,  at  every  alternate  motion  of  the  traverse.  In  this  way  the  irregularity  due  to. the  varjing 
diameters  of  the  bobbins  is  compensated,  and  a  uniform  very  slight  tension  maintained  upon  the 
slivers  between  the  fliers  and  the  drawing  rollers,  e  e  e,  a  train  of  bevel-wheels  and  pinions  for 
conveying  the  motion  of  the  short  shaft  G  to  the  mangle-pinion  shaft  (7.  fffffi^  ^^^^  of  spar- 
wheels  and  pinions  (including  change  pinions)  for  conveying  the  motion  of  the  cone  -Fat  once  to 
the  traverse  and  equational  motions.  It  is  obvious  that  to  preserve  the  r^ularity  of  the  wmding, 
the  speed  of  the  traverse  or  copping  motion,  as  well  as  that  of  the  bobbins  themselves,  most  be 
progressively  retarded.  A  A  7i,  a  train  of  spur-wheels  for  conveying  the  differential  motion  to  the 
bobbin-shaft  N,  The  pinion  d  on  the  boss  I  works  into  a  wheel  fixed  to  the  end  of  the  shaft  B; 
this  shaft  has  another  spur-wheel  A,  Figs.  1696  and  1703,  upon  its  opposite  extremity,  whidi  gears 
with  A,  an  intermediate  wheel  suspended  in  a  joint  formed  by  the  meeting  of  two  pairs  of  arms,  one 
of  which  have  their  centre  of  motion  on  the  shaft  By  and  the  other  on  the  shaft  ^.  Thus,  when 
the  latter  ascends  and  descends  in  obedience  to  the  traverse  motion,  the  arms  move  in  a  radial  direc- 
tion round  their  respective  centres,  and  consequently  the  suspended  wheel  A  is  kept  constantly  in 
gear  both  with  the  wheel  on  the  end  of  the  shaft  B  and  with  the  pinion  on  the  shaft  ^\  This  will 
be  clearly  understood  by  observing  the  dotted  lines  in  Fig.  1708,  which  denote  the  different  positions 
of  the  bobbin-lifter,  and  the  corresponding  positions  of  the  arms  and  intermediate  wheel,  iktm, 
a  train  of  spur-wheels  for  convcjnng  the  motion  of  the  driving-shaft  to  the  shaft  E  working  the 
cone  motion.  Fig.  1696.  w  is  a  spur-wheel  on  the  end  of  the  drawing  roller,  also  working  into  the 
movable  intermediate  X*,  which  thus  commands  the  drawing,  bobbin,  and  traverse  motions.  The 
train  i  Arn  is  called  the  twist  gearing^  and  its  object  is  to  vary  the  speed  of  the  front  roller  while 
the  speed  of  the  spindles  remains  the  same,  and  thus  to  put  more  or  less  twist  into  the  rove  as  may 
be  required,  o  o  /),  a  train  of  wheels  between  the  drawing  rollers  and  the  back  shaft— j)  being  a 
change  pinion  ;  these,  together  with  the  train  Y  Z,  at  the  opposite  end  of  the  machine,  constitute 
the  draught-gearing,  r  r,  small  pinions  connecting  the  detaining  rollers  together.  /  w,  a  handle 
and  small  bevel- wheels  working  a  barrel  round  which  is  coiled  a  chain  attached  to  the  pulley-frame 
for  winding  the  rack,  etc.,  toward  the  apex  of  the  cone  F,  vVyW  w,  y  y»  the  fallers  and  gearing  for 
working  them,  as  minutely  detailed  in  a  preceding  description,  z  z  z,  the  fliers  fixed  upon  the  top 
of  the  spindles  for  twisting,  guiding,  and  winding  the  rove  upon  the  bobbins. 
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Spinning. — The  preliminary  processes  through  which  the  line  passes  after  it  is  hackled  and  before 
it  is  spun  are  termed,  collectively,  preparing.    The  rove-bobbins  arc  now  taken  to  the  spinning  room. 
Spinning  consists  in  drawing  the  roving  down  to  the  last  degree  of  tenuity  desired,  and  twisting  them 
into  hard  cylindrical  cords,  which  are  called  yams.    The  spinning  of  flax  does  not  differ  essentially 
from  the  spinning  of  cotton  on  the  **  throstle  "  principle.     Mule-spinning,  which  is  so  well  suited  for 
a  weak  material  like  fine  cotton,  is  not  suited  for  the  strong  fibre  of  flax.     In  hand-spinning,  the 
housewife  used  to  moisten  the  fibres  with  her  saliva,  to  make  them  adhere  to  each  other,  and  also  to 
make  them  more  pliable  and  easy  to  twist ;  and  in  imitation  of  this  practice,  the  fibres  were  formerly 
wetted  in  cold  water  previous  to  being  spun  by  machinery.    For  cold  water,  water  heated  to  a  tem- 
perature of  120^  is  now  substituted.    This  has  been  found  to  be  a  great  improvement:  a  given 
weight  of  flax  can  be  spun  to  double  the  length  that  it  formerly  could,  and  the  thread  that  is  pro- 
duced is  finer,  smoother,  and  more  uni- 
form in  texture  than  formerly.    The 
hot  water  is  contained  in  a  trouch 
which  runs  the  whole  length  of  the 
epinning  frame.    A  dewy  spray  is  con- 
tinually thrown  off  by  the  machinery, 
against  which  the  attendants  protect 
themselves    by    waterproof    aprons. 
Probably  line  which,  when  spun  dry, 
would  produce  only  20  leas  of  yam, 
would  when  wetted  yield  70  leas  or 
more,  and  be  proportionately  more  re- 
munerative. 

TJie  Wet  Spinning  i^ame.— With 
the  exception  of  the  hot-water  trough 
and  its  adjuncts,  this  machine  bears 
a  close  resemblance  to  the  throstle 
frame  of  the  cotton  manufacture,  and 
like  It  is  employed  for  the  completion 
of  the  yam,  after  being  subjected  to 
the  processes  of  drawing  and  roving. 
Although  the  principle  of  its  opera- 
tion is  for  the  most  part  the  same  as 
that  of  the  roving  machine,  it  is  much 
less  complicated  than  the  latter,  inas- 
much as  it  dispenses  with  the  gill  ap- 
paratus (which  is,  of  course,  only  ap- 
plicable to  parallel  slivers),  and  with 
the  equational  bobbin  motion,  which 
is  rendered  unnecessary  by  the  cir- 
cumstance of  the  yam  itself  having  g 
attained  a  sufficient  degree  of  cohesive  v^ 
force  to  enable  it,  with  the  aid  of  a 
simple  contrivance,  to  regulate  the 
drag  upon  the  bobbins. 

Fig.  1 706  is  a  front  elevation,  broken 
in  the  middle,  for  the  purpose  of  ex- 
posing part  of  the  gearing  for  work- 
ing the  traverse  motion;  Fig.  170G 
is  an  elevation  of  the  gearing  end  of 
the  machine ;  and  Fig.  1707  is  a  trans- 
verse section  of  the  entire  machine. 

Literal  References. — A  A^  the  frame 
ends  or  standards  of  cast-iron.  B  B,  ^ 
the  middle  support.  C  C\  longitudi- 
nal beams  of  cast-iron,  on  which  are 
sapported  a  a,  the  stands  or  framing 
of  the  rollers.  The  bottom  or  draw- 
ing-roller journals  are  fixed,  while  the 
top  or  detaining-roUer  joumals  slide 
on  the  upper  part  of  the  stands,  and 
are  regulated  by  screws  (see  dotted 
lines  in  fig.  1707),  so  as  to  adapt  the 
reat/i  or  distance  between  the  drawing 
and  detaining  rollers  to  the  various 
lengths  of  fibres.  This  distance  should 
always  be  a  little  more  than  the  aver- 
age length  of  the  filaments,    b  6,  the 

bottom  or  drawing  rollers,  usually  called  the  front  rollers,  e  c,  the  top  or  detaining  rollers,  usually 
called  the  back  rollers.  Both  front  and  back  rollers  arc  made  of  brass  cast  upon  a  wrought-iron 
shaft  or  axle,  and  fluted,  d  </,  the  saddles  for  retaining  tlie  pressing  rollers  in  their  proper  places. 
The  bushes  or  bearings  of  the  top  pressing  rollers  are  made  to  slide  upon  projecting  arms,  in  order 
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to  suit  the  various  lengths  of  reach.  The  top  pressing  rollers  are  generally  made  of  brass  and  the 
bottom  of  boxwood,  and  both  are  fluted,  e  e  are  bolts  fitted  with  adjusting  thumb-screws  for  attadi- 
ing  the  saddles  dd  to  ffgg^  levers  with  weights  for  giving  the  requisite  pressure  to  the  preasing 
rollers.     &  hy  cranked  axles  extending  the  entire  length  of  the  machine  for  relieving  the  pressing 

rollers  from  the  strain  of  the 
*^^  weighted  levers  when  the  ma- 

chine is  at  rest     ti,  ratchet- 
wheels  fixed  upon  the  end  of 
the  cranked  axles  for  main- 
taining them  in  the  position 
in  which  they  may  be  placed. 
2>  Dy  the  wooden  trou^is  sur- 
mounting   the  machine,   and 
through  which  the  rovings  pass 
before  reaching  the  detaining 
rollers.  These  troughs  are  sup- 
plied with  hot  water,  and  kept 
at  a  high  temperature  by  steam 
from  a  boiler.    E^  the  ertd  in 
which  the  roving  bobbins  are 
placed  vertically,   in   alterna- 
ting rows.    F^  a  wooden  rail 
surmounting  the  creel,  to  which 
are  attached  j  jy  the  slender 
sheet-iron  supports  for  the  top 
of  the  roving-bobbin  spindles, 
the  lower  ends  revolving  in 
foot-steps  on  the  top  of  the 
trough.  Fig.   1707.     Xr*,  the 
bobbins,  as  filled  with  kxMe 
yam  by  the  roving  machine. 
I  Illy  longitudinal  brass  rods 
for  conducting  the  rovings  into  and  through  the  troughs  BB,    m  m  is  a  flat  brass  rod,  placed  imme- 
diately above  the  detaining  rollers,  and  extending  the  entire  length  of  the  machine ;  opposite  to  each 
boss  of  the  detaining  rollers  an  indentation  is  cut  in  the  rod  fTi,  for  the  purpose  of  guiding  the  rovings. 
A  small  endless  screw  is  cut  on  the  end  of  the  detaining-roUcr  shaft,  and  gears  with  a  worm-wheel  pt, 
Fig.  1705,  which  works  on  a  stud  fixed  to  the  beam  C,  and  has  a  small  Mart-wheel  formed  upon  its 
upi>er  surface.     A  small  steel  pin  n  is  fixed  to  the  end  of  the  rod  m,  and  is  pressed  against  the  heart 
by  a  drag-weight  o,  attached  to  it  by  a  chain  passing  over  a  small  pulley.     As  the  roller  revolves,  it 
produces  a  slow  motion  of  the  heart,  causing  the  rod  m  m  to  traverse  nearly  the  whole  length  of  the 

boss,  and  thereby  preventing 
^      •  the  roving  from  wearing  the 

surface  of  the  rollers  unequally. 
q  gy  the  thread-plates  or  guides, 
having  small  notches  opposite 
to  each  bobbin  throuc^fa  which 
the  threads  pass  on  ueir  way 
from  the  drawing  rollers  to 
the  eyes  of  the  fliers.  These 
plates  are  made  in  separate 
lengths  as  may  be  convenient, 
and  are  hinged  in  order  to  en- 
able the  bobbins  to  be  inserted 
into  or  withdrawn  from  the 
spindles.  G  G  are  sheet-iron 
linings  extending  from  the 
beam  CtoH  ff,  spouts  formed 
under  and  within  the  rows  of 
bobbins.  These  linings  and 
spouts  serve  to  collect  and 
withdraw  the  water  which  is 
thrown  off  by  the  centrifugal 
force  of  the  bobbins,  r  r,  the 
fliers  for  guiding  and  winding 
the  3ram  on  <«,  the  bobbins, 
formed  with  a  species  of  pulley 
on  their  lower  flanges.  In  this 
machine  the  bobbins  are  not 
driven  independently  of  the  spindles,  for  a  reason  which  we  have  specified  in  our  introductory  remarka. 
The  natural  tendency  of  the  bobbins  to  wind  on  the  yam  regularly  is  assisted  by  the  following  con- 
trivance :  1 1  are  drag- weights,  attached  by  pieces  of  string  to  loops  on  the  back  of  the  bobbin-lifter; 
these  cords  pass  across  to  a  plate  with  a  serrated  edge  fixed  to  the  front  of  the  bobbin-lifter,  and 
press  against  the  grooves  formed  in  the  lower  flanges  of  the  bobbins.    The  friction  thereby  occa- 
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Bioned,  which  maj  be  varied  by  changing  the  length  of  leverage  at  which  the  weights  act,  gives  the 
bobbin  the  requisite  retardation  for  winding  on  the  yam.  u  Vy  the  bobbin-beams  or  lifters  supported 
by  the  traverse  rods  x  z,  which  are  attached  to  bosses  upon  the  traverse  shaft  2  z,  by  chains  furnished 
with  adjusting  thumb-screws  for  adapting  the  bobbins  to  the  height  of  the  fliers,  v  v  are  the  spin- 
dle rails  or  bosuns,  in  which  are  inserted  the  steps  and  collars  for  the  spindles  to  run  in.  10  w,  the 
spindles  themselves,  with  their  driving  wharves  or  pulleys  fixed  to  them.  /  is  a  bracket  upon  which 
works  the  strap-guide  for  starting  and  stopping  the  machine.  JJ^  the  fast  and  loose  pulley  fitted  to 
the  end  of  if  if,  a  long  cylinder  constructed  of  tin  plates  and  extending  the  entire  length  of  the 
machine,  forming  a  continuous  drum  for  driving  the  spindles.  Z,  a  balance-pulley  round  which  the 
tape  passes  for  driving  the  spindles,  and  which  keeps  it  at  the  proper  tension.  The  tape  passes  over 
the  cylinder  Ky  then  over  the  balance-pulley  Z,  and  round  two  spindles  on  each  side  of  the  frame, 
thus  causing  one  belt  or  tape  to  drive  four  spindles.  Previously  to  the  introduction  of  this  method, 
each  spindle  was  impelled  by  a  separate  tape.  Af  N OF QRS^h,  train  of  spur-gearing  ( 0  being  a 
ohange-piuion),  constituting  the  twist-gearing,  and  conveying  motion  from  the  diiving-shaft  to  the 
front  rollers  on  both  sides  of  the  frame.  T  (/  Vy  a  train  of  spur-wheels  situated  at  the  middle  of 
the  frame,  and  constituting  a  part  of  the  traverse-gearing.  T  is  a  pinion  fast  upon  the  end  of  the 
shaft,  which  carries  the  intermediate  twist-wheel  P,  and  which  has  a  bearing  in  the  middle  support 
£,  This  wheel  works  through  the  intermediate  U  into  V  upon  the  mangle-pinion  shaft.  W  is  the 
mangle-wheel,  situated  at  the  opposite  end  of  the  frame  to  the  twist-gearing,  and  actuated  alter- 
nately in  both  directions  by  the  mangle-pinion.  JT,  a  small  spur-pinion  fixed  to  the  axis  of  the 
mangle-wheel,  and  working  into  a  rack  formed  on  the  top  edge  of  Y^  a  cast-iron  horizontal  bar 
working  transversely  in  slides  bolted  to  the  inside  of  the  end  framing  A  A,  Each  extremity  of 
this  bar  is  formed  into  a  radial  rack ;  these  work  into  the  eccentric  spur-wheel  ^y,  fixed  upon 
the  traverse-shafts  2  2,  imparting  to  the  latter  a  graduated  motion  of  rotation,  which  is  communi- 
cated to  the  bobbin-lifter  by  the  mechanism  previously  described,  causing  the  flier  to  wind  the 
yam  upon  the  bobbin  in  a  slightly  spherical  form,  a'  h'  c  cT,  a  combination  of  wheels  forming  the 
draught-gearing,  precisely  similar  to  the  draught-gearing  in  the  other  machines  which  have  come 
under  our  notice. 

Heeling. — ^The  bobbins  are  conveyed  from  the  throstle-frame  to  the  reeling  room,  where  the  yam 
IB  unwound  from  the  bobbins  and  measured  on  reels,  the  lowest  denomination  being  the  "  lea  "  or 
"  cut'*  The  standard  lea  contains  800  yards.  The  next  higher  denomination  is  the  "  hank."  Each 
hank  contains  10  leas,  or  8,000  yards ;  20  hanks  contain  consequently  60,000  yards ;  and  these  con- 
stitute one  bundle.  It  is  by  the  standard  lea  of  800  yards  that  the  description  of  yam  is  known. 
Thus  **No.  20"  contains  20  leas  per  pound  weight.  The  btmdles  are  arranged  in  bunches,  contain- 
ingS,  6,  9,  or  12  bundles  apiece,  according  to  the  fineness  of  the  quality. 

The  drying  of  the  wet-spun  yam  is  effected  either  in  lofts,  heated  by  steam  up  to  90**  F.,  or  by 
exposure  in  the  open  air  upon  poles.  When  brought  from  the  drying,  the  yams  are  made  up,  so  as 
to  feel  soft  and  supple,  by  twisting  them  backward  and  forward  and  stretching  them.  They  are  then 
folded  and  are  ready  for  sale. 

TTu-eady  in  its  technical  sense,  is  the  compound  cord  produced  by  doubling  and  twisting  two  or 
more  single  lines  of  yam.  The  thread-frame  closely  resembles  the  throstle-frame  used  for  spinning 
linen  yam,  but  the  water-troughs  are  smaller,  and  there  are  only  two  rollers,  which  are  placed  one 
above  the  other.  The  lines  of  yam  delivered  by  the  bobbins  (which  are  set  closely  upon  their  re- 
spective skewers  on  a  creel,  or  shelf,  extending  along  the  whole  length  of  the  machine)  descend  over 
a  glass  rod  into  the  water-trough,  where  they  get  wetted.  On  em^^ng,  they  are  guided  along  the 
bottom  of  the  under  roller,  and,  passing  between  it  and  the  upper  roller,  turn  round  the  top  of  the 
latter,  whereon  they  are  laid  parallel.  From  the  upper  roller  the  parallel  lines  of  yam  pass  oblique- 
ly downward,  through  an  eyelet-hole,  to  the  flier  of  the  spindle,  the  rapid  revolution  of  which  twists 
them  into  a  solid  cord  or  thread.  The  thread  then  works  itself  upon  the  bobbin,  which  is  fitted  as 
Qsnal  on  the  spindle. 

Preparation  of  Warp. — As  in  the  ease  of  cotton,  linen  yam  goes  through  a  series  of  processes, 
called  warpingy  Bmng,  beaming y  and  drawing  in,  necessary  for  the  purpose  of  preparing  the  warp  for 
the  weaver. 

The  object  of  warping  is  to  arrange  all  the  longitudinal  lines  of  yam,  or  warps,  evenly  along- 
side of  each  other,  in  one  parallel  plane.  The  bobbins,  filled  with  the  yam  intended  for  warps,  are 
taken  to  the  warp-mill,  and  placed  in  the  warping-f  rame,  called  a  "  travers."  One-sixth  of  the  num- 
ber of  bobbins  that  will  furnish  the  quantity  of  warp  required  for  the  length  of  the  intende<l  web 
of  doth  is  usually  mounted  in  the  warping-frame.  The  bobbins  are  set  loosely  in  a  horizontal  posi- 
tion, upon  wire  skewers  or  spindles  attached  to  the  frame,  so  that  they  may  revolve  and  give  off  the 
yam  freely.  The  principal  machine  in  the  mill  is  the  warping-mule,  which  consists  of  a  large  reel 
of  wood  with  12,  18,  or  more  sides,  and  about  1  feet  in  height  and  6  in  diameter.  The  external 
framework  of  the  reel  is  mounted  upon  a  vertical  shaft,  which  rises  in  its  centre.  An  endless  band 
passes  round  the  lower  part  of  the  vertical  shaft,  and  also  round  a  wheel  placed  at  some  little  dis- 
tance outside  the  reel,  and  worked  by  a  handle.  Standing  (or  sitting)  beside  the  wheel,  the  warper 
turns  it  round,  and  causes  the  reel  to  revolve  on  the  vertical  shaft.  The  reel  can  be  tumed  from 
right  to  left,  or  vice  versa.  The  warps,  conver^ng  to  a  focus,  pass  from  the  warping-frame  to  the 
reel  through  a  small  machine  called  a  ^*  hedc-box,''  which  contains  120  or  more  pins,  made  of  finely- 
polished  and  hard-tempered  steel.  There  are,  in  fact,  as  many  pins  as  there  are  separate  lines  of 
warp.  At  the  top  of  each  is  a  minute  eyelet-hole,  through  which  the  line  of  warp  passes  in  its 
progress  to  the  reel  from  the  warping-frame.  The  pins  are  inserted  altemately  in  two  separate 
pieces  of  wood,  either  of  which  may  be  raised,  independently  of  the  other,  by  means  of  a  small 
buidle  below.  The  heck-box  slides  up  and  down  one  (or  in  some  mills  two)  of  the  upright  posts  of 
the  warping-mule,  by  a  simple  contrivance.    The  top  of  the  vertical  shaft  is  connected  with  the  heck- 
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box  by  means  of  a  cord,  which  passes  over  a  pulley  at  the  top  of  the  post.  As  the  red  reroWea 
from  right  to  left,  the  heck-box  is  thus  gradually  raised  to  the  top  of  it ;  and  when  it  revolves  from 
left  to  right,  the  heck-box  is  gradually  lowered  to  the  bottom.  The  turning  of  the  handle  of  the 
mill  therefore  unwinds  the  warp  from  the  bobbins  in  the  warping-f rame,  and  winds  it  spirally  up 
and  down  the  circumference  of  the  reel.  The  use  of  the  heck-box,  with  its  two  separate  pieces  A 
wood  and  their  alternate  rows  of  pins,  is  to  divide  the  warps  into  two  alternate  sets  of  threads,  one 
set  for  each  of  the  two  healds  or  heddles  of  the  loom.  This  separation  is  called  the  *Mease,"  and 
without  it  there  would  be  difiBculty  in  weaving  the  yam  into  cloth.  The  process  by  which  the  lease 
is  formed  is  thus  described  by  Mr.  Warden  in  his  work  on  **  The  Linen  Trade  " :  "  In  commencing  to 
wind  the  yam  on  the  reel,  the  threads  which  pass  through  each  of  the  two  pieces  of  the  heck  are 
separated  by  raising  one  piece  on  its  slide,  and  they  are  then  passed,  the  one  portion  over  and  the 
other  under  a  guide-pin  attached  to  the  reel.  The  other  piece  of  the  heck  is  then  raised,  and  the 
threads  in  it  passed  over  another  pin  in  the  reel,  while  those  in  the  other  piece  go  under  the  same. 
This  process  is  repeated  each  time  the  chain  or  warp  is  wound  up  or  down  the  reel,  by  which  means 
the  whole  warp  is  separated  thread  by  thread,  so  as  to  facilitate  their  alternate  arrang^nent  in  the 
heddles  of  the  loom.  At  the  bottom  of  the  reel  a  few  threads  are  alternately  passed  together  in 
'  pinf  uls '  over  and  under  two  other  pins,  which  enables  the  weaver,  by  means  of  an  evener  or  veiy 
open  reed  with  a  movable  top,  in  each  opening  of  which  a  pinful  of  yarn  is  placed,  to  spread  the 
warp  regularly  in  winding  on  the  yam-beam  of  the  loom.  Before  the  warp  is  taken  off  the  reel,  a 
piece  of  cord  is  passed  carefully  through  the  yam,  close  to  the  pins,  to  preserve  the  separation  of 
the  threads,  at  both  ends  of  the  warp,  which  separation  is  called  the  lease.  In  rolling  the  warp  on 
the  yam-beam,  the  weaver  begins  at  the  end  where  it  is  divided  into  small  pinf  uls,  and  terminates 
where  it  is  separated  into  altemate  threads.  He  takes  care  to  preserve  the  lease  perfect  throaghout 
the  entire  weaving  of  the  web  by  passing  two  lease-rods  between  the  altemate  threads  and  keeping 
them  there."  It  only  remains  to  add  that  the  weaver,  as  he  removes  the  warp  from  the  ^de-pins 
of  the  reel,  winds  it,  in  the  form  of  a  huge  ball,  round  his  left  hand. 

The  next  process  is  that  of  nzinff  the  warp,  which  is  subject  to  considerable  tension  and  frictkm, 
and  would  be  very  likely  to  break  if  stretched  in  the  loom  in  the  same  state  in  which  it  is  span.  A 
dressing  of  size  is  therefore  given  to  it,  to  glue  together  the  minute  fibrils  of  which  it  is  composed, 
and  thus  increase  its  strength,  tenacity,  smoothness,  and  elasticity.  Warps  may  be  sized  either  by 
the  hand  or  by  a  sizing  machine.  The  size  consists  of  a  paste  of  fine  flour,  to  which  a  little  brine 
is  sometimes  added.  The  method  of  sizing  generally  used  by  the  hand-loom  weaver  is  to  pot  the 
dressing  on  carefully  with  hand-bmshes,  spreading  it  as  evenly  as  possible  over  the  surface.  He 
then  employs  a  fan  for  the  purpose  of  drying  the  warp.  Sometimes  the  weaver  has  recourse  to  the 
more  primitive  method  of  dipping  the  warp  into  a  trough  filled  with  warm  size,  and  then  squeezing 
it,  repeating  the  process  nntU  the  warp  is  completely  saturated  with  the  size,  after  whidi  he  spreads 
it  out  to  dry  in  a  field  or  drying  loft.  When  warps  are  sized  by  a  machine,  the  rollers  containing 
them  are  mounted  on  a  frame  at  one  end  of  it.  The  lines  of  warp  pass  through  a  kind  of  reel  to 
keep  them  distinct,  and  then  between  two  rollers  covered  with  felt.  The  lower  roller  dips  mto  a 
trough  filled  with  size,  and  applies  the  dressing  to  the  yam,  while  the  upper  one  squeezes  oat  the 
superfluous  moisture.  The  size  is  rubbed  into  the  fibrils  of  the  yam,  and  smoothed  over  by  means 
of  cylindrical  brushes,  one  of  them  over  and  the  other  under  the  yam,  and  moving  in  an  opposite 
direction  to  it.  The  dressed  yam  is  then  dried  by  being  passed  over  a  steam-box  and  subjected  to  a 
current  of  air  caused  by  a  revolving  fan.    In  some  machines  there  are  several  steam-boxes. 

The  next  process,  that  of  beaming^  consists  of  winding  the  warp  round  the  warp-beam,  better 
known  as  the  **  weaver's  beam.''  The  weaver  unrolls  the  bundle  of  warp-yam,  passes  one  end  of  it 
over  two  slings  attached  to  the  roof,  then  through  a  funnel-mouth  round  a  series  of  pegs,  then  back- 
ward and  forward  over  rollers,  gradually  spreading  it  more  and  more  open  until  it  arrives  near  the 
warp-beam,  which  revolves  upon  iron  pivots.  The  weaver  stands  beside  the  extended  lines  of  waip, 
holding  in  his  hand  an  instmment  called  a  ravel  or  separator.  It  is  a  rude  kind  of  comb  composed 
of  a  block  of  wood,  into  which  pieces  of  cane  are  fastened.  The  lines  of  yam  are  passed  between 
the  teeth  of  the  ravel,  and  by  this  means  arc  distributed  evenly  over  the  warp-beam  to  the  width  to 
which  it  is  desired  to  make  the  cloth. 

The  last  process  preparatory  to  weaving  consists  in  drawing  each  separate  thread  of  the  waip  first 
through  the  corresponding  loop  of  the  heddles,  and  then  through  the  teeth  (or.  dents)  of  the  reeds. 
The  warp-beam  is  suspended  by  its  ends  so  as  to  allow  the  lines  of  warp  to  hang  down  perpe&dieo- 
larly.  The  heddles  are  also  hung  up  in  front  of  the  warp-beam.  The  weaver  sits  in  front  of  the 
heddles  and  opens  their  loops ;  his  assistant  sits  behind,  and,  selecting  the  appropriate  thread  of  the 
warp,  delivers  it  to  the  weaver,  who  draws  it  through  the  corresponding  loop  of  the  heddles.  The 
threads  of  the  warp  are  then  drawn  through  the  teeth  of  the  reod  by  a  hook  called  the  reed-hook, 
two  threads  being  passed  through  each  reed-split. 

Works  for  Reference.—^''  Flax  and  its  Products  in  Ireland,"  Charley,  London,  1868  ;  "The  linen 
Trade,  Ancient  and  Modem,"  Warden,  London,  1867 ;  "  British  Mani^acturing  Industries,"  Bcvan 
(from  which  copious  extracts  are  embodied  in  the  foregoing  article),  London,  1876.  See  also  paper 
by  Mr.  Thomas  Greenwood,  **  Proceedings  of  the  Institute  of  Mechanical  Engmeers,"  1865. 

FLOORS.    See  Carpentry. 

FLY-WHEELS.  It  has  been  shown,  in  discussing  the  action  of  the  crank  (see  Crank),  that  the 
pressure  on  the  crank-pin  throughout  the  revolution  is  unevenly  distributed.  It  results  from  this 
that  the  speed  of  an  engine  vrill  vary  unless  some  means  are  provided  to  counteract  the  ill  effects 
arising  from  the  changing  pressure.  In  the  case  of  land  engines,  a  fly-wheel  is  commonly  attadied, 
which  is  simply  a  wheel  with  a  heavy  rim  that  absorbs  energy  at  points  where  it  is  in  excess  of  the 
mean,  and  gives  it  out  where  the  rotative  effect  is  below  the  mean.  Referring  to  Fig.  1708,  it  will 
be  seen  that  there  are  portions  of  the  curve  without  the  mean  line ;  and  the  fly-wheel  sboukl  he 
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saffidently  heavy  to  absorb  the  greatest  excess  of  power  within  the  limits  of  a  given  variation  of 
speed.  The  object  of  other  contrivances  for  the  regulation  of  speed,  such  as  governors  and  adjusta- 
ble cut-offs,  is  to  control  the  engine  under  sudden  variations  of  load,  so  as  to  make  it  produce  at  all 
times  a  crank  diagram  showing  the  same  relative  variation  of  power ;  but  the  principaji  office  of  the 
fly-wheel  is  to  supply  the  correction  for  this  regular  variation,  although  it  is  of  course  useful  in  the 

case  of  irregular  variation  in  the  load.    In  order  to 

Jtep 

ro8, 

lax- 
hen 
oess 


Forward, 


Setum, 


of  area  included  by  the  curve  without  the  mean  line.  If  E  =  greatest  area  without  mean 
area  -h  mean  area,  v  =  velocity  in  feet  per  second  of  a  point  in  the  centre  of  the  rim  of  the  fly- 
wheel, ft  =  revolutions  per  minute,  P  =  horse-power  of  the  engine,  and  —  =:  proposed  variation 

in  speed,  the  weight  of  the  fly-wheel  m  pounds  is r — - —  •    To  illustrate  this  rule, 

r*  X  ft 

suppose  a  fly-wheel  is  to  be  designed  for  an  engine  of  SO  horse-power,  making  100  revolutions  per 
mmute ;  that  the  fly-wheel  is  to  be  12  feet  in  diameter,  and  is  to  regulate  the  speed  of  the  en- 
gine within  one-fiftieth.  The  diame- 
ter measured  from  the  centre  of  the 
rim  can  be  assumed  at  11.7  feet,  so 

11.7  X  8.1416  X  100 

that»= =61.8; 

60  ' 

and  if  it  is  found,  on  laying  off  the 
crank  diagram,  that  the  greatest  excess 
of  area  is  0.25  of  the  mean  area,  the 
proper  weight  for  the  fly-wheel  will  be 

60  X  0.26  X  50  X  1,062,600 

» ! _  1770 

8757.69  X  100 
lbs.  The  above  formula  can  be  readily 
adapted  to  the  determination  of  the 
proper  diameter   for  a  fly-wheel  of 
given  weight. 

FOLDING  MACHLVE.  SeeCLora- 
mrisHiNO  Machinery,  Book-foldino 
Machine,  and  Printing. 

FORCE.     See  Dynamics. 

FORGE.  The  term  forge  is  com- 
monly applied  to  a  manufactory  in 
which  iron  or  steel  is  softened  by  heat 
and  worked  under  the  hammer,  or 
works  in  which  the  native  oxides  of 
iron  are  reduced  without  fusion  to  a 
metallic  state,  and  then  forged  into 
blooms  or  bars.  Forges  differ  from 
fonndries  and  blast  furnaces  in  their 
products  being  articles  of  wrought- 
iron,  while  those  of  the  latter  are  cast- 
ings. (See  FoRGiNQ,  Forging  Ma- 
chines, Hammers,  and  Iron-working 
Machinkbt.)  .The  term  **  forging  "  is 
equally  applicable  to  the  working  of 
other  metals,  a»  gold,  silver,  and  cop- 
per, when  these  are  heated  and  hammered  into  the  desired  shape. 

A  common  forge  consists  of  the  hearth  or  fireplace,  which  is  merely  a  cavity  in  masonry  or  brick- 
work well  lined  with  fire-clay  or  brick,  upon  which  the  ignited  fuel  is  pUoed,  and  upon  die  back  or 
62 
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side  of  which  a  powerful  blast  of  air  Is  driven  in  through  the  nozzle  of  a  double-blasted  bellows, 
which  in  a  common  forge  is  generally  worked  by  a  hand-lever.    Forges  are  sometimes  constiucted 

so  as  to  be  portable,  when  the  bellows  is  most 

conveniently  placed  under  the  hearth;  these 
are  used  in  ships,  and  for  various  jobs  on  nil- 
ways,  etc 

F*^.  1709  represents  a  portable  forge  made 
entirely  of  iron,  and  provided  with  a  bellows 
placed  beneath  the  hearth  and  operated  by  t 
treadle.  In  Patterson^s  f oi-ge,  the  bhist  from  t 
bellows  or  blower  is  conducted  into  a  lover 
chamber,  from  which  it  is  allowed  to  pass  to 
the  fire  by  a  tuyere,  a  valve  being  operated  bj 
the  handle  in  front  of  the  support  Fig.  1710 
represents  the  Keystone  portable  forge,  in  which 
the  blast  is  produced  by  a  small  fan-blower 
driven  by  the  hand-wheel  shown.  The  Root 
blower  (see  Blowers)  has  also  been  adapted  to 
blowing  forge  fires.  Its  arrangement  in  oomieo- 
tion  with  a  blacksmith's  forge  is  shown  in  Fi^ 
1711.  It  is  claimed  to  equal  a  86-inch  to  50-indi 
bellows,  according  to  size.  The  revolutions  made 
are  from  10  to  80  per  minute.  Among  the  ad- 
vantages of  using  blowers  for  forges  are,  that 
the  blast  can  be  varied  by  the  operator  to  suit 
the  case  in  hand,  and  can  be  instantly  stopped 
when  no  longer  needed.  This  results  in  a  saving  of  fuel  and  in  economy  of  room ;  and  it  is  also 
claimed  that  the  tuyeres  require  less  cleaning,  and  that  the  fire  can  be  more  rapidly  rekindled,  than 
with  the  ordinary  bellows. 

nil 


FORGING.  (See  Axes,  Forge,  Forging  Machines,  Hammers,  and  Ibos-wordng  Machixert.) 
In  forging  iron  or  steel  the  metal  is  in  almost  every  case  heated  to  a  greater  or  less  degree,  to  make 
it  softer  and  more  malleable  by  lessening  its  cohesion.  Pure  iron  will  bear  an  almost  unlimited  de- 
gree of  heat ;  hot-short  iron  bears  much  less,  and  is  in  fact  very  brittle  when  heated ;  other  kinds 
arc  intermediate.  Of  steel,  shear-steel  will  generally  bear  the  highest  temperature,  blistered  steel 
the  next,  and  cast-steel  the  least  of  all ;  but  all  these  kinds,  especially  cast-steel,  differ  very  much 
according  to  the  processes  of  manufacture,  as  some  cast-steel  may  be  readily  welded,  but  it  is 
then  somewhat  less  certain  to  harden  perfectly.  The  smith  commonly  speaks  of  five  degrees  of  tem- 
perature, namely:  The  black-red  heat,  just  visible  by  daylight;  the  low-red  heat;  the  bright-red 
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beat,  when  the  black  scales  may  be  seen ;  the  white  heat,  when  the  scales  are  scarcely  visible ;  and 
the  welding  heat,  when  the  iron  begins  to  bum  with  viyid  sparks. 

Steel  requires,  on  the  whole,  very  much  more  precaution  as  to  the  degree  of  heat  than  iron ;  the 
temperature  of  cast-steel  should  not  generally  exceed  a  bright-red  heat,  and  that  of  blistered  and 
shear-steel  a  moderate  white  heat  Although  steel  cannot  in  consequence  be  so  far  softened  in  the 
fire  as  iron,  and  is  therefore  always  more  dense  and  harder  to  forge,  still  from  its  superior  cohesion 
it  bears  a  much  greater  amount  of  hard  work  under  the  hammer,  when  it  is  not  overheated  or 
burned ;  but  the  smallest  available  temperature  should  be  always  employed  with  tibis  material,  as  in 
fact  with  all  others. 

The  cracks  and  defects  in  iron  are  generally  very  plainly  shown  by  a  difference  in  color  at  the  parts 
where  they  are  heated  to  a  dull  red;  this  method  of  trial  is  of  ten  had  recourse  to  in  examining  the 
soundness  both  of  new  and  old  forgings. 

When  a  piece  of  forged  work  is  required  to  be  particularly  sound,  it  is  a  common  practice  to  sub- 
ject every  part  of  the  material  in  succession  to  a  welding  heat,  and  to  work  it  well  under  the  ham- 
mer, as  a  repetition  of  the  process  of  manufacture  to  insure  the  perfection  of  the  iron :  this  is  tech- 
nically called  iakinff  a  heat  over  it ;  in  fact,  a  heat  is  generally  understood  to  imply  the  welding  heat 
For  a  2-inch  shaft  of  the  soundest  quality,  24-inch  iron  would  be  selected,  to  allow  for  the  reduction 
in  the  fire  and  the  lathe ;  some  also  twist  the  iron  before  the  hammering  to  prevent  it  f rqm  becom- 
ing epiUy. 

The  use  of  sand  sprinkled  upon  the  iron  is  to  preserve  it  from  absolute  contact  with  the  air,  which 
would  cause  it  to  waste  away  from  the  oxidation  of  its  surface,  and  fall  off  in  scales  around  the  an- 
vil. If  the  sand  is  thrown  on  when  the  metal  is  only  at  the  full  red  heat,  it  falls  off  without  adher- 
ing ;  but  when  the  white  heat  is  approached,  the  sand  begins  to  adhere  to  the  iron ;  it  next  melts  on 
its  surface,  over  which  it  then  runs  like  fluid  glass,  and  defends  it  from  the  air.  When  this  point 
has  been  rather  exceeded,  so  that  the  metal  nevertheless  begins  to  bum  with  vivid  sparks  and  a  hiss- 
ing noise  like  fireworks,  the  welding  temperature  is  arrived  at,  which  should  not  be  exceeded.  The 
sparks  are,  however,  considered  a  sign  of  a  dirty  fire  or  bad  iron,  as  the  purer  the  iron  the  less  it  is 
subject  to  waste  or  oxidation  in  the  course  of  work.  In  welding  two  pieces  of  iron  together,  care 
must  be  taken  that  hotJi  arrive  at  the  welding  heat  at  the  same  moment ;  it  may  be  necessary  to  keep 
one  of  the  pieces  a  little  on  one  side  of  the  most  intense  part  of  the  fire  (which  is  just  opposite  the 
blast),  should  the  one  be  in  advance  of  the  other.  In  all  cases  a  certain  amount  of  time  is  essen- 
tial ;  otherwise,  if  the  fire  be  unnecessarily  urged,  the  outer  case  of  the  iron  may  be  at  the  point  of 
ignition  before  the  centre  has  exceeded  the  red  heat.  In  welding  iron  to  steel,  the  latter  must  be 
heated  to  a  considerably  less  degree  than  the  iron,  the  welding  heat  of  steel  being  lower  from  its 
greater  fusibility;  but  the  process  of  welding  will  be  separately  considered  under  a  few  of  its  most 
general  applications,  when  the  ordinary  practice  of  forging  has  been  discussed,  to  which  we  will  now 
proceed. 

The  general  practice  in  forging  works  from  the  bar  of  iron  or  steel  is  for  the  most  part  included 
in  the  three  following  modes,  the  first  two  occurring  in  almost  every  case,  and  frequently  all  three 
together,  namely:  by  drawing  dovm^  or  reduction;  by  jumping  or  upseUingj  otherwise  thickening  and 
shortening ;  and  by  building  up^  or  welding. 

To  meet  the  variety  of  cases  which  occur,  the  smith  has  hammers  in  which  the  penes  are  made  in 
different  ways,  either  at  right  angles  to  the  handle,  parallel  with  the  same,  or  oblique.  In  order  to 
obtain  the  same  results  with  more  precision  and  effect,  tools  of  the  same  characters,  but  which  are 
struck  with  the  sledge-hammer,  are  also  commonly  used :  those  with  flat  faces  are  made  like  ham- 
mers, and  usually  with  similar  handles,  except  that  for  the  convenience  of  reversing  them  they  are 
not  wedged  in ;  these  are  called  eeUiamniere  ;  others,  which  have  very  broad  faces,  are  called  lUxU 
(ere  ;  and  the  top  tools,  with  narrow  round  edges  like  the  pene  of  the  hammer,  are  called  iopfullere; 
they  all  have  the  ordinary  hazel-rods.    (See  Hammers.) 

When  the  sides  of  the  object  are  required  to  be  parallel,  and  it  is  to  be  reduced  both  in  width  and 
thickness,  the  flat  face  of  the  hammer  is  made  to  fall  parallel  with  the  anvil,  as  reprepented  in  Fig. 
1712  ;  or  oblique  for  producing  taper  pieces,  as  in  Fig.  1713.  Action  and  reaction  being  equal,  the 
lower  face  of  the  work  receives  the  same  absolute  blow  from  the  anvil  as  that  applied  above  by  the 
hammer  itself ;  it  is  not  requisite,  therefore,  for  works  of  moderate  dimensions,  to  present  every  one 
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of  the  four  sides  to  the  hammer,  but  any  two  at  right  angles  to  each  other.  The  smith  must  acquire 
the  habit  of  feding  when  the  bar  lies  perfectly  flat  upon  the  anvil,  by  holding  it  loosely,  leaving  it 
ahnost  to  rotate  in  his  grasp,  or  in  fact  to  place  iieelf.  Next  he  must  cause  the  hammer  to  fall  flat 
upon  the  work.  It  would  be  desirable  practice  to  hammer  a  bar  of  cold  iron,  or  still  better  one  of 
steel,  as  there  would  be  more  leisure  for  observations ;  the  indentations  of  the  hammer  could  be 
easily  noticed ;  and  if  the  work,  especially  steel,  were  held  too  tightly,  or  without  resting  fairly  on 
the  anvil,  it  would  indicate  the  error  by  additional  noiae  and  by  jarring  the  wrist ;  whereas,  when 
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hot,  the  false  blows  or  positions  woold  cause  the  woric  to  get  out  of  shape  without  sudi  nMRiitorial 
indications. 

As  to  the  best  form  of  the  hammer,  there  is  much  of  habit  and  something  of  fancy.  The  ordinary 
hand-hammer  is  represented  in  Figs.  1712  and  1718;  but  cutlers  and  most  tooUxiakers  prefer  tb« 
hanmier  without  a  pene,  or  narrow  edge,  and  with  the  handle  quite  at  the  top,  the  two  forming  almost 
a  right  angle,  or  from  that  to  about  80^ ;  and  sometimes  the  head  is  bent  like  a  portion  of  a  cirde. 
Similar  but  much  heavier  hand-hammers,  occasionally  of  the  weight  of  12  or  14  lbs.,  are  used  by 
spade-makers  for  planishing ;  but,  the  work  being  thhi  and  cold,  the  hammer  rises  almost  exdusiTe- 
ly  by  the  reaction,  and  requires  little  more  than  guidance.  Again,  farriers  prefer  for  some  parts  of 
their  work  a  hammer  the  head  of  which  is  almost  a  sphere ;  it  has  two  flat  faces,  one  rounded  face 
for  the  inside  of  the  shoe,  and  one  very  stunted  pene  at  right  angles  to  the  handle,  used  for  drawing 
down  the  clip  in  front  of  the  horse-shoe.  In  fact,  nearly  a  small  volume  might  be  written  upon  all 
the  varieties  of  hammers. 

Suppose  it  required  to  draw  down,  6  inches  of  the  end  of  a  square  or  rectangular  bar  of  iron  or 
steel.  The  smith  will  place  the  bar  across  the  anvil  with  perhaps  4  inches  overhanging,  and  not  rest- 
ing quite  flat,  but  tilted  up  about  a  quarter  or  half  an  inch  at  the  near  side  of  the  anvil,  as  in  F^ 
1713,  but  less  in  degree,  and  the  hammer  will  be  made  to  fall  as  there  shown,  exoept  that  it  will  t>e 
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at  a  very  small  angle  with  the  anvil.  In  smoothing  ofP  the  work,  the  position  of  Fig.  1712  is 
assumed ;  the  woric  is  laid  flat  upon  the  anvil,  and  the  hammer  is  made  to  fall  as  nearly  as  possible 
horizontally ;  a  series  of  blows  are  given  all  along  the  work  between  every  quarter  turn,  the  hammer 
being  directed  upon  one  spot,  and  the  work  drawn  gradually  beneath  it.  In  drawing  down  the  tang 
or  taper-point  of  a  tool,  the  extreme  end  of  the  iron  or  steel  is  placed  a  little  beyond  the  edge  of  the 
anvil,  as  in  Fig.  1718,  by  which  means  the  risk  of  indenting  the  anvil  is  entirely  removed,  and  the 
small  irr^pilar  piece  in  excess  beyond  the  taper  is  not  cut  off  until  the  tang  is  completed.  Fig.  1714 
shows  the  position  of  the  chisel  in  cutting  off  the  finished  object  from  the  bar  of  which  it  formed  a 
part ;  that  is,  the  work  is  placed  between  the  edge  of  the  anvil  and  that  of  the  chisel  immediately 
above  the  same ;  the  two  resemble  in  effect  a  pair  of  shears. 

When  it  is  required  to  make  a  M<-o/f,  it  is  done  by  placing  the  intended  shoulder  at  the  edge  of 
the  anvil :  the  blows  of  the  hanmier  will  be  effective  only  where  opposed  to  the  anvil,  but  the  re- 
mainder of  the  bar  will  retain  its  full  size  and  sink  down,  as  represented  in  Fig.  1715.  Should  it  be 
necessary  to  make  a  shoulder  on  both  sides,  a  flat-ended  set-hammer,  struck  by  the  sledge,  is  used 
for  9dUng  doum  the  upper  shoulder,  as  in  Fig.  1716,  as  the  direct  blows  of  the  hammer  could  not 
be  given  with  so  much  precision.  In  each  of  these  cases  some  precaution  must  be  observed,  as 
otherwise  the  tools,  although  so  much  more  blunt  than  the  chisel,  Fig.  1714,  will  resemble  it  in 
effect,  and  cripple  or  weaken  the  work  in  the  comer ;  on  this  account  the  smithes  tools  are  rarely 
quite  sharp  at  the  angles.    This  mischief  is  almost  removed  when  the  round  fullers,  Fig.  1717,  are 

used  for  reducing  the  principal  bulk,  and  the 
a  1716.  sharper  tools  are  only  ^uployed  for  trinuniog 

the  angles  with  moderate  blows. 

When  the  iron  is  to  be  set  down,  and  also 
spread  laterally,  as  in  Fig.  1718,  it  is  fint 
ni(^ed  with  a  round  fuller,  as  upon  the  dotted 
line  at  a,  and  the  piece  at  the  end  is  spread  by 
the  same  tool  upon  the  short  lines  of  the  ob- 
ject, or  parallel  with  the  length  of  the  bar.  The  first  notch  greatly  assists  in  keeping  a  good  shoulder 
at  the  bottom  of  the  part  set  down,  and  the  lines  are  supposed  to  represent  the  rough  indentations 
of  the  round  fuller  before  the  work  is  trimmed  up. 

Tonffs. — Figs.  1719  and  1720  are  called  JUU-bii  tongs;  these  are  either  made  to  fit  very  dose,  as 
in  Fig.  1720,  for  thin  works,  or  to  stand  more  open,  as  in  Fig.  1719,  for  thicker  bars,  but  alwajs 
parallel ;  and  a  ring  or  coupler  is  put  upon  the  handles  or  reinSj  to  maintain  the  grip  upon  the 
work.  Others  of  the  same  general  form  are  made  with  hollow  half-round  bits;  but  it  is  mndi 
better  that  they  should  be  angular,  like  the  ends  of  Fig.  1721,  as  then  they  serve  equally  weU  for 
round  bars  or  for  square  bars  held  upon  their  opposite  angles.  Tongs  that  are  made  long,  and 
swelled  open  behind,  as  in  Fig.  1721,  are  very  excellent  for  general  purposes,  and  also  serve  for  bolts 
and  similar  objects,  with  the  heads  plated  inward.  The  pincer  tongs,  fig.  1722,  are  also  applied  to 
simiUr  uses,  and  serve  for  shorter  bolts. 

Fig.  1728  represents  tongs  much  used  among  cutlers ;  they  are  called  crook-bU  tongs ;  their  jtfn 
overhang  the  side,  so  as  to  allow  the  bar  of  iron  or  steel  to  pass  down  bedde  the  rivet,  and  the 
nib  at  £he  end  prevents  the  rod  from  being  displaced  by  the  jar  of  hammering.  Fig.  1724,  tlie 
hammer  tongs,  are  used  for  managing  works  punched  with  holes,  such  as  hammers  and  hatchets^  as 
the  pins  enter  the  holes  and  maintain  the  grasp. 
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fig.  1725,  hoop  tongs,  are  yerj  much  ^ised  by  Bbip^miths,  for  grasping  hoops  and  rings,  which 
may  be  then  worked  either  on  the  edge,  when  laid  flat  on  the  anvil,  or  on  the  side,  when  upon  the 
beak-iron;  and  lastly,  Fig.  1726  represents  the  smith's  jd/mts,  or  light  tongs,  used  for  picking  up 
little  pieces  of  iron,  or  small  tools  and  punches. 

There  is  often  considerable  choice  of  method  in  forging,  and  the  skillful  workman  selects  that 
method  of  proceeding  which  will  produce  the  result  with  the  least  amount  of  manual  labor. 


1T19. 


Forging  a  Screw-Bolt. — Figs.  1727  to  1730  explain  the  processes  of  making  an  ordinary  screw- 
bolt.  The  latter  is  a  single  tool,  but  the  heading  tool.  Fig.  1781,  with  several  holes,  is  also  used. 
In  upsetting  the  end  of  the  work,  if  more  convenient,  it  may  be  held  horizontally  across  the  anvil, 
and  struck  on  the  heated  extremity  with  the  hand-hanuner ;  or  it  can  be  jumped  forcibly  upon  the 
anvil,  when  its  own  weight  will  supply  the  required  momentum.  If  too  considerable  a  portion  of  the 
work  is  heated,  it  will  either  bend,  or  it  will  swell  generally ;  and  therefore  to  limit  the  enlargement 
to  the  required  spot,  should  the  heat  be  too  long«  the  neighboring  part  is  partially  cooled  by  immers- 
ing it  in  the  water-trough,  as  near  to  the  heat  as  admissible. 

A  bolt  may  be  made  by  building  up  or  welding.  An  eye  is  first  made  at  the  end  of  a  small  rod  of 
square  or  flat  iron ;  by  bending  it  round  the  beaS-iron,  as  in  Fig.  1782,  it  is  placed  around  the  rod  of 
round  iron,  and  the  curled  end  is  cut  off  with  the  chisel,  as  in  Fig.  1788,  enough  irdh  being  left  in 
the  ring,  which  is  afterward  welded  to  the  rod,  to  form  the  head  of  the  bolt,  by  a  few  quick  light 
blows  given  at  the  proper  heat ;  the  bolt  is  then  completed  by  any  of  the  tools  already  described 
that  may  be  preferred.  A  swage  at  the  angle  of  60**,  fig.  1784,  will  be  found  very  convenient  in 
forming  hexagonal  heads,  as  the  horizontal  blow  of  the  hammer  completes  the  equilateral  triangle, 
and  two  positions  operate  on  every  side  of  the  hexagon.  Fig.  1784  is  essential  likewise  in  foi^^ng 
triangular  files  and  rods. 

For  the  parts  of  mechanism  in  which  a  considerable  length  of  two  different  sections  or  maniitudesof 
iron  are  required,  the  method  by  drawing  down  from  the  large  size  would  be  too  expensive ;  the  method 
by  upsetting  would  be  impracticable;  and  there- 
fore a  more  judicious  use  is  made  of  the  iron 
store,  and  the  object  is  made  in  two  parts,  of  bars 
of  the  exact  sections  respectively.  The  larger  bar 
is  reduced  to  the  size  of  the  smaller,  generally 
upon  the  beak-iron  with  top  fullers,  and  with  a 
gradual  transition  or  taper  extending  some  few 
inches,  as  represented  in  Hg.  1786 ;  the  two  pieces 
arc  tcarfed  or  prepared  for  weldinc. 

BeruHng  Bars. — ^Fig.  1785  is  also  intended  to 
explain  two  other  proceedings  very  commonly  re- 
quired in  forging.  Bars  are  bent  down  at  right 
angles  as  for  the  short  end  or  corking  of  the  piece. 
Fig.  1736,  by  laying  the  work  on  the  anvil,  and 
holding  it  down  with  the  sledge-hammer,  as  in  Fig. 
1736 ;  the  end  is  then  bent  with  the  hand-hammer, 
and  trimmed  square  over  the  edge  of  the  anvil ; 
or  when  more  precision  is  wanted,  the  work  is 
screwed  fast  in  the  tail-vise,  which  is  one  of  the 
tools  of  every  smith's  shop,  and  it  is  bent  over  the 
jaws  of  the  vise.  When  the  external  angle,  as  well  as  the  internal,  is  required  to  be  sharp  and 
square,  the  work  is  reduced  with  the  fuller  from  a  larger  bar  to  the  form  of  Fig.  1787,  to  compensate 
for  the  great  extension  in  length  that  occurs  at  the  outer  part,  or  heel  of  the  bend,  of  which  the 
inner  angle  forms  as  it  were  the  centre. 

Pumehing  Holes. — The  holes  in  Fig.  1785  for  the  cross-bolts  are  made  with  a  rod-punch,  which  is 
drircn  a  little  more  than  half-way  through  from  the  one  side  while  the  work  lies  upon  the  anvil,  so 
that,  when  turned  over,  the  ooolhig  effect  of  the  punch  may  serve  to  show  the  place  where  the  tool 


Digitized  by 


Google 


822 


FORGING. 


must  be  again  applied  for  the  completion  of  the  hole ;  the  little  bit  or  burr  is  then  driven  oat, 
either  through  the  square  hole  in  the  anvil  that  is  intended  for  the  bottom  tools,  or  else  upon  the 
bolster,  Fig.  1788,  a  tool  faced  with  steel,  and  having  an  aperture  of  the  same  form  and  dimensions 
as  the  face  of  the  punch.  In  making  a  socket,  or  a  very  deep  hole  in  the  one  end  of  a  bar,  some 
difficulty  is  experienced  in  getting  the  hole  in  the  axis  of  the  bar,  and  in  avoiding  the  bursting  open 
of  the  iron ;  such  holes  are  produced  differently,  by  sinking  the  hole  as  a  groove  in  the  centre  of  t 
flat  bar  by  means  of  a  fuller ;  the  piece  is  out  nearly  through  from  the  opposite  side,  folded  together 
lengthwise,  and  welded.  The  hole  thus  formed  will  only  require  to  be  perfected  by  the  introduction 
of  an  appropriate  punch,  and  to  be  worked  on  the  outside,  with  those  tools  required  for  dressmg  oiT 
its  exterior  surface,  while  the  punch  remains  in  the  hole  to  prevent  its  sides  from  being  squeezed 
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in ;  this  method  is  very  good.  For  punching  square  holes,  square  punches  and  bolsters  are  used,  tnd 
the  split  bolster.  Fig.  1739,  is  employed  for  cutting  out  long  rectangular  holes  or  mortises,  which  is 
often  done  at  two  or  more  cuts  with  an  oblong  punch. 

Forging  NtUa. — Fig.  1741  shows  the  ordinary  mode  of  making  the  square  nuts  for  bolts.  A  flat 
bar  is  first  nicked  on  the  sides  with  the  chisel,  then  punched,  and  the  rough  nuts,  if  small,  are  sep- 
arated and  strung  upon  the  end  of  the  poker  (a  slight  round  rod  bent  up  at  the  end),  for  the  con- 
venience of  managing  them  in  the  fire,  from  which  they  are  removed  one  at  a  time  when  hot,  and 
finished  on  the  triblet,  Fig.  1742,  which  serves  both  as  a  handle  and  as  the  means  of  perfecting  the 
holes. 

For  making  hexagon  nuts,  the  flat  bar  is  nicked  on  both  edges  with  a  narrow  round  fuller;  this 
g^ves  a  nearer  approach  to  the  hexagon :  the  nuts  are  then  flattened  on  the  face,  punched,  and  dressed 
on  the  triblet  within  the  angular  swage,  fig.  1734,  before  adverted  to.  Thick  circular  collars  are 
made  precisely  in  the  same  way,  with  the  exception  that  they  are  finished  externally  with  the  ham- 
mer,  or  between  top  and  bottom  rounding  tools  of  corresponding  diameter 

It  is  usual,  in  punching  holes  through  thick  pieces,  to  throw  a  little  coal-dust  into  the  hole  when  it 
is  partly  made,  to  prevent  the  punch  sticking  in  so  fast  as  it  otherwise  would :  the  punch  generaDy 
gets  red-hot  in  the  process,  and  requires  to  be  immediately  cooled  on  removal  from  the  hole. 

Various  Forgings. — When  a  thick  lump  is  wanted  at  the  end  of  a  bar,  it  is  often  made  by  catting 
the  iron  nearly  through  and  doubling  it  backward  and  forward,  as  in  llg.  1740 ;  the  whole  is  then 
welded  into  a  solid  mass  as  the  preparatory  step. 

A  piece  with  three  tails,  such  as  Fig.  1743,  is  made  from  a  large  square  bar;  an  elliptical  hotels 
first  punched  through  the  bar,  and  the  remainder  is  split  with  a  chisel,  as  in  Fig.  1744,  the  work  at 
the  time  being  laid  upon  a  soft  iron  cutting  plate  in  order  to  shield  the  chisel  from  being  driren 


against  the  hardened  steel  face  of  the  anvil ;  the  end  is  afterward  opened  into  a  fork,  and  mouhkd 
into  shape  over  the  beak-iron,  as  indicated  by  the  dotted  lines. 

Such  a  piece  as  Fig.  1748,  if  of  large  dimensions,  would  be  made  in  two  separate  parts,  and 
welded  through  the  central  line  or  axis. 

Should  it  happen  that  the  two  arms  are  not  quite  parallel,  an  error  that  could  scarcely  be  corrected 
by  the  hammer  alone,  the  work  would  be  fixed  in  the  vise  with  the  two  tails  upward,  and  the  one 
or  other  of  these  would  be  twisted  to  its  true  position  by  a  hook-wrench  or  w/,  made  like  the  three 
sides  of  a  square,  but  the  one  very  long  to  serve  as  a 'lever ;  it  is  applied  exactly  in  the  manner  of  a 
key,  spanner,  or  screw-wrench,  in  turning  round  a  bolt  or  screw. 

Some  bent  objects,  such  as  cranks  and  straps,  are  made  from  bar-iron  bent  over  spedfic  mo^lld^ 
which  are  sometimes  made  in  pairs  like  dies,  and  pressed  together  by  screw  contrivances.  When 
the  moulds  are  single,  the  work  is  often  retained  in  contact  with  the  same,  at  some  ^>propriate 
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part,  by  means  of  Istrape  and  wedges,  while  the  work  is  bent  to  the  form  of  the  mould  by  top  tools 
of  suitable  kinds. 

Objects  of  more  nearly  rectilinear  form  are  cut  out  of  large  plates  and  bars  of  iron  with  chisels. 
For  example,  the  cranks  of  locomotive  engines  are  fagoted  up  of  several  bars  or  uses  laid  together, 
and  pared  to  the  shape ;  they  are  sometimes  forged  in  two  separate  parts,  and  welded  between  the 
cranks ;  at  other  times  they  are  forged  out  of  one  parallel  mass,  and  afterward  twisted  with  a  hook- 
wrench,  in  the  neck  between  the  cranks,  to  place  the  latter  at  right  angles.  The  notches  are 
sometimes  cut  out  on  the  anvil  while  the  work  is  red-hot ;  or  otherwise  by  machinery  when  in  the 
cold  state. 

A  very  different  method  of  making  rectangular  cranks  and  similar  works  is  also  recommended,  by 
bending  one  or  more  straight  bars  of  iron  to  the  form ;  the  angles,  which  are  at  first  rounded,  are 
perfected  by  welding  on  outer  caps.  In  this  case  the  fibre  runs  round  the  figure,  whereas,  when  the 
gap  is  cut  out,  a  large  proportion  of  the  fibres  are  out  into  short  lengths,  and  therefore  a  greater 
bulk  must  be  allowed  for  equal  strength :  this  method  is  however  seldom  used. 

All  kinds  of  levers,  arms,  brackets,  and  frames  are  made  after  these  several  methods,  partly  by 
bending  and  welding,  and  partly  by  cutting  and  punching  out ;  and  few  branches  of  industry  present 
a  greater  variety  in  the  choice  of  methods,  which  call  the  judgment  of  the  smith  continually  into 
requisition. 

WdtUng. — There  are  several  ways  of  accomplishing  the  operation  of  welding,  which  bear  some 
little  analogy  to  the  joints  employed  in  carpentry,  more  particularly  that  called,  scarfing,  used  in  the 
construction  of  long  beams  and  girders  by  joining  two  shorter  pieces  together  endwise,  with  sloping 
joints,  which  in  carpentry  are  interlaced  or  mortised  together  in  various  ways«  and  then  secured  by 
iron  straps  or  bolts.  In  smiths'  work  likewise,  the  joinings  are  called  scarfs;  but  from  the  adhesive 
nature  of  the  iron  when  at  a  suitable  temperature,  the  accessories  called  for  in  carpentry,  such  as 
glue,  bolts,  straps,  and  pins,  are  no  longer  wanted. 

The  scarfs  required  for  the  tihiU  are  made  by  first  upsetting  or  thickening  the  iron  by  blows  upon 
its  extremity,  to  prepare  it  for  the  loss  it  will  sustain  from  scaling  off,  both  in  the  fire  and  upon  the 
anvil,  and  also  in  the  subsequent  working  upon  the  joint.  It  is  next  rudely  tapered  off  to  the  form 
of  a  flight  of  steps,  as  shown  in  Figs.  1745  and  1746,  and  the  sides  are  slightly  beveled  or  pointed, 
as  in  fig.  1746,  the  proportion  being  somewhat  exceeded  to  render  the  forms  more  apparent.    The 
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two  extremities  are  next  heated  to  the  point  of  ignition;  and  when  this  is  approached,  a  little 
sand  is  strewed  upon  each  part,  which  fuses  and  spreads  something  like  a  varnish,  and  partially 
defends  them  from  the  air ;  the  heat  is  proper  when,  notwithstanding  the  sand,  the  iron  begins  to 
bom  away  with  vivid  sparks.  The  two  men  then  tfdce  each  one  piece,  strike  them  fordbly  across 
the  anvil  to  remove  any  loose  cinders,  place  them  in  their  true  positions,  exactly  as  in  Fig.  1746,  and 
two  or  three  blows  of  the  small  hammer  stick  them  together;  the  assistant  then  quickly  joins  in 
with  the  sledge-hammer,  and  the  smoothing  off  and  completion  of  the  work  are  soon  accomplished. 
It  is  of  course  necessary  to  perform  the  work  with  rapidity,  and  literally  "  to  strike  while  the  iron 
is  hot'*  The  smith  afterward  jumps  the  end  of  the  rod  upon  the  anvil,  or  strikes  it  endways  with  the 
hammer ;  this  proves  the  soundness  of  the  joint,  but  it  is  mostly  done  to  enlarge  the  part,  should  it 
during  the  process  have  become  accidentally  reduced  below  the  general  size.  The  sand  appears  to  be 
quite  essential  to  the  process  of  welding,  as,  although  the  heat  might  be  arrived  at  without  its 
agency,  the  surfiices  of  the  metal  would  become  foul  and  covered  with  oxide  when  unprotected 
from  the  air ;  at  all  events,  common  experience  shows  that  it  is  always  required.  The  scarf  joint, 
shown  in  Figs.  1745  and  1746,  is  commonly  used  for  all  straight  bars,  whether  flat,  square,  or 
round,  when  of  medium  size. 

In  very  heavy  works  the  welding  is  principally  accomplished  within  the  fire ;  the  two  parts  are 
previously  prepared  either  to  the  form  of  the  tongue  or  split  joint,  Fig.  1747,  or  that  of  the  butt 
jbint.  Fig.  1748,  and  plaoed  in  their  relative  positions  in  a  large  hollow  fire.  When  the  two  parts 
are  at  the  proper  heat,  they  are  jumped  together  endways,  which  is  greatly  facilitated  by  their  sus- 
pension from  the  crane,  and  they  are  afterward  struck  on  the  ends  with  sledge-hammers,  a  heavy 
mass  being  in  some  cases  held  against  the  opposite  extremity  to  sustain  the  blows ;  the  heat  is  kept 
up,  and  the  work  is  ultimately  withdrawn  from  the  fire,  and  finished  upon  the  anvil. 

The  butt  joint.  Fig.  1748,  is  materially  strengthened,  when,  as  is  usually  the  case  for  the  pad- 
dle-shafts of  steam-vessels  and  similar  works,  the  joint  while  still  large  is  notched  in  on  three  or  four 
sides,  and  pieces  called  siick-in  pieces,  dowds^  or  charlins^  one  of  which  is  represented  by  the  dotted 
lines,  are  prepared  at  another  fire,  and  hiid  in  the  notches ;  the  whole,  when  raised  to  the  welding 
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beat,  is  well  worked  together  and  reduced  to  the  Intended  size ;  this  mingles  all  the  parts  in  a  Terj 
substantial  manner.  For  the  majority  of  woriLS,  however,  the  scarf  joint,  Fig.  1745,  is  iised«  bat  the 
8tick4n  pieces  are  also  occasionally  employed,  especially  when  any  accidental  deficiency  of  iron  is  to 
be  feared. 

When  two  bars  are  required  to  form  a  T-joint,  the  transverse  piece  is  thinned  doien  as  at  a,  in  Fig. 
1749 ;  for  an  angle  or  comer  the  form  of  b  may  be  adopted ;  but  e,  in  which  each  part  is  cvlX  off  ob> 
liquely,  is  to  be  preferred.  The  pieces  a,  &,  e  are  represented  upside  down,  in  order  that  the  ridges 
set  down  on  their  lower  surfaces  may  be  seen.  In  most  cases,  when  two  separate  bars  are  to  be 
joined,  whatever  the  nature  of  the  joint,  the  metal  should  be  first  upset,  and  then  set  down  in  ridges 
on  the  edge  of  the  anvil,  or  with  a  set-hiunmer,  as  the  plain  chamfered  or  sloping  surfaces  are  apt  to 
slide  asunder  when  struck  with  the  hammer,  and  prevent  the  union.  When  a  T-joint  is  made  of 
square  or  thidc  iron,  the  one  piece  is  upset,  and  moulded  with  the  fuller  much  in  the  form  of  the  let- 
ter ;  it  is  then  welded  against  the  flat  side  of  the  bar :  such  works  are  sometimes  welded  with  dowel 
or  tenon  joints,  but  all  the  varieties  of  method  cannot  be  noticed. 

Fig.  1740  may  be  taken  as  an  example  in  which  the  parts  have  no  disposition  to  separate ;  in  this 
and  simiUr  cases  the  smith  often  leaves  the  parts  slightly  open,  in  order  that  the  very  last  process 
before  welding  may  be  the  striking  the  whole  edgeways  upon  the  anvil,  to  drive  out  any  loose  scales, 
cinders,  or  sand,  situated  between  the  joints.  In  works  that  have  accidentally  broken  in  the  welded 
part,  the  fracture  will  be  frequently  seen  to  have  arisen  from  some  dirty  matter  having  been  allowed 
to  remain  between  them,  on  which  acoount  shUn  or  welded  joints  extending  over  a  la^  surface  are 
oft«n  less  secure  than  those  of  smaller  area,  from  the  greater  risk  of  their  becoming  foul.  In  &ct, 
throwing  a  little  small  coal  between  the  contiguous  surfaces  of  work  not  intended  to  be  united,  is  a 
common  and  sometimes  a  highly  essential  precaution  to  prevent  them  from  becoming  welded. 

The  conical  sockets  of  sodcet  chisels,  garden  spuds,  and  a  variety  of  agricultural  implements,  are 
formed  out  of  a  bar  of  flat  iron,  which  is  spread  out  sideways  or  to  an  angle  with  the  peoe  of  the 
hammer,  and  then  bent  within  a  semicircular  bottom  tool,  also  by  the  pene  of  the  hamooor,  to  the 
form  of  Fig.  1700;  after  which  the  sockets  are  still  more  curled  up  by  blows  on  the  edges  and  are 
perfected  upon  a  taper-pofaited  mandrel,  so  that  the  two  edges  slightly  overlap  at  the  mouth  of  the 
socket,  and  meet  pretty  uniformly  elsewhere,  as  in  Hg.  1761 ;  and  lastly,  about  an  inch  or  more  at 
the  end  is  welded.  Scnnetimes  the  welding  is  continued  throughout  the  length,  but  more  commonly 
only  a  small  portion  of  the  extremity  is  thus  joined,  and  the  remainder  of  the  edges  are  drawn  to- 
gether with  the  pene  of  the  hammer. 

In  making  wrought-iron  hinges,  two  short  slits  are  cut  lengthways  and  neariy  throng  the  bar,  to- 
waixl  its  extremity ;  the  iron  is  then  folded  round  a  mandrel,  set  down  dose  in  the  comer,  and  the 
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two  ends  are  welded  together.  To  complete  the  binge,  it  only  remains  to  cut  away,  transversely,  either 
the  central  piece  or  the  two  external  pieces  to  form  the  knuckles,  and  the  addition  of  the  pin  or 
pivot  finishes  the  work. 

In  spades,  and  many  similar  implements,  the  steel  is  introduced  between  the  two  pieces  of  inn  of 
which  the  tools  are  made ;  in  others,  as  plane  irons  and  socket  chisels,  it  is  laid  on  the  outside,  and 
the  two  are  afterward  extended  in  length  or  width  to  the  required  size.  The  ordinary  chisel  for  the 
smithes  shop  is  made  by  inserting  the  steel  in  a  cleft,  as  in  Fig.  1747,  and  so  Is  also  the  pene  of  a 
hammer;  but  the  flat/oM  of  the  hammer  is  sometimes  stuck  on  while  it  continues  at  the  extremity 
of  a  flat  bar  of  steel ;  it  is  then  cut  off,  and  the  welding  is  afterward  completed.  At  other  times  the 
face  of  the  hammer  is  prepared  like  a  nail,  with  a  small  spike  and  a  very  large  head,  so  as  to  be  driven 
into  the  iron  to  retain  its  position,  until  finally  secured  by  the  operation  of  welding. 

In  putting  a  piece  of  steel  into  the  end  of  an  iron  rod  to  serve  for  a  centre,  the  bar  is  heated,  fixed 
horizontally  in  the  vise,  and  punched  lengthways  with  a  sharp  square  pun^,  for  the  reception  of  the 
steel,  which  is  drawn  down  like  a  taper  tang  or  thick  nidi,  and  driven  in ;  the  whole  is  then  returned 
to  the  fire,  and  when  at  the  proper  heat  united  by  welding,  the  blows  being  first  directed  as  for  form- 
hig  a  very  obtuse  cone,  to  prevent  the  piece  of  steel  from  dropping  out. 

For  some  few  purposes  blistered  steel  is  used  for  welding,  either  to  itself  or  to  iron.  It  is  true 
the  4rst  working  under  the  hammer  in  a  measure  changes  it  to  the  condition  of  shear-steel,  but 
less  efficiently  so  than  when  the  ordinary  course  of  manufacture  is  pursued,  as  the  hammering  is 
found  to  improve  steel  in  a  remarkable  and  increasing  degree. 

For  the  majority  of  works  in  which  it  is  necessary  to  weld  steel  to  iron,  or  steel  to  steel,  the  shear, 
or  double  shear,  is  exceedingly  suitable ;  it  is  used  for  welding  upon  various  catting  tools,  as  most 
cast-steel  will  not  endure  the  heat  without  crambling  under  the  hammer.  Shear^teel  is  also  used 
for  various  kinds  of  springs,  and  for  some  cutting  tools  requiring  much  elasticity. 

It  is  more  usual  to  reserve  cast-steel  for  those  works  in  whidi  the  process  <rf  welding  is  not  re- 
quired, although  of  late  years  mild  cast-steel,  or  welding  cast-steel,  containing  a  smaller  proportion 
of  carbon,  has  been  rather  extensively  used ;  but  in  general  the  harder  the  sted  the  less  easily  will  it 
admit  of  welding,  and  not  unf  requently  it  is  altogether  inadmissible. 

The  hard  or  harah  varieties  of  cast-steel  are  somewhat  more  manageable  when  fused  borax  is  nsed 
as  a  defense  instead  of  sand,  either  sprinkled  on  in  powder  or  rubbed  on  in  a  lump ;  and  cast-steel, 
otherwise  intractable,  may  be  sometimes  welded  to  iron  by  first  heating  the  iron  pretty  smartly,  then 
placing  the  cold  steel  beside  it  in  the  fire,  and  welding  them  the  moment  the  steel  has  acquired  its 
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maximiim  temperature,  by  which  time  the  iron  will  be  fully  up  to  the  welding  heat  When  both  are 
pot  into  the  fire  cold  alike,  the  steel  is  often  spoiled  before  the  iron  is  nearly  hot  enough,  and  there- 
fore it  is  generally  usual  to  heat  the  iron  and  steel  separately,  and  only  to  place  them  in  contact  to- 
ward the  conclusion  of  the  period  of  getting  up  the  heat.  In  forging  works  either  of  iron  or  steel, 
the  uni/ormily  of  the  hammering  tends  greatly  to  increase  and  equalize  the  strength  of  each  mate- 
rial ;  and  in  steel,  judicious  and  equal  forging  greatly  lessens  also  the  after-risk  in  hardening. 

Tool-Forffinff. — With  the  utmost  care  and  unlimited  space,  it  would  have  been  quite  impossible  to 
convey  the  instructions  called  for  in  forging  the  thousand  varieties  of  tools  and  parts  of  mechanism 
the  smith  is  continually  called  upon  to  produce ;  and  all  that  could  be  reasonably  attempted  in  this 
place  was  to  convey  a  few  of  the  general  features  and  practices  of  this  most  useful  and  interesting 
branch  of  industry.  It  is  hoped  that  such  combinations  of  these  methods  may  be  readily  arrived 
at  aa  will  serve  for  the  majority  of  ordinary  wants. 

The  smith  in  all  cases  selects  or  prepares  that  particular  form  and  magnitude  of  iron,  and  also 
adopts  that  order  of  proceeding,  which  experience  points  out  as  being  the  most  exact,  sound,  and 
economical.  In  this  be  is  assisted  by  a  large  assortment  of  various  tools  and  moulds  for  such  parts 
of  the  work  as  are  often  repeated,  or  that  are  of  a  character  sufiQciently  general  to  warrant  the  out- 
lay ;  and  to  some  of  these  we  will  advert. 

The  heading  tools,  figs.  1780  and  1781,  are  made  of  all  sizes  and  varieties  of  forms ;  some  with  a 
square  recestf  to  produce  a  square  beneath  the  head,  to  prevent  the  bolt  from  being  turned  round  in 
the  act  of  tightening  its  nut ;  others  for  countersunk  and  round-beaded  bolts,  with  and  without  square 
shoalders ;  many  similar  heading  tools  are  used  for  all  those  parts  of  work  which  at  all  resemble 
boha,  in  having  any  sudden  enlai^gement  from  the  stem  or  shaft.  The  holes  in  the  swage-block. 
Fig.  1758,  are  used  after  the  manner  of  heading  tools  for  large  objects ;  the  grooves  and  recesses 
armmd  its  margin  also  serve  in  a  variety  of  works  as  bottom  swages  beyond  the  size  of  those  fitted 
to  the  anvil  At  the  opposite  extreme  of  the  heading  tools,  as  to  size,  may  be  noticed  those  con- 
stantly employed  in  producing  the  smallest  kinds  of  nails,  brads,  and  rivets,  of  various  denomina- 
tions ;  some  of  which  heading  tools  divide  in  two  parts  like  a  pair  of  spring  forceps,  to  release  the 
nails  after  they  have  been  foiled.  These  kinds  are  called  wrauffht  nails  and  brads,  in  contradistinc- 
tion to  similar  nails  cut  out  of  sheet4ron  by  various  processes  of  shearing  and  punching,  which  latter 
kinds  are  known  as  cut  brads  and  nails. 

The  top  and  bottom  rounding  tools,  Fig.  1727,  are  made  of  all  diameters  for  plain  cylindrical 
works;  and  when  they  are  used  for  obje^  the  different 
parts  of  which  are  of  various  diameters,  it  requires  much  ^^^* 

care  to  apply  them  equally  on  all  parts  of  the  work,  that 
the  several  circles  may  be  concentric  and  true  one  with  the 
other,  or  possess  one  axis  in  common.  To  insure  this  con- 
dition, some  of  these  rounding  tools  are  made  of  various 
and  speciflc  forms,  for  the  heads  of  screws,  for  collars, 
fl^ngtf»ftj  or  enlargements,  which  are  of  continual  occurrence 
in  madiinery,  for  the  ornamental  swells  or  flanges  about 
the  iron  work  of  carriages,  and  other  works.  Such  tools, 
Uke  the  pair  represented  in  figs.  1754  and  1755,  are  called 
swage  or  collar  tools ;  they  save  labor  in  a  most  important 
degree,  and  are  thus  made.  A  solid  mould,  core,  or  striker, 
exactly  a  oopv  of  the  work  to  be  produced,  is  made  of  steel 
by  hand-forging,  and  then  turned  in  the  lathe  to  the  re- 
quired form,  as  shown  in  fig.  1756. 

The  top  tool  is  first  moulded  to  the  general  form  In  an  ap- 
propriate aperture  in  the  swage-block.  Fig.  1753 ;  it  is  faced 
with  steel  like  a  hammer,  and  the  core.  Fig.  1755,  is  indented 
into  it,  the  blows  of  the  sledge-hammer  not  being  given  directly  upon  the  core,  but  upon  some  hollow 
tool  previously  made ;  otherwise  the  core  must  be  filed  partly  flat,  to  present  a  plane  surface  to  the 
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hammer.  The  bottom  tool,  which  is  fitted  to  the  anvil,  is  made  in  a  similar  manner,  and  sometimes 
the  two  are  finished  at  the  same  time  while  hot,  with  the  cold  striker  between  them ;  their  edges  are 
carefully  rounded  with  a  file,  and  lastly  they  are  hardened  under  a  stream  of  water. 
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In  preparing  the  work  for  the  ooUar-tools,  when  the  projection  is  inconsiderable,  the  work  is  ahrajs 
drawn  down  rudely  to  the  form  between  the  top  and  bottom  fullers,  as  in  Fig.  1717  ;  but  for  greater 
economy,  large  works  in  iron  are  sometimes  made  by  folding  a  ring  around  them,  as  in  Fig.  HSS. 
The  metal  for  a  large  ring  is  occasionally  moulded  in  a  bottom  tool  like  Fig.  1757,  and  coilal  up  to 
the  shape  of  Fig.  1708,  after  which  it  is  closed  upon  the  central  rod  between  the  swages,  and  then 
welded  within  them.  The  tools  are  slightly  greased,  to  prevent  the  woric  from  hanging  to  them,  and 
from  the  same  motive  their  surfaces  are  not  made  quite  flat  or  perpendicular,  but  slightly  conkal, 
and  all  the  angles  are  obliterated  and  rounded. 

The  spring  swage-tool,  represented  in  Fig.  1769,  is  used  for  some  small  manufacturing  puipoeeB; 
it  differs  in  no  respect  from  the  former,  except  in  the  steel  spring  which  connects  the  two  parts;  h 
is  employed  for  light  single-hand  forgings.  Other  workmen  use  swage-tools,  such  as  llg.  1760,  in 
which  there  is  a  square  recess  in  the  bottom  tool  to  fit  the  margin  of  the  top  tool  so  as  to  guide  it 
exactly  to  its  true  position ;  *  this  kind  also  may  be  used  for  single-hand  works,  and  is  particolarly 
suited  to  those  which  are  of  rectangular  section,  as  the  shoulders  of  table-knives ;  these  do  not  admit 
of  being  twisted  round,  which  movement  furnishes  the  guide  for  the  position  of  the  top  tool  ia 
forging  circular  works. 

The  smith  has  likewise  a  variety  of  punches  of  all  shapes  and  sizes,  for  making  holes  of  corre- 
sponding forms ;  and  also  drifts  or  mandrels,  used  alone  for  finishing  them,  many  of  whidi,  like  the 
turned  cones,  are  made  from  a  small  to  a  large  size  to  serve  for  objects  of  various  sizes.  Two 
examples  of  the  very  dexterous  use  of  punches  are  in  the  hands  of  almost  every  person,  namely,  ordi- 
nary scissors  and  pUers.  The  first  are  made  from  a  small  bar  of  flat  steel ;  the  end  is  flatten<Hl  and 
punched  with  a  small  round  hole,  which  is  gradually  opened  upon  a  beak-iron,  Fig.  1761,  attached  to 
the  square  hole  of  the  anvil ;  the  beak-iron  has  a  shallow  groove  (not  shown)  for  rounding  the  inside 
of  the  bows.  The  remaining  parts  of  the  scissors  are  moulded  jointly  by  the  hammer  and  bottom 
swage-tools ;  but  the  bows  are  mostly  finished  by  the  eye  alone.  In  the  Lancashire  pliers,  the  cen- 
tral half  of  the  joint  is  first  made ;  the  aperture  in  the  other  part  is  then  punched  through  sidewajs, 
and  sufiQciently  bulged  out  to  allow  the  middle  joint  to  be  passed  through,  after  which  the  oatsides 
are  closed  upon  the  centre.  This  proceeding  exhibits,  in  the  smallest  kinds  especially,  a  surprising 
degree  of  dexterity  and  dispatch,  only  to  be  arrived  at  by  very  great  practice ;  and  whidi  in  this  and 
numerous  other  instances  of  manufacture  could  be  scarcely  attained  but  for  the  enormous  demand, 
which  enables  a  great  subdivision  of  labor  to  be  successfully  applied  to  their  pToduction.f  X 

General  HinU  on  Forging, — The  following  hints  on  forging  have  been  officially  published  by  the 
British  (jrovemment  from  data  given  by  several  eminent  iron-working  firms : 

With  reference  to  the  means  of  produdng  sound  smiths'  work,  the  most  fertile  sources  of  defeets 
which  from  time  to  time  have  been  experienced  are:  1.  The  original  inferior  quality  of  the  iron;  1 
Improper  treatment  in  the  forging ;  8.  Improper  treatment  of  articles  of  smiths*  work  in  actual  servicei 

It  being  most  important  that  every  condition  necessary  for  the  operation  of  welding  should  be  in 
the  highest  state  of  perfection,  this  requires  that  the  iron  should  be  at  the  right  w61ding  heat,  rather 
than  over  or  under  it;  so  that,  if  any  slight  delay  or  impediment  arise  in  bringing  the  parts  together, 
there  may  bo,  as  it  were,  a  surplus  of  heat  to  work  upon ;  and  next  in  importance  to  this  is  ^dmX  as 
little  scoria,  or  oxide,  or  other  foreign  material  as  possible  should  cling  to  or  interpose  between  the 
surfaces  about  to  be  welded.  As  the  welding  of  iron  is  accompanied  by  its  combustion,  and  by  the 
production  of  an  oxide  in  a  melting  state,  we  must  altogether  get  quit  of  this  interposing  material, 
as,  ere  the  two  pieces  are  laid  together,  it  has  a  tendency  to  form  as  rapidly  as  it  is  swept  or  wiped 
off.  But,  very  fortunately,  in  almost  every  case,  if  due  care  be  paid  to  the  form  and  manner  in 
which  the  surfaces  are  presented  together,  the  instant  the  blows  are  given  to  the  parts  in  question, 
the  interposing  scoria  is  forced  out,  and  the  then  perfectly  pure  surfaces  of  the  welding-hot  iron  are 
so  brought  into  intimate  contact  as  to  unite  together  and  form  one  mass.  There  is  no  department  of 
the  art  of  forging  more  important  than  this,  inasmuch  as,  in  the  majority  of  cases  of  defective  weld- 
ing, it  is  observed  that  the  defect  in  question  has  arisen  either  from  the  scoria  being  shut  up  by 
means  of  improper  forms  of  the  surfaces,  or  that  it  has  been  insufficiently  expressed  from  between 
the  surfaces,  for  want  of  due  energy  in  the  blows  of  the  hammer.  That  great  attention  should  be 
paid  to  this  is  the  more  important  and  requisite,  inasmuch  as,  in  a  great  many  cases,  the  system  of 
**  dab-on  '*  welding  is  unavoidable  in  the  production  of  certain  pieces  of  work ;  and  as  sudi  "  dab- 
on  "  parts  are  generally  subject  to  great  and  unfavorable  strain,  it  is  more  than  usually  reqniate  to 
adopt  the  proper  precautions,  so  as  to  secure  the  proper  expression  of  the  scoriae,  and  the  intimate 
union  of  the  surfaces. 

Much  evil  arises  from  the  risk  of  viscid  and  sulphurous  soorise  clinging  to  the  surfaces  of  the  iron, 
owing  to  the  use  of  raw  or  impure  coal  as  the  material  for  the  smith's  fire.  If  the  coal  were  of  a 
pure  quality,  namely,  such  as  contains  nothing  but  carbon  and  its  ordinary  bituminous  accompani- 
ments, the  evil  alluded  to  would  be  less  felt ;  but  as  all  coal  contains,  besides  earthy  matter,  more  or 
less  of  sulphur,  a  class  of  evils  arises  which  is  of  a  very  serious  nature.  When  we  attempt  to  weld 
together  two  pieces  of  iron  which  have  been  heated  in  a  fire  formed  of  very  sulphurous  coal,  not 
only  is  the  quality  of  the  iron  damaged  by  being  rendered  brittle,  but  also  its  surface  becomes  cot- 
ered  with  a  certain  substance  which,  in  a  very  remarkable  degree,  destroys  that  adhesive  qualitj 
which  accompanies  iron  when  at  a  welding  heat 

When  this  evil  exists  to  excess,  the  parts  will  not  unite,  however  much  they  may  be  hammered. 
But  although  such  an  extreme  case  as  this  is  not  frequent,  yet  it  is  a  question  of  degree,  and  not  of 

*  In  practice  the  recess  in  the  bottom  tool  would  be  deeper,  and  taper  or  larger  above  to  guide  tbe  tool  more  eid^ 
to  its  place ;  but  If  so  drawn  the  figure  would  have  been  lees  distinct.  _.^ 

t  The  remarks  on  steel  also  refer  to  the  necessity  of  good  primary  forging  and  hammering  to  prodnce  homo»anty» 
and  also  to  many  of  the  other  points  generallv  admitted  by  practical  men  as  being  conducive  to  the  sacccM  of  baraeoia(< 

X  Holtzapffel's  ''Turning  and  Mechanical  ManlpulatioB.^* 
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ezistenoe,  so  long  as  raw  ooal  is  used.  It  is  therefore  adyisablc,  for  those  fires  which  admit  of  it, 
sUghtly  to  carbonize  the  coal  in  a  separate  oven  previoos  to  use.  Tliis  is  the  practice  in  most  pri- 
vate establishments,  where  the  quality  of  the  smith's  work  is  a  prime  object.  The  practice  should 
be  discontinued  of  making  notches  in  the  scraps  of  two  pieces  of  iron  about  to  be  welded  together, 
as  such  notches  afford  a  lodgment  for  soorie,  etc. 

Another  extremely  bad  practice  should  be  discontinued,  namely,  that  of  throwing  a  few  fresh  coals 
into  a  hollow  fire  on  the  hot  iron,  just  before  the  heat  is  coming  out.  The  use  of  air-furnaces  pre- 
Tents  this. 

It  is  recommended  also  to  abolish  cold  hammering,  unless  the  articles  can  afterward  be  annealed. 

Detailed  descriptions  of  all  forging  operations  will  be  found  in  "  The  Mechanician  and  Construe^ 
tor,"  Knight,  London  and  New  York,  1869. 

FOROINO  MACHINES.  This  class  of  machinery  is  especially  adapted  to  the  forging  of  articles 
of  definite  forms,  such  as  spikes,  rivets,  nuts,  horse-shoes,  etc.,  and  as  such  as  may  be  cUstinguished 


from  the  various  forms  of  power  hammers  which  perform  general  work.  One  of  the  oldest  and 
most  successful  forging  machines  is  represented  in  Figs.  1762,  1763,  and  1764.  Fig.  1762  is  a  front 
view,  and  Fig.  1768  an  end  view  of  the  machine;  Fig.  1764  is  a  section  across  the  swages,  and  the 
apparatus  connected  with  their  motion.  The  machine  consists  of  a  strong  cast-iron  frame,  carrying 
the  driving-shaft  a.  On  this  shaft  are  forged  eccentrics,  which  give  motion  to  the  upper  swage-hold- 
ers b  b.  These  swage-holders  are  guided  vertically  by  the  frame,  while  the  motion  required  by  the 
eooentric  is  allowed  for  by  the  pieces  c  e,  the  toes  of  which  work  in  the  hollow  on  the  top  of  the 
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Bwage-holder.  Eadi  upper  swAge-holder  is  proWded  with  a  spiral  spring,  shown  in  Fig.  1764,  wiiidi 
bears  on  a  key  fixed  in  the  frame,  and  raises  the  swage  after  the  eocen^c  has  depressed  it  A  slot 
is  cut  in  the  swage-holder  to  allow  it  to  slide  on  the  kej. 

llachines  of  this  class  are  always  liable  to  breakage  from  a  bar  of  too  large  a  size  being  put  In- 
tween  the  swages.  This  can  only  be  remedied  by  allowing  some  elasticity,  which  in  this  case  ii  iii> 
geniously  effected  in  the  following  manner :  A  space  e,  in  the  lower  swage-holder,  is  filled  with  ooik, 
which  can  be  compressed  by  the  screw  /  to  any  d^ree  of  hardness.  The  screw  ^,  whkfa  ptssei 
through  the  nut  A,  let  into  the  framing,  serves  to  raise  the  lower  swage  bodily,  when  it  is  required  to 
▼ary  the  size  of  the  work  to  bo  exeouted.    The  tool  t  forms  a  pair  of  shears  to  finish  the  work  to  a 


proper  length,  by  moving  the  handle  k^  whidi,  acting  on  an  eccentric,  raises  the  lower  tool  to  meet 
the  upper  one.  This  arrangement  is  necessary,  as,  from  the  rapid  motion  of  the  tooU,  whidi  make 
600  to  700  blows  per  minute,  it  would  be  impossible  to  introduce  the  woric  without  bruising  it  ooo§ 
are  a  series  of  rests,  one  being  opposite  to  each  pair  of  tools,  whldi  can  be  adjusted  both  in  beigbt 
and  horizontal  distance  by  means  of  the  screws  nr;  the  table  ««,  cari^ing  Uie  rests,  can  also  be 
moved  along  the  frame  to  facilitate  the  adiustment  In  using  the  machine,  the  swages  are  adjorted 
so  that  by  placing  the  rod  of  iron  successively  between  them,  it  is  drawn  down  to  the  size  reqmwd, 
while  the*  length  of  each  part  is  accurately  determined  by  placing  the  end  of  the  rod  in  the  rest  ftj 
machine  cannot  thus  turn  out  the  work  too  small,  while  at  the  tame  time  it  la  so  near  the  fimihM 
size  that  very  little  has  to  be  taken  off  in  the  lathe. 
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BereiD-Forging  Machine. — ^Flg.  1765  represents  a  screw-thread  forging  machine,  devised  by  MM. 
Bouchacourt  and  Delille  of  Fourchambault,  France.  The  rod  or  bolt  to  be  threaded  is  placed  upon 
the  lower  die  B^  and  fed  forward  while  screwing  it.  The  upper  die  is  mounted  on  a  slide  C  (7,  which 
is  actuated  in  the  downward  direction  by  an  eccentric  £  on  the  main  shaft  and  the  toggle-bar  i),  the 
upward  motion  being  obtained  by  an  internal  spiral  spring  F.  The  lower  die  £  is  carried  in  a  slide 
Gy  and  is  adjusted  at  the  proper  distance  from  the  upper  die  by  means  of  wedge  H  and  the  inclined 
plate  /  beneath  slide  G.  The  wedge  H  is  operated  by  a  pedal  Z,  and  secured  in  its  highest  position 
by  a  bolt  J  received  in  a  mortise  made  in  the  plate  /,  the  bolt  being  operated  by  a  pedal  M,  In 
order  to  release  the  wedge  and  return  it  to  its  lowest  position,  the  bolt  is  raised  by  pressing  down  the 
pedal  if,  whereupon  the  wedge  is  free  to  be  returned  by  the  counterweights  K  in  connection  with 
pedal  L.  Slide  G^  carrying  the  lower  die,  then  descends  by  its  own  gravity,  and  so  separates  the  two 
dies  sufficiently  to  allow  of  the  removal  of  the  screw  bolt  or  rod  therefrom.    To  compensate  for  the 

wear  of  the  dies,  and  admit  of  their 
1765.  adjustment,  another  wedge  0,  with 

screw  adjustment,  is  disposed  below 
the  inclined  plate  /'.  Fig.  1766  rep- 
resents the  screw  forged  by  this  ma- 
chine. 

Nut-Forging  Machines, — ^An  ex- 
ceedingly ingenious  machine  for  forg. 
ing  nuts  without  waste  of  iron,  the 
invention  of  M.  Le  Blanc  of  Paris, 
is  represented  in  Fig.  1767.  The 
principles  of  its  operation  are  shown 
in  Fig.  1768.  The  friction-disk  A 
is  rotated  in  either  direction  by  the 
wheels  By  and  in  this  way  the  screw 
C  is  turned.  This  screw  is  stepped 
in  the  cross-bar  i),  and  it  causes  the 
ascent  or  descent  of  the  head  E^  to 


1766. 


which  is  secured,  by  the  rods  F^  the 
follower  (?.    The  punches,  three  in 
number,  are  secured  to  the  cross- 
bar i).    The  dies,  which  are  mov- 
able, are  placed  in  slides  on  the  fol- 
lower G  ;  and  connected  with  them 
are  the  jointed  levers  H^  the  upper 
ones  of  which  are  pivoted  to  D.  The 
dies  are  separately  shown  in  Fig. 
1768,  and  consist  of  a  number  of 
pieces,  some  pointed  as  at  /,  others 
having  square  ends  as  at  /.   By  com- 
bining these  as  shown,  the  desired 
%  shape  for  the  nut  is  produced.    The 
'  punches  are  adjusted  rigidly  on  the 
cross-bar  D  and  over  the  centres 
of  the  dies.    They  are  of  varying 
J  lengths,  so  that  a  bar  placed  suc- 
cessively under  them  becomes  indent- 
ed more  and  more  deeply  as  each 
punch  operates  on  the  same  point. 
The  operation  of  the  machine  is  as  follows :  The  bar  of  metal,  being  heated,  is  inserted  between 
the  first  pair  of  dies,  Ko.  1,  Fig.  1768.    The  rotation  of  the  screw  C  then  causes  the  ascent  of  the 
follower,  and  the  jointed  levers  H  are  thus  caused  to  force  the  dies  together,  so  compressing  the 
end  of  the  bar  into  the  shape  of  a  nut.    While  thus  compressed,  the  ascent  of  the  follower  brings 
the  blank  so  formed  in  contact  with  a  punch,  which  produces  a  shallow  indentation.    The  follower 
then  descends,  the  dies  open,  and  the  operator  pushes  the  partly-formed  nut  between  dies  No.  2,  a 
new  section  of  metal  thus  becoming  exposed  to  the  action  of  dies  No.  1.    On  the  rise  of  the  fol- 
lower the  hole  in  the  first  nut  is  punched  more  deeply  by  the  second  punch.    The  bar  is  pushed 
forward  once  more  as  the  follower  falls  for  the  second  time,  and  on  the  last  pressure  the  nut  first 
formed  is  punched  through  and  cut  off.    It  will  be  seen  that  the  operator  has  only  to  feed  in  bars  to 
caose  the  continuous  forging  of  the  nuts,  at  the  rate  of  from  6,000  to  10,000  per  day.    Bolts  and 
spikes  are  similarly  forged  by  suitable  modifications  of  the  machine. 

Messrs.  Taylor  k  Co.,  of  Birmingham,  England,  have  also  invented  a  machine  in  which  the  bars 
are  indented  before  being  cut  or  punched,  Uiough  in  a  different  manner  from  that  adopted  in  the 
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French  apparatus.    The  principle  of  the  indenting  deyice,  which  consists  of  a  pair  of  rolls  geared 
together,  will  be  clear  from  Fig.  1769.    The  rolls  are  blank  for  a  portion  of  their  peripheiy,  while 


the  rf»mainder  has  projections  or  teeth  formed  on  it  as  shown.     In  us:ng  this  apparatus,  the  btr  is 
heated  in  the  ordinary  wav,  and  then  thrust  rapidly  through  the  gap  in  the  indenting  rolls  ontil 


Digitized  by 


Google 


FORGING  MACHINES.  831 


arrested  by  an  adjustable  stop.  The  serrated  portions  of  the  rolls  then  seize  upon  the  ^ar  and 
return  it  toward  the  attendant  serrated  as  shown  in  the  figure,  the  bar  being  thus  brought  to  a  form 
suitable  for  conversion  into  hexagon  nuts  without  waste  of  material,  while  the  quality  of  the  nuts 
is  improved. 

BotUForging  Machine. — ^Fig.  1770  represents  Abbe's  bolt-forging  machine.    The  holding-vise  is 
operated  by  a  handle  A  attached  to  the  cross-shaft    On  each  end  of  the  latter  are  the  arms,  having 


mi. 


links  attached  to  work  the  sliding  frame,  which  open  the  radial  arms  that  carry  the  holding-dies. 
These  holders  are  backed  up  by  a  filling-in  piece  adjusted  forward  by  screws.  The  driving-wheel  is 
constantly  in  operation — the  machine  only  when  it  is  forging  on  the  bolt.  The  long  slide  carries  the 
bottom  die  on  its  lower  end.  The  top  slide-die  C  works  on  the  face  of  the  long  slide,  which  is 
actuated  by  two  levers  D  E^  having  curved  slots,  the  top  die-slide  having  one  lever  with  reverse 
curve,  all  working  on  the  same  pin.  The  pin  in  the  upset  carrier  F  passes  through  the  curved  slots, 
and  as  it  acts  back  and  forth  moves  them  in  opposite  directions.  The  side-dies  have  their  motion 
by  means  of  links  Oy  attached  to  the  upset  carrier.  When  the  bolt-blank  is  placed  in  the  holders 
and  clamped  tightly  by  means  of  the  handle  Ay  the  handle  H  clutches  the  driving-wheel  with  the 
shaft,  and  the  upset  carrier  advances  by  means  of  the  connections  to  upset  the  iron,  the  forging  dies 

1772. 


being  all  open.  As  the  upset  carrier  recedes  to  half  stroke,  the  side-dies  compress  the  sides  of  the 
bead  ;  and  at  the  extreme  end  of  stroke  the  top  and  bottom  dies  act  upon  the  other  two  sides  of  the 
head,  and  so  continue  to  do  until  the  bolt  is  finished,  which  is  done  in  four  revolutions  of  the  driv- 
ing-wheel. The  capacity  of  this  machine  varies  with  the  size  of  bolt  to  be  forged,  from  8  to  10  per- 
fect bolts  per  minute. 
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Twisted  Farffings, — ^In  order  to  secure  homogeneity,  Mr.  Melling,  of  the  Bainhill  Iron  Works,  lir- 
erpool,  proposed  to  twist  together  the  bundles  of  constituent  bars  which  go  to  form  a  shaft,  or  other 
forging  of  large  size,  and  devised  a  machine  for  the  purpose,  which  is  herewith  represented, 
fig.  lllliB  a  complete  longitudinal  elevation  of  the  machine  in  working  order,  having  the  front 

heavy  driving  gearing  remored 
1778.  to  avoid  obscuring  the  twistmg 

details.  In  the  same  view  tre 
also  shown  the  carriages  on  which 
the  bars  under  treatment  arc  con- 
veyed to  and  from  the  machine. 
Fig.  17  72  is  a  corresponding 
plan,  partly  in  section,  showing 
the  driving  gearing.  In  this  riew 
a  bar  is  represented  as  in  the  act 
of  passing  through  the  twisdog 
rollers. 

Fig.  1773  is  an  end  view,  look- 
ing upon  the  delivering  rollers. 

Fig.  1774  is  a  side  elevation  of 
a  modification  of  the  dclirering 
rollers,  differing  slightly  from 
the  same  portion  in  fig.  1773  m 
point  of  regulation  of  the  upper 
roller-bearing. 

Fig.  1775  is  a  front  elevatioQ 
of  the  first  or  revolving  set  of 
rollers,  exhibiting  the  actuating 
mechanism  whence  the  revolring 
movement  round  the  axis  of  the 
twisting  bar  is  obtained. 

Figs.  1776  to  1780  represent 
various  kinds  of  work,  as  finished 
from  the  original  pile  of  bars. 
The  machine  stands  upon  a  massive  foundation  of  masonry,  to  the  surface  of  which  the  cast- 
iron  bed-plate  is  bolted.    The  driving  power  is  communicated  to  the  shaft  -4,  from  which  motk»  is 
communicated  through  the  pair  of  wheels  ^  j9  to  the  transverse  shaft  C  C,  passing  right  across  the 
machine,  and  having  a  heavy  fly-wheel  D  at  its  opposite  end.    From  this  shaft  the  first  pair  of  roll- 
ers E  E,  from  their  peculiar  movement  distinguished  as  the  revolving  rollers^  are  worked  by  the 
worm  F^  which  gears  with  the  large  worm-wheel  G',  cast  in  one  piece  with  the  back  of  the  plate  H^ 
and  bored  out  at  the  back  to  work  upon  a  fixed  carrier  bolted  to  an  upright  bracket  fixed  to  the  ba<4 
part  of  the  bed-plate.    The  shafts  T  T  carrying  these  rollers  are  supported  in  four  bearin«»  K  K^ 
fitted  into  a  pair  of  transverse  cheeks  L  X,  bolted  and  keyed  between  the  two  plates  H  M.    The 
latter  is  supported  by  a  corresponding  plate  N^  into  which  is  fitted  a  turned  ring  cast  on  the  front 
of  the  plate  i/*,  and  this  plate  N  is  again  bolted  to  flanges  0  0  on  the  upright  checks  of  the  dclir- 


1774, 


1775. 


ering  rollers.  It  is  easy  to  see  how  by  this  arrangement  the  revolution  of  the  main  shaft  C  com- 
municates a  revolving  movement  to  the  framework  carrying  the  rollers  F  E;  but  in  addition  to  this 
movement  they  revolve  also  round  their  own  axes,  and  this  is  effected  by  means  of  the  two  plates 
H  and  if,  which  carry  round  with  them  two  small  spur-pinions  P  P,  gearing  with  the  fixed  toothed 
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rim  Q,  This  motion  is  then  transmitted  from  these  pinions  to  the  rollers,  through  the  two  worms 
R  R  upon  their  shafts,  to  the  two  worm-wheels  cut  upon  the  roller-shafts. 

In  the  plan,  Fig.  1772,  the  machine  is  shown  as  thrown  out  of  gear  with  the  driving-shaft,  while 
a  bar  8  S\b  passhig  through.  This  disengagement  is  effected  bj  the  two  lever-handles '  T  T  acting 
each  one  upon  a  clutch-box,  corresponding  with  similar  clutches  on  worms,  the  latter  being  that 
through  which  motiop  is  communicated  to  the  front  delivering  rollers,  which  latter  may  be  tbrown 
into  or  out  of  gear  by  the  attendant,  when  on  the  opposite  side  of  the  machine,  by  means  of  a 
short  handle.  The  lower  of  the  two  delivering  rollers  W  ff,  which  simply  revolve  round  their 
own  axes,  receives  its  motion  from  the  main  shaft,  through  the  worm  gearing  with  the  worm- 
wheel  X  on  the  second  transverse  shaft  F,  carrying  a  pinion  Z  gearing  with  a  similar  one  on  the 
lower  roller-shaft.  The  object  in  giving  motion  to  the  lower  roller  first  is  to  admit  of  the  raising 
and  lowering  of  the  upper  one  as  may  be  required  to  suit  the  work,  the  upper  being  driven  from  the 
lower  one  by  the  pair  of  pinions  c  c  on  the  opposite  side  of  the  roller-standards  hh.  In  the  com- 
bined views  of  the  machine,  the  pressure  upon  the  upper  delivering  roller  is  represented  as  obtained 
from  the  weight  e,  adjustable  on  the  long  lever  d  having  its  fulcrum  at  «,  and  pressing  upon  the 
journals  of  the  upper  roller  by  the  two  spindles  //.  Crane-power  may  be  applied  to  raise  or  lower 
this  weighted  lever,  by  attaching  a  chidn  to  either  of  the  two  loops  formed  for  the  purpose,  both  on 
the  weight  and  on  the  lever.  In  Fig.  1771  the  office  of  this  weighted  lever  is  represented  as  sup- 
plied by  a  pair  of  adjusting  screws  pressing  upon  the  upper  roller-bearinffs. 

The  bars  to  be  operated  upon  are  brought  from  the  furnace  in  the  carnage  gg^  running  upon  four 
wheels  on  a  tramway.  The  body  of  this  carriage  carries  two  brackets  supporting  a  oroes-shaft,  on 
which  are  two  pulleys  h  A,  employed  for  the  withdrawal  of  the  bars  from  the  furnace.  The  pulley- 
shaft  is  worked  by  a  short  winch-handle,  as  in  Fig.  1772,  and  the  ends  of  the  two  chains,  coiled  on 
the  pulleys,  are  attachf^i  to  a  box  which  is  slipp^  over  the  bar  while  in  the  furnace.    Guides  are 
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Attached  to  the  carriage  zX  kk  for  the  support  of  the  bar  or  pile  of  bars  to  be  twisted ;  and  to 
admit  of  their  free  revolution  they  are  turned  on  the  outside  and  fitted  into  the  cast-iron  rings,  bored 
to  correspond.  These  bearing-rings  are  put  together  in  halves,  and  are  carried  upon  a  pair  of 
parallel  longitudinal  rods  connected  with  the  body  of  the  carriage,  or  they  may  be  simply  suspended 
from  a  crane.  The  carriage  for  receiving  the  twisted  bar,  as  delivered  from  the  machine,  is  at  /  on 
the  opposite  or  delivering  end.  It  is  nothing  more  than  a  semicircular  iron  trough,  mounted  upon  a 
pair  of  wheels,  with  a  drawing  handle.  The  bar  or  pile  of  bars  being  entered  between  the  revolv- 
ing rollers,  and  passed  through  until  the  end  reaches  the  delivering  pair,  the  upper  one  of  this 
latter  pair  is  pressed  hard  down  upon  it,  so  as  to  prevent  it  from  turning.  Being  thus  firmly  held 
at  this  end  while  the  after  portion  is  carried  round  by  the  revolvers,  it  is  dear  that  a  twist  must 
take  place,  and  so  the  simultaneous  revolutions  of  each  pair  upon  their  own  axes  carry  forward  the 
bar  ;  it  is  preserved  perfectly  straight,  and  an  even  and  regular  twist  is  given  to  it.  Fig.  1776  is 
the  original  pile  of  rectangular  bars ;  Fig.  1777  represents  these  bars  as  twisted  together  previous 
to  the  subsequent  finish  under  the  hammer.  In  fig.  1778  the  twisted  metal  is  shown  under  the  form 
of  a  double  T  rail.  Fig.  1779  is  an  axle  formed  out  of  round  bars  twisted  together,  and  welded 
only  at  each  end  for  the  wheels  and  journals,  fig.  1780  is  a  tire-bar  exhibiting  the  striated  tex- 
ture, as  in  Fig.  1778. 

HorttBhoe-Forging  Machines, —  Walker's  Machine  consists  of  one  or  more  detachable  independent 
mod  automatically  traveling  horseshoe-dies,  in  combination  with  a  pair  of  smooth-surfaced  pressure- 
rollers,  between  which  the  die  or  dies  pass.  Fig.  1781  is  a  perspective  view  of  this  machine;  Fig. 
1782  is  a  pUm ;  Fig.  1788  is  an  enlarged  perspective  view  of  one  of  the  dies;  Fig.  1784  is  a  view 
of  the  cruised  and  perforated  blank ;  and  Fig.  1785  is  a  view  of  the  same  after  being  bent  ready 
to  be  operated  upon  by  the  machine.  A  and  B  are  two  housings  to  receive  the  journals  of  two 
borixontal  rollers,  the  upper  roller,  C,  behig  made  adjustable  up  and  down  by  any  suitable  means  to 
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regulate  the  preBsure  thereof.  D  represents  the  table  or  platform,  over  which  the  dies  E  travel 
These  dies  are  connected  to  an  endless  chain  or  carrier  iT,  passed  around  ordinary  sprocket-wheels 
/  /,  which  are  secured  upon  upright  shafts  J;  and  one  of  these  shafts  is  provided  with  a  puilej  or 
band-wheel  if,  to  be  run  by  a  belt,  and  by  which  the  endless  chain  H  is  caused  to  rotate  and  more 
each  die  successively  in  between  the  pair  of  horizontal  rollers,  the  lower  roller  acting  as  a  roUing 


1781. 


support  or  bed  for  the  die,  while  the  upper  roller,  C,  is  the  pressure-roller  for  pressing  the  blank 
into  the  die.  The  die  E\&  constructed  as  shown  in  Fig.  1788,  the  upper  surface  of  the  die  fonrnng 
the  frog  A,  around  the  toe  and  sides  of  which  is  a  slightly-convex  incline  t,  to  form  the  required 
concavity  on  the  top  of  the  shoe.    The  tread  e  of  the  die  is  made  inclined,  so  as  to  be  the  deepest 


17S8. 


1788. 


1786. 


at  the  heel  on  both  sides,  and  the  highest  at  the  toe.    This  tread  is  also  gradually  made  wider  from 
the  quarters  to  the  toe.    The  die  is  also  provided  with  a  joint  a,  to  connect  it  to  the  endless  cbain. 

The  operation  of  the  machine  is  as  follows :  The  horizontal  rollers  bdng  continuously  rotated, 
and  the  endless  chain  set  in  motion  so  as  to  successively  move  the  dies  in  between  the  rollera,  the 
bent  blanks,  properly  heated,  are  placed  on  the  dies,  and,  being  carried  between  the  rollers,  are  by 
the  pressure  thus  given  caused  to  receive  the  impress  of  the  die,  and  thus  complete  the  shoe. 
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The  process  of  making  shoes  by  this  machine  is  this :  The  blanks  are  first  creased,  as  the  iron  is 
rolled,  in  the  last  pass  of  an  ordinary  rolling-mill ;  then  they  are  cut  to  length ;  then  the  holes  for 
the  nails  are  punched ;  then  the  bent  blank  is  operated  upon  as  heretofore  described.  It  is  obvious 
that  by  a  cbinige  in  the  dies  various  sizes  and  shapes  of  shoes  can  be  easily  made.  The  advantages 
of  this  process  are,  a  better  finished  and  shaped  shoe  than  those  heretofore  produced,  less  waste  in 
the  manufacture,  and  less  wear  and  tear  of  the  madsBecy.  The  machine  is  in  operation  at  the 
works  of  the  Albany  and  Rensselaer  Iron  and  Steel  CJompany,  Troy,  N.  Y.,  with  an  average  produc- 
tion of  60  kegs  of  100  lbs.  each,  every  turn  of  10  hours.  Two  boys  are  raquired  to  run  it,  one  to 
place  the  shoes  on  the  dies  and  one  to  take  off. 

This  machine  can  also  be  used  for  impressing  or  embossing  other  materials  as  well  as  metals,  by 
simply  providing  requisite  dies.  For  cases  whei'e  the  embossing,  etc.,  is  to  be  done  on  both  sides  of 
the  material,  the  dies  arc  made  double  so  as  to  close  over  the  material  before  passing  between  the 
rollers. 

In  Burden^s  honaihoc-forgmg  machine  the  motions  arc  rotary  and  continuous.  The  red-hot  bar  is 
introduced  at  the  side  of  the  machine,  and  a  sufficient  piece  is  cut  off  by  a  descending  cutter.  The 
material  then  passes  between  guides  to  a  stop,  and  is  held  in  place  till  a  bending-piece  on  a  roller 
comes  against  it  and  carries  it  along.  This  piece  corresponds  to  the  inner  shape  of  the  shoe,  and 
with  this  as  a  former  the  blank  is  carried  past  a  series  of  dies  which  press  it  into  shape,  thinning 
the  inner  edge,  thickening  the  heels,  pinching  in  the  heels,  making  the  creases  by  dies  and  the  nail- 
holes  by  punches  in  succession.    After  flattening,  the  shoe  is  dropped  from  the  machine. 

Other  forms  of  machines  have  circular  beds  carrying  formers,  which  pass  the  blank  between  dies, 
which  act  successively  upon  the  edges  and  face  to  give  the  required  proportions  and  contour  as  well 
as  the  creases  and  nail-holes.  Another  form  pinches  the  heated  blank  between  a  central  former  and 
two  posts,  while  top  rollers  shape  it  vertically,  and  side  rollers  lap  the  heels  around  the  receding 
portion  of  the  former,  which  acts  as  a  die.  In  another  the  bar  is  fed  in  between  the  shears  until  it 
butts  against  the  adjustable  gauge-plate.  Being  severed  by  the  shears,  the  bender  advances  and 
drives  it  between  a  pair  of  rollers,  giving  it  a  proximate  horseshoe  shape.  The  heels  of  the  shoe 
fall  into  a  depression,  and  as  the  bender  retires  the  shoe  is  drawn  from  it.  The  creasing  and  nail 
punches  are  on  an  oscillating  lever,  and  the  latter  acts  upon  and  in  conjunction  with  a  lower  lever 
which  perfects  the  perforation. 

Apparatus  for  Hudraulic  Forgina. — This  method  of  for^ng,  known  as  "  Haswell's  system,"  is 
claimed  to  give  results  superior  to  those  obtained  by  the  oi-dinary  methods.  It  consists  essentially 
in  forcing  or  pressing  iron  or  steel,  while  at  a  welding  heat,  into  suitable  moulds  by  means  of  the 
hydraulic  press,  carrying  a  follower  or  "  stamp  "  upon  the  end  of  the  piston.  Both  the  mould  and 
the  stamp  are  used  cold.  Ingots  or  bars  may  be  similarly  forged  or  drawn  down  without  a  mould 
upon  an  anvil,  without  giving  any  blow  or  shock,  as  is  done  of  necessity  when  heavy  steam-ham- 
mers are  used. 

Mr.  W.  P.  Blake,  in  his  "  Report  on  Iron  and  Steel "  at  the  Vienna  Exposition  of  1878,  states  that 
a  small  press  examined  by  bun  with  an  18-inch  piston  gave  600  tons  pressure,  and  the  large  press  with 
a  piston  of  24  inches  gave  1,200  tons  pressure.  The  pressure  in  the  pumps  was  600  atmospheres. 
A  soft  Bessemer-steel  ingot,  weighing  2,080  lbs.,  was  forged  under  the  large  press,  and  yielded 
noiselessly  to  the  pressure  as  if  it  had  been  putty  or  soft  cheese.  As  the  piston-bead  descends,  the 
metal  is  forced  each  way,  and  the  pressure  visibly  extends  to  the  very  centre  of  the  mass,  as  shown 
by  the  movements  of  the  lines  of  scale  at  the  sides.  The  ends  of  the  ingot  are  bulged  out  at  the 
centre,  and  not  drawn  over  at  the  surface,  as  is  often  the  case  with  hammer-forging,  which,  com- 
pared with  hydraulic-press  forging,  seems  very  superficial.  Under  the  press,  the  whole  mass  of  the 
ingot  is  affected.  One  great  advantage  of  this  method  is  the  avoidance  of  great  shocks,  attendant 
upon  the  use  of  ponderous  steam-hammers.  In  forging  intricate  pieces,  the  moulds  are  so  made 
that  they  can  be  taken  apart,  and  are  held  during  the  forging  by  strong  bands.  The  follower,  or 
stamp,  is  made  of  cast-iron.  The  inside  of  the  mould  is  oiled  with  old  grease  from  railway-boxes. 
A  lump  of  white-hot  steel  of  the  proper  weight  is  thrown  in ;  the  stamp  descends  upon  it  and 
forces  the  metal  into  every  recess  and  angle  of  the  mould.  Any  excess  of  metal  rises  at  the  sides 
of  the  stamp,  and  is  cut  off  when  cold.  Such  forgings  are  alike  in  size  and  weight,  and,  of  course, 
require  much  less  trimming  and  fitting  to  bring  them  into  shape  for  finishing.  Care  is  required,  of 
course,  to  get  the  right  quantity  of  metal,  to  avoid  a  deficiency  or  an  excess.  The  method  is  suc- 
cessfully applied  to  the  manufacture  of  car-wheels,  the  spokes  and  parts  of  the  hub  being  forged 
in  one  piece,  together  with  the  crank-pin.  Boiler-heads  are  made  under  the  press  iu  two  heats. 
They  are  forced  through  a  ring,  and  come  out  very  true  and  perfect  in  form. 

The  manufacture  of  the  parts  of  locomotive  wheels  by  the  process  of  pressure  will  serve  as  an 
example  of  the  mode  of  operation.  A  wheel  with  10  spokes,  when  made  by  the  common  methods, 
consists  of  12  pieces,  but  when  made  by  this  process  it  is  composed  of  but  4  pieces.  We  give 
here  only  a  description  of  the  manufacture  of  the  most  complicated  part  of  the  wheel,  that  is,  the 
part  with  the  crank-pin,  as  the  other  parts  are  made  by  a  simpler  repetition  of  the  same  process. 
The  bloom  is  made  in  the  ordinary  way,  from  scrap-iron,  and  has  a  weight  of  250  lbs.  The  bloom 
is  forced  under  a  steam-hammer  (60  cwt.)  into  a  parallelopipedon  16  inches  long,  11  inches  high, 
and  7  inches  wide.  While  still  warm  it  is  put  into  the  heating  furnace,  and  when  very  hot  is  forged 
with  the  steam-hammer  into  the  form  shown  in  Fig.  1786.  The  piece  is  then  replaced  in  the  heat- 
ing furnace  preparatory  to  pressing.  The  piece  is  pressed  in  the  cast-iron  mould,  Fig.  1787,  which 
consists  of  the  upper  mould  ^  ^,  the  lower  mould  BB^  and  the  die  c.  The  punch  cL,  which  is  seen  in 
the  lower  mould,  is  kept  in  position  by  a  brace.  The  outline  of  the  die  c  is  like  that  of  the  bot- 
tom of  the  mould,  but  with  the  addition  of  the  shoulder  /,  which  makes  an  impression  to  guide  the 
subsequent  perforation.  The  mould  stands  on  a  bed-plate  O  0,  on  which  it  can  slide  either  to  the 
ri^t  or  left  as  desired.    When  the  mould  is  fixed  in  the  proper  position,  and  the  braces  /  /  are  fixed 
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80  as  to  hold  it  there,  and  the  mould  thoroughly  greased  to  facilitate  the  rcmoral  of  the  form,  the 
piece  (Fig.  17S6)  is  placed  in  the  mould,  beiug  taken  from  the  heating  furnace  at  a  strong  welding 
heat.  Now  follows  quickly  the  action  of  the  press,  by  which  the  piece  is  shaped.  The  die  c  is  raised, 
and  a  punch  corresponding  in  shape  to  the  piece  d  in  the  lower  mould  b  placed  upon  the  impresskm 
made  at  /.  The  piece  d  is  then  removed  by  knocking  away  the  brace,  and  the  piece  is  perforated, 
thus  forming  the  spokes.    By  a  similar  process  the  hub  is  formed.    The  piece  is  remoTod  from  the 

1T87. 


1786. 


mould  by  the  same  general  process  before  described,  by  raising  the  upper  part  of  the  mould  and 
gently  forcing  the  piece  out.  With  two  furnaces  24  pieces  are  produced  in  10  hours.  The  expense 
is  from  80  to  85  per  cent,  of  the  cost  of  forging  the  same  under  a  steam-hammer. 

The  making  of  smaller  wheels  in  one  solid  piece  is,  of  course,  only  a  repetition  of  the  process  of 
making  segments.  The  whole  wheel  is  first  pressed  and  the  spokes  indented,  and  the  interspaces 
afterward  punched  out. 

FOUNDATIONS.*  Foundations  may  be  classed  under  two  heads :  1.  Ordinary  foundations  on 
land,  or  protected  from  any  considerable  rush  of  water ;  2.  Hydraulic  foundations,  in  rirers  or  in 
the  sea. 

To  ascertain  the  nature  of  the  soil  on  which  foundations  are  to  be  laid,  borin*:^  are  generally  taken; 
but  they  sometimes  prove  deceptive,  owing  to  their  coming  upon  some  chance  bowlders,  or  upon  some 
adhesive  clays,  which,  without  being  firm,  stick  to  the  auger,  and  twist  it  or  arrest  its  progress,  and 
the  specimens  brought  up,  being  crushed  and  pressed  together,  look  firmer  than  they  really  are.  To 
remedy  those  defects,  some  engineers  have  adopted  a  hollow  boring  tool,  down  which  water  is  pumped, 
and  reascends  by  an  annular  cavity  between  the  exterior  surface  of  the  tool  and  the  soil,  with  such 
velocity  that  not  only  the  detritus  scraped  off  by  the  auger,  but  pebbles  also,  are  lifted  by  it  to  the 
surface.  This  process  is  rapid,  and  the  specimens,  which  are  obtained  without  torsion,  preserve  their 
natural  consistence.  On  stiff  clay,  marl,  sand,  or  gravel,  the  safe  load  is  generally  from  65  to  110 
cwt.  on  the  square  foot ;  but  a  load  of  165  to  188  cwt.  has  been  put  upon  close  sand  in  the  founda- 
tions of  the  Gorai  bridge,  and  on  gravel  in  the  Loch  Ken  viaduct  and  at  Bordeaux.  On  a  rocky 
ground,  the  Roquefavour  aqueduct  exerts  a  pressure  of  268  cwt.  to  the  square  foot. 

Ordinary  Foundations. — When  the  ground  consists  of  rock,  hard  marl,  stiff  clay,  or  fine  sind, 
the  foundations  can  be  laid  at  once  on  the  natural  surface,  or  with  slight  excavation,  and  with  hori- 
zontal steps  where  the  ground  slopes.  At  the  edge  of  steep  descents,  with  dipping  strata,  it  is 
necessary  to  find  layers  which  will  not  slip,  or,  if  there  is  such  a  tendency,  to  strengthen  the  layers 
of  rock  by  a  wall,  especially  when  it  is  liable  to  undergo  decomposition  by  exposure  to  the  air,  or 
to  use  iron  bolts  uniting  the  layers  of  rock.  On  ground  having  only  a  superficial  hard  stratum  rest- 
ing upon  a  soft  subsoil,  buildings  have  sometimes  been  erected  by  merely  increasing  the  bearing 
surface,  and  lightening  the  superstructure  as  much  as  possible ;  but  generally  it  is  advisable  to 
place  the  foundations  below  all  the  soft  soil.  On  an  uneven  surface  of  rock  a  layer  of  concrete 
spread  all  over  affords  a  level  foundation.  Sometimes  large  buildings  have  been  securely  built  on 
quicksands,  of  too  great  thickness  to  be  excavated,  by  the  aid  of  excellent  hydraulic  mortar,  and  by 
excavating  separately  the  bed  of  each  bottom  stone.  *  Such  a  building  will  be  stable  if  its  pressure 
on-  the  foundation  is  uniform  throughout,  and  if  it  is  placed  sufficiently  deep  to  counterbalance  the 
tendency  of  the  sand  to  fiow  back  into  the  foundations.  Instances  of  this  class  of  foundations  arc 
to  be  found  in  sewers  built  on  water-bearing  sands,  which  sometimes  give  rise  to  as  much  difficaltj 
as  foundations  built  in  rivers ;  as,  for  example,  in  the  network  of  London  sewers,  and  in  the  Met- 
ropolitan Railway.  The  flowing  in  of  sand  with  the  water  in  pumping,  and  consequent  undermming 
of  the  houses  above,  was  prevented  in  these  cases  by  constructing  brick  or  iron  sumps  for  the 

*  The  ibilowing  article  Is  partly  abridf^ed  fh>m  a  paper  on  **  Foundations ""  bv  Jolm  Gaadard,  C.  E.,  ta  ' 
of  the  Institution  of  Civil  Engineers,''  18T6. 
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pomps  in  suitable  places,  surrounding  them  by  a  filtering  bed  of  grave],  and  using  earthenware  col- 
lecting pipes,  thus  localizing  the  disturbance. 

One  means  of  reaching  a  solid  foundation  without  removing  the  upper  layer  of  soft  soil  is  by  pil- 
ing, but  piles  are  liable  to  decay  in  many  soils.  In  Holland,  buildings  on  piles  of  larch,  alder,  and 
fir  have  lasted  for  centuries ;  while  in  Belgium,  large  buildings  have  been  endangered  by  the  decay 
of  the  piles  on  which  they  rest.  Sometimes  columns  of  masonry  support  the  superstructure,  but, 
being  placed  farther  apart  than  piles,  it  is  necessary  to  connect  them  with  arches  at  the  surface  for 
carrying  the  walls. 

Too  great  care  cannot  be  exercised  in  driving  piles  near  buildings,  lest  they  undermine  the  founda- 
tions of  the  latter.  In  erecting  the  extension  of  a  large  apartment  bouse  in  New  York,  it  was 
deemed  advisable  to  drive  piles  for  the  foundations  of  the  extension,  although  the  existing  building 
had  stood  safely  without  a  similar  foundation.  The  driring  of  5  piles  over  an  area  7  feet  in  width 
by  7  feet  in  length  next  to  the  comer  pier  of  the  old  structure  caused  the  pier  to  sink  some  6  inches, 
and  so  endanger  the  front  (27  feet  wide  and  80  feet  high)  that  the  owner  was  compelled  to  rebuild 
a  large  portion  of  the  latter.  Other  and  similar  cases  are  known  to  have  occurred  in  New  York. 
See  building  Ncwn^  Sept.  24,  1875,  p.  89,  on  this  subject,  in  relation  to  the  widening  of  London 
Bridge;  also  "Foundations  and  Concrete  Works,''  Dobson,  London,  1872,  showing  other  objections 
to  pile-driving. 

To  avoid  the  diflSculty  and  expense  of  timbering  deep  foundations,  a  lining  of  masonry  is  some- 
tiroes  sunk,  by  gradually  excavating  the  ground  underneath,  and  weighting  the  masonry  cylinder, 
which  is  eventually  filled  in  with  rubble  stone,  concrete,  or  masonry,  and  serves  as  a  pier.  In 
India  a  similar  system  has  been  followed  for  centuries  for  sinking  wells.  When  the  stratum  of 
soft  soil  is  too  thick  for  the  foundations  to  be  placed  below  it,  the  soil  must  be  consolidated,  or 
the  area  of  the  foundation  must  be  sufficiently  extended  to  enable  the  ground  to  support  the  load. 
The  ground  may  be  consolidated  by  wooden  piles ;  but  in  soils  where  they  are  liable  to  decay,  pillars 
of  sand,  or  mortar,  or  concrete,  rammed  into  holes  previously  bored,  may  be  used.  Artificial  foun- 
dations are  also  formed  by  placing  on  the  soft  ground  either  a  timber  framework,  surrounded  occa- 
sionally by  sheeting,  or  a  mass  of  rubble-stone,  or  a  layer  of  concrete,  or  a  thick  deposit  of  fine  sand 
spread  in  layers  8  to  10  inches  thick,  which,  owing  to  its  semifluidity,  equalizes  the  pressure. 

A  heavy  superstructure  is  partially  supported  on  a  soft  foundation  by  the  upward  pressure  due  to 
the  depth  below  the  surface  to  which  it  is  carried,  in  the  same  manner  that  a  solid  floats  in  a  liquid 
when  it  displaces  a  volume  of  water  equivalent  to  its  own  weight.    According  to  Rankine,  a  build- 

(1  +  sin.  Ur\' 
.  —~  )  per  unit  of  area,  where  A  it 

the  depth  of  the  foundation,  w  the  weight  of  the  soft  ground  per  unit  of  volume,  and  i^  the  angle  of 
friction.  Mr.  W.  J.  McAlpine,  C.  K,  in  building  a  high  wall  at  Albany,  N.  Y.,  succeeded  in  safely 
loading  a  wet  clay  soil  with  two  tons  on  the  square  foot,  but  with  a  settlement  depending  on  the 
depth  of  the  excavation.  In  order  to  prevent  a  great  influx  of  water,  and  consequent  softening  of 
the  soil,  he  surrounded  the  excavation  with  a  puddle  trench  10  feet  high  and  4  feet  wide,  and  he 
also  spread  a  layer  of  coarse  gravel  on  the  bottom.  When  the  foimdation  is  not  homogeneous,  it  is 
necessary  to  provide  against  unequal  settlement,  either  by  increasing  the  bearing  surface  where  the 
ground  is  soft,  or  bv  carrying  an  arch  over  the  worst  portions. 

Hydraulic  FounaaHoru. — Under  this  head  are  comprised  all  foimdations  in  rivers,  and  where  run- 
ning water  has  to  be  contended  with. 

Fdundations  are  laid  upon  the  natural  surface  where  it  is  rocky,  also  upon  beds  of  gravel,  sand, 
or  stiff  clay,  secured  against  scour  by  aprons,  sheeting,  rubble-stones,  or  other  means  of  protection. 
When  the  foundations  are  to  be  pumped  dry,  dams  are  resorted  to  if  the  depth  of  water  is  less  than 
10  feet,  and  are  specially  applicable  to  the  abutments  of  bridges,  where  the  water  is  less  deep  and 
rapid  and  the  bank  forms  one  side  of  the  dam.  The  dam  can  be  made  of  clay,  or  even  earth  free 
from  stones  and  roots,  with  slopes  of  1  to  1 ;  the  width  at  the  top  being  about  equal  to  the  depth  of 
water  when  the  depth  does  not  exceed  8  feet  in  a  current,  or  10  feet  in  still  water. 

Ckmcrete  makes  a  solid  dam,  but  it  is  expensive  to  construct  and  difficult  to  remove.  A  coffer- 
dam with  a  double  row  of  piles  takes  up  less  space,  and  is  less  liable  to  be  worn  away  or  breached, 
thftn  an  earth-work  dam.  The  width  of  a  ooffer-dam  is  often  as  great  as  the  head  of  water ;  but  if 
the  coffer-dam  is  strutted  inside,  so  that  the  clay  merely  acts  as  a  water-tight  lining,  the  width  need 
not  exceed  from  4  to  6  feet.  In  a  coffer-dam  of  concrete  at  >Iarseilles  constructed  for  the  basin  of 
the  graving  docks,  the  widths  were  calculated  at  0.46  of  the  total  height ;  the  maximum  width  thus 
attained  was  20  feet 

In  building  the  viaduct  of  Lorient,  on  a  foundation  dry  at  low  water,  a  single  row  of  strutted 
piles,  8^  feet  apart,  planked  from  top  to  bottom  on  both  sides,  was  used  (Fig.  1788),  and  the  space 
between  the  planking,  10  inches  wide,  was  filled  with  silt  pressed  down.  When  the  filling  is  so 
much  reduced  in  thickness  the  planks  are  carefully  joined,  and  the  clay  is  mixed  with  moss  or  tow, 
or  sometimes  with  fine  gravel  or  pounded  chalk.  As  water  leaks  through  joints  and  connections, 
the  ties  are  placed  as  high  up  as  possible,  and  the  bottom  is  scooped  out  or  cleaned  before  the  clay 
is  put  in.  If  large  springs  burat  out  in  an  excavation,  they  must  be  either  stopped  up  with  clay  or 
cement,  or  be  confined  within  a  wooden,  brick,  or  iron  pipe,  in  which  the  water  rises  till  the  pressure 
Is  equalized,  and  then  it  is  stopped  up  as  soon  as  the  masonry  is  sufficiently  advanced  and  thor- 
oughly  set.  If,  however,  there  is  a  general  leakage  over  the  whole  bottom  of  the  excavation,  it 
must  be  stopped  by  a  layer  of  concrete,  incorporated  with  the  foundation  courses  (fig.  1789).  Where 
there  is  not  space  for  a  clay  dam,  timber  sheeting  well  strutted  and  calked  is  used.  Hollow  timber 
frames  without  a  bottom,  and  made  water-tight  at  the  bottom  after  being  lowered  by  concrete  or  clay, 
are  suitable  in  water  from  6  to  20  feet  deep  on  rocky  beds,  or  where  there  is  only  a  slight  layer  of  silt. 
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When  a  limit  to  the  space  occupied  is  immaterial,  as  on  large  river?,  a  sort  of  double^ased  crib- 
work  dam  is  frequently  adopted.  M.  Mal^zieux  has  given  various  details  of  this  class  of  work, 
such  as  the  coffer-dam  in  Lake  Michigan  to  obtain  the  water-supply  for  Chicago.  A  caisson  200 
feet  long  and  98  feet  wide,  inclosed  by  double  Water-tight  sides  from  18  to  19  feet  high,  was  used 
at  Montreal  on  the  St  Lawrence.    The  interval  between  the  two  sides  was  about  11  feet  wide,  and 
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planked  at  the  bottom  so  that  the  caisson  could  be  floated  into  place.  When  the  caisson  was  sunk, 
piles  were  driven  in  holes  made  in  the  bed  of  the  river  to  keep  it  in.  place,  and  the  bottom  was  made 
water-tight  by  a  lining  at  the  sides  of  beams  and  clay.  These  kinds  of  caissons  are  only  suitable 
where  the  bottom  is  carefully  leveled.  Although  iron  caissons  are  generally  used  for  penetrating 
some  distance  into  the  soil,  there  are  instances  of  iron  caissons  being  merely  deposited  upon  the 
natural  bed. 

The  methods  employed  for  laying  foundations  in  the  waier^  either  on  the  natural  surface  or  after 
a  slight  amount  of  dredging,  have  next  to  be  considered. 

A  rubble-mound  foundation  is  sometimes  employed  for  dams  where  any  settlement  can  be  re- 
paired by  adding  fresh  material  on  the  top ;  also  for  landing-piers  in  lakes  by  solidifying  the  upper 
portion  with  concrete,  and  in  bi*eak waters  where  a  masonry  superstructure  is  erected  on  the  top. 
Such  a  method,  however,  is  not  suitable  where  a  slight  settlement  would  be  injurious ;  and  in  the 
sea  the  base  of  the  mound  is  generally  less  exposed  to  scour  than  in  a  river. 

Another  method  consists  in  sinking  a  framing,  not  made  water-tight,  inside  which  concrete  is  ran, 
and  the  framing  remains  as  a  protection  for  the  concrete,  and  is  surrounded  by  a  toe  of  rubble.  If 
the  framing  is  of  some  depth,  iron  tie-rods  are  put  in  by  divers  after  the  bottom  has  been  dredged, 
to  enable  the  framing  to  support  the  pressure  of  the  concrete.  When  piles  can  be  driven,  the  fnin- 
ing  is  fixed  to  them.  The  piles,  5  to  8  feet  apart,  have  a  double  row  of  walings  fixed  to  them, 
between  which  close  planking  is  driven,  from  10  to  14  inches  wide  and  from  S  to  6  inches  thick ; 
and  sometimes,  when  the  scour  of  a  sandy  subsoil  has  to  be  prevented,  the  planks  are  grooved  and 
tongued,  or  have  covering  pieces  put  on  by  divers,  or  are  driven  in  close  panels.  The  insufficiency 
of  a  simple  f teaming  of  planks  for  foundations  on  running  sand  was  demonstrated  by  the  destruc- 
tion of  the  Arroux  bridge  at  Digoin,  and  the  Gu^Moucault  bridge  over  the  Somme  by  the  flood  of 
September,  1866,  in  spite  of  the  fascines  and  rubble-stone  protecting  their  piers,  owing  to  the  wa^ 
ing  out  of  the  underlying  sand  through  small  interstices  by  the  rapid  whirling  current.  Open  fram- 
ing is  sometimes  used  for  inclosing  a  mound  of  rubble-stone.  These  mounds  require  examination 
af^r  floods,  and  renewing  till  the  mound  has  become  perfectly  stable.  In  permeable  soils  founda^ 
tions  of  concrete  inclosed  in  frames  are  frequently  employed.  Lastly,  concrete  can  be  deposited  m 
situ  for  bridge  foundations.  Used  in  sea-works,  bags  of  concrete,  like  those  at  Aberdeen,  by  Mr. 
Dyce  Cay,  M.  Inst.  G.  K,  might  be  sometimes  employed,  instead  of  rubble-stones,  for  forming  the 
base  of  piers  or  for  preventing  scour. 

Piles  are  used  where  a  considerable  thickness  of  soft  ground  overlies  a  firm  stratum,  when  the 
upper  layer  has  suflScient  consistence  to  afford  a  lateral  support  to  the  piles ;  otherwise  masoory 
piers  must  be  adopted.  The  piles  are  usually  placed  from  2^  to  6  feet  apart,  centre  to  centre, 
and  the  distance  is  occasionally  increased  to  d|  feet  for  quays  or  other  works  only  slightly  loaded. 
Sometimes,  under  abutments  or  retaining  walls,  the  piles  are  driven  obliquely  to  follow  the  line  of 
thrust.  The  Liboume  bridge  rests  on  piles  2^  feet  apart,  and  driven  about  40  feet  in  sand  and  .^t. 
At  the  Voulzie  viaduct,  on  the  Paris  and  Mulhouse  Railway,  some  piles  were  driven  80  feet  without 
reaching  solid  ground,  and  the  ground  between  the  piles  had  to  be  dredged,  and  replaced  by  a  thidw 
layer  of  concrete.  Piles  which  have  not  reached  firm  ground  sustain  loads  nevertheless,  owing  to 
the  lateral  friction ;  as,  for  instance,  in  the  soft  clay  at  La  Rochellc  and  Rochcfort,  piles  can  support 
164  lbs.  per  square  foot  of  lateral  contact,  and  123  lbs.  in  the  silt  at  Lorient.  On  the  Comvall 
Railway,  viaducts  were  built  upon  piles  65  to  80  feet  long,  driven,  in  groups  of  four  fastened  close 
together,  by  a  four-ton  monkey  with  a  small  fall.  A  timber  grating  is  fastened  to  the  top  of  the 
piles,  or  a  layer  of  concrete  is  deposited,  as  at  Dirschau,  Hollandsch  Diep,  and  Dordrecht ;  or  both 
grating  and  concrete,  as  the  grating  distributes  the  load  and  strengthens  the  piles.  Planking  U 
sometimes  put  on  the  framing  which  distributes  the  pressure,  as  at  London  Bridge ;  but  it  is  consid- 
ered objectionable,  as  it  prevents  any  connection  between  the  superstructure  and  the  concrete,  and 
increases  the  chance  of  sliding.  The  space  between  the  piles  from  the  river-bed  to  low  water  is 
sometimes  filled  with  rubble-stones,  and  sometimes  with  concrete,  which  is  less  liable  to  disturbance. 
Wlicn  the  ground  is  very  soft,  a  filling  of  clay  has  been  preferred,  on  account  of  its  being  lighter 
than  concrete. 
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A  mixed  system  of  piling  and  water-tight  caissons,  of  rubble-filling  and  concrete,  was  adopted  at 
the  Yeraon  bridge.  After  the  piles  had  been  driven,  the  spaces  between  them  were  filled  up  to  half 
the  depth  of  water  with  rubble-stones ;  a  caisson  10  feet  high  was  then  placed  on  the  top,  and  a 
bottom  layer  of  concrete  deposited  in  it  In  a  naonth's  time  the  interior  of  the  caisson  was  pumped 
dry,  the  heads  of  the  piles  cut  off,  and  the  filling  with  cement  concrete  completed  to  low-water  leveL 
The  caisson  was  cut  off  to  the  level  of  the  grating  as  soon  as  the  pier  was  well  above  water. 

The  heavy  ram  of  Nasmyth,  moved  by  steam,  with  a  small  fsJl,  but  giving  60  to  80  blows  per 
minute,  enables  piles  to  be  driven  83  feet  in  a  few  minutes,  and  with  much  less  chance  of  diver- 
gence or  jumping  than  in  driving  with  less  powerful  engines.  In  certain  soils,  in  which  there  is  a 
momentary  resistance  during  pile-driving,  it  has  been  proposed  to  bore  holes  in  which  the  pile 
should  be  afterward  driven.  At  St.  Louis,  the  annular  piles,  3^  feet  in  diameter,  made  of  8  pieces 
of  wood,  used  for  guiding  the  pneumatic  caisson,  were  driven  by  the  aid  of  the  hydraulic  sand-pump 
working  inside,  the  invention  of  Captain  James  B.  Eads.  The  load  that  a  pile  driven  home  and 
secure  from  lateral  flexion  can  bear  may  be  estimated  at  from  one-tenth  to  one-eighth  of  the  crush- 
ing load,  which  varies  between  6,706  and  8,500  lbs.  per  square  inch.  Thus,  taking  a  fair  load  of 
710  lbs.  per  square  inch,  a  small  pile  of  7  inches  diameter  will  bear  about  12  tons,  and  a  pile  of  18 
indies  diameter  will  bear  about  80  tons ;  and  a  pile  to  bear  the  load  of  25  tons  used  as  a  unit  by 
Iff.  Perronet  should  be  about  10  inches  in  diameter.  According  to  M.  Perronet,  a  pile  can  support 
a  load  of  25  tons  as  soon  as  it  refuses  to  move  more  than  three-eighths  of  an  inch  under  SO  blows 
of  a  monkey  weighing  11  cwt  90  lbs.,  falling  4  feet,^or  under  10  blows  of  the  same  monkey  fall- 
ing 12  feet.  At  Xeuilly,  however,  M.  Perronet  placed  a  load  of  51  tons  on  piles  13  inches  square, 
but  driving  the  pile  till  it  refused  to  nx>ve  more  than  three-sixteenths  of  an  inch  under  25  blows  of 
a  monkey  of  the  same  weight  falling  4|  feet ;  but  such  a  load  is  unusual.  At  Bordeaux  the  driving 
was  stopped  when  the  pile  did  not  go  down  more  than  three-sixteenths  of  an  inch  under  10  blows  of 
a  monkey  weighing  1,100  lbs.,  falling  about  15  feet;  but  one  of  the  piers  settled  coi^iderably,  the 
load  on  a  pile  being  22  tons ;  whereas  at  Rouen,  by  insisting  on  M.  Perronet's  rule,  no  settlement 
occurred.  From  experiments  made  at  the  Orleans  viaduct,  M.  Sazilly  concluded  that  piles  might 
support  with  security  a  load  of  40  tons  when  they  refuse  to  move  more  than  If  inch  under  10  blows 
of  a  monkey  weighing  15  cwt  and  falling  about  18  feet  Various  formulae  have  been  framed  for 
calculating  the  E^e  load  on  piles,  which  are  quoted  in  a  paper  by  Mr.  W.  J.  HcAlpine,  C.  E.,  on 
"The  Supporting  Power  of  Piles,"  and  in  a  paper  on  "The  Dordrecht  Railway  Bridge,"  by  Sir 
John  Allejme,  Bart.,  M.  Inst.  C.  E.  If  Weisbach's  formula  is  applied  to  M.  Perronet's  rule,  it 
appears  that,  assuming  a  safe  load,  the  limiting  set  of  the  pile  might  be  3^  inches  instead  of  three- 
e^tbs  of  an  inch  for  10  blows ;  and  the  formula  shows  that  large  monkeys  should  be  adopted  in 
preference  to  a  large  fall,  and  in  this  it  agrees  with  practice  for  preventing  injury  to  the  piles.  In 
order  to  provide  against  the  danger  of  overturning  in  silty  ground,  the  ground  is  sometimes  first 
compressed  by  loading  it  with  an  embankment,  which  is  cut  away  after  a  few  months  at  those  places 
where  foundations  are  to  be  built  At  the  Oust  bridge  it  was  even  necessary  to  connect  the  piers 
and  abutments  by  a  wooden  apron,  which,  for  additional  security,  was  surrounded  by  concrete. 

8oreW'pileHj  Fig.  1790,  were  introduced  by  Mr.  Mitchell,  M.  Iniat  C.  E.,  for  securing  buoys.  They 
can  be  applied  with  advantage  to  the  construction  of  bollards  and  beacons,  on  account  of  the  re- 
sistance they  offer  to  drawing  out ;  but  as  in  the  process  of  screwing  down  the  ground  is  more  or 
less  loosened,  judgment  must  be  used  in  employing  them  for  mooring  or  warping  buoys.  In  founda- 
tions for  beacons  they  should  be  screwed  down  from  15  to  20  feet  below  the  level  to  which  the  shift- 
ing sand  is  liable  to  be  lowered.  Even  when  all  cohesion  of  the  ground  is  destroyed  in  screwing 
down  a  pile,  a  conical  mass,  with  its  apex  at  the  bottom  of  the  pile  and  its  base  at  the  surface,  would 
have  to  be  lifted  to  draw  the  pile  out    The  resistance  to  settlement  is  also  increased  by  the  bear- 
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ing  surface  of  the  screw;  and  the  screw-pile  is  accordingly  to  be  preferred  to  an  ordinary  pile  in 
Boft  strata  of  indefinite  depth,  or  when  the  shocks  produced  by  onlinary  pile-driving  are  liable  to 
produce  a  disturbance.  The  screw-pile  has  likewise  the  advantage  of  being  easily  taken  up.  Screw- 
piles  have  been  principally  used  m  England  and  hi  the  United  States.    They  have  usually  one  or  two 
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spirals  projecting  considerably  from  the  shaft,  these  spirals  being  cylindrical  for  soft  ground  and 
conical  for  hard  ground,  and  either  of  wrougbt-iron  or  of  cast-iron.  The  shaft  may  be  of  wood, 
or,  by  preference,  of  iron,  which  must  be  pointed  at  the  end  for  hard  ground,  but  cylindrical  and 
hollow  when  the  ground  is  soft.  The  screw  will  penetrate  most  soils  except  hard  rock ;  it  can  get 
a  short  way  into  compact  marl,  through  loose  pebbles  and  stones,  and  even  enter  coral  reefs.  A 
screw-plle  turned  by  8  capstan  bars  20  feet  long,  each  moved  by  4  or  6  men,  with  a  screw  4  feet  in 
diameter,  passed  in  less  than  2  hours  through  a  stratum  of  sand  and  clay  more  than  20  feet  thick, 
the  surface  of  which  was  about  20  feet  below  water,  and  dug  itself  to  a  depth  of  about  one  foot 
into  an  underlying  schistous  rock.  At  the  Clevedon  pier  screw-piles  penetrated  hard  red  clay  to 
depths  varying  between  7  and  17  feet;  and  although  the  screw  had  a  pitch  of  5  inches,  they  rarely 
went  down  more  than  8  inches  in  one  turn.  Mr.  W.  Lloyd,  M.  Inst  C.  £.,  has  recorded  an  unsuccess- 
ful use  of  screw-piles,  which  in  the  shifting  sandy  bed  of  a  South  American  river  became  twisted 
like  a  corkscrew,  and  were  overturned  in  the  first  breaking  up  of  the  ice. 

The  proper  area  of  the  screw  should,  in  every  case,  be  determined  by  the  nature  of  the  groond  in 
which  it  is  to  be  placed,  and  which  must  be  ascertained  by  previous  experiment.  The  largest  sixe 
hitherto  used  has  been  4  feet  in  diameter ;  but  within  certain  sizes,  prescribed  by  the  facility  of  man- 
ufacturing them,  the  dimensions  may  be  extended  to  meet  any  case,  and  may  be  said  to  be  limited 
only  by  the  power  available  for  forcing  them  into  the  ground.  Either  the  scrcw-pile  or  the  screv. 
mooring  can  be  employed  in  every  description  of  ground,  hard  rock  alone  excepted  ;  for  its  helical 
form  enables  it  to  force  its  way  among  stones,  and  even  to  thrust  aside  medium-sized  bowlders.  In 
ports,  harbors,  estuaries,  and  roadsteads,  rock  is  seldom  met  with,  except  in  detached  masses,  the 
ground  being  usually  an  accumulation  of  alluvial  deposit,  which  is  well  adapted  -for  the  reception  of 
such  foundations,  and  is  also  that  in  which  they  are  generally  most  required. 

The  ground-screw  has  been  extensively  used  for  several  purposes,  and  its  applicability  to  many 
others  will  be  evident  from  a  succinct  account  of  its  present  employment.  The  fixed  or  permanent 
moorings  at  present  most  commonly  used  are  of  two  kinds — ^thc  span-chain  mooring,  and  the  smker 
or  mooring-block.  The  former  of  these  consists  of  a  strong  chain  of  considerable  length,  stretched 
along  the  ground  (across  the  river),  and  retained  by  heavy  anchors  or  mooring-blocks  at  either  end, 
and  to  the  middle  of  the  ground-chain  the  buoy-chain  is  shackled.  The  other  kind,  which  is  more 
generally  employed,  consists  of  a  heavy  sinker,  to  which  a  strong  chain  is  attached,  extending  to  a 
buoy  shackled  at  the  other  end.  Fig.  1791.    This  sinker,  which  is  a  block  of  stone  or  iron,  is  either 
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laid  upon  the  surface  of  the  ground,  or  placed  in  an  excavation  prepared  for  its  reception.  As  s 
simple,  effective,  and  at  the  same  time  an  inexpensive  mode  of  holding  the  buoy-chain  down,  Mr.  Mit- 
chell adopted  a  modification  of  the  screw-pile,  Fig.  1792,  which  offers  great  facilities  for  entering  the 
ground,  and  when  arrived  at  the  required  depth  evidently  affords  greater  holding  power  than  any 
other  form.  Every  description  of  earth  is  moro  or  less  adhesive,  and  the  greater  its  tenacity,  the 
larger  must  be  the  portion  disturbed  before  the  mooring  can  be  displaced  by  any  direct  force.  The 
mass  of  ground  thus  affected,  in  the  case  of  the  screw-mooring,  is  in  the  form  of  a  frostom  of 
a  cone  inverted,  that  is,  with  its  base  at  the  surface,  the  breadth  of  the  base  being  in  proportkm  to 
the  tenacity  of  the  ground ;  this  is  pressed  on  by  a  cylinder  of  water  equal  to  its  diameter,  the  axis 
of  which  is  its  depth,  and  the  water  again  bears  the  weight  of  a  column  of  air  of  the  diameter  of 
the  cylinder.    It  is  evident,  therefore,  that  if  a  cast-iron  screw  of  a  given  area  be  forced  into  the 
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earth  to  a  certain  depth,  it  must  afford  a  firm  point  of  attachment  for  a  buoy-chain  in  every  direction 
(Fig.  1 793),  and  will  oppose  a  powerful  resistance  eren  to  a  vcitical  strain,  which  generally  proves 
fatal  to  sinker  mooiings,  depending  as  they  do  chiefly  on  their  specific  gravity.  The  first  trials  were 
upon  a  comparatively  small  scale ;  but  their  success  was  so  decisive  that  the  merits  of  the  moorings 
were  acknowledged,  and  their  use  soon  became  extended.  The  depth  to  which  these  moorings  have 
been  screwed  varies  from  8  to  18  feet ;  the  former  is  deep  enough  where  the  soil  is  of  a  firm  and  un- 
yielding description,  and  the  latter  depth  is  found  to  give  sufficient  firmness  in  a  very  weak  bottom. 

The  apparatus  used  for  fixing  screw-piles, 
Rg.   1794,  consists  of  a  strong  wrought-iron  I'f^ 

shaft,  in  lengths  of  10  or  12  feet  each,  con- 
nectod  with  each  other  by  key-joints  or  coup, 
lings,  the  lower  extremity  having  a  square 
socket  to  fit  the  head  of  the  centre-pin  or 
axis  of  the  mooring.  When  the  centre-pin 
rests  on  the  bottom,  a  capstan  is  firmly  keyed 
upon  the  shaft  at  a  convenient  height ;  the  men 
then  shift  the  capstan  bars  and  apply  their 
power  while  traveling  round  upon  the  stage, 
the  capstan  being  lifted  and  again  fixed  as  the 
mooring  is  screwed  down  into  the  ground.  The 
operation  is  continued  until  the  men  can  no 
longer  move  the  shaft  round,  or  until  it  is 
considered  to  have  been  forced  to  a  sufficient 
depth. 

The  most  important  purpose  to  which  the 
Bcrew-pile  has  hitherto  been  applied  to  any  con- 
siderable extent  is  for  forming  the  foundations 
of  lighthouses,  beacons,  and  jetties,  in  siti  a- 
tions  where  the  soil,  or  sand,  is  so  loose  and 
unstable  as  to  be  incapable  of  supporting  any 
massive  structure,  or  where  the  waves  have  so 
much  power  of  undermining  by  their  continu- 
ous action,  or  beat  so  heavily,  that  the  stability 
of  any  mass  of  masonry  would  be  seriously  en- 
dangered. 

llgs.  1795  to  1798  represent  various  forms 
of  screw-pile.  Fig.  1796  Aiovs  the  largest  size, 
weighing  2  cwt.  3  qrs.  14  lbs.,  adapted  for 
whole  timber  piles,  which  are  often  so  splir- 
tered  and  shattered,  and  even  set  on  fire,  by 
the  rapid  blows  of  the  steam  pile-driver,  when 
traversing  compact  ground,  and  where  wrought- 
iron  shoes  are  generally  crushed  into  the  tim- 
ber even  in  ordinary  ground  with  the  force  of 
the  common  pile-engine.  The  small  screw-point 
opens  the  way  for  the  conical  part,  and  the 
larger  screw  not  only  draws  the  pile  down,  but, 
when  it  has  penetrated  to  a  sufficient  depth, 
affords  an  extended  base  for  preventing  further 
depression.  Thus  several  feet  of  timber  must 
be  saved,  and  the  general  length  of  the  pile 
can  be  reduced,  as  it  will  bear  a  greater  weight 
and  offer  a  more  solid  base  when  introduced  to 
a  less  distance,  than  when  it  rests  upon  the  or- 
dinary sharp,  wrought-iron-pointed  shoe.  Fig. 
1796  shows  the  shape  adapted  for  railway  sig- 
nal-posts, and  Fig.  1797  that  for  the  supports 
for  telegraph  wires.  The  cast-iron  screw  socket- 
points.  Fig.  1795,  have  been  successfully  ap- 
plied for  the  supporting  posts  or  columns  of 
timber-sheds  and  building^  for  railway  stations 
and  other  purposes.  Fig.  1798  shows  the  ap- 
plicability to  smaller  objects,  and  a  tent-pin 
has  been  selected  as  the  most  familiar  exam- 
ple, as  it  requires  to  be  removed  so  frequently. 
It  also  shows  the  use  that  may  be  made  of  the 
screw  for  the  standards  of  fencing,  and  for  an  infinite  number  of  agricultural  and  other  purposes. 

S/uet-pHea  are  flat  piles  which,  being  driven  successively  edge  to  edge,  form  a  vertical  or  nearly 
rertical  sheet,  for  the  purpose  of  preventing  the  materials  of  a  foundation  from  spreading,  or  of 
guarding  them  from  the  undermining  action  of  the  weather. 

Piles  with  disks  differ  little  from  screw-piles,  except  in  the  method  of  sinking  them.  This  opera- 
tion was  performed  at  the  Leven  and  Kent  viaducts,  by  sending  a  jet  of  water  down  a  wrought-ii-on 
tube  inside  the  cast-iron  pile,  which  washed  away  the  silty  sand  from  underneath  the  disk  and  caused 
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the  pile  to  descend.  Hollow  wrought-iron  piles  have  also  been  forced  down  by  blows  of  a  monke? 
in  silty  ground  intersperaed  with  bowlders  to  a  depth  of  about  60  feet,  the  diameter  of  the  piles 
being  about  19f  inches.  The  method  of  cased  wells  is  suitable  where  the  silt  is  sufficiently  compact 
and  water-tight  to  admit  of  pumping  the  well  dry,  and  where  the  depth  of  water  is  small  and  can 

easily  be  kept  out  by  a  coffer-dam  or  cais^a 
^^^^'  without  a  bottom.     (See  Pils-Driti5G  Mi- 

1796.  CHINES.) 

Cylindrical  Foundations  are  sunk  with  or 
without  the  aid  of  compressed  air,  accordhig 
to  circumstances.  These  foundations  possess 
the  two  great  advantages  of  being  capable  of 
being  simk  to  a  considerable  depth,  and  of 
presenting  the  least  obstruction  to  the  current 
In  a  clay  soil  the  cylinder  acts  as  a  moTsble 
ooffer-dam,  whidi  is  sunk  by  being  weighted, 
and  enables  the  foundations  inside  to  be  built 
up  easily  and  cheaply.  Iron  cylinders  arc  pre- 
ferred in  certain  cases  to  cylinders  of  brick, 
masonry,  or  concrete,  on  account  of  the  esse 
with  which  they  are  lowered  in  deep  water  on 
to  the  river-bed,  in  spite  of  the  disadrantagtx 
attaching  to  them  of  high  price,  of  the  oonid- 

1797. 

1798. 


erable  weights  required  for  sinking  them,  and,  lastly,  of  being  only  cases  for  the  actual  piers.  The 
Dutch  engineers  have  often  used  oval-shaped  iron  tubes  sunk  by  dredging  inside.  Thus,  in  the 
bridge  on  the  North  Sea  Canal  the  piers  are  elliptical ;  the  one  on  which  the  opening  portion  torus 
having  axes  of  23  and  18  feet,  and  the  others  axes  of  89]^  and  14  feet  The  horizontal  flanges  and 
ribs  are  larger  where  the  radius  of  curvature  is  increased,  and  the  vertical  ribs  are  not  continuous, 
but  arranged  so  as  to  overlap.  The  bridge  over  the  Yssel,  on  the  Utrecht  and  Cologne  Railway,  rests 
upon  cylinders  which  were  sunk  by  internal  dredging  17f  feet  below  the  river-bed. 

The  system  of  sinking  by  dredging  is  generally  to  be  preferred  to  the  compressed  air  system,  ex- 
cept where  numerous  obstacles,  such  as  bowlders  or  imbedded  trees,  are  met  with. 

The  friction  between  crlinders  and  the  soil  depends  on  the  nature  of  the  soil  and  the  depth  of 
sinking.  For  cast-iron  sliding  through  gravel  the  coefficient  of  friction  is  between  2  and  8  tons  on 
the  square  yard  for  small  depths,  and  reaches  4  or  6  tons  where  the  depth  is  between  20  and  80  feet 
In  certain  adhesive  soils  it  would  be  more.  In  sinking  the  brick  and  concrete  C7lindei'8  in  the  silt  of 
the  Clyde  it  was  found  to  amount  to  about  3^  tons  per  square  yard. 

The  various  details  of  the  compressed  air  system  are  given  in  the  descriptions  of  the  works  m 
which  it  has  been  employed.  Theoretically,  when  the  lower  edge  of  the  cylinder  has  reached  a  depth 
of  h  feet  below  the  surface  of  the  water,  the  pressure  required  for  driving  the  water  out  of  the  ex- 
cavations is  -^  atmospheres ;  but  frequently  the  intervention  of  the  ground  between  the  bottom 

of  the  river  and  the  excavation  enables  the  work  to  be  carried  on  at  a  less  pressure,  as  Mr.  Bron^ 
did  at  Saltash.  A  considerably  greater  pressure  would  be  required  if  the  water  had  to  be  forced 
from  the  excavation  through  the  soil  below  the  river-bed ;  but  this  is  avoided  by  placing  a  pipe  inside 
to  convey  away  the  water,  and  M,  Triger  has  found  that  the  lifting  of  the  water  was  facilitated  by 
the  introduction  of  bubbles  of  air  into  the  pipe  at  a  certain  height.  Pressures  of  2  or  even  up  to 
8  atmospheres  do  not  injure  healthy  and  sober  men,  and  suit  best  men  of  a  lymphatic  temperament, 
but  prove  injurious  to  men  who  are  plethoric  or  have  heart-disease.  It  is  advisable  to  avoid  working 
in  hot  weather,  and  each  workman  should  not  work  more  than  4  hours  per  day,  or  more  than  6 
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weeks  consecutively.  At  Harlem,  New  York,  however,  workmen  have  remained  10  hours  under  a 
pressure  of  50  feet,  and  even  80  feet  of  water.  On  the  other  hand,  at  St.  Louis,  under  a  pressure 
of  little  more  than  8  atmospheres,  several  men  were  paralyzed  or  died,  and  the  period  of  work  was 
gradually  reduced  from  4  hours  to  1  hour.  From  experiments  on  animals  M.  Bart  has  found  that 
the  accidents  caused  by  a  sudden  removal  of  pressure  are  due  to  the  escape  of  the  excess  of  gas 
absorbed  by  the  blood.  Beyond  6  atmospheres  any  sudden  return  to  the  normal  pressure  is  attended 
with  danger ;  the  usual  rule  now  is  to  allow  one  minute  per  atmosphere.  The  cylinders  subjected  to 
pressure  should  be  furnished  with  safety-valves,  pressure-gauges,  and  alarm-whistles,  as  explosions 
occasionally  occur.  Iron  rings  from  6  to  18  feet  in  diameter  are  cast  in  one  piece,  and  a  caoutchouc 
washer  is  introduced  at  the  joints  between  the  rings ;  cylinders  of  larger  diameter  are  cast  in  seg- 
ments, and  cyh'nders  of  smaller  diameter  than  6  feet  are  rarely  used.  The  thickness  is  usually  1-^ 
inch,  increased  to  1^  inch  or  l^  inch  where  exposed  to  blows,  in  conical  joining  lengths,  and  in  the 
bottom  length.  When  two  cylinders  have  to  be  sunk  close  together,  it  is  best  to  sink  them  alter- 
nately, as  they  tend  to  come  together  when  sunk  at  the  same  time.  At  Macon,  where  there  was  only 
an  interval  of  3^  feet  between  two  cylinders,  one  of  the  cylinders  was  seen  to  rise  suddenly  as  much 
as  6  feet  when  the  other  was  forced  down.  Sometimes,  where  cylinders  of  small  diameter  have  to 
be  used,  the  excavations  are  extended  beyond  the  cylinder  at  the  bottom,  and  filled  with  concrete  to 
give  a  greater  bearing  surface ;  this  plan  was  adopted  at  Harlem  bridge.  New  York,  and  by  the  late 
Mr.  Gubitt,  Vice-President  Inst.  C.  £.,  at  the  Blackfriars  railway  bridge.  Another  way  of  accom- 
plishing the  same  obj^ect  is  by  enlarging  the  lower  rings  of  the  cylinder,  and  putting  in  a  connecting 
conical  length.  Concrete  deposited  under  compressed  air  appears  to  set  quicker,  and  to  increase 
somewhat  in  strength,  provided  it  is  deposited  in  thin  layers  allowing  the  excess  of  water  to  escape. 
At  Szegedin  this  was  effected  by  mixing  very  dry  bricks  with  the  concrete. 

The  foundations  of  the  piers  of  the  Kehl  bridge  were  accomplished  by  the  en^eers,  MM.  Fleur 
Saint-Denis  and  Yuigner,  by  a  combination  of  the  principles  of  the  compressed  air  process,  the  sink> 
ing  of  a  pier  by  its  own  weight,  the  sinking  by  dredging,  and  the  coffer-^lam  system.  As  the  bed  of 
the  Rhine  at  Kehl  consists  of  large  masses  of  gravel  liable  to  be  disturbed  to  a  depth  of  66  feet 
below  low-water  level,  it  was  deemed  advisable  to  carry  the  foundations  down  about  10  feet  below 
low  water.  For  the  two  central  piers  the  chamber  of  excavation  was  divided  into  three  caissons,  the 
length  of  each  being  18  feet  4  inches,  the  width  of  the  foundation.  For  the  piers  forming  the  abut- 
ments for  the  swing  bridges  there  were  four  caissons,  each  28  feet  long,  the  breadth  of  all  the  cais- 
sons being  19  feet.  The  plate-iron  forming  the  caissons  was  three-eighths  of  an  inch  thick  at  the 
top,  and  five-sixteenths  of  an  inch  thick  at  the  sides,  and  strengthened  by  flanges  and  gussets.  The 
top  was  strengthened  by  double  T  beafts  for  supporting  the  weight  of  the  masonry  above.  There 
were  three  shafts  to  each  caisson,  two  being  air-shafts,  8^  feet  in  diameter,  one  being  in  use  while 
the  other  was  being  lengthened  or  repaired ;  the  other  shaft  in  the  centre  was  oval,  open  at  the  top, 
and  dipping  into  the  water  in  the  foundations  at  the  bottom,  so  that  the  water  could  rise  in  it  to  the 
level  of  the  river.  In  this  shaft  a  vertical  dredger  with  buckets  was  always  working,  and  the  labor- 
ers had  only  to  dig,  to  regulate  the  work,  and  remove  any  obstacles.    The  screw-jacks  controlling 
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the  rate  of  descent  had  a  power  of  16  tons,  and  were  in  four  pairs.  The  wooden  framing  serving 
as  a  coffer-dam  was  erected  above  the  chamber  of  excavation ;  it  was  useful  at  the  commencement 
for  getting  below  the  water,  but  might  subsequently  have  been  dispensed  with.  It  was  also  found 
by  experience  that  the  caissons  were  sunk  better  in  one  division  than  in  several  divisions,  and  doois 
of  communication  were  accordingly  made  through  the  double  partitions.  The  iron  linings  to  the 
air-shafts  were  removed  before  the  shaft  was  filled  up.  The  shaft  containing  the  dredger  was  at 
first  made  of  iron,  but  afterward  of  brick  for  the  sake  of  economy.  The  sinkuig  occupied  68  days 
for  one  abutment  and  32  days  for  the  other,  giving  a  daily  rate  of  1  foot  1  inch  and  1  foot  8^  inches 
respectively.  The  pinking  of  the  caissons  for  the  intermediate  piers  took  20  to  80  days,  which  gives 
a  daily  rate  of  2  feet  7i  inches  (Fig.  1799). 

For  laige  works,  where  the  load  on  the  foundations  is  considerable,  carrying  down  the  foundations 
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to  a  hard  bottom  is  much  better  than  piling.  The  dredger  used  at  Kehl  cannot  be  regarded  as  oni- 
versallj  applicable.  Some  soils  are  not  suitable  for  dreidging,  and  in  other  cases  the  small  amount 
of  excavation  renders  the  addition  of  an  extra  shaft  inexpedient,  as,  for  instance,  at  LorieDt.  The 
chamber  of  excavation  is  almost  invariably  made  of  plate-iron,  but,  unlike  those  at  Kehl,  with  the 
iron  beams  above  the  ceiling,  instead  of  below,  so  that  the  filling  in  may  be  accomplished  more  easi- 
ly.  The  cutting  edge  is  always  strengthened  by  additional  plates.  At  Lorient  the  thickness  was 
2 1^  inches,  with  sevci*al  plates  stepped  back  so  as  to  form  a  sort  of  edge ;  the  sides  were  about  one- 
half  of  an  inch  thick  at  the  bottom,  and  five-sixteenths  of  an  inch  at  the  top,  and  the  roof  was 
curved  a  little  to  increase  its  strength.  There  were  two  air-locks,  each  connected  with  two  shafts,  in 
which  balanced  skips  went  up  and  down,  Fig.  1802.  On  the  top  of  the  bottom  caisson  a  casing  of 
sheet-iron,  from  three-sixteenths  to  one-eighth  of  an  inch  thick,  and  weighing  about  15  tons,  was 
erected  in  successive  rings. 

At  the  St.  Louis  bridge  the  foundations  were  carried  to  a  greater  depth  than  had  ever  been  pre- 
viously attained ;  and  at  the  East  River  bridge  compressed  air  was  used  in  wooden  caissons  of 
large  dimensions.  The  particulars  of  the  St.  Louis  bridge  have  been  given  by  Mr.  Francis  Fox, 
M.  Inst  C.  E.  The  hydraulic  sand-pumping  tube  of  Mr.  Eads  must  only  be  recorded.  The  follow, 
ing  details  relate  to  the  East  River  bridge :  The  Urooklyn  pier  was  to  be  carried  50  feet  and  ibe 
New  York  pier  75  feet  below  high  water.  To  provide  against  unequal  sinking,  owing  to  the 
variable  nature  of  the  soil,  consisting  of  ^tiff  clay  mixed  with  blocks  of  trap  rock,  Mr.  Roebling 
decided  to  place  the  bottom  of  the  piers  upon  a  thick  platform  of  timber  which  formed  the  roof  of 
the  working  chamber,  Fig.  1801.  The  sides  were  also  made  of  wood,  as  being  easier  than  iron  to 
launch  and  deposit  on  the  exact  site.  The  roof  consisted  of  5  tiers  of  beams,  1  foot  deep,  of  yel- 
low pine,  placed  one  above  the  other  and  crossed,  the  beams  being  tightly  connected  by  long  bolts. 
The  working  chamber  was  167  feet  by  102  feet,  and  10  feet  clear  height.    The  side  walls  had  a  V 
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section,  with  a  cast-iron  edge  covered  with  sheet-iron  ;  the  walls  had  a  batter  inside  outward  of  1  to 
1,  and  1  in  10  on  the  outside.  Five  transverse  wooden  partitions,  2  feet  thick  at  the  bottom,  served 
to  regulate  the  sinking.  When  the  caisson  had  been  put  in  place,  12  ticre  of  beams  were  added  on 
the  roof  of  the  chamber  of  the  Brooklyn  pier,  and  19  on  that  of  the  New  York  pier,  so  ihat  the  top 
rose  above  water,  and  the  masonry  could  be  built  without  a  eoffer-dam  lining.  The  excavation,  to 
the  extent  of  19,600  cubic  yards,  was  performed  in  6  months  by  Morris  k  Cumming's  scoop  dredger, 
working  in  two  large  shafts,  dipping  into  the  water  at  the  bottom,  and  open  above.  When  hard  soil 
was  met  with  these  shafts  were  shut,  and  the  excavation  performed  by  manual  labor  under  compressed 
air.  In  the  New  York  caisson  the  total  number  of  shafts  was  9.  The  blocks  of  trap  rode  imp^ed 
the  progress  considerably ;  they  had  to  be  discovered  by  boring,  and  shifted  or  broken  before  the 
caisson  reached  them.  When  under  26  feet  of  water  they  could  be  blown  up ;  this  enabled  the  rate 
of  progress,  which  had  been  6  inches  per  week,  to  be  doubled  or  trebled.  When  the  caisson  had 
reached  a  compact  soil,  it  was  possible  to  reduce  the  pressure  to  two-thirds  of  an  atmosphere  in  ex- 
cess of  the  normal  pressure,  and  water  had  occasionally  to  be  poured  into  the  open  shafts  to  main- 
tain  the  proper  water-level  in  them.  By  frequent  renewal  of  the  air,  a  supply  was  furnished  for  120 
men  and  for  the  lights ;  and  the  temperature  was  kept  nearly  constant  throughout  the  year  at  86* 
within  the  caisson,  while  in  the  open  air  it  varied  from  108"  to  0**.  As  the  load  increased  as  the 
caisson  went  down,  the  roof  of  the  Brooklyn  caisson  was  eventually  supported  by  72  brick  piers,  so 
that  the  caisson  might  not  become  deeply  imbedded  in  the  event  of  a  sudden  escape  of  air.  In  the 
New  York  caisson  two  longitudinal  partitions  were  added,  which  served  the  same  purpose.  In  the 
silty  sand  which  was  frequently  met  with,  a  discharge-pipe,  up  which  the  sand  was  forced  by  com- 
pressed air,  proved  very  useful,  discharging  a  cubic  yard  in  about  two  minutes.  The  New  York  caisson 
(170  feet  by  102  feet)  was  sunk  in  5  months ;  the  earthwork  removed  amounted  to  26,000  cubic  yards. 
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At  Bordeaux  the  air-lock  was  formed  bj  fixing  one  droular  plate  at  the  top  and  another  at  the 
bottom  of  one  of  the  rings  of  the  cast-iron  cylinder,  so  that  it  was  unnecessary  to  remove  it  each 
time  that  an  additional  ring  was  added.  To  save  loss  of  air,  the  air-lock  should  be  opened  very  sel- 
dom, or  made  very  small  if  required  to  be  opened  often.  At  Argenteuil  the  air-lock  had  an  annular 
form.  Fig.  1802,  with  two  compartments  e  e\  each  having  an  external  and  an  internal  door.  One 
compartment  was  put  in  oommimication  with  the  interior  to  be  filled  with  the  excavated  materia), 
while  the  other  was  being  emptied  by  the  outer  door,  so  that  the  loss  of  air  was  diminished  without 
any  interruption  to  the  work.  Sometimes  a  double  air-lock  with  one  large  and  one  small  compart- 
ment is  used ;  the  large  one  being  only  opened  to  let  gangs  of  workmen  pass,  and  the  small  one  jupt 
big  enough  to  admit  a  skip  and  to  contain  a  little  crane  for  moving  it.    By  having  a  small  air-lock 
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opened  frequently,  any  sudden  alterations 
in  pressure  are  diminished.  A  more  com- 
plete arrangement  was  adopted  at  Nantes, 
Fig.  1808.  There  a  sheet-iron  cylinder 
was  placed  on  the  top  of  the  double  shaft 
in  which  the  skips  worked,  having  at  one 
side  a  crescent-shaped  chamber,  a,  serving 
to  pass  four  men,  and  also  on  either  side 
two  concrete  receivers,  dd'j  having  doors 
above  and  below.  There  was  also  a  shoot 
below  for  turning  the  concrete  into  the 
foundations,  and  a  box,  b  c,  holding  a  little 
wagon  which  emerges  at  c  after  having 
been  filled  from  an  upper  door  b. 

M.  Desnoyers  gives  the  following  recom- 
mendations with  regard  to  the  choice  of 
methods  of  constructing  foundations : 

1.  In  still  water,  to  construct  the  founda- 
tions by  means  of  pumping  for  depths 
under  20  feet.  In  greater  depths,  to  con- 
struct ordinary  works  on  piles  if  the  ground 
is  firm  or  has  been  consolidated  by  load- 
ing it  with  earth ;  otherwise  to  employ 
pumping,  and  if  a  permeable  stratum  is 
met  with  to  build  on  it  with  a  broad  base. 
For  important  works,  if  the  soil  is  water- 
tight, it  is  advisable  to  adopt  the  method 
of  pumping  inside  a  framing,  carrying  down  the  foundations  to  greater  depths  than  S3  feet  by  the 
well-sinking  method.  If  the  soil,  however,  is  permeable,  dredging  and  concrete  deposited  under 
water  must  be  resorted  to,  compressed  air  being  employed  for  depths  greater  than  88  feet. 

2.  In  mid-stream,  compressed  air  must  be  resorted  to  for  foundations  more  than  83  feet  below 
water.  In  less  depths  the  foundations  of  ordinary  works  are  put  in  by  means  of  dams  or  water- 
tight frames,  if  the  nature  of  the  silt  admits  of  pumping  out  the  water ;  but  if  the  silt  is  permeable, 
a  mass  of  concrete  is  poured  into  the  site  inclosed  by  sheeting.  When,  however,  an  important  work 
has  to  be  executed,  it  is  desirable  to  use  pumps  sufficient  to  overcome  the  infiltrations.  If  a  perme- 
able and  easily-dredged  stratum  lies  between  the  hard  bottom  and  the  silt,  the  method  of  a  water- 
tight casing,  with  a  dam  at  the  bottom,  should  be  adopted.  To  complete  these  recommendations, 
open  cylindrical  foundations  must  be  included.    These  may  be  resorted  to,  instead  of  compressed 

1804. 


air,  when  the  soil  is  readily  dredged  or  water-tight  enough  to  allow  of  pumping,  and  also  frequently 
in  the  place  of  piles  or  the  well-sinking  method.  The  compressed  air  system  is  essentially  a  last 
resource,  applicable  to  a  bed  exposed  to  scour,  and  also  either  difficult  to  dredge  or  with  bowlders  or 
other  obstacles  imbedded  in  it. 

Portable  Coffer-Dam, — Walsh's  portable  cofPer-dam  is  formed  of  water-tight  compartments,  which, 
when  the  apparatus  is  to  be  towed  from  one  point  to  another,  are  filled  with  air  only  ;  but  when  it 
i0  desired  to  locate  the  dam,  water  is  admitted  into  the  sections,  causing  the  entire  structure  to  sirk 
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and  rest  on  the  bottom.  Fig.  1804  represents  the  dam  in  position  for  the  construction  of  a  pier,  the 
dotted  lines  indicating  the  depth  of  the  structure.  The  forward  portion  is  shaped  somewhat  like  the 
bow  of  a  vessel,  by  connecting  together  two  hinged  gates,  formed  of  metal,  and  each  ooustitutiiqi  a 
compartment  similar  to  those  into  which  the  body  of  the  dam  is  divided.  The  rear  portion  of  the 
structure  is  provided  with  similar  doors,  made  so  as  to  secura  and  iit  tightly  against  the  sides  of  the 
pier-end.  The  manner  in  which  the  body  is  constructed  in  sections  is  shown  in  Figs.  1805  and  1806. 
In  the  latter  engraving  the  rear  gates  are  represented  at  A  ;  and  at  ^  ^  arc  the  valves  which  admit 
water  to  the  compartments  to  sink  the  same.  At  C,  Fig.  1805,  are  the  plate-piles,  which  are  raised 
or  lowered  by  the  screws  attached  to  their  upper  portions.  />  ^  are  the  holding-piles,  sliding  upon  T 
irons.  Under  the  body  is  a  keel  E.  Over  the  open  middle  portion  is  a  track  to  suppoit  a  dredge, 
and  pile-drivers  and  clamping-bars  G  bind  the  sides  together. 

In  operation,  the  sheet  and  square  piles  are  first  raised  so  that  their  lower  edges  and  ends  will  be 
above  the  bottom  of  the  sections.  The  latter  being  emptied,  the  dam  is  floated  to  the  desired  point 
and  sunk.    The  square  piles  are  then  forced  into  the  earth  to  form  a  solid  bearing,  the  sheet  piles 

1805.  1806. 


being  driven  in  until  bed-rock  is  reached.  The  water  in  the  middle  space  is  then  pumped  out,  and 
building  therein  is  begun.  To  extend  the  masonry  farther  out  into  the  water,  the  piles  are  raised 
and  the  dam  floated  and  towed  ahead  until  the  rear  gates  once  more  embrace  the  extremity  of  the 
structure.  Figs.  1805  and  1806  also  show  two  methods  of  building  a  tunnel  by  the  aid  of  tins  appa- 
ratus. In  Fig.  1805  piles  are  driven  down  until  their  ends  meet  hardpan,  and  above  them  the  ma- 
sonry of  the  tunnel  is  built,  as  shown,  concrete  being  placed  over  alL  In  Fig.  1806  tlie  digging  is 
carried  down  to  bed-rock,  and  the  masonry  is  built  therefrom  upward.  The  lower  part  is  filled  with 
concrete  up  to  the  level  of  the  tunnel  floor. 

Work»  for  Reference. — See  the  textbooks  on  civil  engineering  by  Rankine  (11th  ed,,  London, 
1876),  Mahan  (2d  ed.,  revided  by  Wood,  New  York,  1877),  and  Wheeler  (New  York,  1877). 

FOUNDING.    SeeCASTiNo. 

FOURDRINIER  MACHINE.    Sec  Paper-makino. 

FRAI8ING  MACHINE.     See  Miluno  Machine. 

FRAMING.    See  Carpentry. 

FRICTION.  Friction  is  the  resistance  occasioned  to  the  motion  of  a  body  when  pressed  upon  the 
surface  of  another  body  which  docs  not  partake  of  its  motion.  Under  these  circumstances,  the  sur- 
faces in  contact  have  a  certain  tendency  to  adhere.  Not  being  perfectly  smooth,  the  imperceptible 
asperities  which  may  be  supposed  to  exist  on  all  surfaces,  however  highly  polished,  become  to  some 
extent  interlocked,  and  in  consequence  a  certain  amount  of  force  is  requisite  to  overcome  the  mutual 
resistance  to  motion  of  the  two  surfaces,  and  to  maintain  the  sliding  motion  even  when  it  has  been 
produced.  By  increasing  the  pressure,  the  resistance  to  motion  is  increased  also ;  and  on  the  other 
hand,  by  rendering  the  surfaces  more  smooth,  and  by  lubrication,  its  amount  is  greatly  diminished, 
but  can  never  be  entirely  nullified. 

Friction  ought  not  strictly  to  be  called  a  force^  unless  that  term  be  in  this  case  taken  in  a  negative 
sense.  The  tendency  of  force,  in  the  rigid  meaning  of  the  word,  is  to  produce  motion,  whereas  the 
tendency  of  friction  is  to  destroy  motion.  An  active  force  may  indeed  oppose  motion  in  one  dirce- 
tion,  but  only  in  virtue  of  a  tendency  to  produce  motion  in  the  opposite  direction ;  the  peculiar  diar- 
acteristic  of  friction,  on  the  other  hand,  is  that  it  tends  to  destroy  motion  in  every  direction.  It  is 
essentially  a  passive  resistance,  a  negative  force,  produced  by  pressure,  to  which  it  bears  such  rela- 
tion that  its  amount  may  be  measured  by  the  same  unit  and  enunciated  in  the  same  terms. 

Nor  is  the  measure  of  the  friction  between  two  surfaces  in  contact  properly  the  amount  of  force 
necessary  to  produce  motion,  but  the  amount  of  pressure  necessary  to  balance  the  friction,  and  bring 
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the  body  to  a  state  of  indifference  to  rest  or  motion.  To  underfltand  this,  let  us  suppose  that  a  heavy 
hemispherical  body  rests  with  its  flat  surface  upon  a  horiiEontal  plane,  and  that  the  plane  and  the 
body  are  perfectly  tmooth:  on  this  supposition  there  would  be  no  friction,  and  the  smallest  possible 
force  woul4  put  the  body  in  motion.  This  condition  being  remarked,  let  us  suppose  that  the  surfaces 
in  contact  are  of  the  ordinary  kind,  and  that  a  weight  of  10  lbs.  attached  to  the  movable  body,  and 
made  to  act  in  the  direction  of  the  plane,  is  found  to  induce  the  same  state  of  indifference  to  rest 
and  motion  as  in  the  assumed  case  of  no  friction ;  we  then  conclude  that  10  lbs.  is  the  measure  of 
the  friction.  As  it  is  not  always  easy  to  determine  when  this  condition  is  induced,  it  is  better  to 
regard  the  weight  as  an  active  force,  which  may  by  additi<»i  be  made  more  and  more  intense,  till 
motion  of  the  body  is  actually  induced.  For  the  sake  of  convenience  we  may  also  speak  of  friction 
as  a  force,  and  oppose  it  to  other  force :  this  can  induoe  no  erroneous  conclusion. 

Frictk)n  being  then  considered  a  pasnve  force,  its  effect  is  the  result  of  having  other  force  to  resist. 
If  the  measure  of  the  friction  of  a  body  upon  a  plane  be  10  lbs.,  and  if  an  increasing  force  of  1, 
2,  8  lbs.,  and  so  on,  be  applied,  the  friction  increases  with  the  force  till  the  limit  is  reached ;  motion 
then  ensues  by  the  addition  of  any  fraction  of  weight  to  the  10  lbs.  The  force  of  friction,  although 
tending  to  prevent  or  destroy  motion,  may  also  be  conceived  to  act, 

like  other  force,  in  a  direction  opposite  to  that  in  which  the  balan-    A £ 

dng  force  acts ;  that  is,  in  the  language  of  mechanics,  if  the  force 

P,  applied  to  balance  the  friction  Fy  act  in  the  direction  A  B,  the  friction  F  acts  in  the  direction 
£A,  If  then  the  body  placed  upon  the  horizontal  plane,  as  supposed,  be  capable  of  motion  in  the 
two  directions  A  Btnid  BAy  the  body  will  remain  at  rest  when  acted  upon  by  any  force  up  to  10  lbs. 
in  either  of  the  directions.  If,  therefore,  we  distinguish  the  forces  acting  in  opposite  directions  by 
the  positive  and  negative  symbols  +  and  — ,  then  the  limits  of  equilibrium  will  be  expressed  by 
P=  ±  10  lbs.,  according  to  the  usual  mode  of  representing  an  equilibrium  of  forces. 

What  is  here  stated  in  reference  to  a  heavy  biody  placed  upon  a  horizontal  plane,  is  equally  true 
of  the  rubbing  parts  of  every  machine:  the  pressure  upon  the  journals  producing  resistance  to 
motion,  that  is,  friction,  the  equilibrium  will  subsist  between  certain  limits,  and  it  is  only  by  trans- 
gression of  those  limits  on  one  side  that  the  equilibrium  is  destroyed  and  motion  established.  To 
determine  accurately  those  limits  in  machines  is  one  of  the  most  important  problems  in  mechanics ; 
and  the  experiments  conducted  by  the  French  Academy  have  furnished  data  that  have  long  been  rec- 
ognized as  standard.  From  the  results  of  these  experiments  certain  rules  have  been  deduced  that 
have  been  regarded  as  invariable  laws,  but  which  have  been  brought  in  question  by  more  recent  in- 
vest^tions.  The  laws  referred  to  are  given  below,  together  with  a  summary  of  the  results  on  which 
they  are  based,  and  references  to  the  later  experiments  by  other  investigators. 

Law  I. — The  friction  heart  to  the  pressure  upon  the  surfaces  in  contact  a  ratio  vMch  is  constant 
for  the  same  materials  with  the  same  condition  of  surfaces. 

To  express  this  somewhat  more  familiarly :  If  the  surface  of  one  body  be  pressed  upon  that  of 
another  with  a  certain  force,  and  if  that  force  be  doubled,  the  friction  will  be  doubled ;  and  if  the 
force  pressing  them  together  be  tripled,  the  friction  will  be  tripled ;  and  so  on.  Thus,  if  a  piece  of 
cast-iron  weighing  100  lbs.  be  laid  with  its  plane  surface  upon  a  larger  surface  of  brass,  level,  and 
it  be  found  that  a  certain  weight  made  to  act  in  the  direction  of  the  supporting  plane  is  just  suffi- 
cient to  induoe  in  the  mass  of  iron  a  state  of  indifference  to  rest  or  motion,  that  weight  is  the  mea- 
sure of  the  friction  between  the  two  surfaces ;  and  if  these  be  well  polished  and  clean,  and  without 
lubricant  of  any  kind,  the  weight  which  it  will  be  necessary  to  apply  will  be  14.7  lbs.  If  now  we 
place  a  weight  of  100  lbs.  upon  the  mass  of  cast-iron,  making  the  gross  pressure  upon  the  surfaces 
in  contact  200  lbs.,  the  weight  necessary  to  balance  the  friction  will  be  increased  in  the  same  ratio ; 
that  is,  F=  14.7  lbs.  x  2  =  29.4  lbs.  Another  weight  of  100  lbs.,  placed  on  the  first,  makmg  the 
pressure  800  lbs.,  will  increase  the  measure  of  friction  to  14.7  lbs.  x  8  =  44.1  lbs.  And  so  on  for 
every  increment  of  pressure  as  expressed  by  the  law. 

If  now  we  divide  the  weight  which  balances  the  friction  by  the  weight  which  measures  the  pres- 
sure upon  the  surfaces,  we  obtain  a  ratio  which  is  manifestly  constant,  since  the  pressures  upon  the 
surfaces  and  the  weights  balancing  the  friction,  corresponding  to  those  pressures,  are  respectively 
multiples  throughout  of  the  first  units  100  lbs.  and  14.7  lbs.    Thus  we  have 
14.7  lb8._29.4  lb8._44.1  lbs._ 
100  ibs."  200  lbs.""  800  lbs."  ^  ^ 

From  this  then  it  appears  that,  knowing  the  measure  of  the  friction  for  a  given  unit  of  pressure 
upon  the  surfaces  in  contact,  these  remaining  constant  in  kind  and  condition,  the  measure  of  the 
friction  answering  to  any  other  pressure  may  be  deduced.  In  the  case  assumed  we  have  a  common 
ratio  of  .147  as  the  measure  of  the  friction  between  the  surfaces  in  contact;  this  ratio  therefore 
being  known,  together  with  the  pressure  in  the  particular  case,  the  measure  of  the  friction  for 
that  case  will  also  be  known.     Putting  P  =  the  pressure  upon  the  rubbing  surfaces,  P=:the 

F 
measure  of  the  friction,  and  /=  — ;  then  we  have  F=f  x  P, 

In  this  formula  the  ratio  /  of  the  friction  to  the  pressure  is  termed  the  coefficient  of  friction.  Its 
value,  as  already  announced,  is  constant  for  the  same  materials  and  condition  of  the  surfaces  in  con- 
tact, but  varies  as  these  vary.  Thus  in  the  particular  case  taken,  the  value  is  .147 ;  but  if  the  rub- 
bing surfaces  be  unctuous,  it  is  reduced  to  .132  ;  that  is,  by  repetition  of  the  experiments  described 
above,  with  this  new  condition  of  surfaces,  we  should  find 

F=f  X  P  =  .182  X  100  lbs.  =  18.2  lbs. ) 

F=f  X  P  =  .182  X  200  lbs.  =  26.4  lbs.  }•  measures  of  the  friction. 

F=fxF  =  .182  X  300  lbs.  =  89.6  lbs.  ) 


Digitized  by 


Google 


848 


FRICTION. 


If  a  cast-iron  plate  be  substituted  for  the  brass  plate  used  as  the  supportiiig  surface,  and  the  sur- 
faces be  first  well  polished,  clean,  and  dry,  next  wetted  with  water,  and  lastly  be  freely  lubricated 
with  hogs*  lard,  we  have  the  three  values^=  .162,/=  .814,/=  .07,  answering  to  these  conditions; 
hence,  taking  P  as  before,  we  have,  by  substitution  in  the  formula  F—fy.  P,  the  following  resulu. 

Snrihces  wet  Su'tkoet  diy.  Sarfhces  tabfkated. 

For  100  lbs F=  16.2  lbs.  F—  81.4  lbs.  F^  1  lbs. 

"   200  lbs F=  80.4  lbs.  F=  62.8  lbs,  F=:  14  lbs. 

"   800lbs i^=46.61b8.  J^  =  98.2  Iba.  jP=211b8. 

The  determination  of  /,  that  is,  of  the  coefficient  of  friction,  for  diiferent  kinds  of  materials,  and 
also  for  different  states  of  their  surfaces  in  contact,  is  manifestly  the  business  of  experimeDt 
There  is  no  a  priori  rule  by  which  it  can  be  arrived  at  in  the  present  state  of  our  knowle<^c  of  the 
physical  properties  of  bodies. 

There  is  another  mode  of  considering  the  subject  here  discussed,  which  has  its  expression  Uke^ 
wise  in  the  subjoined  table,  and  whidi  it  becomes  us  therefore  to  explain.  Let  us  suppose  the 
arrangement  as  in  the  experiments  described,  and  that  A  B^  Fig.  1807,  is  the  supporting  surftoe, 
and  C  the  mass  of  cast<iron  resting  upon  it  Again,  let  the  pressure  of  the  mass  acting  perpendio* 
ularly  to  the  surfaces  in  contact  be  denoted  by  P,  and  let  the  force  Q,  parallel  to  the  surfaces,  be 
applied  to  slide  the  body  toward  A,    Then,  since  the  forces  P  and  Q  act  in  directions  perpendicolar 

to  one  another,  they  manifestly  cannot 
1307.  counteract  one  another ;  consequently, 

were  there  no  third  force  P  opposed  to 
Q,  the  system  would  be  unbalanced, 
and  there  would  obviously  be  motion 
of  the  mass  C  in  the  directioo  of  the 
second  foroe.  The  third  force  Pis  the 
friction,  and  so  long  as  the  force  Q 
does  not  exceed  its  limit,  the  Bjstem 
must  remain  stable.  This  bdng  under, 
stood,  let  us  suppose  that  the  force  P, 
figs.  1808  and  1809,  instead  of  hanng 
its  direction  perpendicular  to  the  sur- 
faces in  contact,  is  impressed  obUqoek; 
if  then  the  parallelogram  of  forces  P 
Q  be  completed,  the  foroe  P,  represent, 
ed  by  the  line  P  if,  is  equivalent  to 
two  others  represented  by  P  My  by 
which  the  surfaces  are  pressed  togeth- 
er, and  Q  M,  which  tends  to  give  mo- 
tion to  the  body  in  a  direction  parallel 
to  the  surfaces.  Now  the  actual  fric> 
tion  F  of  the  surfaces  must  be  a  cer- 
tain fraction  of  PJf;  let  it  be  MQ  = 
MFy  and  complete  the  parallelogram 
P  Qy  and  draw  its  dias^onal  P'  M. 
Since  then  M  Q  represents  Ac  friction 
of  the  body  upon  the  plane,  that  is, 
the  resistance  called  into  action  b?  the 
force  P  My  and  since  Q  M  represents 
the  whole  tendency  of  PM  to  prodnce 
motion  of  the  body,  it  follows  that  the 
body  will  move  or  not  according  as 
Q  M\s  greater  or  less  than  Q  iA,  that 
is,  as  P  P  is  greater  or  less  than  P'  P,  or  as  the  angle  P  Jf  -4  is  greater  or  less  than  the  angle 
£  MA.  These  conditions  are  shown  in  the  diagrams :  in  the  first  there  would  be  motion  induced 
by  the  preponderance  of  force  Q  Q' ;  in  the  second,  the  friction  F=zM  Q  being  greater  than  ^  J/, 
the  system  would  remain  at  rest. 
The  angle  £  M  Aia  termed  the  limiting  angle  of  resistance^  or  more  shortly  the  angle  of  frid^oh, 

P  P'     MO 
Its  tangent  is  the  fraction  „.  j/=  zy  «-*  ^^^ch  is  the  coefficient  of  fricHon.    The  angle  is  mani- 

P  Jil        P  M 

fcstly  the  same  for  surfaces  of  the  same  nature,  whatever  be  the  actual  amount  of  the  impressed 
force  P,  but  is  different  for  different  surfaces. 

From  this,  then,  it  appears  that  the  force  impressed  upon  the  surface  of  a  solid  body,  at  rest,  by 
the  intervention  of  another  solid  body,  will  be  destroyed,  whatever  be  its  direction,  provided  only 
the  angle  which  the  direction  makes  with  the  perpendicular  to  the  surface  do  not  exceed  the  angle 
of  friction  of  that  surface ;  and  that  this  is  true,  however  grcoi  the  force  may  be.  Also,  that  if  the 
direction  of  the  force  lie  without  this  angle,  it  cannot  be  sustained  by  the  resistance  of  the  surfaces 
in  contact ;  and  that  this  is  true,  however  smaJH  the  force  may  be. 

Law  II. — The  measure  of  friction  is  independent  of  the  extent  of  surface,  the  pressure  and  tkt 
condUion  and  character  of  the  surfaces  remainiwjf  the  same. 

Experiments  on  sliding  friction,  made  with  different  materials  and  with  pressures  increasing  up  to 
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the  llmhs  of  abrasion,  show  that  the  above  laws  are  not  uniyersally  true,  and  that  the  coefficient  of 
friction  does  not  vaiy  with  the  pressure  and  independently  of  the  surface,  for  all  pressures.  A 
record  of  these  experiments  was  published  in  the  '* Philosophical  Transactions"  for  1829.  Even 
before  the  pressure  producing  abrasion  is  reached,  it  may  be  so  intense  as  to  force  out  the  lubricant, 
and  thus  entirely  change  the  conditions.  A  familiar  example  of  increase  of  surface  with  supposed 
advantage  is  to  be  found  in  the  enlargement  of  car-axle  journals  on  American  railroads,  with  the 
result,  as  is  generally  supposed,  of  reducing  the  f fictional  resistance,  on  account  of  the  more  effect- 
ual lubrication  that  has  been  possible  since  the  change. 

Law  III. — ThefridUm  is  eniirdy  independent  of  me  velocity  of  continuous  motion. 

It  can  safely  be  asserted  that  this  thiid  law,  wmch  is  to  be  found  in  nearly  all  modem  text-books 
on  i^pplied  mechanics,  has  been  completely  disproved  by  the  experiments  of  Him,  Bochet,  and  Kim- 
ball, which  are  detailed  in  the  Butielin  de  la  SociHk  IndwtrieUe  de  MtUIumeey  1864,  Annales  dea 
Minesy  1858,  1861,  and  The  American  Journal  of  Science  and  Arts^  Mardi,  1876,  and  May,  1877, 
respectively.  Unfortunately,  in  overthrowing  Morin^s  law,  the  experimenters  have  not  furnished  a 
Bubistitute.  Him,  who  used  veiy  light  pressures  and  moderate  velocities,  announced,  as  the  result 
of  his  experiments,  that  the  coefficient  of  friction  increased  with  increase  of  velocity.  Bochet's  ex- 
periments were  made  by  sliding  the  wheels  of  loaded  cars  on  rails,  so  that  the  pressures  were  veiy 
large;  and  the  deduction  from  his  investigations  was  that  the  coefficient  of  friction  decreased 
as  the  velocity  was  increased.  Prof.  KimbalPs  experiments,  however,  which  have  been  conducted 
with  a  wide  range  of  pressures  and  velocities,  render  it  probable  that  each  of  the  laws  announced 
by  the  former  experimenters  is  correct  for  the  circumstances  under  whidi  the  trials  were  made.  To 
use  the  last  investigator's  own  language : 

'*  Morin  experimented  under  conditions  which  gave  him  a  coefficient  very  near  the  maximum,  and 
thus  his  results  are  approximately  constant  Bochet  experimented  with  railway  trains ;  his  condi- 
tions were  high  speeds,  hard  robbing  surfaces,  and  great  intensity  of  pressure.  All  these  circum- 
stances are  favorable  to  the  result  he  obtained,  namely,  a  coefficient  decreasing  as  the  velocity  in- 
creases. Him,  on  the  other  hand,  employed  very  light  pressures — ^less  than  two  pounds  on  a  square 
inch — and  kept  his  robbing  surfaces  so  thoroughly  lubricated,  that  the  friction  was  between  oil  and 
oil  instead  of  two  metal  surfaces ;  his  speeds  were  not  very  great.  These  conditions  are  precisely 
the  ones  I  have  found  favorable  to  the  results  he  reached — a  coefficient  increasing  as  the  velocity 
increases. 

'*  The  result  of  my  experiments  would  indicate  that  the  following  is  the  troe  law,  within  the  range 
of  my  experience :  The  coefficient  of  friction  at  very  low  velocities  is  small ;  it  increases  rapidly  at 
first,  then  more  gradually  as  the  velocity  increases,  until  at  a  certain  rate,  which  depends  upon  the 
nature  of  the  surfaces  in  contact  and  the  intensity  of  the  pressure,  a  maximum  coefficient  is  reached. 
As  the  velocity  continues  to  increase  beyond  this  point,  the  coefficient  decreases.  An  increase  in 
the  intensity  of  the  pressure  (the  number  of  pounds  on  a  square  inch)  changes  the  position  of  the 
maximum  coefficient,  and  makes  it  correspond  to  a  smaller  velocity.  The  more  yielding  the  mate- 
rials between  which  the  friction  occurs,  the  higher  is  the  velocity  at  which  the  maximum  coefficient 
is  found.  Heating  the  robbing  surfaces  changes  the  position  of  the  maximum  coefficient  to  a  higher 
velocity,  since  by  heat  the  two  bodies  are  made  softer,  and  are  caused  to  yield  to  pressure  with 
greater  ease.  For  a  considerable  range  of  velocities  in  the  vicinity  of  the  maximum  coefficient,  the 
coefficient  is  sensibly  constant.'' 

It  seems  evident  from  the  foregoing  that  researches  on  the  laws  of  friction  must  be  greatly 
extended  before  constants  that  may  be  accepted  without  question  can  be  deduced ;  and  the  reader 
will  perceive  that  the  tables  which  follow,  long  received  as  standard  authority,  contain  results  that 
are  not  universally  troe,  as  already  explained. 

In  estimating  the  friction  of  pivots,  the  coefficient  of  friction  is  that  of  sliding  friction  multiplied 
by  a  certain  constant,  depending  upon  the  form  of  the  pivots.  The  following  formulse  from 
**Des  Ingenieur's  Taschenbuch,"  Berlin,  1876,  show  how  this  constant  is  calculated.  If  /  is  the 
coefficient  of  sliding  friction,  it  may  be  assumed  also  as  the  coefficient  of  pivot  friction,  acting  with 

2  2       JM .4 

an  arm  of  - r  for  a  flat  pivot  with  radius  r;-x  -^ — -^  for  a  pivot  with  an  annular  base,  It  and  r 
8  8    Jir  —  r^ 

being  the  internal  and  external  radii  respectively ;  _  x  r  f or  a  pivot  with  a  hemispherical  base,  of 

2    J2* r*       1 

radius  r  .*  -xtz :x  -t for  a  pivot  in  the  form  of  a  frustum  of  a  cone,  not  bearing  on  the 

bottom,  Ji  and  r  being  the  two  extreme  radii  in  the  bearing,  and  a  the  angle  of  inclination; 

>  X for  a  conical  pivot,  with  radius  /2,  a  being  the  angle  of  inclination. 

8     Bin*  a 

If  a  conical  pivot,  Fig.  1810,  of  some  soft  material,  such  as  chalk,  is  revolved  in  a  bearing  made 
of  the  same  material,  the  bearing  having  clearance  at  the  bottom  as  indicated,  it  will  be  found  that 
the  pivot  will  gradually  wear  away,  until  its  section  is  of  the  form  shown  by  the  dotted  lines,  making 
a  curve  known  as  the  tractrix,  and  frequently  called  Schiele's  anti-friction  curve.  A  peculiar  prop- 
erty of  this  curve  is  that  tangents  drawn  from  any  points  to  the  axis  will  all  be  of  the  same  length, 
80  that  a  pivot  having  this  section  will  be  pressed  equally  over  its  whole  bearing  surface,  thus  dis- 
tributing the  wear.  The  curve  is  known  as  Schiele's,  from  the  fact  that  Christian  Schiele  took 
<mt  a  patent  in  1860  for  a  method  of  drawing  the  curve  mechanically,  as  shown  in  Fig.  1811.  A 
somewhat  similar  method  had,  however,  been  described  by  Prof.  John  Leslie,  in  "Geometrical 
Analysis,  and  Geometry  of  Curve  Lines,"  Edinburgh,  1821.  In  Schiele's  instrument,  ^  is  a  wooden 
64 
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slide,  to  which  the  rod  j8  is  jointed  bj  a  pin  C7.    A  slide  D  on  the  rod  carries  a  drawing  pen,  tod  ^  ia 
a  ruler  which  acts  as  a  guide  for  the  slide  A,    To  draw  the  curve,  the  slide  A  is  placed  so  that  the 


1811. 


rod  occupies  the  position  F  Gy  and  the  slide  D  is  then  adjusted  to  the  length  of  tangent  required. 
Bj  moving  the  slide  A  along  the  ruler,  the  pen  in  the  slide  D  traces  the  required  curve  G  HMO. 
Some  applications  of  the  curve  are  shown  in  the  accompanying  figures,    fig.  1812  illustrates  i 

gliVtafifnfA  f/\t>  fVio  afiiflRniT-Krtv  e\f   a    1/w\mi\fSvA  fVi«>rk«4lA-«ro1vA  •    \t\tr     1fi19 

is 

CI 

a] 

b< 
t« 
li: 
tl 


tangents,  as  shown,  drawing  from  each  point  of  division  a  straight  line  to  the  point  previouslj  dete^ 
mined,  and  laying  off  on  it  the  length  of  the  tangent — ^proceeding  in  regular  order  from  the  starting- 
point,  which  is  fixed  by  the  length  of  the  perpendicular  C  B,  By  the  aid  of  the  numbers  on  base- 
line and  curve,  the  successive  steps  of  the  construction  can  readily  be  traced  by  the  reader.    If  '  '^ 
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Summary  of  M,  Morin^t  Experiment  on  the  FricUon  of  Plane  Surfacee, 


•UMRO 
tUETACB. 


irftFACB 
AT  Rcrr. 


STATE  OF  THK  SURFACBS. 


CIMllof 

fricdoB. 


Prietkmaf 
moUoa. 


ioirai»- 


rrietioaor 


C<».«fl. 
ciMioT 


%•? 


Oak 

do 

do. 

do. 

do 

Otk 

Eliii 

Beach 

Aih  and  Sor- 
rel wood . . . 

Pir 

Pear-treo 

Wroughtrlron 
Oi«l4roo 


Oak. 


do. 


do. 


DirootloD  of  fibres  pareUel  to '  i 
themoUoD t ^ 


FIbree  of  the  morlng  soriHoe^ 
perpendlciiler  to  the  motion  ^ 

Fibres  of  both  eoifkoes  perpen. 
dicular  lo  the  dlreotioo  of  the 


do. 


le  sorteoe  of ,  I 
>  of  the  qui-!  > 
ralM  to  the' 


WUhoat  lubrication 

Lobrieated  withjjjjjj^; 

Without  hibricatton. . .  ..' 
Unctoous 

i  tallow, 
lard... 
water.. 

V  Without  lubfkatton .... 


Without  hibrlcatkn . 


do. 


motion 
Fibres  of  the  morlng  surfhoe' 

perpendicular  to  the  surfkce  of, 

contact,  and  thoee  of  t' 

eecent  surboe  parallel 

motion |J 

Fibrea  of  both  lorihees  perpen-  ) 

dicular  to  the  aurtaoe  of  eon-  >  Without  lubricatioo. 

tact,  or  the  pieces  end  to  end.'  I 

'  Without  lubrication... 


Fibres  parallel  to  the  motioo.^ 


Oak. 


(dnrsoap 


Oak. 


Fibres  parallel  to  the  motion. 


Fibres  of  the  moYlng  surflice 
perpendicular  to  the  motion. 

FIbree  of  both  suHhoee  parallel ' 
tothemotion 


Unctuous 

Lubricated  with^taUow. 

(lard. 
Without  lubrication.... 
Unctuous. 


Oak. 


Fibres  of  both  surfkces  parallel 
tothemotion 


Oak 

Elm 

Wrou^i4ron 


Wrought^ron 

Elm 

do 


.do... 


Oak. 


.do. 


.do.. 


O^ 

Ont-lron.. 

Elm 

Hombeftm 
Penr^ree.- 
Gopper  ... 


Wrnogbt^ron 


WiQVfbt-iroa 


Cast-iron...-^ 


Elm 


OBSt4ron 

do 

do.     

Oak 


Wrought4ron 


Fibrea  of  the  wood  parallel  to 
the  motion. 

do do.     perpedicular 

to  the  motion 


do. 


.do. 


.dOb     parallel  to 
the  motion. 


i  Fibres  of  both  snrihoes  par- , 
:     allel  to  the  motion ^ 


Caat4ron. 


.do... 


idrr  soap 
tallow 
lard.. 

I  WlUiout  lubrication. . . . 

WiUiout  hibrication 

Unctuous 

Lubricated  with  tallow.. 

Without  lubrication 

....do do 

....do do. 

do do.. 


Lubricated  wlUij22o^P 


TaUow 

Greased  and  ssturated  with 

water ' 

Witiiout  lubrication 

Unctuous - 

i  tallow . 
lard... 
oUyeoU 

Without  hibrication 

Unctuous 

{dnrsoap 
oUveoU 
Greased  and  saturated  with 
water. 


;  Lubricated  with  taUow. 

\  Without  hibrication 

...do do.. 


i  tal- 
low 
lard 
J  tallow., 
lard.... 
oUveoU. 

Surihces  unctuous 

do.   lubricated  wiUi  tallow 

Witiiout  lubrication 

....do do. 

....do do. 

Surfkces  unctuous 

Lubricated  wiUi  tallow .... 

Without  lubrication 

Surfiioea  unctuous 

i  tallow . . 
lard... 
oiiveoU. 

Without  lubrication 

Surfaces  unctuous 

i  tallow  .. 
lard.... 
ottveoU. 


0-478 
0-975 
0-067 
0-334 
0143 
U-063 
0-079 
0-SSO 

0-330 


0-19S 


0-946 
0-136 
0-136 
0-073 
0066 
0433 
0-119 
0137 
0-070 
0-060 

0-450 

0-360 
0-330 
0-550 
0-400 
0-355 
0-370 
0-619 
0-214 
0065 
0096 

0-256 
0-253 
0-138 
0-078 
0-076 
0-055 
0-490 
0107 
0189 
0-078 

0-075 

0-218 

0-80 

0-372 

0-195 

0125 
0-137 
0-077 
0091 
0-OCl 
0135 
0-066 
0-394 
0-436 
0-617 
0-100 
0069 
0-138 
0177 
0-062 
0-061 
0070 
0-194 

0-103 
0-076 
0-060 


95»33' 


17  58 
8    9 


18  85 


10  58 


13  50 
745 


23  93 
048 


94  10 

19  48 

18  16 

21  49 

19  33 

20  19 
31  47 


14    9 
753 


96    7 
0    7 


0-035 
0-160 

i'iia 

0-314 
0-954 


0-971 


0-43 
0-370 

0-178 

0-694 
0-490 
0-411 
0-149 

O-5T0 
0-530 


0-570 

osao 

0-440 
0-619 

o-'ide 


0-049 


0-100 

o-*ioo 

0100 
0-046 


90  95 
11    3 


7    8 
7  49 


749 

2131 
23  34 
31  41 
543 

7  52 
10  3 


10  59 


0-098 


0-017 


0-100 
0137 


0*115 

0194 
0118 


0-100 


98  93 
17  96 


15  10 


93  17 
90  37 


34  40 
99  47 


29  41 
97  50 


41 
97  90 
93  45 
31  47 


543 


530 

31  41 
749 


10  50 
044 


543 
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Summary  of  M.  MorinU  £xperimenU  on  the  IHetion  of  Plane  Surfaces  (continued), 


•UMMO 
•URFACB. 


•URFACB 
AT    BBIT. 


STATE  OF  THE  SURFACES. 


_     ilof 
frietioo. 


Frieuonaf         Friedwol 


LloUu 


mraa. 


GWi4roa.... 


Wroogh^iron 


(  FibrM  of  both  rarftioas  par*  I 
j     alleltor  * 


>  the  moUoD. . 


OMi4roo. 


Oart^roa. 


.do. 


.do.. 


Wrooghtrlroo 


Bronze* 


flbm  parallel  to  motioo. 


Bronze.' 


Wrooghtrlroo 


OMiFiroo. 


Bronze. 


Bronze. 
Bronze.' 


Outrlron. 
Bronze..* 


.do. 


.do.. 


.do. 


Brass. 


Cast*iron. 


Bteel. 


Osst-iron. 


Steel. 


Wroughl-tron 
Bronze 


.do*. 
.do.. 


.do.. 


.do......< 

.do..... 
.da....  I' 

.da*... 


.do.. 


.do.. 


>  Fibres  of  iron  parallel  to  the^ 


Black  leather 
(as  need  for 
light  straps) 

Qz  hide  (sQch 
as  used  for 
strong  belts 
lus.) 


^Oak. 


'Fibres  of  the  oak  parallel; 

leather  laidllat 

do.  polished  snd 

hardened  by 
hammering. 

do nbrssofwoodparalldj  J^^; 


do.. 


Oastriron. 


do.. 


Brass. 


Hemp  . 


Oak. 


Hemp  .*•.... 
Hemp-twist . . 

Homp4>and  *  * 

Hemp  -  plait 
bandofsmall 
cords 

Old  cordage 
Uin.diam.> 


Cast-iron. 
Oak. 

do... 
I    do.... 


.do.. 


.do......^ 


.do. 


.do... 


Lubricated  with^ 


Surteoea  mictaous 

Lubricated  with  tallow.. 

Without  lubrication 

Burflioes  unctuous 

'water.. 

soap... 

tallow. 

lard... 

dive  oil. 

lard  and 
.  pFbago. 

Without  lubrication 

Surfeoes  unctuous 

S  tallow., 
lard.... 
oUreoU 

Without  lubrication 

SurCsces  unctuous 

{tanow.. 
lard  and 
oUveoU. 

Without  hibrication 

Surfkoos  unctuous 

i  tallow., 
lard.... 
olive  oil 

Without  lubrication 

SurfKoes  unctuous 

Lubricated  with  I  51!^;'^: 

Without  lubrication 
Surfaces  unctuous. . 
Lubricated  with  oliye  oil. . . 

Without  lubrication 

Bur&oes  unctuous 

( tallow. . 
Lubricated  with<lard .... 

(oUreoU. 
Without  lubrtoailon 

S  tallow  .. 
bud  ... 
olive  oil. 

Lubricated  with}*;!^^;; 

Without  lubrication 

rtallow.. 

Lubricated  wlth]2|yjJli 

I  pl^bago. 

Without  lubricaUon 


0143 

0-1S8 
0144 
0-314 
O-IOT 
0100 
0-070 
0-064 

0055 
0-17« 
0160 
0-103 
0  075 
0-078 
0-161 
0166 
0-061 

0-oeo 

0078 
0-147 
0-139 
0-103 
0-075 
0-078 
0-917 
0107 
0086 
0077 
0-901 
0134 
0-058 
0180 
0-115 
0079 
0068 
0-066 
0-909 
0105 
0081 
0079 
0003 
0076 
0159 
0-056 
0-053 

0-067 


8»  y 

8*39 
8  19 


543 


946 
0    6 


0    0 

996 


899 
799 


0-100 
0109 


0100 
0-100 


5*43', 
0  13 


543 


19  15 
6    7 


0106 


11  S3 
7  38  0164 


10  49 
634 


11  96 


839 


0103 


0108 


\ 


.do... 


.do... 


Without  lubricatioo... 

Leather  saturated  with 

water 

Surihoe  unctuous 

Greased  and  saturated  with 

water 

Lubricated  with  1^7^; 


0-965 ;  14  51 


0-996   16  30 
0-59   '97  99 


9  10 


■  !  ... 


0-74  136  31 


0-eos 


I 


3111 


0-335   18  31 1 0-43  .3317, 


Fibres  of  hemp  not  twisted  and 

S laced  in  a  direction  perpeo-j 
icular  to  those  of  the  motion ; 
fibres  of  the  oak  parallel  to  the 

motion 

Fibres  of  hemp,  as  above. . . 

do do.... 


Surihoes  unctuous. 
Lubricated  with  j5f^; 

I  Greased  and  saturated  with 
water. 


0-90 
0-299 

0365 
0150 
0-133 
0-944 
0-941 
0191 


0-339 


Lubricated  with 


(tallow.. 


Fibres  of  the  wood  and  direction 
of  the  cord  parallel  to  the  mo- 
tion.  


.do. 


.do.. 


.do. 


.do.. 


' )  oHveoU. 
» Without  hibricatkm. 


.do.. 


.do.. 


.do. 


0-194 
0-153 


0-53 


0-39 


0-58 


....   10-79     ..-  I 
19  54  0-967  14  57| 


13  43 


97  99 


0193 


0-64  ;SBSB 


17  45  050  196  3* 


S7  99 


0-79    »», 
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the  length  of  the  tangent  in  the  cmse  of  a  pivot  generated  bj  the  rerolution  of  such  a  carve,  the 
arm  wiUi  which  the  coefficient  of  eliding  friction  acts,  as  given  in  **  Des  Ingenienr^s  Tasdienbuchy" 
i8<  X  /. 

The  table  on  pages  851  and  862  contidns  a  very  complete  smnmarj  of  H.  Morin's  experiments  on 
the  friction  of  plane  surfaces  sliding  upon  one  another.  It  embraces  the  three  conditions  of  clean 
and  unctuous  surfaces,  and  surfaces  between  which  a  stratum  of  the  lubricant  is  interposed.  The 
coefficient  of  friction  is  given  for  each  of  those  conditions  for  both  the  friction  of  motion  and  the 
friction  of  quiescence,  and  also  the  limiting  angle  of  resistance  answering  to  the  coefficients  of  fric- 
tion in  the  cases  of  clean  and  unctuous  sunaces.  The  sliding  surfaces  were  varied  from  .08SS6  to 
2.7987  square  feet,  and  the  pressures  from  88  to  2,205  lbs.  The  surfaces  of  the  woods  were  planed, 
and  those  of  metal  filed  and  polished  with  the  utmost  care;  and  when  the  friction  of  the  clean  sur- 
faces was  to  be  determined,  any  unctuositj  was  espedallj  guarded  against  In  the  experiments 
upon  unctuous  surfaces,  the  unguent  was  carefully  wiped  ofE,  so  that  no  interposing  layer  of  it  should 
prevent  their  intimate  contact.  In  the  experiments  to  determine  the  friction  with  unguents  inter- 
posed, the  extent  of  the  surfaces  bore  such  a  relation  to  the  pressure  that  a  stratum  of  the  lubri- 
cant was  retained  between  them.  The  relations  kept  in  view  were  sudi  as  are  commonly  found  in 
the  larger  class  of  machines  in  which  the  adhesion  of  the  lubricant  to  the  surfaces  of  contact  may, 
as  respects  opposition  to  motion  caused  by  its  viscidity,  be  overlooked  as  altogether  insignificant 
compared  with  the  friction.  As  respects  the  nature  of  the  substance  used  in  lubrication,  it  will  be 
obeyed  by  comparison  of  the  coefficient  of  the  friction  of  motion,  that  with  hog^s  lard  and  olive 
oil  surfaces  of  wood  on  metal,  wood  on  wood,  metal  on  wood,  and  metal  on  metal,  have  all  very 
nearly  the  same  friction,  the  value  of  the  coefficient  being  in  all  those  cases  included  between  0.07 
and  0.08.  With  tallow  the  coefficient  is  the  same  except  in  the  case  of  metals  upon  metals ;  this 
lubricant  seems  therefore  less  suited  for  metallic  surfaces  than  the  others  named. 

Axle  and  RoUing  Friction, — ^Axle  friction  has  been  generally  supposed  to  follow  the  laws  of  sliding 
friction,  with  the  exception  that  its  coefficient  is  a  smaller  fraction  of  the  total  pressure  applied. 
There  are  but  few  experimental  data  relating  to  this  branch  of  the  subject  The  results  of  some 
experiments  by  Morin  and  Coulomb  are  given  in  the  following  table : 

BaHoB  of  Friction  to  Pretture  for  Axle$  in  Motion  in  their  Boaring^, 
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Experiments  were  made  by  Coulomb  with  rollers,  from  2  to  12  inches  thick,  of  lignuro-vit©  and 
ehn,  which  were  rolled  along  a  surface  of  oak,  by  means  of  a  thin  thread  passing  over  a  roller 
whose  extremities  were  stretched  by  unequal  weights.  From  the  results  of  these  experiments,  roll- 
ing friction  appears  to  increase  directly  with  the  pressure  aud  inversely  with  the  diameter  of  the 

roller,  so  that  the  force  necessary  to  overcome  this  friction  may  be  expressed  by  i^=/— ,  R  being 

the  pressure,  r  the  radius  of  the  roller,  and  /  the  coefficient  of  friction  derived  from  experiment 
If  r  be  given  in  inches,  then  from  these  experiments,  for  rolling  upon  compressed  wood,/=  .0189 ; 
if  the  wood  be  elm,/=  .081.  These  formulae  suppose  that  the  force  F  acts  at  the  circumference 
of  the  roller;  but  if  the  force  be  applied  to  the  axis  of  the  rolling  bodies,  by  which,  as  in  every 
description  of  carriage,  axle  friction  ensues,  the  required  force  is  2  /-,  because  here  the  arm  is  only 
half  that  of  the  diameter  with  respect  to  the  point  of  application. 

Very  few  experiments  have  been  made  with  a  view  of  obtaining  coefficients  of  rolling  friction 
independently  of  axle  friction,  and  a  wide  field  is  open  to  investigators  in  this  direction.  It  is, 
however,  well  known  that  the  obstruction  which  a  cylinder  meets  in  rolling  along  a  smooth  plane  is 
quite  distinct  in  its  character,  and  far  inferior  in  its  amount,  to  that  which  is  produced  by  the  fric- 
ti<m  of  the  same  cylinder  drawn  lengthwbe  along  a  plane.    For  example,  in  the  case  of  wood  roU- 
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ing  on  wood,  the  resistance  is  to  the  pressure,  if  the  cylinder  be  small,  as  16  or  18  to  1,000;  and  if 
the  cylinder  be  large,  this  may  be  reduced  to  6  to  1,000.  The  friction  from  sliding,  in  the  same 
cases,  would  be  to  the  pressure  as  2  to  10  or  S  to  10,  according  to  tlie 
nature  of  the  wood.  Hence,  by  causing  one  body  to  roll  on  another,  the 
resistance  is  diminished  from  12  to  20  times.  It  is  therefore  a  principle 
in  the  composition  of  machines  that  attrition  should  be  aToided  ts  mocfa 
as  possible,  and  rolling  motions  substituted  for  it  whenever  drcumstanoes 
permit 

On  this  principle  depend  the  advantages  resulting  from  the  application 
of  frietion-wheeU  and  friedon^roUert.  The  extremity  of  an  axle  c,  fig. 
1817,  instead  of  resting  in  a  cylindrical  sodcet,  is  made  to  rest  on  the 
droomferenoes  of  two  wheels,  A  and  By  to  the  axles  of  which,  a  and  6, 
the  friction  is  transferred,  and  consequently  diminished  in  the  ratio  of 
the  radius  of  the  wheel  A  to  the  radius  of  the  axle  a.  This  ingenious 
contrivance  appears  to  have  been  first  applied  by  M.  Sully,  in  the  year 
1716.    ("  Descr.  Abr6g6e  d'une  Horloge,"  etc,  Bordeaux,  1716.)  R.  H.  B. 

FROG.    See  Riilboai). 
FUEL.    See  Boilers,  Stkam,  and  Furnicbs. 

FULLXNO  MACHINERT.  Fulling  is  a  process  by  which  woolen  cloths  are  divested  of  theofl 
Imbibed  for  the  operation  of  carding,  and  the  texture  is  at  the  same  time  rendered  modi  doser, 
firmer,  and  stronger.  This  process,  also  called  milling,  was  formerly  entirely  performed  by  the  fall- 
ing-stocks, Figs.  1828  and  1824.  The  stodcs,  although  still  in  extensive  use,  have  been  greatly  so- 
perseded  by  a  superior  dass  of  machines,  in  which  the  cloth  passes  between  squeezers,  and  is  not 
subjected  to  heavy  blows.  By  these  machines  the  pressure  can  be  regulated  according  to  the  qualitj 
and  requirements  of  the  fabric,  the  milling  is  more  perfect,  the  power  expended  is  less,  and,  not 
least,  the  disagreeable  noise  consequent  on  the  use  of  stocks  is  avoided. 

Figs.  1818,  1819,  and  1820  represent  different  views  of  one  of  this  class  of  machines.  F^  1818 
is  a  side  elevation.  Fig.  1819  a  cross-section,  and  Fig.  1820  a  front  end  elevation  of  the  machine.   It 


will  be  perceived  that  the  machine  is  composed  of  four  cylinders,  n  »'  //',  running  horizontally, 
arranged  in  pidrs  one  above  the  other,  and  two  vertical  cylinders,  ^^'.  Both  horizontal  and  verti* 
cal  cylinders  are  subjected  to  pressure :  to  the  former  it  Is  applied  by  means  of  the  weight  movt- 
ble  on  the  arm  of  the  lever  ^  which  forces  down  the  yoke  k  on  the  boxes  of  the  cylinders.  The  pres- 
sure is  applied  to  the  vertical  cylinders  by  the  variable  wdght  t,  through  the  levers  w.  In  bodi 
cases  the  pressure  to  be  exerted  can  be  varied  at  pleasure. 

The  operation  is  as  follows :  One  end  of  the  cloth  having  been  passed  between  the  sets  of  horison- 
tal  and  vertical  cylinders,  the  two  ends  of  the  cloth  are  then  attadied  together,  so  as  to  make  an  end- 
less band.  The  machine  is  now  set  in  motion  by  the  pulley  e  on  the  sh^t  6,  and  the  doth  continues 
to  make  the  round  between  the  cylinders  or  squeezers,  falling  in  folds  at  the  front  of  the  machine, 
and  drawn  up  ai^in  at  the  back  till  the  washing  and  fulling  is  finished. 

A  rotary  fulling-mill,  still  better  than  the  preceding,  is  given  in  Figs.  1821  and  1822.    Fig.  1831 
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is  the  Bide  elevation,  and  Fig.  1822  the  longitudinal  section,  showing  the  interior  arrangement  A  A 
is  the  main  cylinder,  driven  bj  a  gear ;  on  either  side  are  cheeks,  between  which  the  small  cylinders 
or  rolls  B^  B*B^  revolve,  and  between  these  rolls  and  the  cylinder  the  doth  passes.  C  is  the  lower 
side  or  bottom  of  a  trough  which  receives  the  cloth  after  it  has  passed  the  roll  B\  and  down  whidi 

1819.  1820. 


it  slides  into  the  tub  d  d!  dy  carved,  as  shown  in  Fig.  1822.  D  is  the  top  of  the  trough,  and  is 
supported  by  the  cross-piece  d  ;  its  upper  extremity  touches,  but  without  friction,  the  surface  of  the 
roll  B^.  E  Ezre  the  grooved  sides  of  the  trough ;  their  upper  extremities  are  held  by  small  iron 
straps  attached  to  the  frame  by  screws,  and  to  E  Ehj  pins ;  the  centres  of  the  sides  are  fastened  to 
small  iron  plates  FF^  which  are  supported  on  the  standards  G  6^,  on  which  they  turn  freely ;  the 

1821.  1822. 


standards  themselves,  attached  to  the  plates  HH^  can  turn  on  the  pivots  //.  Z  is  a  cord  attached 
to  the  ends  of  the  levers  KK^  by  whidii,  through  the  aid  of  a  pulley,  the  weight  M  tends  to  draw 
them  together.  NN^tk  cross-piece  attached  to  the  frame  and  supporting  the  pivots  77,  and  guide- 
plates  C^.    The  journals  2,  8,  4,  of  the  rolls  B^B^B^,  run  in  bearings  inserted  in  the  bars  FFF, 


Digitized  by 


Google 


856  FULLING  MACHINERY. 

whose  lower  eztremitiet  are  maintained  in  a  position  bj  the  guide-rings  t,  attadied  to  the  frame, 
which  admits  of  a  motioL  in  the  direction  of  their  length ;  while  at  their  upper  extremities  are  neks 
into  which  play  the  toothed  segments  PPPi  fixed  in  pairs  on  the  shafts  nnn,  F  F  F^  weights 
movable  on  the  arms  of  the  levers  L'  L'  L\  whose  fulcra  are  at  nn n,  and  attached  to  the  tooSied 
segments  ppp  ;  by  these  weights  the  force  with  which  the  rolls  E^  B^  I^  press  on  the  cylinder  A  is 
regulated.  Q  QQ^  guide-rolls  which  keep  the  racks  in  gear  with  the  segments.  R,  a  plate  perform, 
ted  with  an  oval  hole,  through  which  the  cloth  is  first  passed,  the  eifect  of  which  is  to  straighten  the 
folds ;  thence  the  cloth  passes  over  a  conducting  roll  8y  through  the  short  tube  72,  to  the  main  cylin- 
der ;  the  tube  R  is  supported  by  a  cross-pUte  attached  to  the  frame.    The  draught  or  drawing  in  of 


the  cloth  Is  occasioned  by  the  pressure  of  the  roll  ^  on  the  main  cylinder,  which  cylinders  are  geared 
together  by  the  pinion  X  and  the  gear  X,  on  their  respective  shafts. 

Operatum  of  the  Machine.^The  cloth  is  first  passed  through  the  aperture  R,  over  the  roll  8, 
through  the  tube  /?,  to  the  groove  or  space  between  the  cheeks  of  the  main  cylinder  A,  thence  be- 
neath  the  rolls  B^  B*  B^,  and  is  delivered  through  the  trough  C  D  JS  At  the  back  of  the  madune. 
The  ends  of  the  cloth  are  now  fastened  together,  Uie  mill  is  set  in  motion,  and  the  operation  is  per- 
formed as  in  the  preceding  machine.  The  cloth  is  presented  successively  in  a  continuous  round  to 
the  action  of  the  squeezers  till  the  fulling  is  finished.  It  will  be  easily  perceived  that  the  effect  of 
the  passage  of  the  cloth  beneath  the  rolls  ^  ^  £Ms  a  stretching  of  the  cloth  ui  the  direction  of 
its  length,  which  causes  a  thickening  or  fulling  of  it  in  the  width.  The  cloth  should  also  undeifro  a 
compression  or  fuUing  lengthwise.    This  is  effected  by  the  sides  J  ^ of  the  trough  CDE;  these 
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sides  hold  by  iron  straps  at  their  upper  extremities,  at  a  constant  distance  equal  to  that  between  the 
cheeks  of  the  main  cylinder,  while  their  lower  extremities,  by  means  of  the  piTots  O  G  and  //, 
admit  of  a  lateral  motion  at  these  extremities.  The  weight  M  is  made  to  act  throu^  the  levers 
KK^  which  brings  them  together  and  prevents  the  discharge  of  the  doth ;  the  result  is  that  the 
doth,  being  still  delivered  by  the  roll  ^*,  is  forced  into  the  guide-box  till  the  pressure  is  suflScient  to 
overcome  that  with  which  the  two  sides  of  the  box  are  brought  together  by  the  weight  M.  The 
sides  of  the  box  then  take  a  nearly  parallel  position.  The  cloth  escapee  gently,  and  falls  into  the 
drcular  box  or  tub  which  composes  the  lower  part  of  the  machine.  As  by  the  weights  P  P  P  Wie 
pressure  on  the  cylinders  B^  B^£^  can  be  regulated,  and  consequently  the  fulling  breadthwbe  of  the 

18M. 


doth,  so  by  varying  the  wdght  M  more  or  less  resistance  can  be  opposed  to 'the  discharge  of  the 
cloth,  and  by  this  means  the  fulling  of  the  cloth  lengthwise  can  be  increased  or  diminished.  A  sys- 
tem of  percus&ion  has  also  been  added  to  this  machine.  Small  revolving  or  redprocating  beaters, 
making  their  blows  on  a  fulling  table,  strike  the  cloth  as  it  leaves  the  expanding  trough. 

figs.  1828  and  1824  are  side  and  end  elevations  of  the  older  form  of  fulling-mill.  kk\%  the  side- 
framing  of  the  machine,  made  of  strong  rectangular  pieces  of  wood,  connected  together  at  the 
top  by  the  cross-beams  dd^sudi  the  cross-rails  gg^  upon  which  the  four  pieces  hhhh  rest  in  positions 
parallel  to  cf  cf  and  at  right  angles  to  the  rails  gg.  The  use  of  the  beams  ^  A  A  A  is,  besides  aiford- 
ing  additional  stiffness  to  the  framing,  to  carry  the  four  pedestals/ /*//,  in  which  are  the  working 
centres  of  the  feet  or  beaters  A  A,  These  are  suspended  by  the  Ug9  or  pieces  E  E.  From  the 
under  side  of  the  feet,  the  lifteru  or  wipers  B  B  project ;  and  by  means  of  these  the  feet  are  con- 
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tinually  thrown  back  by  the  two  pairs  of  wipers  C  C  C  C  upon  the  common  driTing-«haf  t  /.  The 
upright  framing  is  secured  at  bottom  by  cross-beams,  into  which  the  uprights  kkwe  mortised ;  and 
these  are  bolted  down  usually  to  a  solid  foundation  of  stone.  R  is  the  rowhead  of  Uie  receptacle  or 
trough  into  which  the  cloth  to  be  washed  is  put,  and  in  which  the  beaters  J.  ^  are  suspended.  The 
end  R  of  this  receptacle  is  formed  of  two  or  more  blocks  of  wood,  commonly  oak,  firmly  jointed 
together,  and  is  shaped  internally  into  a  parabolic  curve,  against  which  the  doth  is  pressed  by  the 
biters  A  Ay  alternately,  during  the  operation  of  washing.  By  this  means  the  cloth  is  continiially, 
but  slowly,  being  turned  round  by  the  action  of  the  beaters  upon  it.  Water  is  meantime  suppli»i 
from  the  cistem  a,  which  extends  across  the  back  of  the  framing,  throu^  a  series  of  small  holes 
pierced  in  the  back  of  the  trough  /2,  and  is  let  off  through  holes  pierced  in  the  bottom  of  the  same. 
The  centre  a  is  filled  from  a  well  or  other  reservoir,  by  the  pipe  P.  The  feet  ^  ^,  as  above  de- 
scribed, arc  worked  by  the  double  wipers  C  C  C  C  on  the  wiper-shaft  /.  These  wipers,. being  set 
pair  and  pair  at  right  angles  to  each  other,  work  the  feet  alternately ;  so  that  when  one  foot  is  bebg 
caught  by  its  wiper,  the  other  is  at  that  moment  being  roleased.  The  feet  thus  rise  and  fall  alter- 
nately, and  make  each  two  strokes  during  one  revolution  of  the  shaft  /.  Into  the  hed  of  each  foot 
is  screwed  a  staple  of  iron  m,  which  receives  a  hook-catch  t,  jointed  upon  a  lever,  having  its  centre 
of  motion  at  the  stud  o.  The  use  of  this  arrangement  is  to  keep  up  the  feet  when  the  cloth  is  being 
taken  out  of  the  trough.    This  lever  and  catch  are  represented  separately  by  Fig.  1S25.     The 

wiper-shaft  is  usually  connected  to 
1830.  J,/)      one  of  the  main  shafts  of  the  works 

by  a  friction-coupling  of  some  kind, 
for  the  purpose  of  starting  the  map 
chine  with  as  little  shock  as  possible 
Various  eflBdent  and  simple  couplings 
for  this  purpose  are  described  under 
Couplings  and  Clutches. 

In  the  machine  from  whidi  these 
drawings  were  made,  the  wipers  are 
of  cast-iron.  This,  however,  is  not  to 
be  recommended,  as  the  wipers  are 
liable  to  break  by  concussion  with  the  lifters  B3;  and,  being  cast  pair  and  pair,  in  one  piece,  they 
are  difficult  and  costly  to  replace.  The  most  approved,  and  now  the  most  common  mode,  is  to  cast 
strong  centres  which  fit  upon  the  shaft  /,  and  to  attach  to  these  malleable-iron  wipers,  which  are  not 
only  less  liable  to  fracture,  but  are  also  replaced  with  more  facility  in  cases  of  failure  from  accident 
or  decay.  This  arrangement  is  represented  by  the  annexed  woodcuts,  of  which  Fig.  1826  is  an  eleva- 
tion, and  Fig.  1827  a  plan  of  a  pair  of  the  wipers.     C  is  the  wiper-shaft,  upon  which  the  cast4roii 

centre  is  keyed.    This  centre  h  cast 
182T.  with  two  flange-pieces  projecting  m 

^^  the  plane  of  Uie  axis,  and  strei^th- 

ened  by  feathers  on  one  side.  Th^e 
pieces  are  of  the  same  breadth  as  the 
malleable-iron  arms  a  6,  a  6,  iriiich 
are  to  be  bolted  to  them  at  a  a. 

In  Dusseaux's  improved  fulling  ma- 
chine exhibited  at  the  Paris  Exposi- 
tion of  1878,  free  fall-hammers  in- 
clined at  an  angle  of  about  60**  are 
employed.  These  are  lifted  by  cams 
placed  at  right  angles  on  the  dririog- 
shaft  The  hammer-heads  are  of  wood  and  stepped  underneath.  The  madbine  is  run  by  an  ordinary 
belt-pulley.  The  time  of  ascent  of  the  hammers  is  to  the  descent  as  5  to  1.  Desplas^s  foiling  ma- 
chine, which  was  also  exhibited  in  the  same  Exposition,  has  rubber  cylinders  between  whid^  the 
fabric  is  pressed.    For  other  machines  for  treating  cloth,  see  CLOTH-nNTSHiNO  Machixkrt. 

FURNACES.  Furnaces,  as  used  in  the  arts,  may  be  defined  as  the  arrangements  under  which  fuel 
is  burned  to  produce  heat,  for  the  purpose  either  of  inducing  permanent  conges  in  ^e  substances 
heated,  or  of  preparing  thero,  by  softening  or  fusion,  for  subsequent  treatment.  This  excludes  two 
of  the  applications  of  fuel  which  together  take  up  the  larger  proportion  of  that  consumed:  the 
domestic  use,  namely,  for  cooking  and  for  warming,  lighting,  and  ventilating  inhabited  places  (see 
Gas,  iLLUMiNAnNO,  Appabatus  vob  Manufacture  of,  and  Stoves  and  Heatixo  Fubnaces);  and 
that  for  the  generation  of  motive  power  (see  Boilebs,  Steam). 

Furnaces  may  be  divided  into  those  in  which  solid  fuel  is  intermixed  with  or  directly  surrounds 
the  matters  to  be  heated,  and  those  in  which  the  heating  is  done,  in  one  way  or  another,  by  flame, 
without  direct  contact  between  the  fuel  and  the  object  a<^  upon.  The  characters  of  the  ftiel  belt 
fitted  for  these  two  kinds  of  furnace  are  essentially  different.  Where  the  matters  to  be  acted  on, 
or  the  vessels  that  contain  them,  are  in  direct  contact  with  the  fuel,  as  in  a  smithy  fire,  a  cupola,  or 
an  ordinary  coke  furnace  for  melting  steel  or  brass  in  crucibles,  an  intense  local  beat  is  required  in 
the  mass  of  the  fuel  itself,  and  any  neat  developed  above  its  surface  is  useless.  In  flame  furaaoee, 
on  the  other  hand,  such  as  those  for  glass-melting  or  for  puddling  or  heating  iron,  in  which  the 
materials  to  be  heated  are  not  imbedded  in  the  fuel,  but  placed  in  a  chamber  above  or  at  the  side  of 
it,  the  heat  made  use  of  is  that  of  the  flame ;  the  heat  that  is  carried  into  the  working  chamber  by 
the  current  of  gases  rising  from  the  fire,  together  with  that  due  to  the  further  combustion  of  these 
gases  on  admixture  with  an  additional  amount  of  air.  Thus,  for  furnaces  of  the  first  dass,  the 
most  suitable  fuel  is  one,  such  as  charcoal,  coke,  or  anthradte,  oonsi sting  of  nearij  pore  caiboiH 
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free  from  volatile  matter,  as  this  is  useless  in  them  as  a  source  of  heat,  and  the  driving  of  it  off 
renders  latent  a  certain  amount  of  that  generated  by  the  combustion  of  the  carbon,  and  so  lowers 
the  temperature  of  the  fire. 

In  flame  furnaces,  a  lowering  of  the  temperature  at  the  fire-grate,  where  the  air  and  the  solid  fuel 
meet,  is  immaterial,  or  maj  be  even  advantageous,  as  tending  to  diminish  loss  by  radiation  and  to 
preserve  the  furnace  from  injury  by  excessive  heat.  The  only  use  of  the  heat  at  the  grate  is  to 
generate  a  full  supply  of  combustible  or  partly  burned  gases  at  a  high  temperature,  which  in  com- 
pleting  their  combustion,  as  they  pass  over  the  working  bed,  shall  heat  as  strongly  as  possible  the 
matters  placed  there.  The  fuel  preferred  for  use  in  such  furnaces  is  thus  either  a  combustible  gas, 
or  a  solid  fuel  containing  hydrogen  as  well  as  carbon,  such  as  coal  or  dried  wood,  that  will  produce 
on  burning  a  long  and  powerful  flame.  A  flame,  it  is  true,  may  be  obtained  from  fuels  that  contain 
little  else  than  carbon  and  mineral  matter,  by  burning  them  in  a  thick  bed,  so  that  the  greater  part 
or  nearly  the  whole  of  the  CO*  formed  in  the  first  instance  by  the  combustion  of  the  carbon  is 
transformed  into  CO  as  it  passes  up  through  the  mass,  and  by  introducing  with  the  air  as  large  a 
proportion  of  steam  as  can  be  used  without  lowering  the  temperature  of  the  fire.  The  steam  is 
decomposed  by  the  hot  carbon,  producing,  according  to  the  temperature  and  thickness  of  the  fire,  a 
mixture  of  either  H  and  C0«  or  H  and  CO.  The  gases  thus  generated,  together  with  the  mixture  of 
CO  and  N  produced  by  the  passage  of  the  air  itself  through  the  mass  of  fuel,  flow  forward  into  the 
working  chamber,  and  there  bum,  on  mixing  with  a  further  supply  of  air  introduced  above  the  fire. 

L  FuBMACES  IN  WHICH  FvKL  AND  Mattbr  TO  BE  Heated  ARi  MiXED. — ColcinoHon  Fumoeea. — 
Examples  of  the  simplest  form  of  the  class  of  furnace  in  which  solid  fuel  is  mixed  directly  with  the 
matters  to  be  heated  are  the  heaps  in  which  brick-clay  is  burned  to  make  ballast,  and  in  which  iron 
and  other  ores  are  often  calcined.  In  these,  the  ore  or  dried  clay,  in  pieces  of  convenient  size,  is 
thrown  into  a  heap  together  with  a  little  coal ;  and  the  mass,  being  lighted  at  one  end,  bums  through 
to  the  other.  In  calcinhig  such  heaps  there  is  a  considerable  waste  of  heat,  as  a  great  proportion 
of  the  burned  gases  from  the  fire  pass  off  at  a  high  temperature ;  and  when  the  calcination  is  com* 
pleted,  all  the  heat  that  the  red-hot  mass  contains  is  lost  In  an  ordinary  lime-kiln,  a  much  larger 
proportion  of  the  heat  produced  is  utilized,  and  the  amount  of  this  required  is  proportionately 
reduced.    (See  Kiln.) 

Crucible  Furnaces, — ^The  small  furnaces  fired  with  coke  that  are  commonly  used  for  melting  steel 
or  brass  in  cmcibles  require  no  detailed  notice.  In  these  the  crocible  is  imbedded  in  the  fuel,  and  a 
rapid  combustion  and  high  temperature  are  maintained  round  it,  by  dosing  the  upper  part  of  the 
furnace  and  connecting  it  to  a  high  chimney.    (See  Casting,  Crucible,  and  Steel.) 

Forpe  FuTfiates. — ^Where,  as  in  the  case  of  a  smithy  fire,  the  top  of  the  fumace  cannot  be  con- 
veniently closed  in,  or  where  a  keener  combustion  is  required  than  can  be  obtained  by  chimney 
draught,  the  plan  is  adopted  of  forcing  air  into  the  fire  by  mechanical  means.    (See  Blowebs,  and 

FOBOE.) 

Blast  F^imaces  and  Cupolas  are  largely  used  in  smelting  the  ores  of  iron,  lead,  and  copper,  and  in 
fnsing  cast-iron  and  other  substances.  In  all  these,  the  fuel  and  the  materials  to  be  melted  or  other- 
wise acted  on  are  charged  together  into  the  upper  end  of  a  vertical  shaft,  and  the  combustion  is 
maintained  by  air  forced  in  through  one  or  more  openings  or  tuyeres  near  the  bottom.  (See  Blow. 
EB8,  Furnaces,  Blast,  and  Fubnaces,  Cupola.) 

II.  Flame  Fubnaces. — These  are  very  varied  in  form  and  character.  Their  useful  effect  is  ob- 
tained by  bringing  a  flame  or  current  of  highly  heated  and  burning  gas  into  contact  with  the  mat- 
ters to  be  acted  on,  instead  of  imbedding  these  in  or  mixing  them  with  the  solid  fuel. 

Reverberalory  Fumace. — ^The  ordinary  reverberatory  furnace,  with  a  fire-grate,  a  flame-chamber 
or  working  chamber,  and  beyond  that  a  flue  leadinc  into  the  chimney,  is  well  known.  An  example 
is  given  in  figs.  1828  to  18S1.  J.  J.  is  the  hearth 
and  building  upon  which  the  fumace  is  erected.  It 
is  lined  throughout  with  flre-bricks,  and  the  hearth  is 
formed  at  a  slight  inclination,  so  that  the  flame  and 
heat  may  more  effectually  react  from  the  ardied  roof 
upon  the  work  placed  on  it.  B  By  the  roof  and  sides 
of  the  fumace,  also  formed  of  fire-bricks.  The  roof 
is  arched  throughout  its  entire  length,  in  order  that 
the  heat  may  be  reflected  and  concentrated  upon  the 
work  placed  on  the  hearth.  C  C,  the  sheet-iron  sides 
of  the  furnace,  by  which  the  bridcwork  is  secured 
and  retained  in  its  proper  form.  D  D,  the  end  plates 
for  binding  the  side  plates  together.  Instead  of  being 
riveted  to  the  side  plates,  they  are  secured  by  bolts  , 
and  nuts,  so  that  the  whole  stmcture  may  be  easily 
taken  asunder  when  it  is  necessary  to  rebuild  the  fur- 
nace. Ey  the  ash-pit.  FFy  cross-bearers  of  wrought- 
iron  for  supporting  the  furnace-bars  aa<L  The  ends 
of  the  bearers  rest  in  small  cast-iron  brackets  6  6, 
secured  to  the  sides  of  the  ash-pit  G,  the  passage 
to  the  chimney,  formed  in  continuation  of  the  ardi  of 
the  roof.  H  H^  the  chimney,  constmcted  internally  and  throughout  its  entire  height  of  fire-bricks. 
//,  corner-pieces  of  ordinary  bricks  built  upon  the  angles  of  the  interior  chimney  to  give  stabil- 
ity to  the  whole  structure,  which  is  further  bound  together  by  bolts  (/(/(/ passine  through  the 
small  cast-iron  pieces  c  c  c.    J  Jy  cast-iron  sole-plate  for  supporting  the  brickwork  of  the  chimney, 


and  which  is  itself  supported  by  A"  JT,  four  strong  cast-iron  columns  resting  on  a  solid  foundation 
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of  mason-work.  £,  the  stoke-hole,  through  which  the  fuel  is  introduced  into  the  furnace.  The 
mouth  of  this  stoke-hole  is  so  constructed  as  to  admit  of  its  being  stopped  with  a  piece  of  coal 
when  the  furnace  is  in  full  operation.  M^  a  small  square  aperture  in  the  side  of  the  furnace  by 
which  the  attendant  is  enabled  to  inspect  the  state  of  the  furnace  without  interrupting  the  progress 
of  the  work.  It  may  be  stopped  with  a  single  brick.  N  Ny  the  main  openings  into  the  furnace, 
through  which  the  shaft  or  other  work  to  be  heated  is  passed.  O,  the  sliding  door  by  which  the 
aperture  N  is  guarded.  It  consists  of  a  square  cast-iron  frame,  lined  internally  with  fire-bricks,  and 
fitted  to  slide  yertically  between  guides  of  angle-iron.  PP,  levers  working  upon  the  cast-iron 
brackets  Q  Q,  surmounting  the  furnace.  They  are  loaded  at  the  outer  ends  with  counterweights, 
and  attached  by  short  connecting-rods  to  the  doors  0  O,  so  as  to  enable  the  stoker  to  raise  or  lower 
^e  latter  with  the  utmost  fadiity.  P,  a  register  or  damper  surmounting  the  chimney,  for  the  pur- 
pose of  regulating  the  draught  of  the  furnace.  It  is  brought  within  the  command  of  the  attendant 
workman  by  means  of  a  long  chain  or  wire  e  e^  depending  from  the  lever  upon  which  it  is  hung. 

Gm  Furnaces. — ^The  most  important  modification  of  this  form  of  furnace  is  the  regenerative  gas 
fnmaoe  of  Messrs.  Siemens,  for  which  see  Furnaces  (Glass-mklting),  Ibon-maung  Processes,  and 
SnxL.  The  Ponsard  furnace  differs  from  the  Siemens  in  that  the  air  only  is  heated  by  the  re- 
generator. The  gas-producer  is  placed  close  to  the  furnace,  and  the  gas  from  it  taken  directly, 
without  further  heating,  to  the  point  where  it  is  burned.  A  theoretically  advantageous  modification 
of  this  furnace  is  to  supply  the  gas-producer  as  well  as  the  working  chamber  of  the  furnace  with 
highly  heated  air  from  the  regenerator. 

The  following  practical  directions  are  from  77ie  Bkgineer^  Nov.  80,  1877 : 

'^The  success  of  a  direct-acting  gas  furnace,  or,  indeed,  of  any  gas  furnace,  will  greatly  depend  on 
the  suitable  form  and  arrax^ment  of  the  producer — more  especially  with  reference  to  the  peculiar 
kind  of  coal  to  be  burnt.  The  gas  should  as  much  as  possible  be  made  to  rise  up  toward  the  com- 
bustion-chamber, more  especially  in  cases  where  only  the  natural  draught  of  the  chimney  is  em- 
ployed. The  simplest  means  of  doing  this  is  to  place  the  producer  under  the  level  of  the  ground. 
The  brickwork  must  be  very  good ;  the  mortar  of  a  fat  clay,  with  a  sharp  quartzose  sand ;  good  fire- 
brick and  fire-clay  for  the  parts  exposed  to  great  heat.  Herr  Ramdohr  strongly  recommends  mixing 
cheap  treacle  in  tiie  mortar  to  be  used.  The  number  and  dimensions  of  the  stoking-holes  must  be 
made  to  suit  the  caking  or  non-caking  properties  of  the  fuel  It  is  advantageous  to  make  several  at 
first,  which  can  afterward,  in  the  course  of  working,  be  bricked  up  if  found  unnecessary.  An  eye- 
piece, best  made  of  a  plate  of  mica  set  in  an  iron  frame,  is  very  usef uL  A  step-grate  is  generally 
best  for  slack,  but  an  ordinary  flat  grate,  set  either  horizontally  or  on  an  incline,  suits  caking  coal 
better.  The  grate  should  be  made  of  as  small  an  area  as  practicable,  and  its  bars  cast  of  good  soft 
foundry  iron,  it  being  of  great  importance  that  they  should  not  bend  under  the  heat  In  order  to 
prevent  the  loss  of  tar,  the  need  of  a  tar-trap,  the  chances  of  losses  of  gas,  of  explosions,  and  the 
deposit  of  soot,  the  gas-channels  between  the  producer  and  gas-chamber  should  be  as  short  as  is  con- 
sistent with  the  fire  not  being  in  communication  with  the  producer  itself.  If  long  gas-channels  be 
absolutely  required,  they  must  be  laid  18  inches  to  8  feet  under  the  ground ;  but  they  always  act  as 
condensers  for  the  tarry  products  in  the  gases.  The  horizontal  section  of  a  gas-producer  will  be  gen- 
erally square ;  stoking-  and  cleaning-doors  must  be  provided  for  easily  removing  the  ashes.  A  dr- 
cular  section  is,  however,  mudi  to  be  preferred,  whenever  it  can  be  adopted,  as  sharp  corners  catch- 
ing the  slack  are  thereby  avoided.  A  damper  is  necessary,  in  order  to  r^ulate  and  shut  off  the  gas. 
In  any  case  great  care  should  be  exerdsed  in  setting  the  gas-channels  on  a  gradual  hicline  between 
the  producer  and  the  spot  where  they  are  to  be  burnt. 

^  The  layer  of  fuel  in  immediate  contact  with  the  grate  is  set  alight,  and  is  the  prime  agent  of  the 
process ;  the  layers  above  gradually  going  through  the  three  successive  stages  of  drying,  coking,  and 
burning.  If  the  fuel  in  the  producer  were  pure  carbon,  burning  to  carbonic  oxide  with  the  exact 
modicum  of  6  lbs.  of  air,  each  pound  of  carbon  would  give  ofiF  4,400  thermal  units,  which,  divided 
by  the  mean  spedfic-heat  times  the  weight  of  7  lbs.,  would  give  more  than  2600**  F.  as  the  elevation 
of  the  temperature ;  but  it  is  more  probable  that  at  least  1000"  must  be  struck  off  this  for  sundry 
losses,  bringing  the  heat  down  to  1500°  at  the  very  most,  in  round  numbers.  The  comparatively  low 
temperature  at  which  the  producer  can  be  worked  very  considerably  diminishes  the  wear  and  tear  of 
the  bars ;  and,  as  compared  with  the  loss  of  this  kind  in  ordinary  furnaces,  the  saving  is  generally 
one-half  m  this  item.  The  lower  temperature  of  the  clinkers  prevents  thdr  acting  as  a  flux  with  the 
iron  and  eating  it  away. 

**  The  capital  point  to  be  borne  in  mind  is  that,  if  the  air  be  in  excess,  then  carbonic  add  is  evolved ; 
the  carbon  must  be  in  excess  to  obtain  the  required  carbonic  oxide. 

**  It  is  evident  on  consideration  that  a  very  important  and  considerable  source  of  economy  in 
the  use  of  a  gas-producer  is  that  no  loss  can  occur  through  unconsumed  bits  of  coal  dropping 
down  between  the  fire-bars  into  the  ash-pit.  In  some  producers  a  steam-jet  is  employed  to  induce 
a  current  of  air,  but  the  decomposition  in  this  wUy  of  steam  into  its  elements  is  a  very  uncertain 
operation. 

*'  The  combustion-chamber  has  the  function  of  mixing  the  gases  with  the  atmospheric  air,  in  order 
to  oxidize  (to  bum)  them.  The  apparatus  for  mixing  tiie  air  and  gases  either  consists  of  a  suitable 
number  of  concentric  double  jets— one  for  the  gas,  the  other  for  the  air— or  the  air  is  blown  through 
a  number  of  small  tuyeres,  or  narrow  slits,  set  at  a  certain  angle  against  the  current  of  gas  as  it 
streams  out  of  an  oblique  annular  slit ;  or,  lastly,  one  of  the  two  is  caused  to  impinge  against  a  fire- 
brick screen,  thereby  breaking  it  up  into  numerous  currents,  and  bringing  them  into  contact  with  the 
stream  of  the  second  fluid  f^  it  issues  from  a  concentric  outlet.  Generally,  the  best  means  of  com- 
bination is  to  bring  the  pair  of  streams  at  an  angle  against  each  other,  and  as  little  as  possible  in  a 
parallel  direction.  In  order  to  obtain  an  intense  heat,  it  is  best  to  let  the  gas  flow  out  horizontally, 
directing  the  air  at  a  sharp  angle  on  to  the  stream  of  gas.    The  specifically  lighter  gas  strives  to  rise 
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up  through  the  stream  of  air,  thereby  mixiug  itself  so  rapidlj  with  it  that  instantaneooB  oombusdan 
takes  place.  By  regulating  the  respective  quantities  of  gas  and  air,  it  is  very  easy  to  obtain  either  a 
reducing  or  an  oxidizing  flame,  as  required.  Generally  speaking,  the  combustion-chamber  should  be 
easily  looked  into  from  the  outside.  The  outlets  are  b€«t  made  of  equal  cross-seotional  areas,  and 
the  respective  quantities  proportioned  to  each  other  by  means  of  dampers  or  valves.  It  is  neoessaiy 
to  be  careful  not  to  let  in  an  excess  of  atmospheric  air,  as  otherwise  the  great  saving  in  fad  of  at 
least  one-third  or  a  quarter,  compared  with  the  common  grate,  is  lessened." 

Griffin^s  blast  gas  furnace,  for  metallurgic  operations  requiring  high  heat,  is  shown  in  section  in 
fig.  1832.    Two  fire-clay  cylinders,  a  a,  form  the  body  of  the  furnace.    They  rest  upon  a  perforated 


188S. 


18S4« 


1888. 


fire-day  plate  5,  into  which  the  gas-burner,  e,  is  introduced.  A  plumbago  crucible,  d^  sets  upon  a 
perforated  plumbago  cylinder,  «,  and  is  covered  to  a  considerable  depth  with  quartz  pebbles  from  half 
an  inch  to  an  inch  in  diameter ;  //  are  plugs  which  may  be  removed  to  admit  of  inspection.  The 
burner  is  represented  in  Fig.  1833,  and  consists  of  two  chambers  of  cylindiical  cast-iron,  one  for  the 
reception  of  air  and  the  other  for  gas.  Tubes,  varying  in  number  from  6  to  20  or  more,  pass  from 
the  air-chamber  through  the  gas-chamber,  and  through  the  axes  of  tubes  passing  from  the  latter, 
thus  securing  admixture  of  the  combustible  gases.  A  stand  ^,  fig.  1832,  supplied  with  a  thumb- 
screw, holds  the  burner  at  any  desired  distance  below  the  crudble.  The  gas  is  supplied  at  the  usual 
pressure,  but  the  air  is  urged  with  a  bdlows  or  other  blowing  machine  at  about  10  times  that  pres- 
sure. In  the  experiments  made  by  the  inventor,  the  gas  and  air  pipes  were  of  half  an  inch  calibre 
and  10  inches  long,  the  gas  having  a  half-inch  and  the  air  a  five-inch  water-pressure.  The  quantity 
of  gas  used  per  hour  was  about  100  cubic  feet  Fig.  1832  represents  the  furnace  with  the  gas-burn- 
er in  an  erect  position,  but  it  is  perhaps  more  frequently  used  at  the  top,  inverted,  as  shown  in  Fig. 
1834,  in  which  an  additional  perforated  clay  plate,  A,  is  laid  on  the  top  of  the  upper  day  cylinder. 
Into  the  perforation  the  burner  is  introduced,  and  when  in  action  throws  its  flame  down  upon  the  top 
of  the  crudble,  (/,  which  is  now  placed  upon  a  foundation  of  clay  plates,  k  k  ky  raised  to  the  proper 
height,  and  of  such  a  size  as  to  leave  a  vacant  space  between  them  and  the  clay  cylinders,  which  is 
filled  with  quartz  pebbles,  and  through  which  the  burned  gases  pass  on  their  exit,  which  is  now 
through  perforations  in  the  two  lower  clay  plates.  The  hot  gases  give  up  nearly  all  their  heat  to  the 
pebbles,  and  escape  at  a  much  lower  temperature  than  would  be  supposed.  The  following  experi- 
ment shows  the  power  of  this  furnace :  A  clay 
188S.  crucible,  8  inches  in  both  diameters,  was  filled 

I       with  24  ounces  of  cast-iron,  and  not    covered. 
j       The  flame  being  thrown  directly  upon  the  iron,  it 
was  soon  covered  with  a  crust  of  magnetic  oxide. 
In  20  minutes  the  crudble  was  removed,  and  a 
hole  being  broken  through  the  crust,  20  ounces  of 
melted  iron  was  poured  out.     In  the  same  furnace 
16  ounces  of  copper  can  be  fused  in  10  minutes, 
•  commencing  with  the  furnace  cold,  or  in  ^  xnia 
utes  after  it  is  hot     Gore^s  gas  furnace  is  heated 
by  a  burner  in  whidi  the  air  and  gas  are  n>ore 
thoroughly  mixed  previous  to  ignition  than  in  Giif- 
fin*s,  but  it  is  generally  used  in  smaller  operations. 
Furnaces  for  Burning  Potcdered  Fuel. — Fig.  1886  represents  Ferret's  furnace  for  burning  any  sort 
of  pulverulent  fuel,  such  as  sawdust,  coke-  or  coal-dust,  etc    It  consists  of  four  stories  or  chambera 
of  fire-clay,  and  an  ash-pit  beneath.    The  front  is  pierced  with  three  openings,  the  upper  pair  of 
which  are  for  charging  the  furnace,  and  the  lower  one  affords  access  to  the  ash-pit    The  furnace  is 
fed  with  air  previously  heated  by  drculation  in  a  chamber  in  front  of  the  doors,  and  afterward  led 
in  through  the  ash-pit.    Combustion  is  thus  effected  at  the  elevated  temperature  due  to  the  hea^ 
ing  of  the  air  and  the  close  approximation  of  the  platforms,  and  the  incineration  may  be  carried  to 
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extreme  Umit.  About  10  kilogruDmee  of  fuel  are  burned  per  hour  and  per  square  metre  of  plat- 
form  surface. 

CrampiotCM  fumaee  for  burning  powdered  fiiM  is  a  remaritable  deriatkm  from  the  ordinary  form 
of  flame  furnace.  The  coal  is  finely  ground,  and  by  a  mechanical  feeding  arrangement  is  led  into  a 
jet  of  air  from  a  fan,  at  a  pressure  equal  to  8  or  4  indies  water-column,  by  which  it  is  carried  for- 
ward into  the  furnace.  In  this  the  jet  of  mixed  coal-dust  and  air  takes  fire  and  bums  like  a  jet  of 
combustible  gas,  except  that  the  flame  is  solid,  and  not  hollow  like  a  gas^ame  burning  in  air.  (See 
Iiu>5-MAKiMa  Processes.) 

Among  the  directions  in  which  improTcments  hate  been  effected  in  flame  furnaces  of  the  ordinary 
type  are  the  use  of  the  waste  heat  to  raise  steam,  a  system  now  carried  out  to  a  greater  or  less  extent 
in  idl  iron  works  where  such  furnaces  are  used.  The  Newport  furnace  of  Mr.  Jeremiah  Head  (see  Jour* 
nal  of  the  Iron  and  Steel  InaUtuU,  1872,  p.  220)  may  be  taken  as  an  example  of  such  furnaces.  In 
this  the  blast-pressure  is  obtained  by  a  steam-jet,  and  the  resulting  damp  air  is  heated  to  about  290** 
0.  by  passing  it  through  a  cast-iron  heating  stoTe,  round  which  the  waste  flame  is  led  on  its  way  to 
the  chimney.  The  hot  blast  is  conducted  partly  under  the  fire-grate,  and  partly  to  a  row  of  holes  in 
the  furnace  roof  Immediately  over  the  fire,  through  which  a  supply  of  air  is  thus  iutroduoed,  sufficient 
to  complete  the  combustion  of  the  gases  risinir  from  the  fire. 

Another  improvement  is  the  employment  of  a  blast  or  forced  draught  under  the  fire-crate  (the  air 
in  it  being  frequently  more  or  less  heated),  in  order  to  allow  of  bur^ng  cheaper  small  coal,  and  to 
giro  a  command,  such  as  that  possessed  by  the  regenerative  gas  furnace,  over  the  pressure  in  the 
working  chamber.  Price's  retort  furnace  (for  which  see  Ieoh-makdig  Pbocesbis  and  Jcetmal  of  the 
Iran  and  Steel  IndUutey  1875,  with  maps,  etc)  is  an  example  of  this  class. 

Arrangements  have  also  been  devised  for  preventing  the  cooling  down  of  the  fire  each  time  that 
fresh  fu3  is  put  on,  and  the  rush  of  cold  air  into  the  furnace  through  the  opened  fire^ioor  when  a 
pressure  is  not  maintained  in  it  by  blast.  Frisbie*s  feeder,  designed  for  this  purpose,  consists  of 
a  movable  charging-box,  which  when  filled  with  coal  is  pushed  up  into  the  middle  of  the  fire-grate, 
80  that  the  surface  of  the  fire  remains  always  hot ;  and  as  the  distillation  of  the  gases  from  the  raw 
coal  goes  on  continuously,  the  fire  remains  uniform  in  character,  and  may  be  readUy  kept  smc^eless. 
(See  Iron^  viil.,  616J 

Natural  Oae  in  Funiacee, — When  hydrogen  and  hydrocarbon  gases  are  found  to  flow  naturally 
from  bore-holes  penetrating  to  beds  of  coal  or  shale,  they  form  a  valuable  fuel,  which  is  made  use 
of  to  a  considerable  extent.  In  some  parts  of  Pennsylvania,  from  bore-holes  put  down  for  petroleum, 
a  supply  of  gas,  consisting  chiefly  of  marsh-gas  (GH4)  mixed  with  other  hydrocarbons  and  with  hy- 
drogen,  is  permanent  and  apparently  inexhaustible.  Messrs.  Rogers  k  Burch  field  of  Leechburg, 
Armstrong  Co.,  Pa.,  were  the  first  to  use  this  gas  in  their  puddling  furnaces.  The  only  change  neces- 
sary in  the  latter  was  to  brick  up  the  bridge  of  the  furnaces  and  let  the  gas  in  through  iron  pipes, 
supplying  air  by  a  blast  Blast-pipes  were  also  inserted  in  the  crown  of  the  furnace  in  such  a  way 
that  Uie  blast  should  strike  the  metal  at  an  angle  of  90"*,  blast  being  let  on  at  the  commencement  of 
the  boiL  A  notable  economy  in  iron  production  has  resulted  from  this  utilization.  The  most  remarka- 
ble gas  wells  in  the  United  States  are  those  located  in  Parker  township,  Butler  Co.,  Pa.  For  heat- 
ing, the  gas  is  a  perfect  fuel,  causing  little  waste  and  protecting  the  furnace  bottoms,  while  the 
transparency  of  the  flame  allows  the  heater  to  see  eadi  pile  at  any  time.  The  quantity  issuing  from 
a  half-inch  pipe  suffices  to  heat  up  and  supply  a  puddling  or  heating  furnace.  (See  Engineering  and 
Mining  Journal^  March  18,  May  22,  and  June  26,  1875;  also  **Iron  Manufacture  in  America," 
Pearse,  Philadelphia,  1876.) 

Petroleum  Fumaee,~^A  petroleum  furnace,  to  work  successfully,  should  be  so  constructed  as  to 
secure  intimate  mixture  of  the  gases,  complete  combustion  in  the  body  of  the  furnace,  and  a  supply 
and  pressure  of  the  incandescent  steam,  air,  and  oil  adjustable  to  the  varying  working  conditions. 
The  Eames  furnace,  which  has  given  successful  results  on  trial,  is  constructed  as  follows :  The  shape 
of  the  body  of  the  furnace  differs  but  little  from  the  ordinary  iron  furnace,  but  in  place  of  the  fire- 
place and  ash-pit  are  a  vapor-generator,  a  superheater,  a  mixing  chamber,  and  a  combustion-chamber, 
while  in  dose  proximity,  as  a  very  important  part  of  the  apparatus,  is  a  small  force-pump.  The 
superheater  is  a  double  casting,  inclosing  the  fire,  so  chambered  that  the  steam  which  enters  it  is 
brought  in  contact  with  ample  heating  surface  before  passing  into  the  vapor-gcnerator,  about  160  lbs. 
of  ooal  per  diem  being  used  in  this.  The  vapor-generator  is  a  cast-iron  vessel  of  about  18  x  80 
inches  internal  dimensions,  placed  over  the  superheater,  and  containing  a  number  of  shelves  or  plates 
set  one  above  another,  projecting  alternately  from  opposite  sides.  Next  in  order  is  the  mixing 
chamber,  where  the  steam  and  oil  vapors  are  mingled  with  the  proper  amount  of  air;  and  beyond 
this,  occupying  the  place  of  the  usual  bridge-wall,  is  the  combustion-chamber,  which  is  an  indispen- 
sable part  of  the  apparatus,  though  it  consists  simply  of  a  cellular  tier  of  fire-bricks  placed  on  end 
and  having  a  horizontal  thickness  of  18  inches.  Within  these  cells  the  combustion  begins.  From 
a  tank  placed  in  any  convenient  position  the  pump  draws  the  petroleum,  and  forces  it,  at  about 
10  lbs.  pressure,  into  the  vapor-generator  in  a  very  slender  stream,  where  it  fiows  downward  in  a  thin 
layer,  dropping  from  shelf  to  shelf.  It  thus  meets  the  opposing  current  of  superheated  steam  which 
passes  upward  from  the  superheater ;  thence  the  combined  vapors  or  gases  pass  through  a  pipe  to 
the  mixing  chamber  to  receive  the  required  amount  of  air,  and  from  this  into  the  cellular  combustion- 
diarober,  where  begins  the  combustion,  which  is  completed  in  the  furnace  itself.  For  the  purpose 
of  guaranteeing  absolute  safety  in  the  use  of  this  fuel,  the  pump  is  fitted  with  what  is  called  an 
equalizing  valve,  which  absolutely  regulates  the  fiow  of  the  oil  into  the  generator,  and  at  the  same 
time  interposes  an  insurmountable  obstacle  between  the  generator  and  oil-tank  to  any  chance  reaction 
of  gases  or  flame.  Pressure-gauges  on  the  oil-feed  pipe  and  on  the  generator  serve  to  give  further 
security  in  the  manipulation  of  the  apparatus.  Of  late  years,  in  repeated  instances  of  continuous 
working,  the  actual  effidenoy  of  pet^leum  in  flring  boilers  has  been  shown  to  be  from  two  to  three 
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times  greater  than  that  of  the  best  solid  coal,  weight  for  weight,  and  in  puddling  and  heating  funioes 
from  four  to  six  times  greater ;  while  in  steel-melting  furnaces  its  superiorly  is  still  more  manifest, 
its  thermal  effects  being  more  decided  the  higher  the  temperature  required. 

See  papers  on  "  Liquid  and  Condensed  Fuel,"  by  Captain  Selwyn,  R.  N.,  in  Engineeringy  ix^  810, 
and  v.,  821 ;  "A  Treatise  on  Metallurgy,**  Crookes  and  Bohrig,  toI.  iii.,  London,  1870 ;  and  ** Metal- 
lurgy (Fuel),"  Percy,  London,  1875. 

Heat  utUvted  in  Jhtmaeea. — In  nearly  all  furnaces,  the  amount  of  heat  that  is  utilized  is  an  ex- 
tremely small  proportion  of  the  total  heat  due  to  the  combustion  of  the  fuel ;  the  greater  part  being 
carried  off  by  the  burned  gases,  or  lost  by  conduction  and  radiation.  M.  Gruner  calculates  thtt  in 
the  fusion  of  steel  in  crucibles  in  ordinary  coke  furnaces,  the  heat  utilized  does  not  exceed  1.7  per 
cent,  of  the  total  amount  that  the  fuel  would  be  capable  of  giving  out  if  perfectly  burned ;  and  thtt 
even  the  extreme  supposition  that  half  the  fuel  is  burned  to  CO,  the  heat  utilized  amounts  to  oolj 
2.6  per  cent,  of  that  evolved.  In  flame  furnaces  the  proportion  of  heat  utilized  is  higher,  rc«cliiDg 
as  a  maximum  16  to  20  per  cent,  of  the  total  heat  due  to  the  amount  of  coal  burned,  in  well-arruiged 
regenerative  gas  furnaces  for  heating  iron.  In  those  arrangements  in  whidi  there  is  little  heat  lost 
by  external  cooling,  and  in  which  the  heat  of  the  products  of  combustion  is  most  fully  utilized,  tbe 
useful  effect  is  much  higher ;  thus  in  large  blast  furnaces  M.  Gruner  estimates  that  it  is  as  mudi  as 
70  to  80  per  cent  of  the  heat  actually  developed  in  the  furnace  and  introduced  into  it  by  the  blast, 
or  between  40  and  60  per  cent,  of  the  total  heat  that  the  fuel  could  evolve  if  completely  burned; 
and  in  the  annular  Hoffman  brick-kiln  (see  Brick-makikg  Machinebt),  it  is  estimated  to  amount 
also  to  between  70  and  80  per  cent,  of  that  given  out  by  the  fuel  The  greater  the  proportion  of 
heat  evolved  that  is  lost  in  the  burned  gas,  the  less  the  difference  is  between  the  temperature  of  the 
flame  and  that  required  to  be  maintained  in  the  working  chamber ;  for  as  soon  as  any  portion  of  the 
flame  is  cooled  down  to  the  temperature  of  the  matters  to  be  heated,  however  14gh  this  may  be,  it 
can  impart  no  more  heat  to  them,  and  must  be  drawn  away  and  replaced  by  hotter  flame  from  the 
fire.  Hence  a  small  increase  in  the  initial  temperature  of  the  flame,  such  as  that  obtained  by  effect- 
ing the  combustion  of  the  fuel  by  means  of  a  moderately  heated  blast,  or  a  small  diminution  in  the 
proportion  of  heat  lost  from  the  working  chamber  by  external  cooling,  effects  a  great  saving  in  the 
consumption  of  fuel  that  is  required  to  do  a  given  amount  of  work. 

The  effect  of  a  high  flame-temperature  on  the  proportion  of  heat  utilized  is  strikingly  shoim  by 
the  very  economical  working  of  furnaces  on  Deville^s  system,  that  of  burning  coal-gas  with  oxygen 
instead  of  with  air.  The  theoretical  temperature  of  sudi  a  flame,  if  not  limited  by  dissodadon, 
would  probably  amoimt  to  7000**  or  8000*^  C,  and  it  is  in  any  case  far  above  the  fusing-pomt  of 
platinum,  which  is  estimated  at  about  1900"  C.  In  an  example,  of  which  M.  Gruner  gives  particn- 
lars  (see  AnncUet  des  Mines^  1876),  of  the  fusion  of  a  charge  of  260  kilogrammes  of  platinum  by  thia 
method,  the  cold  furnace  was  heated  up,  and  the  metal  melted  in  it,  in  1^  hour,  with  a  consumption 
of  only  848  cubic  feet  of  gas ;  the  proportion  of  heat  actually  utilized  in  the  fusion  of  the  metal 
being  14  per  cent,  of  that  due  to  the  combustion  of  the  gas.  Thus,  on  luxx>unt  of  the  intense  bait 
of  the  oxyhydrogen  flame,  as  good  an  economical  result  was  obtained  in  this  little  furnace  as  in  tbe 
best  of  flame  furnaces  used  in  ordinary  metallurgical  work ;  though  the  proportionate  loss  of  heat 
from  the  surface-cooling  of  so  small  a  furnace  (a  little  trough  not  more  than  80  inches  long)  must 
have  been  enormous.    (See  **  Furnaces  for  producing  High  Temperatures,''  Efigineering^  xi,  181.) 

The  diminished  proportion  of  heat  that  is  lost  by  surface-cooling  in  the  case  of  large  furnaces,  and 
the  consequent  higher  temperature  of  their  flame,  render  them  in  all  cases  much  more  economical  m 
fuel  than  furnaces  of  smaller  size.  In  the  case  of  ordinary  puddling  furnaces,  for  instance,  where 
the  coal  consumption  in  those  working  600-lb.  charges  is  about  2,360  lbs.  per  ton  of  bar  produced, 
the  consumption  is  reduced  to  1,800  lbs.  per  ton  in  working  1,000-lb.  charges,  and  to  1,600  lbs.  per 
ton  in  still  larger  furnaces  working  1, 600-lb.  charges.  In  the  welding  furnaces  in  use  at  the  Wool- 
wich Arsenal,  the  larger  the  furnace  is,  the  higher  by  actual  experiment  is  the  temperature  of  tbe 
flame  as  it  passes  over  the  bridge,  and  the  smaller  is  the  amount  of  coal  required  per  ton  of  metal 
heated.  A  furnace  of  ordinary  size,  heating  6  tons  at  a  charge,  consumes  about  800  lbs.  of  coal  per 
ton ;  a  larger  furnace,  heating  a  charge  of  18  tons,  does  the  work  with  700  lbs.  per  ton.  The  largest 
furnace  of  all,  capable  of  heating  at  once  a  mass  of  iron  weighing  66  tons,  gets  this  up  to  a  full 
welding  heat  with  a  coal  consumption  of  only  660  lbs.  per  ton.  In  oopper-smelting,  glass-making, 
and  other  work,  large  furnaces  are  similarly  found  to  use  less  fuel,  in  proportion  to  the  work  done 
in  them,  than  furnaces  of  smaller  size. 

As  to  progress  of  invention  of  furnaces,  see  "  The  Furnace  of  the  Future,"  in  Atm,  viiL,  364. 

For  ovens,  see  Bread  and  Biscuit  Machinert.  See  also  Assaying  ;  Boilebs,  Steam  ;  CmifinsT ; 
Crucible;  Engines,  Steam,  Portable  and  Semi-Portable;  Furnaces,  Blast,  Cupola,  and  Metal- 
lurgical ;  Gas,  Illuminating,  Apparatus  for  Manufacture  of  ;  Glass-making  ;  Iron-making  Pro- 
cesses; Kiln;  Steel;  and  Warming  and  Ventilation.  See  also  the  various  lists  of  works  for 
reference  under  metallurgical  articles.  The  foregoing  article  is  mainly  abridged  from  a  paper  on 
furnaces  by  Mr.  Hackney,  for  which  see  "  Science  Conferences,  Special  Loan  Collection  of  Scientific 
Apparatus,  South  Kensington  Museum,"  London,  1876. 

FURNACES,  BLAST.  A  blast  furnace  is  a  vertical  structure  in  which  ores  of  iron  are  reduced 
and  smelted  in  contact  with  appropriate  fuel  and  flux ;  the  combustion  of  the  fuel  being  accelerated 
by  blast  injected  under  pressure,  and  the  height  of  the  structure  being  such  as  to  admit  of  a  thor- 
ough admixture  and  preparation  of  the  stock. 

Classifi^xUion. — Blast  furnaces  are  classified  according  to  the  fuel  employed,  the  heating  of  tbe 
blast,  and  the  arrangement  at  the  top  or  tunnel-head. 

According  to  the  fuel  employed,  they  arc  known  as — a,  charcoal  furnaces ;  6,  coke  furnaces ;  t^ 
anthracite  furnaces;  d^  raw  (bituminous)  coal  furnaces;  and  the  above  order  may  be  considered  as 
representing  the  average  superiority  of  the  various  fuels.    Myted  fuels  are  often  employed ;  thus, 
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wood  or  semi-charred  wood  or  coke  has  been  mixed  with  charooal,  and  in  some  instances  wood  char- 
coal and  peat  charooal  are  used.  Colce  is  largely  mixed  with  anthracite  or  with  raw  coal  to  increase 
the  yield  of  furnaces. 

Classified  by  heating  of  blast,  the  terms  " hot-blast **  and  "cold-blast"  are  applied  to  furnaces. 
Cold-blast  furnaces  use  charcoal  exclusively,  and  their  number  is  annually  decreasing.  In  these  the 
blast  is  injected  into  the  furnace  directly  from  the  blowing  apparatus.  Hot-blast  furnaces  are  those 
to  which  stoves  or  ovens  are  attached,  and  the  blast  is  heated  so  as  to  intensify  the  combustion  in 
the  furnace.  The  term  **  warm-blast "  has  been  applied  to  plants  where  the  blast  is  moderately 
heated,  say  from  250°  to  400^  F.  (120°  to  210°  C).  Since  the  introduction  of  the  fire-brick  hot-blast 
stoves,  those  employing  a  blast  heated  above  1000°  F.  (636°  C.)  have  become  known  as  using  a 
iuperheaied  blast. 

Classified  as  to  the  arrangement  of  the  top  or  tunnel-head,  furnaces  are  known  as  open4op  or 
do9ed4op.  The  former  either  allow  the  gases  a  free  escape  from  the  tunnel-head,  or  draw  them 
away  by  a  superior  draught  through  high  chimneys.  The  latter  employ  some  mechanical  means  of 
closing  the  top  (except  when  charging  stock  into  the  furnaces),  so  as  to  more  completely  control  the 
gases  and  convey  them  away  in  fiues,  generally  known  as  dowrUcJces  or  eloivn^oomers, 

Stbucturss. — The  older  furnaces  are  built  of  heavy  stone  masonry,  pyramidal  in  form,  inclosing  the 
interior  masonry,  the  lower  portion  being  laid  of  sand- 
stone, and  the  upper  portion  of  soapstone  or  slate ;  some- 
times ordinary  bricks  were  employed.  In  Sweden  some 
stacks  are  buUt  of  blocks  made  from  furnace  cinder,  and 
instances  are  recorded  where  they  have  been  used  in  the 
shaft  of  the  furnace  for  lining. 

Fig.  1836  is  a  sectional  view  of  an  old  charcoal  fur- 
nace.  A  is  the  tunnel-head,  30  inches  in  diameter ;  By 
the  bosh,  8  feet  in  diameter;  (7,  top  of  crucible  or  hearth, 
8  feet  square;  D,  bottom  of  crucible  or  hearth,  2  feet 
square ;  jE>  the  tymp ;  F,  the  dam ;  iT,  the  tuyere  arch ; 
if,  the  in-walls,  of  slate  or  soapstone.  The  masonry  be- 
low By  of  sandstone,  constitutes  the  hearth  and  boshes. 

These  furnaces  were  generally  located  on  hillsides,  so 
that  the  stock  could  be  delivered  on  a  level  with  the 
tunnel-head  and  the  iron  tapped  out  at  the  bottom,  the 
cinder  being  allowed  to  flow  continuously  over  the  dam 
F.  They  were  generally  placed  convenient  to  a  water* 
power,  and  the  blast  was  injected  through  one  open  tuy- 
ere, being  supplied  from  wooden  blowing  tubs  operated 
by  a  water-wheel.  If  steam  was  used  or  the  blast  heated,  the  boilers  or  hot-blast  stoves  were  placed 
on  top  of  the  structure,  close  to  the  tunnel-head,  to  permit  of  the  employment  of  the  waste  gases. 

There  are  instances  of  such  furnaces  now  in  operation,  but  the  more  modem  are  of  different  con- 
struction. They  are  either  a  shaft  of  heavy  brick  masonry,  banded  or  caged  with  iron  to  prevent 
rapture,  resting  upon  brick  piers  (see  Fig.  1837),  or  upon  iron  columns  and  mantle-plate  (see  Figs. 
1838  and  I860);  or  they  are  wrought-iron  shells  or  casinffs  inclosing  light  masonry  supported  upon 
iron  columns  and  mantle-plates.  The  walls  of  the  crucible  and  boshes,  being  exposed,  are  strength- 
ened by  buck-staves  and  binders  (see  Figs.  1839,  1861,  1862,  and  1866)^  In  many  cases  water- 
jackets  encircle  the  crucible,  to  keep  it  at  a  low  temperature  and  prevent  the  rapid  destruction  of 
the  refractory  linings.  The  bottom  and  all  the  walls  are  of  fire-brick  laid  in  refractory  clay.  Blocks 
from  8  to  6  inches  thick  and  12  to  24  inches  long  are  ordinarily  employed,  but  sometimes  no  special 
shapes  are  used,  and  furnaces  are  lined  throughout  with  9-incli  fire-brick.  For  bottoms,  blocks  of 
fire-clay  are  laid  on  end ;  and  various  shapes  have  been  made  to  prevent  the  blocks  from  lifting,  by 
constructing  them  in  a  series  of  wedges,  or  forming  offsets  and  recesses  upon  them.  Bottoms  are 
also  made  of  large  sandstones  neatly  jointed,  and  monolithic  bottoms  formed  of  fire-clay  well  ram- 
med and  dried  are  in  use.  Fig.  1839  illustrates  one  form  of  doubled-wedged  bottom  blocks,  resting 
on  a  layer  of  fire-clay  below  which  is  sand. 

Small  furnaces  are  blown  with  2  or  3  tuyeres ;  and  as  many  as  16  tuyeres  have  been  inserted  in 
one  large  furnace,  by  placing  them  in  two  tiers.  This,  however,  does  not  meet  with  general  approval 
at  present.    Some  large  furnaces  use  only  4  tuyeres,  but  the  greater  number  employ  from  6  to  8. 

The  sizes  of  furnaces  have  ordinarily  been  compared  by  the  diameter  at  bosh,  8  to  11  feet  being 
considered  as  small,  12  to  16  feet  as  of  medium  size;  and  the  large  furnaces  are  those  having  a 
greater  diameter  at  bosh  than  16  feet.  Latterly,  however,  since  the  height  of  a  furnace  has  been 
considered  such  an  important  factor  in  its  operation,  a  more  appropriate  comparison  is  made  as  to 
the  cubic  feet  of  capacities.  The  diameters  of  the  boshes  of  existing  furnaces  are  from  8  to  30 
feet,  and  the  heights  from  26  to  103  feet,  the  cubical  contents  varying  from  about  1,000  to  over 
40,000  cubic  feet.  Most  furnaces,  however  (exclusive  of  those  using  charcoal),  are  included  within 
the  range  of  13  to  20  feet  diameter  of  bosh,  40  to  80  feet  height,  and  3,000  to  20,000  cubic  feet 
capacity. 

Shape  op  Furnacbs. — ^The  proportions  of  a  furnace  seriously  affect  its  operation,  and  instances 
can  be  found  of  furnaces  of  equal  diameter  of  bosh  and  nearly  equal  capacity,  using  practically  the 
same  stock,  and  other  circumstances  being  similar,  whose  weekly  outputs  are  as  1  to  2 ;  much  of 
which  is  directly  traceable  to  the  proportions.  Attempts  have  been  made  to  establish  universal  . 
formal®  for  blast-furnace  proportions;  but  they  are  useful  only  so  far  as  they  indicate  certain 
limits  of  possibilities,  and  they  must  be  decidedly  elastic  to  provide  for  the  behavior  of  the  various 
fuels  and  ores  employed  or  the  character  of  product  desired. 
66 
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The  typical  form  of  blast  furnace  oonBists  of  two  fmsta  of  cones  placed  base  to  base  and  resting 
upon  a  short  cylinder.  The  upper  frustum  forms  the  shaft  of  the  furnace,  the  lower  frustam  the 
boshes,  and  the  cylinder  the  crucible  or  hearth.  Such  forms  are  shown  in  Figs.  1S36  and  1850. 
Curves  are  employed  in  lieu  of  straight  lines  and  sharp  angles  in  some  furnaces,  or  a  combination  of 
curves  and  straight  lines,  as  in  Fig.  1839 ;  but  the  relative  proportions  of  the  various  parts  of  the 
furnace  are  of  much  greater  importance  than  the  presence  of  an^es  or  curves. 

All  furnaces  may  be  conside^d  as  being  divided  into  four  zones,  as  follows :  a.  The  zone  of  prep- 
aration is  that  portion  of  the  furnace  included  between  the  stodL-line  (i.  e.,  the  point  at  which  the 
stock  is  distributed  when  charged  into  the  furnace)  and  the  bosh,  or  greatest  diameter,    b.  The  zone 

188T.  1689. 


1S88. 


1840. 


of  reduction  extends  from  the  bosh  to  a  plane  8  or  4  feet  above  the  tuyeres,  c  The  zone  of  fusioik 
includes  the  portion  of  the  furnace  from  the  bottom  of  the  zone  of  reduction  to  the  level  of  tuywts. 
d.  The  well  is  that  part  of  the  crucible  which  is  below  the  tuyeres,  and  in  which  the  molten  nt)B 
and  slag  is  caught  and  retained  in  a  murtex  of  fuel.  The  relative  proportions  of  these  zones  are 
influenced  by  the  character  of  ores  and  fuel  employed,  the  product  desired,  and  the  intensity  of  blast 
To  obtain  good  results,  the  upper  zone  should  be  of  such  height  and  capacity  as  to  thoroughly  in- 
corporate and  prepare  the  sto<^  for  the  middle  zone,  by  driving  oflf  vapors  and  volatile  matter  and 
partially  deoxidizing  them.  In  the  middle  zone  complete  reduction  and  deoxidation  should  result, 
and  the  material  be  delivered  in  proper  quantity  to  the  zone  of  fusion,  whose  size  must  depend  upon 


Digitized  by 


Google 


FDKNAOES,  BLAST. 


867 


the  work  to  be  done  and  the  condition  of  the  blast.  The  capacity  of  the  zone  of  preparation  depends 
upon  the  relation  of  stock-line  to  bosh  and  the  distance  between  them.  The  drive  of  the  furnace,  or 
itti  rapidity  of  reducing  and  smelting  ores,  is  affected  by  the  slope  of  boshes,  which  generally  ap- 
proximates 70^  from  a  horizontal  line.  The  boundaries  of  the  zones  bemg  imaginary  planes,  they 
will  vary  greatly  in  different  furnaces,  and  in  the  same  furnace  will  be  affected  by  the  operation  at 
different  times.  The  division  as  given  above  is  used  in  designing  a  furnace  and  adapting  it  to  the 
ores  to  be  employed  and  the  product  desired. 

Yield  or  Furnaces. — In  comparing  the  output  of  different  furnaces,  the  amount  of  iron  made 
per  week  is  the  generally  accepted  basis,  and  the  designation  of  a  plant  as  a  100-ton,  200-ton,  or 
300-ton  furnace  would  indicate  that  the  capacity  is  that  number  of  tons  per  week.  The  gross  ton 
(2,240  lbs.)  is  the  standard  of  weight,  and,  except  when  cast  into  iron  chills  for  mill  purposes,  an 
allowance  of  14  to  30  lbs.  for  sand  is  made.  A  furnace  of  a  given  capacity  and  of  appropriate 
construction  and  management  will  give  a  greater  yield  with  charcoal  than  with  any  other  fuel,  and 
consume  less  fuel  per  ton  of  iron.  Other  fuels  rank  in  the  order  before  named,  viz. :  coke,  anthra- 
cite coal,  bituminous  coal. 

The  variations  of  stock  and  management,  and  arrangement  of  details,  affect  the  amount  of  prod- 
uct, and  there  is  therefore  considerable  difference  in  the  output  of  the  same  sized  furnaces ;  but  by 
taking  an  average  the  following  will  be  found  closely  to  approximate  actual  practice.  The  weekly 
output  of  a  cold-blast  charcoal  furnace  in  tons  of  pig-iron  is  equivalent  to  45  per  cent,  of  the  square 
of  the  diameter  at  bosh  in  feet.  The  weekly  output  of  a  hot-blast  charcoal  furnace  is  equivalent 
to  95  per  cent,  of  the  square  of  the  diameter  at  bosh  in  feet.  Thus,  a  9-foot  furnace  would  make  95 
per  cent  of  9  x  9  =  77  tons  per  week.  Superior  ores  and  efficient  management  have  in  several 
instances  increased  the  output  per  week  for  a  continuous  blast  to  260  per  cent,  of  the  square  of  the 
greatest  diameter,  and  contrary  circumstances  reduced  the  product.  The  average  weekly  yield  of  a 
coke  furnace  in  tons  is  about  85  per  cent,  of  the  square  of  the  diameter  of  the  bosh  in  feet ;  but  in 
some  of  the  large  furnaces  the  output  has  amounted  to  200  per  cent.  The  anthracite  and  raw-coal 
furnaces  approximate  80  per  cent,  of  the  square  of  the  bosh;  but  at  Pottstown,  Pa.,  a  16-foot 
anthracite  furnace  has  yielded  885  tons  of  metal  per  week,  equivalent  to  150  per  cent,  of  the  square 
of  the  bosh. 

Consumption  or  Fubl.-^To  produce  one  ton  (2,240  lbs.)  of  pig  iron,  the  following  weights  of  dif- 
ferent fuels  are  consumed : 

Minimum.  Avenge. 

Charcoal 1,360  lbs.  2,500  lbs. 

Coke. 2,025    "  8,000    " 

Anthracite 2,460    «  8,300    " 

Rawooal 8,000    "  4,000    " 

The  mimima  given  above  are  the  lowest  recorded  consumption  of  fuels,  and  are  only  attained  under 
exceptionally  favorable  circumstances.  The  percentage  of  iron  in  the  ore  used  obviously  has  a 
decided  influence  upon  the  yield  of  various  furnaces,  and  the  consumption  of  fuel  per  ton  of  iron ; 
and  in  comparing  the  output  and  fuel  consumption  of  vai'ious  furnaces,  the  richness  and  chemical 
composition  of  the  ores  employed  must  be  considered. 

Fixtures. — ^In  place  of  the  old  method  of  constructing  the  dam  some  distance  in  front  of  the  fur- 
nace walls,  the  dam  is  now  set  up  to  the  crucible  walls,  and  the  long  fore-hearth  dispensed  with ;  the 
tymp  is  set  in  a  recess  in  the  walls ;  and  both  dam  and  tymp  are  kept  cool  by  coils  of  pipe  in  them, 
they  being  cast  about  the  pipe  to  appropriate  pattern ;  an  iron  notch  or  tapping-hole  is  provided  in 
the  dam.  When  the  tymp  is  placed  above  and  back  of  the  dam,  thus  leaving  an  opening  for  readi- 
ing  into  the  furnace  with  shovels,  etc.,  the  term  "  open  front "  is  used  ;  but  where  the  cinder  notch 
consists  of  a  water-cooled  block  similar  to  a  tuyere,  the  title  **  closed  front "  is  applied. 

TWyiret  are  of  various  khids,  viz. :  the  box  tuyere  (see  Fig.  1840),  a  hollow  conical  case  closed  at 
both  ends,  into  which  water  is  allowed  to  flow  at  the  bottom  and  escape  at  the  top ;  the  coil  tuyere, 
a  conical  coil  of  pipe  through  which  water  circulates ;  cast-coil  tuyeres,  coils  of  pipe  about  which  a 


oonical  casting  has  been  run ;  shell-coil  tuyeres,  coils  of  pipe  supported  upon  a  shell  of  wrought  or 
cast  iron,  but  independent  of  it ;  and  spray  tuyeres,  box  tuyeres  with  the  back  end  partly  open,  into 
which  perforated  water-pipes  project.    Tuyeres  are  laid  horizontally,  and  often  project  considerably 
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into  the  crucible  of  the  furnace ;  they  are  made  of  iron  or  of  bronze  metal.  The  pipe  which  con- 
veys the  blast  into  the  tuyere  is  known  as  the  belly-pipe.  It  is  projected  partially  or  entirely  into  the 
tuyere,  and  the  diameter  of  the  opening  of  the  small  end  or  nozzle  usually  determines  the  volume  of 
blast  The  other  end  of  the  belly-pipe  is  connected  on  to  a  bend,  in  which  a  sight-hole  or  pricker- 
hole  is  placed,  so  that  the  condition  of  the  interior  of  the  furnace  can  be  judged  by  inspecting  it 
through  the  belly-pipe.  This  also  gives  a  nAsans  of  cleaning  scoriss  from  the  nozzle  or  tuyere  by 
means  of  long  pricker  rods. 

The  perforations  through  the  crucible  walls  into  which  the  tuyeres  are  inserted  are  arched  with 
fire-brick,  and  in  many  instances  water-cooled  arches,  or  toaier-irecuis  as  they  are  termed,  are  in- 
serted. The  space  between  the  tuyere  and  the  breast  is  packed  with  clay.  Fig.  1841  shows  an 
arrangement  of  short  box  tuyere,  water-breast,  belly-pipe,  etc.,  in  which  the  tuyere  snugly  fits  the 
breast  and  requires  no  packing,  and  a  series  of  weights  and  levers  are  substituted  for  the  usual  key- 
bolts  to  facilitate  the  removal  of  the  tuyere  or  change  of  the  size  of  nozzle. 

The  blast,  after  leaving  the  blowing  apparatus,  is  ordinarily  carried  into  a  large  vessel  or  receiver, 
and  from  this  a  connection  is  made  to  the  hot-blast  stoves.  A  safety-valve  and  also  an  escape-valve, 
controllable  from  the  front  of  the  furnace,  are  placed  in  this  connection.  The  hot-blast  stoves  are 
placed  as  close  as  possible  to  the  furnace,  and  the  heated  air  is  led  through  a  protected  bustle-pipe  or 
circle-pipe,  from  which  connections  are  made  to  each  tuyere.  In  these  connections  blast-cheeks  are 
placed,  so  that  when  the  blast  is  slackened  the  valves  close  and  permit  of  gases  escaping  into  the 
air,  thus  preventing  explosions  in  hot-blast  stoves,  etc  It  is  also  advisable  to  employ  a  valve  for 
each  tuyere,  to  be  closed  by  hand,  so  that  anv  one  can  be  removed  at  will.  Fig.  1842  illustrates  a 
modem  arrangement  of  a  shell-coil  tuyere  E,  belly-pipe  i),  stop-valve  (7,  blast-check  By  and  blast- 
pipe  A,  the  tuyere  fixtures  being  held  in  place  by  key-bolts. 

The  Hot  Blast. — A  retrospect  of  the  growth  of  the  production  of  pig  iron  in  the  past  half  cen- 
tury would  be  comprised  in  the  invention  and  introduction  of  heated  blast  as  applied  to  ii*on-smeIt- 
ing.  To  compare  the  original  iron  box  heated  over  a  coal  fire,  as  employed  by  Neilson,  with  the 
modem  blast-heating  apparatus,  with  improved  combustion-chambers,  gas-buraers,  air-regulators, 
etc.,  would  be  equivalent  to  comparing  the  yield  of  the  little  Mauofen  with  the  improved  furnace  of 
to-day.    It  is  only  lately,  however,  that  the  true  value  of  the  hot  blast  has  been  appreciated,  it 

having  been  considered  simply  as  a  means  of  in- 


1845. 


creasing  the  product  of  a  furnace,  and  its  value  as 
a  method  of  controlling  the  operation  overlooked. 
There  are  three  typi^  forms  of  hot-blast  ovens, 
viz. :  standing-pipe,  suspended-pipe,  and  fire-brick 
stoves.  Of  the  first  there  is  a  large  number  of 
styles,  but  they  all  as;ree  in  consisting  of  bed  pipes 
into  which  vertical  pipes  are  placed.  The  general 
arrangement  consists  of  U-pipes  inverted,  the  blast 
passing  up  one  leg  and  down  the  other,  and  being 
heated  by  the  combustion  of  the  waste  gases  from 

1846. 


the  furnace,  in  a  combustion-chamber  underneath 
the  pipe-chamber.  Instead  of  employing  invert- 
ed U-pipc,  single  pipes  divided  by  diaphragms,  or 
double  pipes,  i.  e.,  one  pipe  within  another,  are 
used  to  a  limited  extent.  Fig.  1843  illustrates  a 
simple  form  of  standing-pipe  hot-blast  stove.  The 
suspended-pipe  stoves  differ  from  those  just  de- 
scribed in  having  the  pipe  hung  from  the  top. 
U-pipes  are  employed,  and  the  advantages  claimed 
are  greater  life  of  pipes,  compact  structure,  and 
ease  of  making  repairs.  Fig.  1844  represents  a 
Weimer  suspended-pipe  stove,  consisting  of  six  chambers,  each  containing  eight  U-pipes.  The  stand- 
ing pipe  and  suspended  pipe  are  both  placed  in  fire-brick  chambers. 

The  third  class  of  stove  in  use  is  what  is  known  as  the  fire-brick  or  regenerative  stove,  of  which 
there  are  two  forms.    It  is  necessary  that  two  or  more  of  these  stoves  should  be  used,  for  the  essen- 
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tial  principle  of  their  operation  is  that  each  stove  is  a  mass  of  fire-brick,  which  attains  a  high  temper- 
ature by  the  combustion  of  furnace  gases,  and  gives  ofiF  its  heat  to  the  air  afterward  driven  throu^ 
it.    As  the  stove  must  first  be  heated  up  and  then  impart  its  heat  to  the  blast,  some  of  the  storefl 
jg^j  must  be  receiving  their  heat  while 

the  others  are  heating  the  blast  To 
prevent  too  great  variations  of  tem- 
perature, not  less  than  three  stores 
should  be  used.  Figs.  1845  and 
1846  represent  vertical  and  horizoD- 
tal  sections  of  a  Siemens-Cowper- 
Cochrane  stove,  consisting  of  a  verti- 
cal combustion-chamber,  and  a  masfl 
of  checkerwork  made  of  fire-brick 
to  expose  as  great  heating  surface 
as  possible.  The  masonrj  is  in- 
closed in  a  sheet-iron  jacket  Flga. 
184Y  and  1848  are  vertical  and  hori- 
zontal sections  of  a  Whitwell  store. 
4  The  essential  difference  between  thii 

and  the  preceding  stove  is  the  use 
of  a  series  of  walls  built  of  fire- 
brick, which  the  blast  traverses  to 
obtain  its  heat  The  regenerative 
piinciple  is  the  same  in  cither  store. 
The  aidvantages  claimed  for  regen- 
erative stoves  arc  th  it  more  intense 
heats  are  possible  than  with  cast4ron 
pipe,  there  is  less  liabilitj  to  dam- 
age by  the  heat,  and  an  economy  of 
fuel  is  possible.  Except  in  special 
instances,  however,  there  has  been 
no  decided  advantage  shown  to  r^ 
suit  from  a  steady  work  at  a  tem- 
perature above  what  is  possible  with 
I  iron-pipe  stoves.  One  especial  value 
GAB  cirLVKmT8.  ciiiMHET  FLciw.         «?  regcncrative  stoves  is  their  capa- 

city as  reservoirs  of  heat,  whicn  can 
be  used  often  to  great  advantage  to  help  a  furnace  out  of  *'  trouble  "  or  bad  working. 

Bell  and  Hoppeb. — There  are  a  number  of  furnaces  which  are  still  known  as  "  open-top,"  but 
much  the  larger  number  are  provided  with  a  "  bell  and  hopper  "  or  "  cup  and  cone."    The  ordinaiy 
forms  are  exhibited  in  Figs.  1856,  1850,  and  1851.     The  hopper  is  a  cup-shnped  casting,  baring  a 
projecting  flange  which  rests  upon  the  ma- 
sonry of  the  furnace,  the  aperture  below 
being  somewhat  smaller  than  the  diameter 
of  the  bell,  which  is  a  conical  casting  sus- 
pended at  the  apex  from  an  operating  l)eam, 
as  in  Fig.  1851.    An  improvement  is  shown 
in  Fig.  1839,  where  the  aperture  in  the  hop-    ' 
per  is  of  greater  diameter  than  the  bell,  and 
there  is  an  offset  or  shoulder  to  receive  a 
lip-ring  which  forms  the  lower  portion  of 
the  hopper.    The  advantages  of  this  ar- 
rangement are,  that  it  is  not  necessary  to 
remove  the  hopper  when  a  bell  is  tsicen 
out,  and  severe  explosions  are  less  liable  to 
move  the  hopper.    The  purposes  of  the  bell 
and  hopper  are  to  close  the  top  and  force 
the  gases  down  the  flues  provided  for  them, 
and  also  to  distribute  properly  the  stock 
charged  upon  the  bell.    The  size  of  the 
bell  therefore  has  a  direct  relation  to  the  stock-line.    Various  forms  have  been  employed  to  accom- 
plish proper  distribution.    Among  others  is  a  double  bell,  Fig.  1849,  in  which  the  centre  cone  docs 
not  drop,  but  a  conical  ring  closes  against  it  and  the  hopper.    When  this  ring  is  lowered,  the  sup- 
position is  that  the  stock  is  equally  distributed  over  the  throat  of  the  furnace,    A  similar  arrange- 
ment is  employed  with  the  central  flue  mentioned  be- 
1849.  low.    In  the  usual  an-angement,  when  the  bell  is  low- 

ered, the  gases  from  the  furnace  have  a  free  escape, 
and  are  drawn  away  from  the  boilers  and  hot-blast 
stoves.  To  prevent*  delay  in  operating  the  bell,  the 
lever  is  moved  by  a  hand-winch  or  by  steam  or  com- 
pressed air.  A  cover  for  the  tunnel-head  is  also  pe^ 
fected,  in  which  are  openings  for  dumping  charges,  provided  with  sliding  covers.  These  opentags 
are  closed  before  dropping  the  bell,  and  opened  when  the  bell  is  closed;  loss  of  gases  is  therefore 
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preyented  To  aooomplish  the  same  result  and  insare  more  thorough  distribution  of  the  stock,  the 
hopper  is  placed  seyeral  feet  below  the  top  of  the  furnace,  so  that  the  charge  of  stock  when  dumped 
from  the  charging-barrow  strikes  on  the  apex  of  the  bell,  falling  equally  upon  all  sides.  When  the 
charge  is  ready  to  be  lowered,  the  tunnel-head  is  covered  by  a  plate  suspended  from  a  beam,  which 
is  removed  after  the  bell  is  again  raised  to  position.  In  both  cases  the  covers  are  operated  by  steam 
or  compressed  air.  In  some  open-top  fumaoes,  a  bell  is  hung  in  the  throat  of  the  furnace  to  insure 
distribution  of  the  stock. 

Gas  Flues. — ^The  gases  are  taken  off  below  the  bell  by  flues,  and  in  modem  plants  carried  to  the 
ground  in  down-comers,  which  are  wrought-iron  tubes,  usually  lined  with  fire-brick.  These  are 
sometimes  of  considerable  size,  even  in  fumaoes  of  moderate  dimensions,  and  in  many  large  fur- 
naces are  out  of  proportion  to  everything  else.  Some  down-comers  are  of  sufficient  capacity  to  con- 
vey five  times  the  quantity  of  gas  which  is  ever  made  in  the  fumace. 

The  flues  into  the  fumrce  are  ordinarily  circular  or  arched  horizontal  openings  above  the  stock- 
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line,  but  in  open-top  fumoces  they  are  often  narrow  vertical  slits  below  the  stock-line,  with  an  up- 
ward inclination. 

The  central  flue  above  mentioned  is  sometimes  used.  This  is  a  vertical  wrouglit-iron  pipe,  extend- 
ing from  below  the  stock-line  up  through  the  tunnel-bead,  and  then  passing  off  to  the  side  of  the 
furnace  and  thence  to  the  down-comers.  The  draught  from  a  tall  chimney  and  the  stock  packed 
around  the  outside  of  the  flue  cause  the  gases  to  pass  through  this  central  flue. 

The  connection  from  the  down-comer  to  the  hot-blast  stoves  and  boilers  is  either  by  wrought-iron 
floes  above  ground  or  by  masonry  imdergroimd  flues ;  and  they  usually  terminate  in  gas-burners,  by 
which  the  supply  of  gas  and  of  air  can  be  regulated. 

BoiLKRS. — Long  horizontal-cylinder  boilers,  either  set  singly  or  two  high  and  placed  in  nests,  are 
most  in  favor  with  fumacemen.  Flue  and  tubular  boilers  require  more  attention,  on  account  of  the 
amount  of  dust  which  accumulates  unless  the  gases  are  washed  previous  to  burning  them.  The 
ordinary  fumace  steam-pressure  is  60  to  70  lbs.  per  square  inch. 

Blowing  Apparatus. — As  the  supply  of  gases  is  seldom  insufficient  for  both  boilers  and  hot-blast 
stoves,  water-power  is  not  employed  except  at  the  older  charcoal  fumaces.  Steam  blowing  engines 
are  chiefly  used,  and  there  is  quite  a  variety  of  them,  including  horizontal  engines  working  direct  or 
operated  from  a  steam-engine  by  gearing,  vertical  blowing-tubs  driven  by  a  horizontal  engine,  verti- 
cal bull  engines,  and  vertical  beam  engines.  The  present  demand  is  for  vertical  bull  engines,  or 
thoAe  having  a  single  steam-cylinder  placed  under  a  single  blowing  cylinder  supported  on  housings 
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or  columns,  the  steam  and  blowing  pistons  being  secured  to  the  same  rod,  as  a  horizontal  cross^iead 
which  carries  connecting-rods  for  two  fly-wheels.  Puppet-Talves  are  largely  employed.  The  pres- 
sure blown  is  from  three-fourths  of  a  pound  to  8  lbs.  for  charcoal,  8  to  7  lbs.  for  coke,  4  to  14  lbs. 
for  anthracite,  and  2  to  6  lbs.  for  raw  bituminous  coal.  The  best  practice  now  favors  running  by 
the  volume  of  blast  rather  than  by  the  pressure,  and  small  high-speed  engines  are  in  many  ctEes 
displacing  the  more  massive  engines  of  slower  motion.  There  is  no  'fixed  rule  among  funiace 
managers  for  the  amount  of  air  supplied  to  various  furnaces ;  from  data  collected  at  a  number  of 
furnaces,  the  amount  of  blast  varied  from  less  than  20Q,000  to  over  500,000  cubic  feet  per  ton  of 
pig  iron,  and  from  77  to  166  cubic  feet  per  pound  of  fuel  consumed.  In  every  case  the  number  of 
cubic  feet  of  air  supplied  per  minute  was  greater  than  the  cubic  feet  capacity  of  the  furnace,  the 
average  being  as  17  to  10. 

GhIbqes. — ^A  charge  or  round  is  a  specified  amount  of  fuel  (generally  a  barrow  of  charcoal  or  a 
net  ton  of  other  fuel)  and  the  proportionate  amount  of  ore  and  flux,  which  is  termed  the  hurdeh. 
Thus  a  charge  for  a  charcoal  furnace  would  be  a  barrow  (20  bushels)  of  charcoal,  1,000  lbs.  of  ore, 
and  60  lbs.  of  limestone.  The  furnace  would  be  then  working  on  1,000  lbs.  burden,  and  carry  6  per 
cent,  of  flux.  Or  an  anthracite  furnace  would  charge  2,000  lbs.  of  ooaU  8,600  lbs.  of  ore,  and  1,980 
lbs.  of  limestone  ;  its  burden  would  be  8,600,  carrying  65  per  cent,  of  flux.  The  number  of  char^ 
or  rounds  in  24  hours  indicates  the  drive  of  furnaces.   Sometimes  much  larger  quantities  of  fuel  tbji 
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2,000  lbs.  are  used  as  a  basis  for  the  charge.  A  locked  scale,  balanced  to  the  weight  of  barrows  and 
provided  with  a  series  of  levers  for  fuel,  ores,  and  flux,  is  generally  employed  to  weigh  the  charges. 

The  time  occupied  in  the  passage  of  stock  through  the  furnace  will  average  nearly  48  hour^  bat 
it  is  in  some  plants  80  hours ;  and  charcoal  furnaces  have  driven  so  fast  that  the  stock  has  not  re- 
mained in  them  over  8  hours.  This  applies  to  absolute  working ;  for  when  for  any  cause  a  fnmaoe 
is  stopped  for  any  length  of  time,  the  manager  either  "  blows  out "  or  banks  up.  In  the  fonner 
case  he  endeavors  to  get  ever3rthing  out  of  the  furnace,  and  in  the  latter  to  keep  all  in  by  cbargii^ 
extra  fuel  and  closing  all  draughts.    In  this  manner  stock  may  remain  in  a  stack  for  a  long  time. 

Hoists. — The  old  mode  of  constructing  furnaces  on  a  st45ep  hillside,  so  as  to  conveniently  deliver 
the  raw  materials  at  the  level  of  the  tunnel-head,  and  convey  the  pig  iron  and  slag  away  from  the 
fore  part,  has  given  place  to  plants  erected  upon  flat  or  sloping  ground  convenient  to  railroads.  In 
these  the  raw  materials  are  raised  to  the  level  of  the  tunnel-head  by  vertical  hoists  or  inclined  planes, 
considerable  ingenuity  being  displayed  in  the  arrangement  of  the  various  parts.  The  compressed  air 
produced  by  the  blowing  apparatus  is  often  employed  for  operating  the  hoist  Hydraulic  hoists 
and  water-balanced  lifts  are  used  to  a  limited  extent,  but  the  greater  number  of  furnaces  use  steam 
as  the  power. 

The  illustrations  herein  given  represent  the  various  styles  of  furnace  construction  employed.  Iig> 
1839  is  a  section  of  a  raw  bituminous  coal  furnace  in  Ohio,  with  curved  boshes  and  straight  in-wiltet 
and  is  supported  on  columns  and  encased  with  a  sheet-iron  jacket  It  is  15  feet  in  diameter  at  bosh 
and  60  feet  high ;  crucible,  7  feet  diameter,  pierced  for  7  tuyeres. 
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Fig.  18S0  is  a  half  elevation  and  half  section  of  an  anthracite  furnace  at  Bethlehem,  Pa.  It  is 
supported  on  columns,  and  the  brickwork  is  caged  with  staves  and  bands  of  iron.  It  is  17  feet  in 
diameter  at  bosh  and  70  feet  high ;  the  crucible  is  7  feet  6  inches  in  diameter,  and  blast  is  supplied 
by  5  tuyeres.    The  section  is  of  straight  lines  and  angles. 

Figs.  1851  and  1862  exhibit  the  section  and  elevation  of  a  coke  and  anthracite  furnace  at  Chicago ; 
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the  section  is  ebtirely  of  curved  lines.  The  bosh  is  17  feet  in  diameter ;  the  height  is  66  feet  The 
crucible  is  6  feet  in  diameter,  and  is  blown  by  4  tuyeres. 

Figs.  1868  and  1864  illustrate  the  construction  of  an  old-style  blast  furnace. 

Fig.  1865  is  a  vertical  section  of  a  German  furnace. 

The  above  fairly  illustrate  the  variations  in  style  and  proportions,  but  there  are  many  modifications 
of  shape  or  details. 

Efforts  have  been  made  to  get  more  intense  combustion  by  injecting  petroleum,  and  considerable 
attention  has  been  given  to  the  calcination  of  the  stock  in  high  furnaces.  The  most  prominent  in- 
stance of  this  is  the  Ferric  self -coking  furnace  shown  in  Fig.  1866,  used  in  Scotland  and  to  a  slight 
extent  elsewhere.  The  upper  portion  of  the  furnace  is  divided  into  chambers  or  retorts,  the  cross 
and  side  walls  containing  flues  in  which  part  of  the  gases  from  the  furnace  are  burned.    The  raw 
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coal,  ore,  and  flux  are  charged  into  these  chambers,  and  the  heat  generated  by  the  oombustion  of  the 
gases  (controllable  by  air-valves)  cokes  the  coal,  roasts  the  ore,  and  prepares  the  flux  for  action  in 
the  furnace  proper  below.  This  illustration  shows  a  water-jacket  surrounding  the  crucible,  water- 
breasts,  plain  tuyere  fixture,  and  lined  bustle-pipe  and  down-comer. 

Works  far  Bcference.—^'  Iron  and  Steel  Manufacture,"  Kohn,  London,  1868 ;  "  MeUUurgy  of  Iron 
and  SteeV*  Osbom,  London,  1869 ;  **  Researches  on  the  Action  of  the  Blast  Furnace,*'  Schintz,  Lon- 
don, 1870;  **Iron  and  Heat,"  Armour,  London,  1871;  **  Chemical  Phenomena  of  Iron-Smelting,"* 
Bell,  London  and  New  York,  1872 ;  ''  Guide  to  the  Iron  Trade  of  Great  BriUin,"  Griffiths,  London, 
1878;  Wiley's  "Iron  Trade  Manual,"  New  York,  1874;  "Studies  of  Blast-Fumace  Phenomena," 
Gruner,  Philadelphia,  1874  ;  "  Metallurgy  of  Iron,"  Bauerman,  London,  1874;  "  Metallurgy  of  Iron 
and  Steel,"  Percy,  London,  1876.  For  descriptions  of  the  most  recent  advances,  the  reader  is  espe- 
cially referred  to  the  files  of  Irony  Journal  of  the  Iron  and  Steel  Instihtie,  Engineering  (see  series  of 
papers  on  "  American  Iron  and  Steel  Works,"  by  HoUey  and  Smith,  vol.  xxv.),  Engineer,  Iron  Agt, 
American  Manufadurer^  and  Engineering  and  Mining  Journal,  J.  B. 

FURNACES,  CUPOLA.  Furnaces  for  melting  metals  prior  to  casting.  In  modem  practice  the 
cupola  is  usually  made  of  boiler-iron  in  the  form  of  a  cylinder  or  cylindroid,  lined  with  fire-brick.  It 
is  from  10  to  16  feet  in  height  and  from  3  to  6  feet  in  diameter  inside,  and  capable  of  melting  from 
6  to  16  tons  of  metal  per  hour.  The  chimney  may  be  of  brick,  or  of  boiler-Iron  lined  with  fire-brick, 
which  is  more  common.  A  cupola  is  often  spoken  of  as  holding  a  charge  of  so  many  tons  of  metal ; 
but  as  only  a  limited  quantity  of  molten  metal  can  be  contained  in  it  at  one  time,  its  capacity  is 
more  correctly  measur^  by  the  amount  of  metal  it  will  melt  in  a  given  time.  Fig.  1857  is  t 
perpendicular  section  of  a  cupola,  to  enable  the  reader  to  understand  the  manipulations  connected 

1857. 

1858. 


with  the  process  of  casting.  The  tuyeres,  a  a,  are  seen  to  enter  the  cupola  from  10  to  16  inches 
above  its  floor.  The  space  just  above  the  tuyeres  has  the  shape  of  an  inverted  cone,  whidi  has  the 
effect  to  hold  the  contents  in  such  a  relation  to  the  blast  as  is  best  calculated  to  make  it  the  most 
effectual.  The  floor  of  the  cupola,  6,  when  in  use,  is  composed  of  sand  6  or  8  inches  in  depth,  lying 
upon  the  bottom  plate  c,  which  rests  upon  supports,  and  may  be  dumped  by  their  removal.  Some 
cupolas  are  charaberefjl  at  the  lower  section,  the  blast  entering  through  a  row  of  holes  in  the  inner 
walL  In  the  upper  part  of  the  back  of  the  cupola  is  the  door  for  receiving  the  chai^gcs.  Fig.  1858 
shows  the  exterior  of  the  lower  part  of  a  cupola :  a  a,  tuyeres ;  h  6,  small  isinglass  windows  for  show- 
ing the  state  of  combustion  and  position  of  the  layer  of  coal ;  c,  pot  for  receiving  the  melted  metal ; 
da^  columns  of  support.  (The  smaller  upright  rods  support  the  movable  floor,  and  stand  in  the  pit 
below  the  cupola.)  A  cupola  is  charged  by  placing  a  sufficient  quantity  of  kindling-wood  upon  the 
floor,  and  above  this  a  layer  of  the  best  anthracite  coal  in  large  lumps,  and  in  sufficient  quantity  to 
fill  the  cupola  to  the  height  of  several  inches  above  the  entrance  of  the  tuyeres  after  it  has  wdl 
settled  and  the  wood  has  burned  away.  This  precaution  must  be  carefully  obeerved,  because  if  the 
charge  of  iron  above  the  ooal  should  come  down  to  a  level  with  the  entrance  of  the  blast,  oombos- 
tion  would  be  checked,  the  metal  become  chilled,  the  process  stopped,  and  the  dumping  of  the  diaige 
necessitated.  Upon  the  layer  of  coal  thus  carefully  deposited,  one  of  pig-iron  is  placed,  varrmg 
in  quantity  from  1,000  to  6,000  lbs.,  according  to  the  size  of  the  cupola  and  to  the  rapidity  with 
which  it  is  proposed  to  effect  the  melting ;  and  upon  this  another  layer  of  ooal  is  deposited,  snd 
afterward  succeeding  layers  of  iron  and  coal.  Fluxes  are  added  where  occasion  requires,  aooordhig 
to  the  judgment  of  the  founder,  pounded  marble  or  limestone  being  most  frequently  empkiyed. 
The  wood  is  usually  ignited  when  the  first  layer  of  coal  is  deposited,  and  in  from  an  boor  to  an  boer 
and  a  half  the  furnace  may  be  tapped. 
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In  Fig.  1859  is  represented  an  improved  cupola  for  melting  iron,  highly  recommended  by  Mr. 
Edward  Kirk  in  bis  **  Founding  of  Metals,*'  from  which  work  we  take  the  following  description : 

**  The  bottom  plato  should  project  inside  of  the  lining  in  a  large  cupola,  so  as  to  make  the  bottom 
doors  smaller  and  easier  to  handle ;  and  the  lining  should  be  sloped  out  to  the  edge  of  the  bottom 
plate,  so  that  the  sand  bottom  will  all  fall  out  when  the  iron  bottom  is  dropped.  This  offset  also 
helps  to  support  the  stock,  and  takes  part  of  the  weight  off  of  the  iron  bottom.  The  caisson  or 
shell  of  a  cupola  will  often  rust  off,  and  give  way  around 
the  bottom.    This  is  caused  by  the  lining  sweating  and  l^*^- 

the  moisture  settling  to  the  bottom,  and  by  putting  in  a 
heavy  sand  bottom,  and  providing  no  way  for  the  moist- 
ure in  the  sand  to  escape ;  this  moisture  keeps  the  lower 
courses  of  brick  always  damp,  and  causes  the  caisson  to 
rust  off  in  a  short  time.  The  illustration  shows  how  this 
may  be  avoided  by  laying  the  first  two  courses  of  brick 
out  one  or  two  inches  from  the  caisson,  so  as  to  form  a 
small  air-chamber  all  around  the  cupola,  as  represented 
by  the  letters  A  A,  Small  holes  should  be  put  in  around 
the  bottom  of  the  caisson,  or  through  the  bottom  plate, 
to  supply  this  chamber  with  fresh  air,  and  allow  the 
moisture  to  escape.  A  triangular-shaped  tuyere  is  the 
best,  especially  for  a  small  cupola ;  for  it  comes  up  to  a 
sharp  point  at  the  top,  and  is  not  nearly  so  liable  to 
bridge  over  as  the  round  or  oval-shaped  tuyere.  There 
is  a  hollow  place  in  the  lining  of  this  cupola,  just  above 
the  tuyeres,  which  indicates  the  melting  point  of  the  cu- 
pola. If  a  cupola  is  lined  up  straight,  it  will  bum  out 
hollow  at  this  point  in  oAc  or  two  heats ;  and  in  daubing 
up  the  cupola  for  a  heat,  it  should  never  be  daubed  up 
straight  or  too  full  at  this  point,  but  should  be  left  a 
little  hollow,  as  shown  in  Fig.  1869.  Brackets  or  angle- 
iron  should  be  riveted  on  to  the  caisson  every  three  or 
four  feet,  so  as  to  support  the  lining,  and  admit  of  the 
lower  part,  where  the  lining  bums  out  the  fastest,  being 
taken  out  and  replaced  without  taking  down  the  whole 
lining.  The  lining  can  be  taken  out  and  replaced  with- 
out the  brackets  by  taking  out  one  side  of  it  at  a  time, 
and  replacing  it  with  the  new  lining  before  taking  out 
the  other  side ;  but  after  a  lining  has  been  taken  out  and 
replaced  in  this  way,  it  always  settles  and  cracks,  and 
injures  the  lining.  The  stack  should  be  reduced  to  one- 
half  or  less  the  diameter  of  the  cupola,  and  should  be 
drawn  in  by  an  arch  just  above  the  charging-door.  A 
cupola  contracted  suddenly,  as  this  one  is,  is  better  than 
to  have  a  long  tapered  contraction,  for  in  this  cupola  the 

heat  comes  up  and  strikes  the  arch,  and  is  thrown  down  on  the  iron ;  the  sparks  strike  this  arch,  and 
are  not  so  liable  to  be  carried  out  at  the  top  of  the  stack  as  in  a  long  contraction  by  reducing  the 
diameter  of  the  stack.  In  this  way  the  heat  is  more  confined  and  equalized,  and  will  make  a  more 
even  iron  than  a  cupola  with  a  large  stack  when  the  heat  escapes  freely  up  the  stack." 

The  following  table  shows  the  dimensions  of  an  ordinary  cupola  of  this  type : 

Dimensioiu  of  Ordinary  Cupola,  Feet  Inches. 

Outside  diameter 4  6 

Height  above  hearth 15  0 

Inside  diameter  at  tuyeres 8  0 

Inside  diameter  at  hearth 3  6 

Inside  diameter  at  top  (plated  with  five-sixteenths  inch  plate  14  feet  above 

the  hearth) 8  0 

Diameter  of  main  blast-pipe 0  16 

"        of  branch  pipes  (two) 0  8f 

"         of  tuyere  nozzles 0  7 

Height  of  hearth  above  foundry  floor  (about) 3  0 

A  cupola  of  this  description  has  been  known  to  melt  from  10  to  20  tons  of  iron  a  day,  with  but 
120  lbs.  of  coke  to  the  ton  of  metal  melted,  which  consisted  of  various  mixtures  of  Cleveland  hema- 
tite and  Scotch  pig.  The  diameter  was  3  feet  6  inches ;  height  from  tapping-hole  to  charging-floor,  14 
feet.  It  was  supplied  with  blast  from  a  blower,  at  a  pressure  of  a  quarter  of  a  pound  to  the  square 
inch,  and  melted  at  the  rate  of  about  5|  tons  an  hour. 

The  Jfacketuie  cupola.  Fig.  1860,  is  largely  used  in  this  country.  It  is  generally  elliptical  in  plan, 
and  the  blast,  instead  of  being  supplied  through  tuyeres,  is  admitted  through  an  opening  which 
extends  completely  round  the  bottom  part  of  the  cupola.  The  blast  is  led  into  a  chamber  surround- 
ing the  boshes  of  the  cupola,  and  from  thence  it  escapes  through  the  annular  opening  into  the  cupo- 
la. The  cupola  is  fitted  with  a  drop  bottom,  which  arrangement  is  almost  universally  adopted  in 
the  United  States.    When  first  started  it  is  necessary  to  employ  a  very^  light  pressure  of  blast,  but  as 
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the  melting  proceeds  the  pressure  is  brought  up  to  2i  lbs.  per  square  inch.  The  blast  is  generally 
applied  about  40  minutes  after  the  fire  is  fit,  and  the  iron  begins  to  run  about  20  minutes  afterward. 

American  cupolas  as  a  rule  are  larger  in  diameter  than  those  of  European  design,  which  is  an  essen- 
tial feature  when  anthracite  is  used.  An  arrangement  often  adopted  is  to  have  the  sides  parallel, 
but  with  a  convex-shaped  belt  of  the  same  material  as  the  lining  arranged  just  above  the  tujeres, 
this  belt  eifectine  the  same  object  as  the  boshes  in  such  forms  as  those  of  Ireland  or  Voisin. 

Irdan^s  cupola  is  built  with  boshes,  and  has  a  cavity  of  enlarged  diameter  below  them,  so  aa  to 
give  increased  capacity  for  the  liquid  iron.  In  his  first  patent  Uiere  are  described  two  ranges  of 
tuyeres,  ordinary  ones  at  the  bottom,  and  smaller  but  more  numerous  ones  above  the  boshes,  which 
latter  it  was  proposed  to  supply  with  heated  blast. 

Woodward's  steam-jet  cupola  is  worked  by  means  of  an  induced  current  caused  by  a  stcam-jet 
blowing  up  the  chimney  of  the  cupola,  instead  of  by  a  blast  forced  in  from  below.  It  is  claimed  that 
a  considerable  saving  in  fuel  is  thus  effected.  Fig.  1861  shows  an  arrangement  of  the  steam-jet  in 
connection  with  a  cupola  provided  with  a  feeding-hopper,  with  a  sliding  door  to  be  worked  by  a  lever, 
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80  that  continuous  working  is  possible.  The  steam  is  arranged  to  blow  through  a  side  flue  mto  the 
chimney.  The  feeding-hopper  to  the  furnace  A  is  represented  open,  and  that  of  B  is  shut  There 
are  eight  dr-holes  in  the  upper  row  and  three  in  the  lower  row. 

HeatorCs  cupola  is  constructed  by  building  a  tall  stack  on  the  basis  of  a  cupola,  and  providing  the 
latter  with  two  rows'of  large  tuyeres ;  the  heat  and  draught  are  maintained  simply  by  the  asceosiTe 
power  of  the  hot  air  passing  up  from  the  cupola  and  stack  or  chimney. 

VoisirCs  cupola  is  constructed  of  double-riveted  boiler-plate  lined  with  shaped  fire-brick,  and  the 
bottom  is  arranged  to  drop.  The  blast  is  supplied  from  a  belt  completely  surrounding  the  crlinder 
of  the  boshes,  and  from  this  belt  two  sets  of  tuyeres,  four  in  each  set,  deliver  the  necessary  supply 
of  air.  The  lower  set  are  arranged  opposite  and  at  right  angles  to  the  main,  while  the  upper  set  are 
diagonal  to  it.  The  inventor  claims  that  through  this  arrangement  of  the  tuyeres  the  gases,  being 
burnt  in  the  interior  of  the  cupola,  create  a  second  zone  of  fusion  with  those  gases  alone.  In  other 
words,  the  second  set  of  tuyeres  obviate  to  some  extent  the  evil  effect  of  the  formation  of  carbonic 
oxide. 

A  portable  cupola  with  its  fan  is  shown  in  elevation.  Fig.  1862.  It  is  formed  of  a  cylinder  A  J, 
of  sheet-iron  one-sixteenth  of  an  inch  thick,  2  feet  3  inches  in  diameter  and  4  feet  6  inches  high, 
lined  with  fire-bricks  and  clay  B  By  in  the  usual  manner,  4  inches  thick.  The  cupola  weighs  about 
6  cwt.,  and  is  easily  lifted  by  the  workmen  on  to  a  trolly  and  taken  to  the  place  required,  when  it  is 
lifted  off  and  placed  on  a  temporary  staging.  The  cupola  has  a  belt  or  air-chamber  at  C  C,  into 
which  passes  the  air  from  the  fan,  and  it  has  four  tuyeres  of  2  inches  orifice  to  admit  the  air  to  the 
fire.  The  yield  of  metal  from  so  small  a  cupola  is  great ;  as  much  as  3^  tons  have  been  run  down 
in  7  hours  by  two  men  turning  the  handles  of  the  fan,  and  nearly  4-J  tons  by  the  use  of  the  engme 
in  the  same  time. 

Tuyeres  may  be  classed  under  two  heads,  namely,  the  coiled  tuyere  and  the  water-jacketed  tuyere. 

The  coiled  tuyere  is  generally  made  of  a  coil  of  wrought-iron  tube  imbedded  in  the  sides  of  a 
hollow  case  of  cast-iron.  Sometimes  the  coils  are  wound  close  at  the  nose  of  the  tuyere,  in  order 
more  effectually  to  prevent  the  cast-iron  from  burning ;  and  sometimes  the  tuyere  itself  is  formed 
entirely  of  a  coil  of  tube,  closely  wound  from  end  to  end. 

The  vater-jaekded  tuyere  is  generally  made  of  wrought-iron,  and  consists  of  two  conical  tubes  of 
different  diameter,  connected  at  each  end  by  rings  of  wrought-iron  welded  in,  so  forming  a  space 
between  the  two  concentric  walls  of  the  tuyere,  which  is  filled  with  water  supplied  under  pressure. 
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and  generally  brought  in  through  a  feed-pipe  at  or  near  the  bottom  of  the  tuyere,  and  allowed  to 
escape  through  a  second  pipe  in  the  upper  side. 

Phot^f^fwrSronze  tuyeres  are  generally  fixed  in  a  cast-iron  casing  or  box,  beyond  which  they  project 
into  the  furnace  for  the  greater  part  of  their  length ;  and  they  are  so  arranged  that  they  can  be 
turned  round  in  the  cast-iron  plate  or  box  in  order  to  expose  a  different  side  of  the  tuyere  to  the 
action  of  the  materials  in  the  furnace.  Greater  durability  is  claimed  for  phosphor-bronze  than  for 
gun-metal  or  copper ;  but  each  metal  possesses  the  same  advantage  of  preventing  adherence  of  slag, 
scoria,  or  iron  to  the  nozzle  of  the  tuyere,  which  is  the  only  object  to  be  gained  by  the  use  of  copper 
or  its  alloys  in  preference  to  iron.  Additional  precautions  as  to  water-supply  have  to  be  taken  where 
such  metal  is  used,  as,  owing  to  the  low  temperature  at  which  it  melts,  a  copper  tuyere  may  be  more 
rapidly  destroyed  than  an  iron  one  where  any  overheating  is  possible ;  but  under  favorable  conditions 
gun-metal,  copper,  and  phosphor-bronze  tuyeres  have  been  found  very  durable,  and  the  advantage 
gained  by  keeping  the  blast-nozzle  always  clean  and  fully  open  is  an  important  one. 

The  open^pray  tuyere  invented  by  F.  H.  Lloyd,  Fig.  1868,  consists  of  two  concentric  conical  tubes, 
closed  at  the  nozzle  but  open  at  the  rear  end.  The  water-supply  is  connected  in  the  usual  manner 
with  a  flexible  hose,  and  various  systems  of  spray-pipes  are  used  to  suit  various  shapes  of  tuyeres 
and  various  conditions  of  water-supply.  The  spray-pipes  are  made  either  of  wrought-iron,  brass,  or 
copper,  and  a  sufficient  amount  of  water  is  allowed  to  escape  through  small  holes  or  slits  in  the 
spray-pipes  to  protect  every  part  of  the  tuyere-casing  which  is  exposed  to  the  heat  of  the  furnace. 
The  spray  or  jet  of  water  from  each  hole  in  the  spray-pipe  spreads  over  a  considerable  surface,  and 
a  small  number  of  holes  is,  if  they  are  properly  platted,  sufficient  to  keep  the  whole  interior  surface 
of  the  tuyere-casing  constantly  wet.    Scarcely  any  steam  is  visible,  and  the  waste  water  passes  away, 
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after  cooling  the  tuyere,  at  a  temperature  little  exceeding  that  at  which  it  entered,  nnless  a  large 
portion  of  Uie  tuyere  is  exposed  to  violent  heat,  in  which  case  the  temperature  of  the  waste  water  is 
certainly  no  greater  than  it  would  be  from  a  tuyere  of  the  old  system  placed  under  the  same  condi- 
tions. The  spray  is  principally  directed  to  the  loose  end  of  the  tuyere,  and  beats  back  to  some  ex- 
tent on  the  top  and  sides,  which  are  also  protected  by  a  sufficient  number  of  additional  sprays  from 
holes  drilled  in  the  spray-pipes.  The  water  falls  round  the  sides  and  end  of  the  tuyere,  and  escapes 
from  the  back  through  the  waste-water  pipe,  as  shown  in  Fig.  1868. 

The  number  and  position  of  the  tuyere-holes  very  much  depend  upon  the  size  of  the  cupola,  the 
quality  of  coke,  and  the  nature  of  the  pig  to  be  employed.  For  some  small  cupolas,  only  one  tuyere 
is  used,  which  is  placed  at  the  back  of  the  cupola,  about  16  inches  above  the  bottom.  According 
as  the  diameter  of  the  cupola  is  increased,  so  must  the  number  of  tuyeres  be  increased  around  it 
in  the  same  horizontal  plane,  so  as  to  generate  a  uniform  heat  at  all  points  in  the  furnace. 

One  of  the  most  important  modifications  of  late  in  the  construction  of  the  cupola  has  been  the 
introduction  of  the  falling  hinged  trap-door,  shown  in  Voisin's  furnace,  Fig.  1864,  to  allow  of  the 
whole  contents  to  be  dropped  into  a  pit  beneath  the  cupola,  after  tapping ;  by  this  arrangement  the 
cupola  is  much  more  easily  and  quickly  emptied  when  "  done  work  "  than  by  the  old  and  fatiguing 
process  of  "  raking  out."  When  this  arrangement  can  be  adopted,  that  is,  when  there  is  the  power 
to  have  a  clear  gangway  left  beneath  the  range  of  cupolas,  it  is  necessary  to  pay  great  attention  to 
the  proper  arrangement  and  strength  of  the  supports  for  the  cupolas. 

For  a  very  excellent  discussion  on  the  subject  of  cupolas  and  cupola  working  (from  which  the 
foregoing  is  mainly  abridged),  the  reader  is  referred  to  "  A  Practical  Treatise  on  Casting  and  Found- 
ing," bv  E.  Spretson,  London,  1878.  A  large  amount  of  practical  data,  etc.,  will  be  found  in  "  The 
Founding  of  Metals,"  by  Edward  Kirk,  New  York,  1878. 
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FURNACES,  GLASS-MELTING.  These  usually  consist  of  a  heating  chamber,  in  which  are  dis- 
posed the  pots  or  crucibles  in  which  the  glass  is  fused. 

Glass-Pots  or  Crucibles. — The  various  substances  which  by  their  fusion  produce  glass  are  melted 
in  large  crucibles  of  refractory  earth.  These  should  be  capable  of  supporting  for  several  weeks  in 
exceedingly  high  temperature,  without  splitting  or  vitrification.  This  temperature,  measured  bj 
means  of  the  thermo-electric  pyrometer,  is  not  less  than  from  1000°  to  1200''  C.  Bohemian  ^as9  is 
liquid  at  1060°,  crystal  at  925°;  and  the  pasty  state  at  which  working  is  best  carried  on  is  at  about 
770°.  The  bricks  which  enter  into  the  construction  of  •the  furnaces  require  the  same  care  in  their 
making  as  the  crucibles.  The  manufacture  of  all  these  appurtenances  is  in  Europe  usually  carried 
on  in  the  glass-works,  each  manufacturer  having  as  a  rule  particular  ideas  as  to  their  proper  fabri- 
cation to  suit  his  requirements.  The  most  refractory  clays  are  employed,  as  free  as  possible  from 
iron,  lime,  magnesia,  and  the^  alkalies ;  and  in  making  the  crucibles  the  greatest  care  is  exercised. 

In  England  they  are  made  of  the  best  Stourbridge 
^^^**  clay  mixed  with  about  one-fifth  part  of  groumi 

potsherds.     The  work  is  entirely  done  by  hand. 
The  large  pots  are  about  4  feet  in  height,  4  feet 
in  diameter  at  top  and  somewhat  smaller  at  the 
bottom,  and  contain  about  25  cwt.  of  melted  glass. 
Small  ones  range  from  19^  to  39  inches  in  height, 
and  from  2  to  2.7  inches  in  thickness,  after  being 
baked.    The  average  duratiin  of  a  pot  in  the  fur- 
nace is  about  8  weeks.    In  the  case  of  window 
I   and  ordinary  bottle  glass,  the  pot  is  a  plain  rotmd 
I   vessel,  open  at  the  top,  as  shown  at  the  right  of 
Fig.  1865 ;  but  in  melting  flint-glass,  it  being 
necessary  to  protect  the  metal  from  all  external  impurities,  the  top  of  the  pot  is  made  in  the  fonn 
of  an  arch  or  hood,  with  a  small  opening  on  one  side  near  the  top,  which  corresponds  to  the  nose- 
hole  of  the  furnace,  and  from  which  the  workman  withdraws  the  melted  glass. 

Peligot  gives  the  following  composition  of  crucibles  and  pots :  Cruciblm — ^Fatty  clay  of  Forges, 
100  parts ;  cement,  100  parts ;  pulverized  potsherds,  10  parts.  Po/^— Fatty  day  of  Ardennes,  350 
kilogrammes ;  same,  calcined,  260  kilogrammes ;  potsherds,  100  kilogrammes.  These  ingredients, 
moistened  with  water,  are  made  into  a  homogeneous  paste  in  a  mechanical  mixer,  and  are  afterward 
kneaded  in  manner  similar  to  pottery  clay.  About  800  kilogrammes  are  required  to  make  a  pot 
The  material  is  formed  into  lumps  and  allowed  to  season  for  several  weeks  in  a  moist  place,  by 
which  process  it  acquires  the  necessary  plasticity.  The  manner  of  making  the  pots  in  France  con- 
sists in  building  them  up  of  small  cylinders  of  the  prepared  clay  called  pasUms  or  colwubin*.  G«> 
erally  a  wooden  vessel  is  used  as  a  mould,  and  this  is  lined  inside  with  wet  cloth.  The  columbms, 
previously  prepared  and  flattened  on  one  side,  are  placed  against  the  cloth,  beginning  at  the  centre 


of  the  bottom.  They  are  thus  built  up,  range  after  range ;  and  as  they  are  put  in  place  they  arc 
rubbed  together  so  as  to  make  them  unite.  When  the  top  of  the  moulding  vessel  is  reached,  the 
whole  is  removed  to  a  warm  apartment,  and  the  interior  of  the  pot  is  pounded  smooth  with  marble 
mallets.    It  is  then  left  in  the  mould  for  several  days,  after  which  it  is  turned  out,  and  any  defects 
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on  the  exterior  surface  are  repaired.  The  pot  is  afterward  left  to  dry  in  a  chamber  heated  to  from 
30°  to  40°  C.  for  from  4  to  8  months.    Then  it  is  gradually  baked  at  a  red  heat. 

Furnace  Bricks. — A  glass-furnace  after  being  once  fired  is  always  kept  in  heat  until  its  stoppage 
is  necessary  on  account  of  deterioration.  Then  it  is  generally  built  anew.  The  bricks,  htTing 
therefore  to  withstand  a  very  high  temperature  for  so  long  a  time,  are  chosen  with  great  care, 
especially  those  used  in  forming  the  vaults  and  arches.  Kefractory  clay  alone  does  not  produoe 
sufficiency  resisting  bricks,  and  hence  very  pure  white  sand  is  added  to  it.  This  material  is  best 
obtained  from  quartziferous  rock  or  pebbles,  ground  and  treated  with  sulphuric  acid  to  remove  all 
traces  of  iron.  Vault-bricks  should  contain  from  80  to  85  per  cent,  of  this  sand.  Those  which 
come  in  contact  with  the  glass  which  flows  over  during  melting  or  on  the  breakage  of  the  pots  maj 
contain  very  much  less.  If  they  are  too  silicious,  they  are  rapidly  scored  by  the  glass  which  almost 
constantly  falls  from  the  pot  into  the  furnace.  If,  on  the  other  hand,  they  are  made  of  nearly  pure 
clay,  they  resist  much  better  the  dissolving  action  of  the  basic  elements  of  the  glass.  The  following 
is  a  good  mixture  for  vault-bricks :  250  kilogrammes  of  clay,  250  kilogrammes  of  calcined  day  from 
old  furnace-vaults,  and  100  kilogrammes  of  purified  quartz  sand.  In  Wales  a  very  excellent  brick 
is  made  from  agglomerated  quartz,  the  material  being  obtained  at  Dinas  in  the  Neath  valley.  It  is 
nearly  pure  silex.  The  rock,  reduced  to  powder,  is  mixed  with  about  one  per  cent,  of  lime  and  a 
quantity  of  water  sufficient  to  agglutinate  the  mass,  when  it  is  compressed  in  iron  moulds.  It  b 
thus  made  into  bricks,  dried,  and  then  baked  at  a  high  temperature.  The  lime  acts  as  a  kind  of  flux 
at  the  surface  of  the  quartz  grains  and  determines  their  agglomeration.  These  bricks  expand  by 
heat,  while  those  of  clay  contract 

Furnaces. — The  furnaces  used  in  glass-making  may  be  divided  into  four  classes:  1,  ordiuaiy  fur- 
naces ;  2,  Siemens  furnaces ;  8,  Boetius  furnaces ;  and  4,  single-pot  furnaces. 

Ordinary  Furnaces, — These  are  heated  either  with  coal  or  wood.  They  are  usually  of  circular, 
oval,  or  rectangular  form,  and  contain  from  6  to  12  pots.  Access  is  afforded  to  each  pot  bj  a 
separate  opening,  which  is  closed  during  the  melting.  Figs.  1866  to  1869  represent  a  four-sided 
furnace  intended  for  6  pots.  Fig.  1 866  is  a  horizontal  section.  Fig.  186*7  a  perpendicular  section 
through  the  teazing  arch.  Fig.  1868  a  perpendicular  section  through  the  edges  or  seats,  and 
Fig.  1869  a  front  view  with  a  section  of  the  fritting  kiln.  There  are  four  side  kilns  connected 
with  the  main  furnace  A  A,  Fig.  1866,  in  the  shape  of  four  wings,  viz. :  two  cooling  or  annealing 
furnaces  B B^  and  two  fritting  kilns  C  C.  Above  the  foundation,  in  which  the  drains  xxt 
are  excavated,  the  sole-stone  w  is  placed,  which  forms  the  bottom  of  the  fire-room.  The  two  fire- 
places and  grates  m  m.  Fig.  1867,  are  situated  above  the  ash-pits  ^,  and  are  exactly  opposite  to  each 
other ;  they  are  supplied  with  fuel  from  the  arches  h  b  and  dd^  whUe  the  flames  from  the  two  extrem- 
ities meet  in  the  fire-room  g^  Fig.  1868,  and  enter  together  the  space  a  a  occupied  by  the  pots  u  «  «  a, 
and,  reverberating  from  the  four-sided  arch,  escape  at  last  through  the  fiues  c  c,  8  inches  in  width, 
into  the  side  ovens,  of  which  two  can  be  heated  by  separate  fires  K,  Fig.  1869 ;  the  damper  in  the 
flues  c  shuts  off  the  flame  from  the  furnace  A  A  when  required.  The  uprights  iiii  separate  the 
working  spaces  of  the  glass-blowers,  who  obtain  access  to  the  glass  in  the  pots  through  the  worldng- 
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holes  e  e  e.  Immediately  below  these  are  the  openings  r  r  r^  which  can  be  opened  for  removing  the 
pots  when  broken  or  worn  out  from  the  sieges,  to  which  they  often  adhere.  In  order  to  retain  the 
heat  in  the  furnace,  the  working-holes  are  made  as  narrow  as  possible,  and  consequently  modi 
smaller  than  the  pots ;  when  it  is  necessary  to  change  the  latter,  they  are  removed  through  tiic  side 
arches,  of  which  there  are  two  in  every  furnace,  kept  constantly  bricked  up  except  when  actually  m 
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jise.  Chimneys  (^  Fig.  1869)  are  sometimes  erected  over  one  or  more  of  the  working-holes  to  carry 
off  the  heat  and  the  vapors  from  the  pots ;  these,  however,  are  not  essential,  and  are  not  often  used. 
The  side-kilns  are  accessible  by  the  doors  S  8  S.  Wood  is  placed  on  the  scaffoldmg  Z  to  dry.  The 
cupola  or  arch  v  is  walled  over  with  ordinary  bricks,  and  the  comers  are  filled  with  sand  and  earth. 

The  round  melting-furnaces,  although  very  commonly  used,  are  not  so  commodious  as  those  of 
quadrangular  form  under  the  same  circumstances.    Figs.  1870  to  1878  represent  a  furnace  of  this 
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kind  designed  for  making  flint-glass.  Fig.  1870  is  a  ground  plan  of  the  melting-furnace.  The 
pots  0  are  situated  at  equal  distances  between  the  pillars  or  piers  JF,  which  support  the  exterior 
dome.  At  a  a  are  openings  in  two  of  the  piers  for  charging  with  fuel.  Fig.  1871  shows  how 
the  heat  is  carried  round  the  pot  in  its  exit  from  the  furnace.  The  pots  are  covered  with  hood- 
shaped  tops,  and  these  fit  the  working-holes  of  the  furnace,  so  that  the  smoke  and  heat  cannot 
escape  in  the  same  way  as  in  the  usual  glass  furnaces,  a  is  the  pot,  with  the  top  6  /  c  is  the  roof  of 
the  furnace ;  d,  the  ** siege''  on  which 
the  pots  are  placed ;  and  0  e,  a  flue, 
low  down,  which  passes  between  the 
furnace  and  the  cone  till  it  reaches 
a  point  /,  where  it  enters  the  cone 
itself,  fff  Fig.  1872,  is  a  front  view 
of  the  pot  and  arch  of  the  cone, 
which  allows  the  workmen  to  ap- 
proach the  opening  in  the  furnace, 
against  which  the  mouth  of  the  pot 
is  placed.  A  is  an  opening  direct 
from  the  outside  into  the  flue,  for  the 
purpose  of  keeping  it  clean.  Fig. 
1873  is  a  general  view  of  the  melt- 
ing-furnace, cone,  and  working-holes. 
It  consists  of  two  domes,  AA,£B^ 
one  within  the  other,  of  which  the 
interior  one  is  flat,  and  the  exterior 
of  considerable  altitude,  terminating 
in  a  high  chimney.  The  only  con- 
nection between  the  domes  is  by  the 
flues  O  Oy  which  are  situated  one  on 
each  side  of  the  crucibles,  so  that 
they  receive  the  whole  body  of  the 
flame  as  it  passes  from  the  fireplace 
to  the  exterior  dome,  and  thence  to 
the  chimney. 

The  following  drawings  of  a  plate- 
glass  furnace  exhibit  the  manner  in  which  the  fusing-pots  are  arranged,  and  also  how  they  are 
inserted  and  removed.  Fig.  1874  is  a  horizontal  section  at  the  height  of  the  sieges  to  the  right  of 
X  y,  and  somewhat  lower  to  the  left,  through  the  holes  for  the  cuvettes.  Fig.  1875  is  a  perpendic- 
ular section  through  the  line  x  y.  The  melting-furnace  is  surrounded  by  four  side  furnaces  A  A  A  A^ 
used  for  burning  and  heating  the  pots,  and  so  arranged  that  the  whole  length  of  the  sides  with  the 
siege  a  is  left  open  and  free  of  access.  Thus  the  two  remaining  sides  are  only  accessible  by  the 
66 


Digitized  by 


Google 


882  FURNACES,  GLASS-MELTING. 

narrow  passages  B  B,  and  these  are  connected  with  the  large  apertures  b  b.  These  apertures  are 
used  for  the  insertion  of  the  pots  C  C,  and  at  the  same  time  for  stoking  the  fire :  for  the  latter  pur-* 
pose  they  would  be  too  large,  and  allow  too  much  heat  to  be  lost ;  they  are  consequently  bricked 

up  above  and  closed  in  front  by 
slabs  of  cUy,  with  the  exception 
of  the  small  apertures  e  e.  A 
grate  is  indispensable  when  coal 
is  used,  but  not  when  wood  is 
the  ordinary  fuel.  The  flame 
travels  from  the  melting-fur- 
nace, after  passing  between  the 
sieges  and  heating  the  pots  C  C 
and  the  cuvettes  1 1,  through  the 
flues  o  o  into  the  side  furnaces 
A,  Two  rows  of  holes  are  left 
in  the  free  sides  of  the  famace. 
By  means  of  the  upper  woridng- 
holes  mmm,  the  melting-pots 
are  accessible  for  the  purposes 
of  ladling ;  through  the  two  low- 
er  holes  n  n  the  cuvettes  are  inserted  or  removed  upon  the  iron  slabs  p  />,  which  must  conscquentlj 
be  exactly  upon  the  same  level  as  the  sieges.  All  the  holes  can  be  closed  by  movable  plates  at  pleas- 
ure.   The  draught  can  be  regulated  through  r  r,  and  the  ash  collects  in  «  <. 

Figs.  1876  to  1878  show  a  ground  plan  of  a  melting-furnace  for  crown  glass,  and  the  elevation  of 
an  end  and  side,  a  a  a  a  are  the  stone  pillars  which  carry  the  cone ;  b  b  b  b,  the  walls  of  the  fur- 
nace ;  e  <?,  the  grate-bars  upon  which  the  fuel  lies ;  d  dy  the  "  sieges,"  or  position  which  the  melting- 
pots  occupy,  one  opposite  each  opening  eee.  ^  is  an  elevation  of  the  sides  //,  and  h  an  elevation 
of  the  ends  t  i  of  the  furnace,  k  kk  are  temporary  openings  to  enable  the  workmen  to  insert 
large  iron  levers  to  assist  in  placing  the  pots,  which  are  carried  on  a  machine,  in  a  red-hot  state, 
into  the  furnace  through  the  other  temporary  opening  L 

The  Siemeni  Gas  ^tmaces  involve  two  principles :  1.  For  the  direct  action  of  the  combustible 
that  of  the  products  resulting  from  its  distillation  is  substituted.  2.  These  products,  consisting  of 
carbonic  oxide,  carburetted  hydrogen,  and  hydrogen,  are  directed  in  company  with  air,  but  without 
being  mingled  with  the  latter,  into  two  chambers  filled  with  fire-brick  previously  heated  to  a  red  heat 

187a 


Ibj  the  furnace  flame.  The  gases  and  air  are  consequently  heated  by  their  contact  with  the  bricks. 
ITiese  chambers  are  termed  "  regenerators,"  and  the  gases,  after  traversing  them,  are  led  into  th« 
furnace,  adding  to  the  heat  which  they  have  already  acquired  that  which  is  due  to  diemical  action. 
The  flame  which  is  the  consequence  of  the  latter  starts  at  a  short  distance  from  the  bench  on  whida 
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the  crucibles  rest,  traverses  the  furnace,  determines  the  effects  due  to  its  high  temperature,  and  on 
leaving  penetrates  into  two  other  regenerators,  there  giving  up  nearly  all  its  remaining  heat,  the  gases 
of  combustion  escaping  from  the  chimney  considerably  cooled.    Thus  the  two  inlet  regenerators 

1877.  1878. 


and  the  two  outlet  regenerators  act  inversely.  The  first  pair  are  traversed  from  bottom  to  top,  one 
by  the  gaseous  products,  the  other  by  the  air.  The  second  pair  are  traversed  from  top  to  bottom 
by  the  mixture  of  gases  leaving  the  furnace ;  consequently  the  latter  gases  raise  the  temperature  of 
the  brick  lining.    By  means  of  valves,  moved 

every  half  hour,  the  four  chambers  are  used  1879. 

alternately ;  that  is,  those  previously  heated 
by  the  escaping  gases  are  employed  to  heat 
the  entering  gases  and  air,  and  the  former 
entry  regenerators  now  become  those  of  out- 
let. This  arrangement  will  be  understood 
from  Fig.  1879,  which  is  a  vertical  section  of 
furnace  and  regenerators.  The  gases  and  air 
enter  through  the  two  contiguous  chambers 
on  the  right,  and  mingle  and  bum  a  little 
above  them;  then  escaping,  they  pass  into 
the  chambers  on  the  left,  which  they  elevate 
to  a  high  temperature. 

The  Boetius  Furnace,  Fig.  1880,  is  simpler 
and  less  costly  than  that  just  described.  The 
fuel  charged  by  the  two  lateral  openings  fur- 
nishes carburets  of  hydrogen  and  other  com- 
bustible products,  and  falls  on  the  grates  D 
in  the  form  of  coke.  This  bums,  yielding 
carbonic  acid,  which  on  traversing  the  layer 

of  incandescent  coal  becomes  partially  converted  into  carbonic  oxide.  The  grate  allows  of  the  pas- 
sage of  air  only  just  sufficient  to  consume  the  coke.  In  order  to  bum  the  gases  formed,  air  is  drawn 
in  tit  E  and  F,  and  is  caused  to  circulate  in  its  conduits  ff  around  the  fire,  thus  becoming  heated. 

It  then  mixes  with  the  gases,  and  the 
^°^  flame  produced  passes  up  through  the 

furnace  and  escapes  by  the  chimneys 
shown.  An  economy  of  30  per  cent, 
in  fuel  is  claimed  for  this  furnace 
over  others.  It  admits  of  a  higher 
temperature  being  obtained,  and  of 
the  use  of  inferior  grades  of  fuel. 

Single-Pot  Furnace, — An  example 
of  this  construction  is  shown  in  Figs. 
1881  to  1884.  Fig.  1881  is  a  hori- 
zontal  projection  of  the  furnace  and 
cmcible.  Fig.  1882,  section  along 
the  line  E F,  Fig.  1881 ;  that  is  to 
say,  along  the  flue.  Fig.  1888,  ver- 
tical section  along  the  line  CD  of 
the  plan.  Fig.  1884,  vertical  section 
along  the  line  ABot  the  plan.  A  is 
the  foundation  or  support  for  the  cov- 
ered cmcible  B;  CC  are  the  walls  of 
the  fumace ;  D  /),  openings  through 
which  the  coal  is  thrown  on  the  grate ; 
E,  arch  or  crown  of  the  fumace ;  F, 
door  or  opening  through  which  the 

icradble  B  is  introduced  and  taken 
out;  (?,  six  chimneys;  ZT,  an  open- 
ing ;  /,  hole  to  facilitate  the  placing 
of  the  cmcible  on  its  support ;  if,  a  bent  iron  bar  for  working  3ie  fireclay  cylinder ;  X,  a  support 
with  a  roller  across,  on  which  the  bar  K  is  supported  ;  if,  a  hole  with  a  stopper  through  which  the 
coal  is  thrown ;  N,  aperture  with  stopper,  through  which  the  grate  is  cleared ;  0,  hood  of  sheet-iron. 
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under  which  the  chimneTB  terminate;  a  a,  grate  of  furnace ;  b,  throat  of  crudble;  e,  level  of  the 
melted  glass ;  dy  fire-clay  cylinder  for  stirring ;  e,  opening ;  /,  grate-bars ;  and  ^,  door  of  opening  e. 
Mr.  Siemens  has  devised  a  furnace  in  whidi  the  sole  is  divided  into  three  compartments  by  tniu- 

1881. 


.fi_ 


T— r 


verse  partitions.  The  first  serves  for  fusion,  the  second  for  fining,  and  the  third  for  the  ooUeetlng 
of  the  glass.  In  another  furnace,  in  operation  in  Dresden,  the  second  partition  is  suppressed  and  80 
annuli  of  clay  are  substituted,  in  which  the  glass  circulates  during  the  fining.  MM.  Yideau  tod 
Cl^mandot  have  constructed  a  furnace  in  whic&a  huge  melting-vat  is  substituted  for  the  pots. 


1888. 


1884. 


irr^ 


^ 


Figs.  1886  and  1886  represent  M.  de  la  Bastie's  furnace  for  the  manufacture  of  tempered  glass. 
Fig.  1886  is  a  section  of  the  oven  and  bath,  suitable  for  tempering  shaped  articles,  a  is  an  oven 
heated  by  a  furnace  6,  having  its  floor  c  made  in  one  piece  of  a  refractory  material  with  a  polish^ 
surface ;  from  this  a  slope  d^  of  the  same  material,  leads  into  the  bath  h,  which  is  provided  with  a 


1886. 


lid  i  for  the  purpose  of  excluding  the  air,  and  a  basket  k  of  fine  wire  gauze  to  receive  the  heated 
articles.  At  the  back  of  the  oven  a  is  a  chamber  into  which  the  articles  are  first  iotrodoced,  aad 
where  they  are  partially  heated ;  they  are  then  pushed  through  an  aperture  in  the  dividing-wall  into 
the  oven  a,  where  the  final  heating  takes  place.    When  the  temperature  is  suflSdently  high,  the  asb> 
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pit  and  fire-doora  are  closed,  and  rendered  air-tight  by  luting,  the  fire  being  maintained  by  pieces  of 
fuel  introduced  through  a  smali  aperture  in  the  fumaoe-door,  after  wliidi  the  draught  is  stopped  by 
closing  the  damper.  The  vertical  damper  /  is  then  raised,  which  operation  both  causes  the  flame  to 
pass  by  the  flue  ^  to  a  second  chimney,  passing  along  the  slope  d  and  heating  it,  and  also  opens  the 
communication  between  the  oven  and  the  bath,  which  is  filled  with  the  prepared  liquid.  A  fire-trudc 
p,  charged  with  live  fuel,  heats  the  bath  to  the  desired  temperature.  /  is  a  tube,  in  wliich  is  a  ther- 
mometer m,  for  ascertaining  the  temperature  of  the  bath :  by  this  tube  also  the  contents  of  tiie  bath 
may  be  added  to ;  n  is  an  overflow-pipe.  The  plug  o  on  the  cover  may  be  removed  to  observe  the 
•  interior  without  wholly  uncovering  the  bath.  The  workman  watches  the  glass  through  an  eye-hole, 
and,  when  the  article  has  arrived  at  the  proper  heat,  he  pushes  it  by  an  iron  roa  to  the  slope  d^ 
whence  it  slides  down  into  the  bath,  and  is  received  into  the  basket  k.  When  the  glass  has  cooled 
to  the  temperature  of  the  liquid,  the  lid  is  removed,  and  the  basket  is  taken  out  with  the  tempered 
glass.  The  function  of  the  lid  is  to  stop  the  supply  of  air,  and  thus  prevent  the  combustion  of  the 
oleaginous  liquid,  wliich  might  otherwise  take  place  on  the  introduction  of  articles  raised  to  a  red 
beat ;  the  wire  basket  facilitates  the  withdrawal  of  the  tempered  articles  from  the  bath,  and,  offering 
a  yielding  surface  to  the  softened  glass,  the  latter  incurs  no  risk  of  alteration  in  form.  A  layer  of 
■and  may  be  substituted  for  the  basket  of  wire  gauze. 

Fig.  1886  represents  the  same  furnace  adapt^  for  the  annealing  of  flat  plates.    Its  general  con- 
■traction  is  the  same  as  above  given,  the  special  feature  being  the  rocking-table  E  and  the  movable 

1886b 


furnace-bed  B.  When  the  plate  which  rests  on  this  furnace-bed  is  sufficiently  heated,  the  bed  is 
tipped  up  till  it  is  on  a  level  with  the  roddng-table,  when  the  plate  slides  down  into  the  bath,  which  has 
a  curve  at  the  bottom  to  contain  any  pieces  whidi  may  be  accidentally  broken  off.  When  the  plate 
has  been  a  proper  time  in  the  bath,  E  is  tilted  up,  and,  by  means  of  an  ingenious  adaptation  of 
levers,  the  plate  is  removed  and  slid  out,  when  the  rocking-plate  is  retuped  and  remains  in  a  posi- 
tion to  receive  the  next  plate. 

For  works  for  reference  on  glass-making,  see  Glass,  MAinrTACruBS  of. 

FURNACES,  METALLUROIOAL,  other  than  for  irtm  and  sted.  The  furnaces  chiefly  used  hi  the 
United  States  for  the  roasting  of  ores  of  silver,  copper,  etc.,  are  the  Stetefeldt  and  tiie  Bruckner 
revolving-cylinder  furnaces. 

The  stetefeldt  Furnace^  represented  in  Fig.  1887,  is  largely  employed  in  the  treatment  of  silver 
ore.  The  percentage  of  silver  chloridized  varies  according  to  the  character  of  ore  and  the  care  with 
which  the  furnace  is  managed.  Results  as  high  as  97  per  cent.,  the  manufacturers  state,  have  been 
obtained,  while  the  average  chloridations  are  claimed  to  range  between  87  and  93  per  cent.  The 
furnace  can  be  used  for  oxidizing  as  well  as  for  chloridizing  roasting,  but  it  is  mainly  for  chloridizing 
of  silver  ores  that  it  has  been  generally  introduced.  It  may  also  be  used  for  the  oxidizing  roasting 
of  gold-bearing  sulphurets,  preparatory  to  extracting  gold  by  Plattner's  process  or  by  amalgamation ; 
for  oxidizing  or  chloridizing  roasting  of  sulphuret  copper  ores,  to  prepare  them  for  one  of  the  leach- 
ing processes ;  and  for  the  oxidizing  roasting  and  slagging  of  galena  ores — through  suitable  changes 
in  its  construction — ^preparatory  to  their  reduction  in  the  blast  furnace. 

A  is  the  shaft  into  which  the  pulverized  ore  is  showered  by  the  feeding  machine,  placed  on  the  top 
of  the  cast-iron  frame  B,  The  shaft  is  heated  by.  two  fireplaces,  C  The  ash-pits  of  these  are 
closed  by  iron  doors,  having  an  opening  E^  provided  with  a  slide,  so  that  more  or  less  air  can  be 
admitted  below  the  grate,  and  conisequently  more  or  less  heat  generated.  In  order  to  obtain  a  per- 
fect combustion  of  the  gases  leaving  the  fire-box  through  the  slit  T^  an  air-slit  U,  connected  with 
tlie  air-channel  F,  is  arranged  above  the  arch  of  the  fire-box.  This  slit  also  supplies  the  air  neces- 
sary for  the  oxidation  of  the  sulphur  and  the  base  metals.  Another  advantage  of  this  construction 
is,  that  the  arches  above  the  fire-box  and  fire-bridge  are  cooled  and  prevented  from  burning  out  The 
roasted  ore  accumulates  in  the  hopper  K^  and  is  discharged  into  an  iron  car  by  pulling  the  damper 
Z^  which  rests  on  brackets  with  friction-rollers  M,  iVTis  an  observation  door,  and  also  serves  for 
cleaning  the  fire-bridges.  0  0  are  doors  to  admit  tools  in  case  the  roasted  ore  is  sticky  and  adheres 
to  the  walls.  The  gases  and  fine  ore-dust,  which  form  a  considerable  portion  of  the  charge,  leave  the 
shaft  through  the  flue  &,    The  doors  R  are  provided  to  clean  this  flue,  which  is  necessary  with  some 
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ores  about  once  a  month.  i>  is  an  auxiliary  fireplace,  constructed  in  the  same  manner  as  the  fire- 
phioes  on  the  shaft,  which  is  provided  to  roast  the  ore-dust  escaping  throu^  the  flue  G^  in  passing 
through  the  chamber  H.  PP  are  doors  for  observation  and  cleaning.  The  larger  portion  of  the 
roast^  dust  settles  in  the  chamber  V,  provided  with  discharge-hoppers  I,  from  which  the  charge  is 
drawn  into  iron  cars  by  moving  the  dampers  8.  The  rest  of  the  dust  is  collected  in  a  Bjstem  of 
dust-chambers  Qy  connected  witli  a  chimney  which  should  rise  from  40  to  50  feet  above  the  top  of 
the  shaft.  At  the  end  of  the  dust-chambers  is  a  damper  by  which  the  draught  of  the  furnace  on 
be  regulated.  The  dry  kiln  can  also  be  used  as  a  dust-chamber,  and  the  waste  heat  of  the  funnoe 
utilized  for  drying  the  ore  before  crushing  it  The  firing  of  the  furnace  is  done  on  one  side,  and  all 
discharges  are  located  on  the  opposite  side. 

The  feeding  machine  is  shown  in  Fig.  1888.    The  cast-iron  frame  A^  which  is  placed  on  top  of  the 
shaft,  is  provided  with  a  damper  B,  which  is  drawn  out  when  the  furnace  is  in  operation,  but  insert- 
ed when  the  feeding  machine  stops  for  any  length  of  time,  or  if  screens  have  to  be  replaced.    C  is 
a  cast-iron  grate,  to  the  top  of  which  is  fastened  the  pundied  screen 
1®^'  D.    The  latter  is  made  of  Russian  sheet-iron,  or  of  cast-steel  plate, 

»  one-tenth  of  an  inch  in  diameter.  Above 
placed  a  frame  Ey  to  the  bottom  of  which  is 
creen  P,  generally  No.  8,  made  of  eitra-heaTj 
^  rests  upon  friction-rollerB  G.  The  bradLets 
tion-rollers,  can  be  raised  or  lowered  by  set- 
screen  F  can  be  brought  more  or  less  close  to 
The  brackets  K  carry  an  eccentric  shaft  L, 
t  My  from  which  the  frame  B  receives  an  osdl- 
brackets  N  are  fastened  transverse  stationary 
learly  in  contact  with  the  wire  screen  Fj  and 
i  by  the  nuts  P.  These  blades  keep  the  pulp 
e  ^  is  in  motion,  and  also  act  as  distribotors 


of  the  pulp  over  the  whole  surface  of  the  screen.  The  hopper  /  receives  the  ore  from  an  elevator, 
which  draws  its  supply  from  a  hopper  into  which  the  pulverized  ore  is  discharged  from  the  crushing 
machinery.  The  ore  is  generally  pulverized  through  a  No.  40  screen.  By  means  of  a  set  of  cone- 
pulleys  the  speed  of  the  flame  B  can  be  changed  from  20  to  60  strokes  per  minute,  whereby  the 
amount  of  ore  fed  into  the  furnace  is  regulated.  This  can  also  be  done  to  some  extent  by  chanpng 
the  distances  between  the  punched  screen  D,  the  wire  screen  P,  and  the  blades  O. 

The  manufacturers  give  the  following  example  as  showing  the  cost  of  roasting  in  a  Stetefeldt  far- 
nace  of  25  tons  capacity,  in  24  hours,  at  stated  prices  for  labor,  fuel,  and  salt,  such  as  are  genenUy 
paid  in  mining  districts  of  Nevada : 

2  firemen,  at  $4.50 $  9  00 

4  pulp-coolers,  at  |4 16  00 

2f  cords  of  wood,  at  $8 22  00 

Wear  and  tear  of  screens,  etc 1  00 

Labor  and  fuel  for  25  tons |48  00 

Labor  and  fuel,  per  ton $1  92 

7  per  cent,  salt,  at  $40  per  ton 2  80 

Expense  of  chloridizing  roasting,  per  ton $4  72 

The  Bruckner  Revolving  Fumaet,  Figs.  1889  and  1890,  is  also  largely  employed  for  the  purpoee  of 
roasting  and  chloridizing  silver  ores.  The  exterior  of  the  cylinder  is  a  sheet  of  boiler  iron,  12  feei 
long  by  5  feet  6  inches  in  diameter.  The  ends  are  partially  closed  with  similar  material,  leaving  m  the 
centre  a  circular  opening  about  2  feet  in  diameter,  bounded  by  a  flange  projecting  several  indies. 
Upon  one  side  is  placed  an  opening  closed  by  a  hinged  door.  Upon  the  outside  of  the  cylinder  are 
bolted  three  bands,  in  which  the  section  of  the  first  is  square,  and  that  of  the  third  semicircular ;  the 
second  or  middle  band  is  a  strong  spur-gear.  Passing  through  the  cylinder  are  six  pipes  parallel  to  one 
another,  in  a  plane  at  an  angle  of  15°  to  the  axis  of  the  cylinder ;  these  pipes  also  lie  in  this  plane 
at  an  angle  of  80°  to  35°  to  the  longitudinal  axis  of  the  plane,  as  shown  in  Fig.  1890,  where  the 
internal  arrangement  of  the  cylinder  is  seen,  a  perforated  diaphragm  being  formed  through  part 
of  the  cylinder  by  means  of  perforated  plates  placed  between  the  above-described  pipes,  the  plates 
being  held  in  place  by  longitudinal  grooves  upon  these  pipes.    The  cylinder  is  supported  upon  fov 


Digitized  by 


Google 


FURNACES,  METALLURGICAL.  887 

large  friction-rollers,  two  of  which  are  grooved  upon  their  periphery  to  loosely  fit  the  semicircular 
band,  thus  holding  the  cylinder  longitudinally  in  place.  The  other  two  friction-rollers  are  made  with- 
out a  groove,  and  bear  upon  the  square  band,  thus  accommodating  themselves  to  the  expansion  and 
contraction  of  the  cylinder,  or  any  irr^ularities  of  form.  Rotary  motion  is  given  to  the  cylinder 
by  means  of  a  pinion  placed  under  the  cylinder  and  gearing  into  the  spur-gear  band. 
A  fire  having  been  kindled  in  the  fire-box,  the  cylinder  is  allowed  to  revolve  slowly  until  heated  to 


a  dull  red,  and  is  then  brought  to  rest  with  the  door  on  top.  In  this  position  about  4,000  lbs.  of 
pulverized  ore  and  200  to  400  lbs.  of  salt  are  introduced  ;  the  door  is  closed  and  securely  fastened, 
and  the  cylinder  is  made  to  revolve  at  the  slower  speed  of  from  one-half  to  one  turn  per  minute. 
The  fire  is  so  regulated  that  after  an  hour's  time  the  sulphur  contained  in  the  ore  b^ins  to  bum,  the 
ore  in  the  cylinder  being  retained  at  a  dull  red  for  some  time.  (In  those  ores  containing  a  large 
amount  of  sulphur,  little  or  no  additional  fuel  is  required  for  desulphurization.)    During  the  whole 


of  this  and  the  subsequent  operation,  the  inclined  perforated  diaphragm  causes  the  heated  ore  to 
traverse  alternately  backward  and  forward  the  entire  length  of  the  cylinder,  also  sifting  it  through 
the  flame,  thus  insuring  a  uniform  heating,  mixing,  and  exposure  to  chemical  action.  The  desulphur- 
ization being  completed,  the  heat  is  gradually  augmented  to  a  full  red.  After  an  hour's  time,  or  as 
soon  as  a  sample  taken  from  the  cylinder  evolves  the  odor  of  chlorine  uncontaroinated  with  that  of 
sulphurous  add,  which  indicates  that  the  chlorination  is  complete,  the  door  in  the  cylinder  is  opened, 
and  the  cylinder  revolved  by  the  more  rapid  moving  gear,  and  the  chloridized  ore  is  quickly  dis- 
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chai^,  being  reoeived  into  s  car,  shoot,  or  otiier  conveyer,  according  to  the  oonstnictioii  of  the  milL 
The  total  weight  of  the  iron  parte  ie  16,000  lbs.  The  placing  of  the  foundation  and  the  erection  of 
brickwork,  for  fire-box,  cylinder-linings,  and  dust-chambers,  will  vary  greatly  acoording  to  local  cir- 
cumstances. The  capacity  of  a  cylinder  in  24  hours  is,  as  reported  by  Mr.  Charles  E.  Sherman  and 
endorsed  by  B.  O.  Cutter,  from  8  to  10  tons  (in  very  refractory  ores  the  daily  average  would  be  lessX 
the  chloridizing  being  up  to  96  per  cent  These  statements  are  based  upon  their  experience  at  the 
G*ribou  Mill,  Colorado.  A.  D.  Breed,  Esq.,  proprietor  of  that  mill,  gives  the  actual  total  cost  of 
roasting  and  chloridizing  at  $6.50  per  ton.  This  low  cost  renders  it  feasible  to  work  with  profit 
very  low-grade  ores. 

Zinc-roatUna  FumaceB, — ^F!g.  1891  represents  a  vertical  section  of  an  improved  zinc-ore  roasting 
and  calcining  furnace  designed  by  Prof.  Pierre  de  P.  Ricketts.  The  muffle  furnace  on  the  right  is  42 
feet  long  by  17  feet  wide  outside.  The  sole  of  the  muffle  meaaores  89  by  14  feet,  and  the  height  of 
the  arch  in  the  middle  is  2  feet  4  inches.    There  are  four  flues  separated  from  each  other  by  9- 

1891. 


inch  walls  at  the  end  farthest  from  the  fireplace.  These  flues  connect  with  a  horizontal  croes^oe 
running  along  the  end  of  the  furnace.  This,  by  means  of  another  flue  at  right  angles  to  it,  commii- 
nicates  with  the  caldner  on  the  left.  It  is  also  connected  by  a  vertical  flue  beneath  it  with  the  mam 
flue  underground.  One  of  these  furnaces  is  calculated  to  roast  8  tons  of  ore  in  24  hours,  with  a 
consumption  of  2  tons  of  coal  Should,  however,  the  ore  on  reaching  the  end  of  the  muffle  not  be 
completely  roasted,  it  can  be  taken  out  and  the  roasting  completed  in  the  reverberatory  furnaces  used 
for  calcining.  The  ore  is  charged  through  the  opening  in  the  ardi  of  the  muffle  upon  the  sole  below, 
where  it  remains  16  hours,  8  in  passing  from  the  charging-door  to  the  middle,  and  8  in  pasting  from 
the  middle  to  the  discharge-doors.  During  this  peri<^  it  is  constantly  turned  over.  The  B^phnr- 
•us  add  formed  during  the  roasting  is  conveyed  away  by  two  flues  at  the  end  of  the  muffle  which 

180S. 


connect  with  the  horizontal  underground  flue.    The  roasting  furnace  can  be  disconnected  from  the 
calciner  at  any  time  by  dampers  placed  at  the  junction  of  the  flues. 

The  Hasenclever  furnace,  in  Its  latest  form,  with  which  the  name  of  Hilbig  also  is  assodtted,  is 
used  at  several  European  works.  In  the  sectional  sketdi.  Fig.  1892,  t  is  the  hopper  into  which  the 
ore  is  charged ;  «,  an  inclined  channel,  depressed  88°  from  horizontal,  1.8  metre  wide,  0.5  metre  higii, 
and  9  metres  long,  heated  from  below  by  the  flame  in  the  flue  d  from  around  the  muffle  furnace  6  ; 
A  A,  60  partitions,  which  stop  short  several  centimetres  above  the  inclined  floor,  forcing  the  ore  to 
descend  in  a  thin  layer,  while  the  gases  from  the  muffle  6,  passing  through  openings  plaosd  zigzag  in 
these  partitions,  are  maide  to  traverse  the  surface  of  the  ore  for  a  long  distance,  and  finally  allowed  to 
escape  at «,  loaded  with  sulphurous  add.  The  inclined  channel  and  the  flues  are  accessible  throu^ 
side  doors.  At  ^  is  a  hollow,  air-cooled,  revolving  feeder,  operated  periodically  by  a  water-power,  at 
each  turn  of  which  a  certain  amount  of  ore  is  taken  from  the  bottom  of  the  incline  and  pushed  into 
the  muffle,  while  the  layer  of  ore  in  the  incline  slips  downward.    Every  two  hours  the  ore  is  sjvead 
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out  in  the  mnflSe  by  hand,  throi^^h  working-doors,  vod  gradually  pushed  to  the  back,  where  it  falls 
through  an  opening  upon  the  hearth  a,  heated  by  direct  flame.  Here  it  is  completely  roasted,  the 
last  portions  of  sulphurous  acid  escaping  with  the  gases  of  combustion  through  e,  c,  d^  and  m  into 
the  stack.  The  Boetius  gas-producer  /,  and  the  air  supplied  at  n,  give  an  economical  heat  to  the 
hearth,  the  working-door  of  which  is  at  /.  It  will  be  seen  that  this  arrangement  keeps  the  flame, 
gases,  smoke,  etc.,  seputtte  from  the  charge  till  the  roasting  is  nearly  complete,  and  thus  furnishes 
sulphurous-acid  gas  of  greater  purity  (escaping  at «)  for  the  manufacture  of  sulphuric  acid.  The  ^ 
passes  from  «  first  into  a  eoolii^  chamber,  on  the  iron  top  of  which  ore  is  dried,  thus  completing  the 
utilization  of  the  heat  Even  blende  poor  in  sulphur  (which  is  the  hardest  to  roast)  can  be  success- 
fully treated  in  this  apparatus.  A  blende  containing  20  per  cent,  of  sulphur  when  charged  was  found 
to  contain  at  g  10  per  cent.,  at  the  back  side  of  b  6.4  per  cent.,  and  at  the  fire-bridge  of  a  (just  be- 
fore withdrawal)  1.2  per  cent.  The  further  dimensions  of  the  furnace  are,  in  metres :  muflle,  6,  6.6 
long,  1.8  wide,  0.4  high,  with  five  working  doors  on  one  side ;  hearth,  a,  6.7  long,  0.4  high ;  genera- 
tor, ^  1.6  high,  0.6  broad  at  the  bottom,  1.4  at  the  arch. 

The  Belgian  system  of  distillation  is  conducted  in  inclined  cylindrical  retorts,  disposed  in  rows 
above  the  fireplace,  and  provided  with  fire-clay  nozzles  or  oondensers,  over  the  outer  ends  of  whidi 
conical  tubes  (balloons,  caps,  or  **  prolongs '')  of  sheet4ron  are  placed  during  the  operation.  The 
ordinary  form  is  shown  in  Fig.  1893,  which  presents  a  section  from  front  to  rear.  In  this  furnace 
the  eight  retorts  a'  of  the  lowest  row  are  left  empty,  to  serve  as  **  protectors ''  and  regulators  of  the 
temperature,  by  means  of  openings  in  them,  through  wldch  the  flame  may  be  drawn  at  wilL  Above 
them  are  61  useful  retorts,  a. 

Stone  and  Water^Jaekd  Furnaces. — ^There  are  many  ores  of  silver  carrying  gold  that  are  too  re- 
fractory to  be  treated  as  free  milling  ores,  by  amalgamation  in  the  mortars  of  the  battery  where 
they  have  been  crushed,  or  by  the  Washoe  process,  where  the  ore,  after  it  has  passed  the  battery 
screens,  comes  in  contact  with  quicksilver  in  the  pans,  with  the  formation  of  an  amalgam,  which  is 
afterward  separated  from  the  earthy  matter  in  settlers.  Neither  can  they  be  treated  by  the  dry  pro- 
cess, where  the  ore  crushed  dry  in  the  battery  mortars  is  elevated  to  the  top  of  a  Stetdfeldt  roasting 
furnace,  to  be  sifted  in  a  fine  powder  with  salt  down  through  the  chloridiang  shaft.  Consequently 
resort  must  be  had  to  some  other  method  of  separation. 

The  process  which,  although  but  a  few  years  in  operation,  seems  to  have  met  with  the  greatest 
socoess  and  favor,  is  that  of  treating  base  ores  with  a  certain  per  cent  of  litharge  as  a  flux,  if  they 
do  not  already  contain  sufficient 

lead  for  slagging  oif .    In  this  way       ^°^ 

a  bullion  is  formed,  which  collects 
and  retains  the  precious  metals.. 
Two  general  styles  of  furnaces 
have  been  adopted,  tertned  dis- 
tinctively the  stone  furnace  and 
the  water-jacket,  called  by  some 
the  hydro-cycle.  The  stone  fur- 
nace, as  shown  in  Fig.  1894,  is 
commonly  bpilt  of  sandstone  or 
other  easily-worked  stone  that  can 
be  obtained  in  the  vicinity,  the 
upper  structure  resting  securely 
npon  comer-piers  from  24  to  80 
indies  square.  Springing  from 
these  are  arches  over  the  tuyere 
fflnbrasures,  which  are  construct- 
ed so  as  to  admit  of  the  use  of 
from  four  to  eight  tuyeres  on  the 
sides  and  one  opposite  the  slag- 
pot  The  interior  lining  is  either 
of  fire-stone  or  fire-brick,  requir- 
ing as  a  rule  not  less  than  200 
eabic  feet  of  material  The  bot- 
tom of  the  well  is  sunk  from  12 
to  18  inches  below  the  point  of 
slag  discharge,  to  hold  about  6 
tons,  and  the  tuyeres  are  located 
about  16  inches  above  the  same. 
The  lead  with  silver  is  ladled  out 
of  the  metal  well  on  the  side.  At 
a  height  of  from  18  to  86  indies 
above  the  tuyeres  an  oifset  or 
contraction  occurs,  although  the 
feeding-floor  is  generally  placed 
not  less  than  12  feet  above  this  point  The  stack  is  commonly  run  up  to  a  height  of  60  feet  Such 
a  furnace,  to  treat  from  60  to  60  tons  per  day,  will  cost  from  |6,000  to  1 16,000,  according  to  loca- 
tion. This  is  not  meant  to  include  the  cost  of  erecting  a  light  iron  flue-connection  to  flue-stack  to 
collect  the  dust,  which  frequently  amounts  to  16  per  cent  of  the  ore  treated,  and  assays,  according 
to  the  original  value  of  the  ore,  ^m  $6  to  $100  per  ton.  A  number  of  managers  pursue  the  plan 
of  working  it  over,  mixed  with  clay,  to  a  mortar,  to  aid  in  fluxing ;  while  others,  considering  it  too 
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expensive  to  handle,  throw  it  out  as  a  waste  product  The  most  essential  points  to  be  looked  after 
in  the  running  of  a  furnace  are :  first,  to  feed  uniformly,  and  the  proper  portions  of  ore,  lithu^ 
limestone,  and  iron  ore  to  secure  an  even  working  and  no  loss ;  second,  to  blow  just  enough  air  into 

the  furnace  through  the  tuyeres  to 
•  support  a  combustion  that  irill  pre- 

Tent  clogging  in  the  shaft,  or  on  the 
other  hand  cutting  the  lining  away; 
third,  to  provide  an  excess  of  pow- 
er for  an  emergency. 

The  water-jacket  furnace,  Fig. 
1895,  consists  of  a  vrougfat-iroQ 
stack  resting  upon  a  cast-  or  wrought- 
iron  frame  about  the  combustion- 
chamber,  so  arranged,  in  sections  of 
five  or  more,  that  when  one  gives 
out  it  can  be  replaced  without  dis- 
turbing the  rest  In  each  of  the 
sections  the  water  circulates  inde- 
pendently of  the  rest,  and  after 
reaching  a  temperature  of  about 
1 75°  F.  it  passes  over  the  spout  into 
the  tank  below,  from  which  it  is 
pumped  to  a  tank  set  so  as  to  ee- 
cure  a  head  of  about  12  feet  above 
the  bottom  of  the  jacket^  where  the 
water  is  admitted.  The  interior  di- 
mensions and  capacity  for  ore  treat- 
ment are  about  the  same  as  m  the 
stone  furnaces.  This  furnace  gires 
most  excellent  results  when  first 
blown  in,  and  would  oondnue  to  do 
so  under  careful  management ;  but 
carelessness  and  irregularity  in  feed- 
ing, with  frequent  changes  of  charge, 
soon  necessitate  repairs  or  renewals 
of  portions  damaged  or  destroyed. 
The  advantages  whidi  it  possesses 
over  the  other  style,  and  which  hare 
led  to  its  more  general  adoption,  are 
that  it  costs  oiuy  about  one-third  as 
much  as  a  stone  furnace  of  the  same 
capacity ;  that  it  can  be  erected  m 
locations  where  suitable  building 
materials  are  scarce ;  that  it  can  be 
repaired  without  pulling  the  furnace 
to  pieces ;  and  that  it  requires  less 
labor  for  working.  Many  ingenkws 
devices  have  been  added  to  the  fn^ 
nace  with  the  view  of  returning  the 
valuable  flue-dust  immediately  and  oontinnoosly  to  the  furnace  or  to  the  feeding-floor,  where  it  can 
be  mixed  with  just  sufficient  moistened  clay  to  bring  it  under  the  action  of  the  r^ucing  flame. 
In  the  table  below  are  given  results  from  a  number  of  experiments  with  these  two  kinds  of  funiace : 

Table  showing  RemUs  of  Working  of  Stone  and  Water-Jaekel  Fumaeet, 


DETAILS. 


Shape 

Slxeof  lead-weU....] 

Capacity 

Tuyerea  above  sJag- 
diacharfre 

Bottom  of  well  below. 

Helffht  of  comboation- 
chamb^r 

Height  of  feed-floor. . . 

ThickDeaa  of  water- 
jacket 

Number  of  tuyeres. . . 

Size  of  tuyeres 

Length  of  tuyeres.. . . . 

Pressure  of  air 

Cubic  feet  of  alr-dls- 
chan^ 

Diameter  of  air-pipe. . 

Gallons  of  water  dally. 


Oblong. 
«ito4bv 
A  to  6  ft*. 
5to6  tona. 

Ifiln. 

lb  to  24  in. 

86  to  M  in. 
12  to  15  ft 


WalMoJaokat. 


5to9 
8  In. 

15  to  80  in. 
litoU 

4^400  to  8,400 

12  in. 

12,000  to  16,000 


Round  ot  ovaL 
40  to  48  by 
4S  to  M  in. 
6  to  6i  tons. 

IMn. 

IB  to  24  in. 

42to541n. 
12  to  16  ft 

I  to  i  in. 
4  to  8 

Sin.  , 

20to80in.       t 
Htoli  I 

4,600  to  7,000 

12  in. 

12,000  to  16,000 


Temperatupe  of  water . . .  1 120*  to  180* 

Hei«rht  of  Btack '60  ft. 

Diameter  of  stack j  8  x  8  ft. 

Life  of  ftimace {4to6  months. 

Length  of  dust-flne 800  ft. 

Cost ||«,000to  116,000 

Tons  of  ore  worked  per 

24  hours 40  to  50 

Busbela  of  charcoal  per  80  to  40 

ton 

Bushels  of  coal  daily '  1.200  to  2.000 

Costofcharooal  per  bushel  IStoSOcts. 
Welgbt  of  coal  per  bushel  IS  lbs. 
Tons  of  ore-escape  daily.  16  to  18 
Percentage  of  et»cape. ...  10  to  15 
A.-.-«r^„-»  t    GoW,fl0to*40 

AaWiyofduBt ^    8ilyer,  $10  to  #80 

Waste  in  slag  and  speisa.  76  per  oeot 
Cost    of   amehinc,    per 
ton ♦9totl5 


I     WatarJaekat 

126*  to  175* 
60  ft. 
86  in. 

8to8m0Baiib 
Downcast 
#2,000  to  1^000 

80  to  46 
25  to  80 

750tol.89# 
IStoSOcta. 
ISIba. 
10  to  15 
10  to  16 


75peroeni 
#8  to  #19 
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In  the  stone  furnace  the  result  from  a  charge  of  600  lbs.  of  ore  and  260  lbs.  of  coal  and  fluxes 
would  be  about  20  per  cent,  of  metal,  10  per  cent  of  dust,  60  per  cent,  of  slag,  and  10  per  cent 
of  speiss.  F.  U.  McD.  (in  part). 

FUSES.  Devices  used  to  ignite  the  bursting-charges  of  hollow  projectiles  at  any  desired  moment 
of  their  flight,  or  to  communicate  fire  to  the  explosive  in  a  mine  or  blast  As  used  for  projectiles, 
they  are  of  three  kinds,  viz. :  time,  percussion,  and  concussion  fuses. 

Tims  Fuses. — ^The  time  fuse  consists  of  a  column  of  inflammable  composition  which,  being 
ignited  by  the  charge  in  the  gun,  bums  for  a  certain  space  of  time,  at  the  end  of  which  it  commu- 
nicates its  flame  to  the  bursting-charge  in  the  shell  The  navy  time  fuse,  represented  in  Fig.  1896, 
is  composed  of  a  mealed-powder  composition  driven  into  a  paper  case.  Tids  case  is  inserted  in  a 
metal  stock,  F^  Fig.  1897,  which  is  screwed  into  the  fuse-hole.  A  safety-plug,  P,  at  the  lower 
end,  prevents  the  communication  of  fire  to  the  powder  in  the  shell,  in  case  of  the  accidental  ignition 
of  the  fuse.  The  jar  of  concussion  consequent  upon  the  explosion  of  the  charge  in  the  bore  of  the 
gun  is  so  great  as  to  detach  the  plug  from  the  case,  so  that  from  the  moment  the  shell  leaves  the 
gun  the  communication  is  open  between  the  burning  composition  of  the  fuse  and  the  bursting, 
charge  in  the  shell,  and  as  soon  as  the  composition  is  consumed  the  shell  explodes.  C  is  the  water- 
cap,  made  of  copper.  On  the  outer  surface  of  this  are  pieces  of  quick-match,  the  fire  from 
which,  when  ignited  by  the  explosion  of  the  charge  in  the  gun,  communicates  to  the  powder  in  channels 


1896. 


1899. 


1900. 
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in  the  cap,  and  so  to  the  bursting-charge  in  the  shell.  The  object  of  the  water-cap  is  to  prevent  the 
entrance  of  any  matter,  such  as  sand  or  water,  over  which  the  shell  may  ricochet.  The  safety-cap, 
/S',  is  a  leaden  patch  which  covers  the  top  of  the  fuse,  and  is  removed  before  the  shell  is  inserted  in 
the  gun. 

The  Bormann  Fuse,  represented  in  Figs.  1899  and  1900,  consists  of  a  lead-alloy  disk,  with  an  Inte- 
rior canal  in  which  the  burning  composition  is  condensed.  The  upper  surface  of  the  disk  above  the 
composition  is  very  thin,  so  as  to  yield  readily  to  the  cutting  tool  employed  to  open  it  its  whole 
external  surface  corresponding  of  course  to  the  composition  below.  It  is  graduated  into  seconds 
and  quarter  seconds.  The  end  of  the  composition  at  which  the  enumeration  begins  communicates 
with  a  small  magazine  at  the  centre  of  the  disk,  which  is  charged  with  grained  powder  and  olosed 
on  the  inner  side  with  a  very  thin  disk  of  lead,  so  as  to  yield  in  that  direction  to  the  explosion. 
The  thin  covering  above  the  composition  is  cut  so  as  to  lay  bare  the  upper  surface  of  the  latter  and 
afford  the  flame  access  to  it  at  the  part  desired.  The  composition  occupies  the  assigned  time  in 
passing  from  the  incision  toward  the  origin  of  the  graduation,  when  it  traverses  the  magazine,  the 
contents  of  which  explode  toward  the  interior,  and  so  fire  the  charge  in  the  shell. 
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Percussion  Fuses. — ^A  percusBion  fuse  is  one  which  is  prepared  for  action  by  the  discharge,  and 
put  in  action  by  the  shodc  on  strildng  the  object.  The  essential  requirements  of  the  device  are 
that  it  shall  not  be  ignited  by  the  shodc  of  discharge  or  on  striking  the  water,  that  it  shall  be 
ignited  by  the  impact  of  the  shell  against  the  object,  and  that  it  may  not  be  liable  to  explode  by 
handling  or  during  transport. 

The  Slienkle  Fuse.^TMs  is  the  form  used  in  the  XT.  S.  navy.  It  consists  of  a  metal  fose-stock 
inclosing  a  movable  core-pieoe  or  steel  plunger  bearing  a  musket-cap.  The  plunger  is  confined 
inside  the  stock,  in  which  it  fits  loosely,  by  a  screw  or  pin  which  passes  through  both  stock  and 
plunger,  and  so  prevents  motion  of  the  latter.  When  the  projectile  is  fired,  the  plunger  by  its 
inertia  carries  away  the  pin  and  presses  against  the  bottom  of  the  fuse-stock.    When  Sae  motkm 


is  arrested,  the  plunger  continuing  on  strikes  the  safety-cap  in  front  of  it,  the  cap  is  exploded,  and 
fire  is  communicated  to  the  bursting-charge. 

The  Qerman  Fuse,  Fig.  1901. — In  this  fuse  a  plunger  a  A,  having  a  central  fire-hole  6,  is  let  into 
the  fuse-hole,  and  rests  against  the  shoulders  c  c.  This  plunger  is  surmounted  by  a  perforated  cap 
/>,  having  a  terminating  point  above.  The  plunger  is  retained  in  place  by  a  pin  E^  which  passes 
transversely  into  the  fuse-hole,  the  side  of  which  is  put  in  contact  with  the  point  of  the  cap.  The 
outer  end  of  the  pin  projects  on  the  side  of  the  shell,  the  projection  being  limited  by  the  line  of  the 
cylindrical  portion.  The  fuse-hole  is  closed  by  a  screw-cap  //,  having  a  small  central  screw-hole 
into  which  the  fulminate  cap  g  is  screwed.  When  fired  from  a  rifle,  the  centrifugal  force  gener- 
ated by  the  revolution  of  the  shell  throws  out  the  pin  E;  the  plunger  by  its  inertia  is  retained  at 

the  bottom  of  tiie  chamber  during  the  flight  of 

1903*  the  projectile;  at  the  moment  of  impact  the 

B  plunger  impinges  against  the  fulminate,  whidi 

j^Qg  exploding  ignites  the  chai^  in  the  shell    To 

keep  the  bursting-charge  in  place  in  the  shell, 

a  brass  thimble  A,  with  a  flange  on  top  and  a 

small  hole  in  the  bottom,  is  first  pressed  into 

the  fuse-hole  and  takes  against  the  shoulder  e, 

ffotehkisa's  Iktse,  Fig.   1902,  consists  of  a 

metal  body  A,  closed  at  the  front  end  with  a 

screw-cap  B.    It  has  a  conical  hole  at  the  rear, 

which  is  closed  by  a  lead  safety-plug  C  pressed 

in  very  tightly,  so  that  the  plug  projects  a  little 

through  the  base  of  the  body-case  toward  the 

inside.    T^ie  plunger  D  is  composed  of  lead 

cast  into  a  brass  casing  to  strengthen  it,  and  to 

C  prevent  the  lead  from  being  upset  by  the  shock 

of  discharge.  Two  brass  wires  EFj  cast  into  the 
lead  on  opposite  sides  of  the  plunger,  hold  it  suspended  in  the  case,  the  wires  going  throu^  the 
holes  in  the  bottom  of  the  case,  and  being  held  securely  in  position  by  the  safety-plug.  The  plun- 
ger has  a  nipple  cast  into  the  lead,  and  is  primed  with  an  ordinary  percussion  cap ;  in  its  axis  it  has 
a  powder-chamber  (?,  containing  the  igniting  charge.  The  operation  of  the  fuse  is  as  follows :  The 
safety-plug  is  dislodged  backward  into  the  interior  of  the  projectile  by  the  shock  of  discharge ;  the 
wires  then  being  not  held  tight  in  the  hole,  the  plunger  is  disengaged  and  rests  on  the  bottom  of  the 
fuse-case,  and  is  free  to  move  in  the  line  of  axis.  When  the  flight  of  the  projectile  is  suddenly 
retarded  by  its  striking  any  object,  the  plunger,  in  consequence  of  its  inertia,  is  driven  forward,  and 
the  primer  strikes  against  the  screw-cap,  thus  igniting  the  powder  in  the  channel,  and  so  firing  the 
bursting-charge  of  the  projectile. 

The  English  Royal  Lcixyraicrg  Fuee^  Fig.  1908. — ^This  fuse  consists  of  the  following  parts :  J, 
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the  brass  stock  or  body;  B,  the  brass  screw-plug  closing  rear  end  of  fase ;  C,  the  lead  plunger ;  D, 
the  brass  thimble ;  E^  the  brass  safety-wire ;  and  F^  fulminate.  The  body  has  a  solid  head,  hay- 
ing on  the  outside  a  square  recess  ior  the  fuse-wrench,  and  on  the  inside  a  sharp  pin  projecting 
from  the  centre.  The  screw-plug  JB  has  a  hole  through  its  centre  which  is  covered  by  a  thin  disk 
of  brass  secured  on  by  solder ;  two  small  recesses  in  the  bottom  of  the  plug  facilitate  its  inser- 
tion with  a  wrench.  The  lead  plunger  C  has  also  a  central  hole  through  it,  in  the  front  end  of 
which  is  placed  the  fulminate  cap ;  the  plunger  has  also  two  slight  projections  from  its  sides,  upon 
which  rests  the  brass  thimble  2).  Running  through  holes  in  the  heads  of  the  fuse-body  and  tlum- 
ble,  and  to  one  side  of  the  oentre  and  resting  on  top  of  the  plunger,  is  the  twisted  safety-wire  B, 
In  order  to  prevent  the  easy  withdrawal  of  the  safety-wire,  a  small  hole  is  bored  into  one  side  of 
the  fuse-body  and  down  to  the  hole  through  which  the  wire  is  inserted,  and  into  this  is  poured 
melted  lead.  A  strong  cord  facilitates  the  extraction  of  the  wire  before  firing.  Inserted  in  a  loaded 
shell  with  the  safety-wire  removed,  and  meeting  with  a  resisting  object  in  flight,  the  plunger  Is  thrown 
forwafi^,  sheering  off  the  shoulders ;  the  fulminate,  strildng  the  pin,  is  ignited,  the  brass  disk  closing 
the  hole  through  the  screw-plug  is  blown  out,  and  the  bursting-charge  of  the  shell  ignited. 

For  reports  of  tests  of  fuses,  see  **  Report  of  Chief  of  Ordnance,  U.  S.  A.,"  1878.  The  follow- 
ing percussion  fuses  are  recommended  as  superior  to  all  others :  German,  Hotchkiss,  English  Royal 
Laboratory,  and  Shenkle ;  this  being  the  order  of  merit. 

Concussion  Fusbs. — A  concussion  fuse  is  one  which  is  put  in  action  by  the  discharge,  but  the 
effect  of  that  action  is  restrained  until  it  strikes  any  object  The  distinction  between  percussion 
and  concussion  fuses  is  somewhat  arbitrary,  and  the  application  of  the  terms  has  depend^  in  large 
measure  upon  the  sense  in  which  the  inventor  of  any  particular  fuse  chooses  to  apply  them.  Such 
a  fuse,  in  order  to  be  serviceable,  must  not  only  produce  explosion  on  striking,  but  it  must  not  pro- 
duce it  on  the  shock  of  the  firing  of  the  gun  charge,  nor  on  that  produced  by  the  ricochets  of  the 
projectile  in  or  out  of  the  gun.  These  fuses  have  usually  consisted  of  some  composition  of  the 
highly  explosive  fulminates,  and  the  extreme  danger  of  using  them  has  been  the  chief  obstacle  to 
their  adoption. 

77ie  S^inffard  I\ue,  Fig.  1904,  is  both  a  concussion  and  a  time  fuse.  The  appearance  of  the 
paper  case  is  similar  to  that  of  the  Navy  time  fuse,  but  the  internal  arrangement  is  different.  The 
case  is  filled  with  fuse  composition,  and  a  long  cavity  is  formed  in  the  lower  portion  of  the  compo- 
sition by  driving  it  around  a  spindle  as  in  a  r^et  This  cavity  is  filled  with  moist  plaster  of  Paris, 
and  a  long  needle  is  inserted  in  it,  nearly  to  the  bottom  of  the  plaster,  forming  a  tube  inclosed  in 
and  supported  by  the  composition.  The  latter  is  ignited  in  the  usual  way  at  the  top,  and  as  it  bums 
away  leaves  a  portion  of  the  plaster  tube  unsupported.  When  the  shell  strikes  its  object,  the  stock 
breaks  off  the  unsupported  part  of  the  tube,  and  the  flame  of  the  composition  immediately  commu- 
nicates with  the  bursting-charge ;  if  the  tube  does  not  break,  the  composition  bums  and  ihe  burst- 
ing-charge is  ignited  as  an  ordinary  time  fuse. 

7^  Bacon  and  Mclntyre  Fusfy  Fig.  1905,  is  very  similar  to  the  foregoing,  except  that  the  internal 
tube  is  differently  formed,  ul  is  an  outside  paper  case ;  B,  the  powder  composition ;  C,  inside  paper 
case ;  2>,  coating  of  plaster  of  Paris ;  F,  conical  tube ;  and  F,  a  ball  on  the  tube.  The  thin  cop- 
per  tube  F  extends  through  the  centre  of  the  fuse  composition,  and  has  a  solid  copper  head  F, 
secured  in  its  upper  end  by  a  little  soft  solder.  The  fuse  being  ignited  by  the  flame  from  the  gun, 
the  upper  part  of  the  composition  bums  away  in  the  first  second  or  two  of  time,  melting  the  solder 
and  leaving  the  head  of  the  tube  free  to  be  displaced  by  the  shock  of  impact  Under  ordinaiy  cir- 
eumstanoes  this  fuse  acts  like  the  time  fuse,  the  stopper  F  being  kept  in  place  by  the  plaster  of 
Paris ;  but  upon  impact  the  plaster  breaks,  the  ball  falls,  and  the  flame,  passing  throi^h  the  tube, 
at  once  ignites  the  bursting-charge. 

Elsctrio  Fusbs  or  Exploders,  for  mines,  etc.,  may  be  divided  into  two  classes :  those  in  which 
the  heat  is  obtained  by  the  passage  of  the  electric  spark  over  a  break  in  the  circuit,  and  those  in 
which  the  heat  is  obtained  by  the  passage  of  the  current  over  a  conductor  of  great  resistance.  The 
first,  called  tension  fuses,  may  be  used  with  the  Leyden  jar,  induction  coil,  or  any  static  electrical 
machine.  All  that  is  necessary  for  a  fuse  or  exploder  of  this  cUss  is.  that  there  shall  be  a  break  in 
a  circuit  not  greater  than  the  spark  can  easily  be  made  to  pass  over  (one-sixteenth  to  one-thirty-seo- 
ond  of  an  inch  is  the  usual  distance!  and  that  between  the  two  points  of  the  break  shall  be  placed 
some  composition  that  will  be  ignitea  by  the  passage  of  the  spark.  Gunpowder  can  be  so  flred,  if 
packed  closely  between  the  points ;  but  it  is  better  to  use  some  more  sensitive  material  as  a  priming. 
Fulminating  mercury  is  fired  by  the  spark,  and  may  be  used  for  this  purpose,  either  pure  or  mix^ 
with  other  substances,  as  in  percussion-cap  composition.  Abel's  composition  has  thus  been  used. 
It  b  composed  of  subsulpbide  of  copper  64  parts,  subphosphide  of  copper  14  parts,  and  chlorate 
of  potash  22  parts.  The  wires  of  the  fuse  must  be  firmly  held  in  a  wooden  block  or  similar  con- 
trivance, in  such  a  manner  that  the  priming  cannot  be  displaced,  nor  the  distance  between  the 
points  altered.  Outside  the  priming  material  is  placed  fulminating  mercury,  gunpowder,  or  other 
substance,  and  the  whole  is  properly  inclosed  in  a  wooden  or  metallic  case.  The  principal  diffi- 
culty connected  with  the  use  of  statical  electricity  for  causins  explosion  Is  the  high  insulation  of 
the  oondacting-wires  that  is  required.  If  the  insulation  is  unperfect,  the  loss  is  so  great  as  to 
render  the  firing  of  the  fuse  uncertain  or  impossible. 

The  second  class  of  electric  fuses  or  exploders  are  those  In  which,  by  the  passage  of  the  current, 
a  portion  of  the  drcuit  having  a  great  resistance  becomes  sufficiently  heated  to  ignite  some  explo- 
sive or  inflammable  body  in  contact  with  it  Those  fuses  are  used  with  the  voltaic  battery  and  the 
various  dynamo-electric  machines,  such  as  Farmer's,  Gramme's,  etc  For  convenience  they  may  be 
divided  into  two  classes :  those  in  which  plumbago,  copper  sulphide,  Abel's  composition,  or  other 
similar  highly-resisting  substance  forms  the  part  of  the  circuit  which  is  to  be  heated ;  and  those  in 
whidi  a  fine  platinum  wire  or  other  comparatively  good  conductor  occupies  that  position. 


Digitized  by 


Google 


894  FUSES. 


Of  the  first  diTision  are  the  fuses  used  in  oonnection  with  Wheatstone's  machine  and  others  sum- 
lar.  They  consist  essentially  of  a  break  in  the  circuit,  which  is  bridged  by  a  layer  of  plumbago  or 
composition  which  has  a  certain  conducting  power,  and  which  will  bum  when  heated.  In  contact 
with  this  is  placed  the  gunpowder,  fulminating  mercury,  or  other  substance  which  is  the  charge  of 
the  fuse.  The  difficulties  connected  with  the  use  of  these  fuses  and  the  machines  for 
which  they  are  made  arc,  that  good  insulation  of  the  leading-wires  is  neoessary,  and  that        1907. 

this,  from  various  causes,  is  often  uncertain.    Safe  fuses  of  this  sort  may  be  made,  since      

no  very  sensitive  composition  is  required  as  a  priming. 

Of  the  second  division  are  those  known  as  platinum  or  Oerman-silver  wire  fuses. 
The  essential  point  in  the  construction  of  these  is  the  placing  of  a  short  piece  of  very 


1901  1906. 


1905. 


fine  platinum  or  German-silver  wire  in  the  circuit,  and  in  contact  with  it  a  priming  material  whidi 
when  fired  ignites  the  fuse-mass ;  or  the  wire  may  be  imbedded  in  the  fuse-mass  itself,  and  thus 
inflame  it  directly  without  the  intervention  of  a  priming.  This  form  of  electric  fuse  has  many  advan- 
tages. The  current  with  which  it* is  used  is  one  of  great  quantity  and  low  intensity,  so  that  the 
insulation  of  the  conductmg-wircs  need  not  be  as  complete  as  in  the  other  cases.  In  fact,  no  insula- 
tion is  required  if  the  fuse  is  sufficiently  delicate  and  the  whole  circuit  is  not  too  long. 

7^  Dynamo-Electric  Igniter  used  in  the  U.  S.  navy  is  represented  in  Fig.  1906.  It  consists  of  a 
hard  wooden  plug  a,  half  an  inch  in  length  and  about  three-sixteenths  of  an  inch  in  diameter,  baT- 
iug  a  score  cut  about  its  centre,  and  a  longitudinal  groove  on  each  side  for  the  reception  of  the  cop- 
per wires.  The  latter  are  cotton-covered,  and  are  twisted  together  for  about  an  inch,  and  stripped 
of  their  insulation  almost  to  the  twist.  The  uncovered  parts  of  the  wires  are  pressed  firmly  into 
the  grooves  in  the  sides  of  the  plug,  and  are  cut  off  so  that  they  project  about  one  eighth  of  an 
inch  above  the  plug.  The  ends  of  the  wires  are  now  split  with  a  very  fine  saw  in  the  direction  of 
the  plane  passing  through  them,  and  the  distance  between  the  ends  is  carefully  adjusted  to  three- 
sixteenths  of  an  inch ;  after  which  platinum  wire  No.  40  is  stretched  between  them  to  form  the 
bridge,  and  is  securely  soldered  to  the  ends  of  the  split  wires  1 1.  A  wisp  of  gun-cotton  /  is  nex^ 
wrapped  around  the  platinum  wire,  and  the  ends  of  the  copper  wires  are  pinched  together  sufficient]) 
to  take  all  strain  from  them.  The  plug  is  inserted  in  a  hollow  wooden  case  6  6,  2  inches  kng, 
and  is  countersunk  one-eighth  of  an  inch.  The  resistance  of  the  wire  should  not  vary  five4enth8 
either  side  of  0.42  ohm.  The  upper  part  of  the  case  is  filled  with  rifle-powder,  the  top  being  closed 
with  a  disk  of  cork,  over  which  is  poured  some  water-proof  composition,  and  the  whole  is  properly 
coated  with  shellac. 

The  Dynamo- Electric  Fuse,  Fig.  1907,  is  made  by  inclosing  one  of  the  igniters  above  described  m 
a  stout  paper  case  about  6  inches  in  length,  which  is  filled  with  rifle-powder  to  give  more  flame 
and  consequently  a  better  ignition  of  the  charge.  One  end  of  the  case  is  closed  by  a  wooden  plug 
By  with  grooves  cut  in  the  sides  for  the  wires,  which  serves  for  the  bottom,  and  the  other  end  ia 
filled  with  a  disk  of  cork  coated  with  collodion. 

The  foregoinif  is  mainly  abridged  from  "  Naval  Ordnance  and  Gunnery,"  Cooke,  New  York,  1875. 
See  also  Blasting. 
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FUSEE.  A  mechanical  contrivance  chiefly  used  in  dironomcters  and  watches,  in  order  to  main- 
tain a  uniform  force  upon  the  train  of  wheels,  and  to  compensate  for  the  decreasing  power  of  the 
spring.    The  spring  is  inclosed  in  a  cylindrical  barrel,  and  sets  the  wheels  in  motion  by  the  aid  of  a 


1909. 


cord  or  chain  wound  partly  upon  the  barrel  and  partly  upon  a  sort  of  tapering  drum  called  a  fusee, 
Fig.  1908.    As  the  spring  uncoils  in  the  barrel,  the  pull  of  the  cord  decreases  in  intensity;  at  the 
same  time,  however,  the  cord  unwinds  itself  from  the  fusee,  and  continually  exerts  its  strain  at  a 
greater  distance  from  the  axis,  that  is,  with  a  greater  lever- 
age and  with  more  eflfect  "* 

The  disk  and  roller ,  Hg.  1909,  equivalent  to  the  fusee, 
consists  of  a  disk  A,  revolving  round  an  axis  perpendicular 
to  its  plane  and  giving  motion  to  a  rolling  plate  B^  fixed 
upon  an  axis  which  intersects  at  right  angles  the  axis  of  the 
disk  A.  Supposin^the  rotation  of  the  disk  to  be  uniform, 
that  of  the  roller  i  will  continually  decrease  as  it  is  shifted 
toward  the  centre  of  A^  and  conversely.  This  is  precisely 
the  effect  produced  by  a  fusee.  The  roller  may  be  a  wheel 
furnished  with  teeth,  and  may  roll  upon  a  spiral  rack  as 
shown  in  the  diagram.  As  the  disk  revolves,  the  pinion  P, 
Fig.  1910,  slides  upon  the  square  shaft,  and  is  kept  upon  the 
rack  by  the  action  of  a  guide-roller  R^  which  travels  along 
the  spiral  shaded  groove. 

GALVANIC  BATTERY.    See  Elecjtro-Galvanic  and  Thermic  Battebiks.  ' 

GALVANOPLASTY.    See  Electro-Mbtallurot. 

GAS,  CARBONIC  ACID.  Carbonic  acid  gas  is  composed  of  1  atom  of  carbon  and  2  atoms  of 
oxygen.  Its  chemical  symbol  is  therefore  C0«.  Compared  with  air  its  weight  is  as  1.629  to  1.  Of 
the  gases  which  may  be  liquefied,  carbonic  acid  is  the  best  for  use  as  a  source  of  motive  power.  It 
can  be  readily  prepared  by  pressure  in  liquefied  form,  and  stored  in  strong  vessels  of  small  compass. 
The  following  table  by  Regnault  shows  the  tension  of  the  liquid  in  atmospheres  at  various  tempera- 
tures Fahrenheit : 


Temperature. 
-13^... 
-    4\... 

H-  6^... 

+  14\... 
+  28°.... 

+  82" 

H-4r   .. 
+  60° 


Yolame. 

..  17.1 

. .  19.9 

. .  28.1 

. .  26.7 

.  .  80.8 

. .  86.4 

. .  40.4 

. .  46.0 


Tempermtore. 
-i-  69\. 
H-    68°... 

H-  ir.., 

H-    86°... 
+    96°.. 


Yolamet. 

62.1 

68.8 

66.0 

78.8 

..   82.1 

4-  104° 91.0 

H-  118° 100.4 


The  specific  gravity  of  liquid  carbonic  acid  is  as  follows : 


Temperature. 
-    4°... 

+  82°... 


8p.  Gr. 
.  0.90 
.  0.88 


Temperature.  8p.  Gr. 

+  86° 0.60  (Thilorier) 

+  82° 0.9470  (Andr6efl) 


The  expansion  of  liquid  carbonic  acid  with  temperature  is  at 


Temperature. 
-h  4°... 
+-82°... 


Volume. 
,  0.9617 
.   1.000 


Temperature.  Volume. 

+  60° 1.0586 

+  68° U467  (Regnault) 


Carbonic  Acid  Gas  as  a  Motor. — Carbonic  acid  gas  has  been  employed  for  driving  the  propelling 
engines  of  torpedoes ;  and  experiments  in  liquefying  it,  and  storing  it  in  flasks,  to  adapt  it  for  this 
purpose,  have  been  carried  on  at  the  United  States  Torpedo  Station  at  Newport,  R.  I.  The  following 
details*  on  the  subject  have  been  prepared  and  published  by  Mr.  Walter  N.  Hill,  S.  B.,  chemist  of 
the  station.    The  liquefying  apparatus  constructed  by  Mr.  Hill  is  represented  in  Figs.  1911  and  1912. 

The  compressing-pump  used  is  a  modification  of  the  Burleigh  air-compressor.    The  generating 

*  PabUshed  by  permiaalon  of  the  author. 
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apparatas  was  obtained  from  John  Matthews  of  New  York,  and  is  that  much  used  for  generalsiig 
carbonic  add  gas  for  mailing  soda-water,  with  some  alterations  and  additions  to  render  it  seryiceaUe 
for  this  purpose. 

Fig.  1911  shows  the  generators,  the  yessel  for  receiving,  and  the  coil  for  cooling  the  gas.    Fig.  1912 
shows  the  compressing-pump  and  the  receivers  or  flasks,  into  which  the  gas  is  condensed.    As  used, 


the  whole  forms  one  complete  apparatus,  and  the  gas  generated  in  one  end  is  obtained  in  the  liquid 
condition  at  the  other.  There  are  two  generators,  so  that  while  one  is  in  action  the  other  may  be 
emptied  and  rediarged.  ^  is  a  large  cast-inm  cylinder  with  rounded  ends.  This  receives  the 
marble-dust,  from  which  the  gas  is  obtained,  and^ater.  jE*  is  a  wheel  by  which  is  revolved  a  composi- 
tion agitator  within  the  cylinder.  ^  is  a  large  valve,  through  which  the  spent  charge  is  drawn  ofL 
The  a^d  (sulphuric)  is  contained  in  a  small  cast-iron  vessel  B^  which  is  supported  by  a  projection 
cast  on  ^,    There  is  a  small  opening  in  the  bottom  of  the  acid-receiver  B,  which  is  oontinued 

1919. 


through  the  projection  on  A.  This  is  closed  by  a  plug  on  the  end  of  a  rod,  which  passes  up  through 
a  gland  on  the  top  of  B.  This  rod  is  hinged  to  the  arm  a,  so  that  it  can  be  raised  or  lowered  at 
pleasure ;  and  when  down,  the  arm  a  is  prevented  from  rising  by  a  cam,  which  works  in  a  frame  cm 
the  side.  C  is  a  vessel  of  the  same  size  as  B,  but  it  has  no  direct  oonmiunication  with  A,  This 
contains  water  for  washing  the  gas. 
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When  in  use,  the  necessary  quantities  of  marble-dust  and  water  are  poured  into  A  through  an 
opening  which  is  closed  by  the  cap  D  ;  the  corresponding  amount  of  add  is  poured  into  B  through  an 
opening,  which  is  then  closed  by  a  cap  firmly  screwed  on,  and  water  put  into  C,  which  is  also  tightly 
closed  The  plug-valve  in  B  is  then  lifted  by  raising  the  handle  a,  and  a  portion  of  the  add  allowed 
to  run  down  into  A,  The  valve  is  then  closed  by  bringing  down  the  handle  a,  and  locking  it  with 
the  cam.  The  add  let  down  into  A  acts  upon  the  caldum  carbonate  (marble^ust),  and  generates 
carbonic  add  gas,  which  passes  up  the  lead  pipe  6  to  the  cross  c.  To  one  arm  of  the  cross  is  at- 
tached the  pressure-gauge  </,  and  to  another  a  short  lead  pipe,  which  is  connected  with  the  top  of  B 
and  serves  to  equalize  the  pressure  in  B^  so  that  the  valve  may  be  easily  worked.  The  lower  branch 
of  the  cross  is  a  pipe  which  extends  to  the  bottom  of  C,  The  gas  therefore  bubbles  up  through  the 
water  in  C  to  the  upper  part  of  that  vessel.  From  thence,  when  it  is  to  be  compressed,  it  is  draun 
through  the  pipe  e  e  to.  the  receiver  G, 

AU  the  castings  of  the  generators  are  heavily  lined  with  lead  to  protect  them  from  the  action  of 
the  adcU  The  valves  are  of  brass,  heavily  tinned.  The  generators  are  all  tested  to  600  lbs.  to  the 
inch,  and  are  capable  of  supporting  a  much  heavier  strain.  They  are  limited  to  800  lbs.  pressure, 
and  are  provided  with  ingenious  safety  escapes. 

From  the  receiving  vessel  the  gas  passes  through  a  lead  pipe  g  g  into  the  coil  of  lead  pipe  H, 
This  coil  is  placed  in  a  tank  or  box  under  the  floor,  which  is  filled  with  ice-water  flowing  from  the 
freezing  mixture  in  the  box  L  L  mentioned  below.  The  other  end  of  the  coil  is  connected  to  a 
strong  small  vessel,  /. 

Fig.  1912  represents  the  compressing-purop  and  the  receivers  for  the  liquid.  The  steam-cylinder 
J  has  15  inches  stroke  by  7  inches  diameter.  There  are  two  compressing  cylinders,  k  k^  of  steel, 
eadi  2^  inches  in  diameter 

by  10  inches  stroke,  provided  W18- 

with  steel  pistons,  in  which 
are  small  steel  valves  open- 
ing upward.  The  recdvers  or 
flasks  MM,  into  which  the 

rig  condensed,  are  placed 
the  box  L  L,  where  they 
are  surrounded  by  a  mixture 
of  pounded  ice  and  salt,  r. 
During  the  compression,  the 
cooling  mixture  must  bestirred 
and  pressed  against  the  recdv- 
er  in  order  to  obtain  as  much 
Cooling  effect  as  possible,  for 
upon  this  largely  depends  the 
pressure  at  which  liquefaction 
takes  place.  When  the  flask 
or  receiver  is  thoroughly  cold 
and  empty,  this  pressure  is 
about  350  lbs.,  but  rises  as 
the  operation  goes  on,  and 
large  quantities  of  gas  are 
rapidly  condensed  to  500  to  600  lbs.,  which  may  be  considered  as  the  average  range.  Sometimes  a 
higher  pressure  is  attained,  of  700  to  800  lbs.,  when  the  condensation  is  very  rapid  and  the  cooling 
imperfect. 

Flasks  to  contain  liquid  carbonic  add  are  shown  in  Fig.  1918.  They  are  cylinders  with  rounded 
ends.  Each  is  provided  with  a  valve  in  the  centre  of  one  head.  When  in  place  in  the  torpedo  they 
lie  upon  thdr  sides.  The  opening  controlled  by  the  valve  in  each  is,  therefore,  continued  into  the  in- 
terior by  means  of  a  pipe  which  turns  up  against  the  side.  In  this  way  gas  passes  out  only  when  the 
valve  is  opened.  They  are  four  in  number :  two  7  feet  long  each  (including  valve),  one  6  feet  long, 
and  one  4  feet  long  (both  with  valves  included).  The  outside  diameter  of  each  is  12  inches  along  the 
body,  and  18^  at  the  heads.  They  are  made  of  the  finest  sheet  steel  (.046  inch  thick),  in  successive 
layers,  which  are  firmly  fastened  together  with  pure  tin.  The  heads  are  made  from  cup-sbaped 
pieces  of  steel,  which  are  placed  one  within  the  other  and  sweated  together  with  tin.  A  flask  con- 
structed as  explained,  which  was  tested  to  destruction,  gave  way  under  a  pressure  of  1.4  ton  (of 
2,240  lbs.)  to  the  square  inch,  or  8,136  lbs.  Rupture  occurred  in  the  body,  and  the  sheets  them- 
selves were  torn  through  irregularly  without  regard  to  the  joints.  The  heads  and  junctions  of  the 
beads  to  the  body  were  not  affected.  The  strains  borne  by  these  flasks  may  be  calculated  as  follows : 
At  1,200  lbs. :  longitudinal  strain,  19,104  lbs. ;  tangential  strain,  88,800  lbs.  At  1,865  lbs. :  lon- 
gitudinal strain,  21,781  lbs. ;  tangential  strain,  44,152  lbs.  These  calculations  are  based  upon  a 
thickness  of  side  of  .18  inch.  In  reality  it  is  nearly  five-eighths  of  an  inch,  but  of  this  only  the  steel 
is  of  importance ;  and,  as  there  are  four  layers,  this  amounts  to  .18  inch.  The  excess  of  tin  on  the 
inside,  as  already  remarked,  is  not  required,  and  does  not  add  to  the  strength.  Taking  the  tensile 
strength  of  the  steel  at  the  low  figure  of  120,000  lbs.,  it  will  be  seen  that  the  extreme  strains  are 
well  below  this  point.  Finally,  the  flask  which  gave  way  under  3,136  lbs.  hydraulic  pressure  had, 
when  it  ruptured,  a  tangential  strain  upon  the  surface  withstanding  it  of  101,896  lbs.  to  the  inch. 

Ritchie^s  improved  form  of  Natterer*s  apparatus  is  represented  in  Fig.  1914.    In  this  apparatus  the 
^s  is  conducted  into  a  bronze  receiver  capable  of  resisting  a  pressure  of  200  atmospheres,  and  is 
condensed  by  means  of  a  steel  force-pump.    The  receiver  is  surrounded  by  a  copper  cylinder  con- 
taining a  mixture  of  ice  and  salt    When  enough  of  the  gas  is  thus  liquefied,  it  is  caused  to  pass 
67 
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through  a  tube,  terminatiiig  in  a  fine  rose  of  wire  gauze  and  into  a  lined  woolen  bag.  On  passing 
out,  the  cold  produced  by  evaporation  is  so  intense  as  to  freeze  the  liquid  carbonic  add,  whieh  fomi 
a  deposit  resembling  snow.  By  means  of  the  solidified  carbonic  add  it  is  possible  to  freeze  mercuy 
in  a  white-hot  platinum  capsule.  Water  placed  in  the  latter  assumes  the  spheroidal  state,  in  vhi^ 
it  does  not  really  touch  the  vessel,  being  separated  from  it  by  a  layer  of  steam ;  if,  now,  solid  cv- 
bonic  acid  mixed  with  ether  is  introduced  into  the  water,  enough  heat  is  absorbed  by  the  eTaporation 
of  the  carbonic  add  to  freeze  a  small  quantity  of  mercury  placed  in  the  mixture. 

Manufacture  of  Carbonated  Beverages. — There  are  two  systems  of  apparatus  for  making  "sodt 
water "  and  other  carbonated  beverages,  the  continuous  and  the  intermittent  The  oontinuoas  wj%- 
tem,  being  well  adapted  to  making  carbonated  beverages  for  filling  siphons  and  bottles,  ia  mndi 

used  in  Europe,  while  the  intermittent  system  prevails  in  the 
United  States,  where  beverages  are  extensively  dispensed 
from  the  counter. 

The  continuous  system  consists  of  a  generator,  b  whidi 
the  gas  is  evolved  under  very  moderate  pressure ;  a  gasome- 
ter, into  which  the  gas  passes  and  is  stored ;  and  a  beve^ag^ 
oarbonating  compressor,  by  which  the  liquid  and  gas  are 
compressed  into  a  receiver  and  agitated  under  a  pressure  of 
from  160  to  200  lbs.  to  the  square  inch  for  filling  siphons, 
or  60  lbs.  for  filling  bottles.    In  the  intermittent  syston,  the 

1918l 


pressure  is  obtained  in  the  generator  from  the  expansive  force  of  the  gas  evolved  by  the  diemical 
action  of  sulphuric  acid  on  a  carbonate.  After  the  required  pressure  is  obtained,  the  gas  is  drawn 
into  a  receiver  and  agitated  with  the  liquid,  to  carbonate  it. 

Fig.  1916  represents  the  Matthews  generator,  generally  used  in  either  system.  The  chamber  J 
is  filled  with  a  powdered  carbonate  (preferably  ground  marble)  and  water  to  about  two-thirds  its 
capadty.  Sulphuric  acid  is  poured  into  the  acid-chamber  B,  The  gas-washer  C  is  filled  with  chips 
of  marble  and  water  to  wash  and  cool  the  gas.  All  the  openings  in  the  generator  are  then  tightly 
closed.  The  sulphuric  acid  is  allowed  to  enter  the  carbonate  chamber  -4,  by  moans  of  the  valve  ^ 
in  small  quantities,  and  the  agitator/  is  turned  to  mix  the  carbonate  and  water  w\{h  the  add.  As 
the  carbonic  acid  is  evolved,  it  passes  through  the  pipe  g  to  the  bottom  of  the  gas-washer,  and  rises 
in  minute  bubbles  through  the  water  and  lumps  of  marble  to  the  pressure-gauge.  When  the  re> 
quired  pressure  is  obtained,  the  gas  is  drawn  into  the  fountain  by  means  of  the  pipe  k.    The  pipe  i 
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connects  the  top  of  the  acid-chamber  with  the  gas-washer,  eqnalizhig  the  pressure  fai  the  two,  and 
thereby  preventing  the  pressure  of  the  gas  in  the  chamber  A  from  opening  the  yalve  «.  The  yalve 
€  is  locked  in  position  by  means  of  the  cam  j. 

Another  form  of  generator  is  shown  in  Fig.  1916.    In  this  a  mixture  of  sulphuric  add  and  water 
is  introdaoed  thiou^  the  bung,  and  the  marble-dust  is  poured  in  through  B,    The  acid  liquor  passes 


WIT. 


1918. 


1919. 


to  the  bottom  of  the  vessel ;  but  the  marble>dust  is  arrested  bj  a  diaphragm  if,  furnished  with 
several  slits,  through  which  the  marble-dust  is  made  to  sift  when  the  shaft  S  is  caused  to  revolve  by 
turning  the  handle  JS.  At  the  same  time  the  agitator  0  facilitates  the  evolution  of  eas  by  keeping 
the  mixture  constantly  stirred.  As  soon  as  a  pressure  of  105  lbs.,  indicated  by  the  gauge  Z,  is 
reached,  the  stop-valve  of  the  fountafii  is  opened,  and  the  gas  is  niade  to  pass  into  it  slowly  by 


1920. 


1981. 


1929. 
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gradually  opening  the  stop-valve  D  of  the  gas-washer.  When  enough  gas  has  come  over,  the  valves 
are  closed,  the  pipe  is  disconnected,  and  the  fountain  is  made  to  revolve  in  its  frame  for  about  ten 
minutes,  to  aid  the  absorption  of  gas  by  the  water. 

Oarbonio-acid-gas  generators  are  made  either  of  steel,  iron,  or  copper,  and  are  lined  with  sheet 
lead  without  seams  to  prevent  corrosion.  Those  made  of  steel  are  the  best,  as  they  will  resist  a 
pressure  of  2,600  lbs.  to  the  square  indi.    They  cannot  be  burst  by  the  cheinical  action  even  of  a 
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full  charge  of  sulphuric  acid  and  carbonate,  as  the  highest  pressure  that  can  be  thus  dereloped  in 
the  generator  does  not  exceed  1,000  lbs.  to  the  square  inch.  The  best  iron  generators  are  made  to 
resist  a  pressure  of  600  lbs.  Copper  does  not  answer  so  well  for  high-pressure  generators,  as  it  is 
weakened  by  the  heat  of  the  chemical  action  in  the  generator  during  the  operation.  The  best  genera* 
tors  are  protected  from  bursting  by  undue  pressure  by  a  safety-cap  containing  a  duplex  disk  vhidi 
will  sustain  a  given  amount  of  pressure.  If  the  pressure  in  the  generator  exceeds  this  amoimt,  the 
disk  is  ruptured  and  the  pressure  escapes.  Generators  are  made  of  different  sizes  to  carbonate  from 
600  to  600  gallons  of  liquid  at  one  operation. 

Fig.  1917  represents  the  Matthews  portable  steel  fountain  for  containing  and  transporting  car- 
bonated beverages.  It  consists  of  an  interior  fountain  of  pure  sheet-tin,  inclosed  in  an  exterior  case 
of  sheet-steel  of  great  strength  and  elasticity.  The  opening  for  the  stop-cock  in  the  fountain  b 
strengthened  by  steel  washers  or  rings.  The  flange  of  the  cock  beds  down  on  the  bung  surmoont- 
ing  the  fountain,  and  is  recessed  so  as  to  form  a  matrix  to  receive  a  soft  metallic  or  other  pact^- 
ing.  The  lip  of  the  bung  of  the  fountain  fits  up  into  the  recess  and  impinges  on  the  packmg,  which 
is  prevented  from  spreading  by  the  sides  of  the  recess,  thus  making  a  perfect  joint  The  weight  of 
the  steel  fountain  for  holding  10  gallons  of  beverage  is  about  40  lbs.,  while  that  of  the  cast4ron 
fountain  is  180  lbs.,  and  of  the  tin-washed  copper  fountain  80  lbs.  The  fountain  is  filled  to  about 
two-thirds  its  capacity,  leaving  a  space  for  the  gas  compressed  above  the  beverage  to  force  the  latter 
out  of  the  fountain.    These  fountains  are  also  made  of  wrought-iron  and  copper. 

An  improved  glass-lined  fountain  is  shown  in  Fig.  1918,  and  consists  of  a  glass  vesFcl  a,  encased 
in  a  shell  of  steel,  iron,  or  copper.  The  gas  enters  between  the  glass  vessel  and  its  metallic  case 
during  the  filling  of  the  fountain,  and  equalizes  the  pressure  inside  and  outside  the  glass  veaeeL 
Portable  fountains  are  charged  by  first  filling  them  with  the  required  quantity  of  liquid  to  be  car- 
bonated,  and  connecting  them  with  the  generator.  The  carbonic  add  gas  is  let  into  the  foun- 
tain at  160  lbs.  pressure.  The  fountain  is  then  shaken  to  agitate  the  water  and  impregnate  it 
with  the  gas. 

One  of  the  principal  parts  of  the  continuous  system  is  the  bevcrage-carbonating  compressor  shown 
in  plan  in  Fig.  1919,  and  in  elevation  and  section  in  Figs.  1920  and  1921.  The  gas  and  liquid  enter 
the  twin  cocks  where  marked  "  Gas  "  and  "  Water."  By  the  upward  stroke  of  the  reciprocating  cylm- 
der  2>,  they  are  forced  through  the  valve  L  and  passages  up  and  into  the  receiver  E^  as  indicat^  by 
the  arrows.  The  reciprocating  action  of  the  cylinder  and  it^  passages  works  the  agitator  /'with  a 
churning  motion.    The  agitator  has  one  or  more  volutes  to  catch  and  distribute  the  gas  in  the  water, 

and  to  agitate  the  latter  within  the  rcoeiver. 
S  is  the  safety-valve.  The  pressure  need 
rarely  exceeds  200  lbs.  to  the  square  inch. 
In  this  machine  the  feed  and  the  agitator 
are  operated  through  the  base  or  lower  por- 
tion of  the  receiver,  and  the  disdiaige-  or 
feed-pipe  passes  from  the  pump  into  ther^ 
ceiver  and  imparts  to  it  a  reciprocating  a^ 
tion  by  or  with  the  pump,  so  that  the  press- 
ure of  the  gas  or  the  liquid  in  the  receiver 
is  made  to  assist  the  pump  in  its  discharg. 
ing  or  feeding  stroke  to  the  receiver,  by 
acting  on  the  exposed  end  of  the  disduirge- 
or  feed-pipe.  All  the  parts  exposed  to  ^ 
beverage  are  encased  with  pure  block-tin, 
and  the  agitator-shaft  is  jadceted  with  pare 
silver.  All  tin-washed  surfaces  arc  avoided 
as  not  durable. 

In  bottling  carbonated  beverages  the 
Matthews  internal  gravitating  stopper,  Fig. 
1922,  is  largely  used  as  a  substitute  for 
corks.  This  stopper  consists  of  a  glass 
stem  with  a  rubber  cap.  The  stopper  is 
forced  into  the  bottle  before  filling,  and  can 
be  used  repeatedly  to  close  the  bottle.  The 
pressure  of  the  carbonated  liquid  presses 
the  rubber  cap  against  the  neck  of  the 
bottle;  the  more  pressure  the  tighter  the 
bottle  is  closed. 

A  bottling  machine,  shown  in  Fig.  1928, 
Is  required  to  fill  bottles  closed  with  this 
stopper.  The  bottle  is  placed  neck  downward  in  the  socket  of  the  machine,  and  secured  by  depres- 
ing  the  foot-lever.  By  raising  the  hand-lever  a  vent-tube  is  elevated  in  the  bottla  A  valve  operated 
by  the  hand  admits  the  beverage,  the  air  escaping  by  the  vent-valve.  As  soon  as  the  bottle  is  filled, 
the  supply-cock  is  closed  and  the  hand-lever  is  depressed,  withdrawing  the  vent-tube  from  the  botde 
and  allowing  the  stopper  to  fall  into  its  place  in  the  neck  of  the  bottle,  which  is  then  rdeased  by 
elevating  the  foot-lever,  and  the  operation  is  completed. 

GAS,  ILLUMINATING,  APPARATUS  FOR  MANUFACTURE  OF.  All  substances,  whether  ani- 
mal, vegetable,  or  mineral,  consisting  of  carbon,  hydrogen,  and  oxygen,  when  exposed  to  a  red  heat, 
produce  various  inflammable  elastic  fluids,  capable  of  furnishing  artifidal  light.  We  perceive  the 
evolution  of  this  elastic  fluid  during  the  combustion  of  coal  in  a  common  fire.    Bituminous  coal. 
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when  heated  to  a  certain  degree,  swells  and  kindles,  and  frequently  emits  remarkably  bright  streams 
of  flame  ;  and  after  a  certain  period  these  appearances  cease,  and  the  coal  glows  with  a  red  light. 

The  flame  produced  from  coal,  oil,  wax,  tallow,  or  other  bodies  which  are  composed  of  carbon  and 
hydrogen,  proceeds  from  the  production  of  carburetted  hydrogen  gas,  eyolved  ^m  the  combustible 
body  when  in  an  ignited  state.  If  coal,  instead  of  being  burnt  in  the  way  now  stated,  is  submitted 
to  a  temperature  of  ignition  in  close  vessels,  all  its  immediate  constituent  parts  may  be  collected. 
The  bituminous  part  is  distilled  over,  in  the  fonn  of  coal-tar,  etc.,  and  a  large  quantity  of  an  aque- 
ous fluid  is  disengaged  at  the  same  time,  mixed  with  a  portion  of  essential  oil  and  various  ammoniacal 
salts.  Large  quantities  of  carburetted  hydrogen,  carbonic  oxide,  carbonic  acid,  and  sulphuretted 
hydrogen  also  make  their  appearance,  together  with  small  quantities  of  cy&nogen,  nitrogen,  and  free 
hydrogen;  and  the  fixed  base  of  the  coal  alone  remains  behind  in  the  distillatory  apparatus,  in  the 
form  of  a  carbonaceous  substance  called  coke.  An  analysis  of  coal  is  thus  effected  by  the  process 
of  destructive  distillation.  The  principal  products  obtained,  and  their  several  uses,  may  be  repre- 
sented as  follows : 

T>^-«i«    S  Benzol )  Used  to  make 
Benzole.. -j^^l^^l^     aniline. 


"Oils,  80  per  cent. 


(Gas,  illuminating,  etc . 
Tar..... 
Ammonia  water 
Ck>kc,  for  fuel 


Naphtha. 


Dead  oil. 


Naphtha — ^used  for  varnish. 
^Xylole — used  for  small-pox  remedy. 
'^Carbolic  acid  j  Used  for  disinfect- 

Oresylic  acid  (      ants. 

Naphthaline— -dyes,  etc. 

Anthracene,  \  per  )  Used  to  make 

cent )     alizarine. 

^  Ohrysene — no  use  as  yet. 


T>u*i,  ht\  ««•  «/»«+  i  ^^  ^^^  roofing  and  pavements. 
Pitch,  70  per  cent  j  ^t^racene,  2^r  cent 


For  the  manufacture  of  gas,  a  coking  bituminous  coal  is  greatly  preferred,  for  the  reason  that  it 
exists  in  great  abundance,  and  that  a  compact  porous  coke  remains  after  it  has  undergone  fusion, 
which  can  always  be  sold  at  a  fair  price. 

The  manufacture  of  coal-gas  consists  of  three  distinct  operations :  Distillation,  condensation,  and 
purification.  Distillation  is  carried  on  in  retorts,  which  are  long,  horizontal,  semi-cylindricid,  D- 
shaped  vessels  of  cast-iron,  or  more  generally  of  clay.  These  consist  of  two  parts,  the  body  and 
the  mouth-piece.  The  temperature  to  which  the  retorts  are  heated  before  the  coal  is  introduced 
varies.  For  iron  retorts,  a  temperature  from  1470°  to  1880°  F.,  called  a  dull  cherry-red  to  a  clear 
cherry-red  heat,  is  generally  adopted.  For  clay  retorts,  a  deep  orange  (2010°  F.)  to  a  clear  orange 
(2190°  F.),  or  even  white  heat  (2870°  F.),  is  employed,  the  coal  itself  being  exposed,  when  introduced 
in  either  case,  to  a  dull  cherry-red  heat  of  1600°  to  1600°  F.  The  temperature  to  which  the  coal  is 
raised,  and  the  length  of  time  it  is  exposed  to  heat,  are  matters  of  considerable  importance.  Expe- 
rience has  demonstrated  that  it  is  better  to  interrupt  the  process  about  four  hours  after  the  charge 
is  introduced ;  for  while,  at  first,  condensible  vapors  rich  in  carbon  are  given  off,  which  when  passing 
out  are  decomposed,  yielding  fixed  gases  possessing  high. illuminating  power,  yet  if  the  operation  is 
allowed  to  continue  too  long,  little  but  hydrogen  is  given  off,  and  this  is  apt  to  be  mixed  with  bisul- 
phide of  carbon,  a  very  bad  impurity.  It  is  also  necessary  that  the  gas  be  removed  as  soon  as  pos- 
sible. It  is  therefore  drawn  up  a  conduit,  called  the  "  ascension-pipe,"  which  is  placed  near  the 
mouth-piece,  and  from  thence  passes  to  the  hydraulic  main.  An  exhauster  is  employed  to  remove 
the  gas  from  the  retorts,  and  more  particularly  to  force  the  gas  ahead  through  the  condenser,  washer, 
and  purifiers  into  the  holder,  and  thus  enable  more  gas  to  follow  from  the  retort.  In  the  hydraulic 
main  a  portion  of  the  tarry  matters  becomes  deposited.  The  hydraulic  main  is  a  large  horizontal  tube 
which  extends  the  whole  length  of  the  retort-house,  receiving  the  dip  of  pipes  of  successive  benches 
of  retorts  in  its  passage.  This  tube  is  half  filled  with  tar  and  ammoniacal  water,  which  is  always 
maintained  at  a  constant  level  by  an  overflow  to  the  tar-well,  and  enables  it  to  act  as  a  contrivance 
for  sealing  the  pipes,  so  that  gas  will  not  escape  during  the  drawing  and  charging  of  retorts.  From 
the  hydraulic  main  the  gas  passes  to  the  condenser,  which  consists  of  a  series  of  iron  tubes,  which 
are  usually  placed  in  cisterns  of  cold  water  or  exposed  to  the  air ;  by  this  means  the  gas  is  oooled, 
and  the  tarry  and  aqueous  matters  held  in  suspension  are  deposited.  By  a  simple  contrivance  the 
tar  and  ammoniacal  liquor  which  separate  in  the  condenser  are  made  to  flow  into  different  welK 
The  gas  passes  into  a  washer,  and  then  into  a  scrubber,  or  into  the  scrubber  direct  at  works  where 
washers  are  not  used.  By  tlds  passage  of  the  gas  through  the  washer,  where  it  is  made  to  bubble 
through  water,  and  by  its  exposure  to  wet  surfaces  of  large  extent  in  the  scrubber,  the  ammonia, 
last  traces  of  tar,  and  considerable  of  the  sulphuretted  hydrogen  and  sulphur  compounds  are  re- 
moved. None  but  a  mere  trace  of  ammonia  remains  after  the  passage  of  the  gas  through  the 
scrubber. 

PuRuiCATiON. — ^Four  methods  for  the  purification  of  gas  are  used,  namely :  the  "  wet-lime  process," 
the  "  dry-lime  process,"  the  "  Lauriug  process,"  and  the  **  iron-ore  process."  By  the  first,  the  gas  is 
made  to  pass  through  milk  of  lime,  which  is  very  effectual  in  separating  the  sulphur  compounds  and 
carbonic  acid ;  but  this  process  has  been  in  great  measure  abandoned,  for  the  reason  that  there  is  no 
use  for  the  saturated  milk  of  lime,  called  **  blue  billy,",  which  is  very  foul,  and,  not  oxidizing  rapidly, 
is  useless  as  a  fertilizer.  In  the  *'  dry-lime  process,"  which  has  superseded  the  foregoing,  dry  or 
slightly  moist  hydrate  of  lime  is  placed  on  trays  in  iron  boxes,  through  which  the  gas  is  made  to 
pass.  This  process  is  equally  effectual  in  separating  the  sulphur  compounds  and  carbonic  add.  When 
this  saturated  lime  is  exposed  to  the  air,  it  is  rapidly  oxidized,  becoming  heated  and  giving  off  the 
same  odor  as  the  wet-lime  process,  which  is  very  offensive,  and  was  the  source  of  considerable  corn- 
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plaint  by  every  person  who  dwelt  in  the  yieini^  of  gas-works  until  a  system  for  deodoriang  the  fool 
lime  was  invented,  which  effects  its  oxidation  in  such  a  manner  that  the  offensive  gases  evolred  are 
not  permitted  to  pass  into  the  atmosphere,  but  are  conducted  through  a 
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Buitablc  quality  by  mixing  copperas  with  slaked  lime  and  sawdust,  and  exposing  the  mixture  to  the 
air,  so  as  to  oxidize  the  protoxide  of  iron  to  the  sesquioxide.  The  resulting  mixture  contains  hydrated 
sesquioxide  of  iron,  sulphate  of  lime  (hydrate  of  lime^  and  saw-dust  When  this  mixture  has  been 
used,  it  can  be  exposed  to  the  air,  and  will  not  give  off  any  offensive  odors.  The  air,  acting  upon 
the  sulphide  of  iron  formed  in  the  purifier,  liberates  the  sulphur,  and  sesquioxide  of  iron  is  again 
produced.  The  mixture  can  therefore  be  repeatedly  used,  until  it  becomes  so  impregnated  with  lib- 
erated sulphur  as  to  prevent  its  acting  rapidly  on  the  gas.  It  has  been  used  for  periods  of  a  year 
at  a  time.  When  saturated,  the  material  can  be  employed  for  the  manufacture  of  sulphuric  acid,  as 
it  then  conuuns  from  40  to  60  per  cent  of  sulphur. 

The  iron-ore  process  involves  the  use  of  the  natural  sesquioxide  of  iron  or  "  bog-iron  ore."  This 
material  may  also  be  used  over  and  over  again,  and  when  exposed  to  the  air  does  not  evolve  offensive 
odors.  It  has  been  largely  adopted  in  preference  to  Lauring's  mixture,  as  experience  has  shown 
that  the  sulphate  and  hydrate  of  lime  present  in  the  latter  do  not  take  any  appreciable  part  in  the 
purification.  An  improvement  on  this  process  was  made  by  Messrs.  St  John  and  Cartwright,  and 
has  been  in  use  nearly  seven  years  at  the  New  York  Gas- Works,  giving  entire  satisfaction.  As  the 
bog-iron  ores  of  this  neighborhood  are  not  sufficiently  pulverulent,  St.  John  and  Cartwright  add  to 
the  ore  a  quantity  of  iron  borings  or  turnings,  which  they  convert  into  artificial  hydrated  sesquioxide 
of  iron  by  moistening  the  whole  with  ammoniacal  liquor  and  exposing  the  same  to  the  air.  Charcoal 
is  then  added  to  the  mass,  which  consists  of  natural  and  artificiid  oxide.    Before  placing  the  mixture 


in  the  purifier,  it  is  moistened  with  ammoniacal  liquor.  Several  varieties  of  the  natural  sesquioxide 
of  iron  are  in  use  in  different  parts  of  Europe. 

Apparatus. — ^Flg.  1924  shows  the  general  arrangement  and  interrelation  of  the  retorts,  hydraulic 
main,  condenser,  washer,  purifier,  and  holder  or  gasometer. 

Rrorts. — ^The  proper  mode  of  constructing  retorts  in  which  coal  is  distilled,  and  the  art  of  apply- 
ing them,  form  objects  of  primary  importance  in  every  gas-light  establishment  The  forms  of  the 
retorts  used  are  various.    Fig.  1925  represents  sections  of  a  retort  of  cast-iron,  commonly  known  as 
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the  "  D  "  retort.  As  clay  retorts  have  been  found  by  experience  to  be  much  better  than  iron  retorts, 
the  latter  are  going  rapidly  out  of  use.  Hre-clay  retorts  admit  of  being  heated  to  a  higher  tempert- 
ture  than  iron  retorts,  and  they  are  capable  of  holding  their  heat  much  longer.  The  dimensions  of 
retorts  that  are  now  in  use  vary  considerably.    Single  retorts,  however,  should  be  21  by  14  indies 


1929. 


1960. 
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and  8  or  8^  feet  long  internally,  so  as  to  be  capable  of  receiving  large  charges,  and  of  bein<^  easily 
drawn — two  important  considerations,  as  affecting  economy  of  labor  in  carbonization.  Retorts  whidi 
are  called  "  through  retorts  "  ought  to  have  about  the  same  internal  diameter,  and  a  length  of  from 
18  to  20  feet.  The  through  retorts  are  open  at  both  ends  and  closed  by  mouth-pieces ;  while  the 
single  retort  is  closed  at  one  end  and  open  at  the  other,  capable  of  being  closed  also  by  a  mouth-piece. 

Made  of  twtting  Heiotis. — In  Figs. 
1926  to  1931  is  represented  the  old 
method  of  setting  a  bench  of  five  re- 
torts. Fig.  1926  is  a  front  elevation, 
Fig.  1927  a  transverse  section  throi^h 
a  6  in  Fig.  1928,  and  fig.  1928  a  Ion- 
gitudinal  section  through  cd  m  Fig. 
.  1927.  Fig.  1929  is  a  plan  showing 
the  furnace  and  side  openings  below 
the  fire-tiles  on  which  the  lower  re^ 
torts  rest,  and  the  bedding  of  the 
lower  retorts.  Fig.  1930  is  a  plan 
over  the  three  lower  retorts,  the  two 
upper  retorts  being  removed.  Fig. 
1981  is  a  plan  over  the  oven-arch, 
showing  the  flues,  etc 

A  A  are  retorts  of  the  kind  called 
D.  S  is  the  mouth-piece,  10  indies 
lonfT,  with  a  socket  cast  on  the  top  to 
receive  the  stand-pipe.  Each  socket 
has  a  neck,  as  shown  in  the  figure,  the 
length  of  which  is  from  4  to  5  inches. 
B  is  the  "  stand-pipe,**  through  which 

.    the  gas  as  it  is  generated  passes  from 

I    the  retort    S  is  the  "  bridge-piece  " 
O         O      O      O         O  /     connecting  the  stand-  and  dip-pipes. 

/      C  is  the  "dip-pipe."    DD  ue  xhe 

*      bonnets,  to  be  removed  when  the  pipes 

require  clearing,  jointed  by  potty  and 
pasteboard.  E  is  the  hydraulic  mnin.  i^  is  a  light  hollow  cast-iron  pillar,  supporting  the  hydraulic 
main  in  the  centre  of  each  length ;  it  is  based  upon  the  cast-iron  girder  which  supports  the  firing-floor. 
G  is  the  pipe  through  which  the  gas  makes  its  exit  from  the  hydraulic  main  to  the  condensers,  fur- 
nished with  slide-valves  to  disconnect  the  mains  at  each  side  of  the  house,  when  at  any  time  it  is 
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found  necessary  to  repair  or  clear  them,  ^is  a  small  pipe  for  conveying  the  surplus  tar  formed  in 
the  hydraulic  main  to  the  tar-well.  L  is  the  furnace  for  heating  the  retorts ;  its  breadth  is  14  inches, 
the  length  of  the  fire-bars  24  inches.  J/ J/ are  side  openings,  8  inches  square,  left  in  the  brick- 
work, through  which  the  heat  of  the  furnace  passes.  N  N  we  4^inch  walls,  built  of  fire-bricks,  one 
between  each  of  the  openings  m  ;  they  serve  to  support  the  fire-tiles  T^  on  which  the  outside  lower 
retorts  rest.  The  direction  of  the  flues  is  shown  by  arrows.  jPP  are  fire-bricks,  placed  on  end,  and 
a  fire-lump  upon  which  the  two  upper  retorts  rest.  O  0  are  openings  8  by  4^  inches  m  the  crown  of 
the  main  arch  communicating  with  the  branch  flame.  Q  is  the  branch  flue,  one  being  built  over  the 
centre  of  each  bench  of  retorts.  R  is  the  main  flue,  running  the  entire  length  of  the  benches,  and 
connecting  with  the  chimney,  into  which  all  the  branches  lead.  Between  this  main  flue  and  each 
branch  are  dampers  to  regulate  the  draught  through  the  furnaces.  88  B,re  cast-iron  plugs,  cover- 
ing sight-holes  through  which  the  heat  of  the  retorts  is  seen  and  judged  of.  V  is  the  furnace-door, 
protected  by  a  fire-lump  inside.  IT  is  a  oast-iron  plate,  H  inch  thick,  on  which  the  fire-door  is 
hinged,  serving  also  to  protect  the  face  of  the  brickwork  which  it  covers.  In  the  centre,  and  about 
6  inches  above  the  fire-door,  a  square  opening  is  cast  for  the  admission  of  an  iron  spout  when  it  is 
required  to  burn  tar.  ^  is  a  pan  at  the  bottom  of  the  ash-pit,  for  evaporating  ammoniacal  liquor, 
and  the  offensive  liquid  products  which  could  not  be  disposed  of  in  olden  times,  y  y  are  openings 
left  in  the  wall  JV,  by  which  the  carbon  deposited  from  the  furnace  is  cleared  away.  The  oven 
represented  in  Figs.  1926  and  1927  is  a  good  arrangement.  The  heat  from  the  furnace  passes  through 
the  square  openings  M  at  each  side,  and  is  thus  equally  divided  along  the  whole  length  of  the  retorts ; 
from  between  the  walls  N  it  rises  between  the  fire-tiles  at  the  outer  sides  of  the  lower  retorts.  The 
fiame  is  not  suffered  to  impinge  upon  any  part,  but  is  equally  distributed  throughout  the  oven,  and 
consequently  the  retorts  work  and  "  bum  out "  evenly.  The  lower  retorts,  which  would  otherwise 
be  exposed  to  a  more  direct  heat,  are  carefully  guarded  by  fire-tiles,  which  at  the  same  time  prevent 
the  bottoms  from  bulging.    The  openings  0  at  the  top  of  the  main  arch  act  more  in  the  manner  of 

1984. 


safcty-vaWes  than  flues,  serving  to  regular  the  final  exit  of  the  heated  air,  and,  being  distributed 
along  the  outer  length,  they  do  not  draw  the  flame  to  one  part  The  whole  interior  of  the  oven,  as 
well  as  those  parts  in  contact  with  the  flame,  must  be  constructed  of  fire-bricks.  The  main  arch, 
6  feet  in  span  and  half  a  brick  in  thickness,  is  formed  of  bricks  moulded  on  purpose  to  suit  the 
curve,  the  joint  being  kept  as  close  as  possible.  As  this  arch  is  permanent,  much  care  should  be 
taken  in  its  formation. 

A  bench  of  iron  retorts  arranged  on  this  plan,  if  well  and  regularly  used,  ought  to  last  12  to  14 
or  even  15  months,  and  should  never  be  allowed  to  become  cold.  The  first  portion  of  oxide  which 
forms  upon  the  surface,  when  allowed  to  cool,  cracks  and  falls  off,  leaving  a  new  surface  to  be  acted 
upon  the  next  time  it  is  heated. 

Figs.  1932  to  1935  represent  a  method  for  setting  a  bench  of  three  retorts,  which  has  proved  very 
valuable,  each  retort  having  an  internal  measure  of  15x12  inches.  Fig.  1982  represents  the  bed, 
one  half  in  elevation,  the  other  half  having  the  front  wall 

removed,  in  order  to  show  the  entrance  to  fines  O  0,  Fig  1*85. 

1933,  which  extend  underneath  each  retort,  and  oommuni 
cate  with  the  vertical  flues,  shown  in  dotted  lines  in  Figs. 
1933  and  1984,  and  partly  in  section  in  Fig.  1984,  and 
marked  Ly  and  in  Fig.  1985  in  plan.  The  frame  of  the 
fumaoc-door  is  secured  by  a  horizontal  bar  jP,  and  bolted 
at  both  ends  to  the  buckstaves  T  T^  this  method  being 
sometimes  adopted  instead  of  bolts  imbedded  in  the  brick- 
work. F  is  the  furnace,  the  sides  being  formed  of  large 
blocks,  which,  as  already  stated,  are  more  durable  than 
bricks,  the  quality  of  material  in  both  cases  being  alike. 
For  carrying  repairs  into  execution,  the  furnace  being  "  let 
down  "  and  cold,  the  door  and  frame  are  removed,  and  the 
brickwork  of  the  front  wall  is  cut  away. 

In  Fig.  1984,  G  are  guard-tiles,  to  protect  the  lower  retorts  from  the  direct  action  of  the  fire  at 
these  points ;  J^"  is  a  course  of  tiles,  shown  in  plan  in  Fig.  1985,  placed  so  as  to  form  a  flue,  B^  from 
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the  back  of  the  retort  to  the  front  There  is  only  one  fire-bar  of  2-mch  square  wrougbt-iroD,  the 
two  bearers  being  of  the  same  material  The  fii^bar  projects  to  the  level  of  the  front  of  the  vail, 
a  8]>aoe  existing  between  the  former  and  the  frame  of  the  furnace-door,  and  through  this  space,  as 
well  as  underneath  the  furnace,  passes  the  supply  of  air  to  the  fuel  In  the  same  figure  is  represent- 
ed one  of  the  sight-boxes,  as  well  as  a  cleai-ing-out  box  for  the  flue. 

Fig.  1984  is  a  longitudinal  section  direct  through  the  centre  of  the  bed,  showing  the  arch  /,  imme- 
diately over  the  furnace-door,  the  front  wall  being  14  inches  thick ;  also  the  fire-brick  lintel  E^  with 

1966.  1987. 


the  dead-plate  attached  to  the  door-frame,  which  facilitates  dinkering.  The  top  retort  is  snppocted 
by  the  piers  PP  and  their  respective  slabs.    L  is  the  flue,  at  the  junction  of  the  two  vertical  fluea. 

Fig.  1988  is  a 'section  through  the  Ime  B,  all  the  letters  of  reference  corresponding.  The  verti- 
cal flues,  shown  in  dotted  lines,  connect  the  flues  O  with  the  main  flue,  the  damper  clofiing  the  com- 
munication between  the  beds  and  the  main  flue.    The  latter,  for  want  of  space,  is  omitted. 

fig.  1986  is  a  plan  of  the  setting,  the  arch  being  removed  at  the  points  A  A^  showing  the  two 
vertical  flues  Z  L,  also  the  entrances  to  the  two  flues  £,  formed  by  the  tiles  H  (N'ln  fig.  1983)  which 
convey  the  caloric  along  the  sides  of  the  lower  retorts  into  the  flues  O,  hence  to  the  vertical  nues,  as 
indicated  by  the  arrows. 

£ar-9haped  Retorts, — ^Fig.  1986  is  a  front  elevation  of  a  bench  containing  three  retorts. 

Fig.  1987  is  a  section  taken  transversely 

Fig.  1988  is  a  longitudinal  section  through  the  centre  of  the  arch. 

Fig.  1989  is  a  plan  of  Fig.  1988. 

The  method  adopted  for  setting  retorts  at  the  New  York  Qas- Works  is  illustrated  in  Figs.  1940  to 
1948.    The  retorts  used  are  neither  D-ehapcd  nor  oval,  but  are  made  up  of  the  two  forms,  similar  to 

1088.  19». 


the  ear-shaped  retorts  just  mentioned.  '*  Their  dunensions  are  24  by  18  inches,  and  8  feet  long,  kC 
six  in  an  oven,  and  almost  entirely  with  tiles  and  quarries  moulded  to  fit  into  their  respective  places 
in  the  setting.  The  heat  ascends  from  the  furnace  between  the  two  vertical  rows  of  retorts,  passes 
over  the  top,  down  the  outside  to  the  top  of  the  oven,  through  the  horixontal  fines  nearest  to  the 
furnace  on  both  sides,  and  thence  by  way  of  the  vertical  shafts  into  the  main  flue  on  the  bendL 
The  average  make  per  mouth-piece  is  said  to  be  7,600  cubic  feet  of  gas  per  day,  and  the  quantity 
produced  per  ton  over  10,000  cubic  feet,  a  percentage  of  cannel  coal  being  used." 
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BruniatCa  Rdort, — Fig.  1944  repreaents  a  front  view  of  a  bench  of  four  retorts,  upon  Mr.  Brunton's 
principle.  ^  ^  are  the  retort-mouths,  the  lids  of  which  are  fitted  with  stuffing-boxes,  for  the  reason 
to  be  presently  described,  and  permanently  jointed  in  their  places  with  iron  cement  BB  are  hop- 
pers, capable  of  holding  from  20  to  28  lbs.  of  coal,  whicU,  when  an  air-tight  slide-valve  C  is  drawn 


-A 


back,  falls  into  the  retort  through  the  neck  D  ;  the  valve  is  closed  immediately.    F  is  the  furnace, 
projecting  beyond  the  face  of  the  brickwork  in  which  the  retorts  are  set.    FF  are  handles  for  work- 
ing a  piston  contained  in  the  mouth-piece  A. 
fig.  1946  is  a  transverse  section  of  one-half  of  a  bench.    The  retorts  O,  shown  as  areolar,  may 
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be  varied  in  form  if  thought  necessary.    We  believe  the  patentee  gives  the  preference  to  those  of  a 
D-shape.    E  is  the  furnace ;  the  direction  of  the  flues  is  shown  by  arrows. 
Fig.  1946  is  a  longitudinal  section  through  the  centre  of  the  furnace,    if  is  a  short  pipe,  open  to 


1945. 


1944. 


the  interior  of  the  retort,  sealed  at  the  lower  end  by  dipping  into  water,  through  whidi,  after  a 
charge  is  thrown  into  the  retort  from  the  hopper  J?,  a  portion  of  coke  is  expelled,  by  advancing  the 
piston  contained  in  the  mouth-piece.    /  is  the  pipe  by  which  the  gas,  as  it  is  formed,  passes  to  the 

hydraulic  main.  ^  is  a  bonnet,  to 
be  taken  off  at  any  time  when  re- 
quired to  examine  the  interior  of 
the  retort. 

Fig.  1947  is  a  back  view  of  Fig. 
1944. 

Fig.  1948  is  a  plan  below  the  re- 
torts.  (The  same  letters  refer  to 
corresponding  parts  in  all  the  fig- 
ures.) 

The  annexed  diagram,  Fig.  1949, 
will  explain  the  construction  of  the 
piston  before  alluded  ta  a  is  the 
piston,  drawn  back  in  the  proper 
position  to  receive  a  charge,  whidi. 
when  the  slide-valve  is  opened,  will 
fall  into  the  space  (,  and  be  pro- 
pelled forward  into  the  heated  part 
of  the  retort  by  turning  the  screw 
f,  which  works  in  a  nut  <f  on  the 
back  of  the  piston.  «  is  a  ooDar 
upon  the  shaft  of  the  screw,  work- 
ing between  the  bottom  of  the  stufiSng-box  and  a  washer  held  in  its  place  by  four  pins.  The  stuffing- 
box  is  made  tight  in  the  usual  way,  by  screwing  the  gland  /against  a  gasket    ^  is  a  shield  loosely 


1947. 


IMS. 


attached  to  the  front  of  the  piston,  to  prevent  the  accumulation  of  small  ooal-dast  in  the  month  ef 
the  retort.  When  the  charge  is  thrust  forward,  the  piston  is  turned  back  directly  into  the  moatl, 
to  preserve  it  from  the  action  of  the  heat.    That  part  of  the  retort  adjacent  to  the  fines  only  it 
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heated,  and  is  consequently  the  only  part  liable  to  much  wear  and  tear.  The  only  part  requiring 
renewal  is  that  of  the  retort  situated  between  the  outer  walls  of  the  bench,  and  weighing  about  9 
or  10  cwt.  The  fuel  required  to  carbonize  the  coal  is  about  25  per  cent  in  coal  on  the  quantity 
distilled. 

Reciprootiting  Retort, — ^It  has  been  stated  that  the  first  portion  of  vapor  produced  by  coal  when 
undergoing  destructive  distillation  in  ordinary  retorts  will,  when  converted  into  gas,  form  that  of  the 
most  brilliant  quality ;  and  it  is  to  effect  this  that  the  following  arrangements  have  been  patented. 

Fig.  1960  is  a  back  elevation  of  two  pairs  of  retorts.  A}  A^  Jr  A^  are  the  retorts;  BB^  the 
stand-pipes ;  C*  C"  C  C^,  slide-valves  for  opening  and  shutting  off  the  communication  between  the 
retorts  and  hydraulic  main ;  2>  is  the  hydraulic  main.    The  front  elevation  differs  but  little  from  it. 

Fig.  1961  is  a  plan  of  the  lower  pair  of  retorts.  The  operation  is  as  follows :  Supposing  the  en- 
tire bench  to  be  at  the  requisite  heat  for  decomposing  the  coal,  and  that  they  are  working  six  hours' 
charges,  the  lids  of  the  retorts  A^  and  A^  are  removed,  and  by  means  of  scoops  (each  half  the 
length  of  the  retort)  the  coal  is  introduced  at  both  ends,  and  the  lids  immediately  secured  in  their 
places;  the  slides  J^'  and  J^*  are  opened,  and  6^^  and  C  closed.    The  bituminous  vapors  that  rise 


1949. 


19fi0. 


1D61. 


first  will  pass  through  the  pipes  EE^  and  thence  through  the  entire  length  of  the  hot  retorts  A}  and 
A^y  and  be  converted  into  gas,  which  will  pass  to  the  hydraulic  main  by  the  stand-pipes  on  which 
the  slide-valves  C^  and  C^  are  fixed,  and  which  remain  open.  When  the  distillation  has  gone  on  for 
half  the  duration  of  the  charge— viz.,  three  hours — the  valves  C^  and  C  are  opened,  F^  and  F"^ 
shut,  and  the  gas  evolved  from  the  retorts  A^  and  A^  passes  through  the  stand-pipes  attached  to 
them.  The  retoiiis  A^  and  A^  are  now  charged,  the  mouths  closed,  the  valves  F'^  and  F^  again 
opened,  and  C7*  and  C^  shut.  The  operation  is  now  reversed,  the  first  vapors  passing  through  the 
two  first-charged  retorts  until  their  charge  is  expended,  when  C*  and  C*  are  opened,  F^  and  i^* 
closed,  and  the  charge  drawn.  They  are  then  immediately  recharged,  and  the  operation  of  opening 
and  closing  the  valves  is  repeated. 

Retorts  on  this  construction  have  been  worked,  and  are  found  to  act  well,  producing  gas  of  aver- 
age quality  and  in  greater  abundance  than  by  the  ordinary  method.  The  reason  of  the  gas  being 
only  of  an  average  quality  is,  that  the  carburetted  hydrogen  made  after  the  production  of  bituminous 
vapor  has  ceased  still  passes  over  the  red-hot  surface  of  another  retort  and  deposits  some  portion  of 
its  carbon,  the  rich  gas  formed  by  the  conversion  of  the  bituminous  vapor  only  serving  to  make  up 
the  deficiency.    If,  instead  of  having  only  two  retorts  in  a  set,  the  number  could  be  increased  to  six, 
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and  after  the  first  hour  the  gas  be  allowed  to  pass  away  on  the  ordmary  plan,  both  the  qnantitj 
would  be  augmented  and  the  quality  improved. 

Revolving'  Web  Bdort, — ^This  retort  is  arranged  so  that  the  coal  is  acted  upon  in  a  thb  stratum 
and  converted  into  gas  at  once.  The  chemical  advantages  of  this  method  are  many.  All  the  de- 
ments of  the  coal  are  liberated  nearly  at  the  same  time,  and  unite  with  one  another  in  sacfa  propor- 


tions as  to  form  gas  of  the  best  illuminating  quality,  and  in  greater  abundance  than  when  the  coal  ii 
carbonized  in  mass.  Tlic  condensed  bituminous  vapor  which  forms  tar  in  the  ordinary  process  is  bj 
this  nearly  all  converted  into  defiant  gas. 

Fig.  1952  is  a  longitudinal  section  through  A  B  in  Fig.  1954.  Fig.  1955  is  a  transverse  secdon 
through  CD  in  Fig.  1962.  ilg.  1953,  plans  of  the  retort  in  section,  over  the  top  of  the  retort,  the 
web,  and  furnace,  respectively.  The  same  letters  refer  to  corresponding  parts  in  all  the  figures.  S 
is  a  hopper  containing  the  coal ;  J^  is  the  discharging-disk ;  G  is  the  retort ;  J7  is  a  web  on  to  which 
the  coal  is  discharged  by  the  disk  F;  II  are  revolving  drums  carrying  the  web  H;  if  is  the  fin^ 
nace ;  L  Z,  the  flues  passing  under  and  over  the  retorts,  and  finally  into  the  main  flue ;  M,  the  shoot 
into  which  the  coke  falls,  the  end  of  which  may  either  dip  into  water  or  be  furnished  with  a  tight 
door.  The  retort  itself,  and  the  chamber  in  which  the  drums  work,  are  made  of  wrought-iron  boikr- 
plates,  riveted  together  so  as  to  be  quite  gas-tight.  The  only  parts  subject  to  wear  and  tear  are  the 
retort  adjoining  the  flues  and  the  web,  both  of  which  are  heated ;  the  latter,  however,  never  becomes 
so  hot  that  the  shape  alters     The  action  of  this  arrangement  is  as  follows :  All  the  coal  moBt  be 

either  ground  or  beaten  smsll 
^^^  and  screened,  so  that  no  lamps 

remain  larger  than  coffee-be^ 
ries,  and  a  24  hours*  charge 
must  be  thrown  into  the  hop- 
per and  secured  by  a  luted  cor- 
er.  Thedischarging-difikfWhidi 
is  9  indies  in  diameter,  with  6 
arms,  is  made  to  revolve  nni- 
formly  with  the  drum  below 
it,  at  the  rate  of  4  revolutions 
an  hour;  for  this  purpose  tvo 
shafts  run  the  entire  length  of 
the  retort-beds,  on  one  of  which 
the  drums  are  fixed;  on  the 
other  are  the  discharging-diski, 
connected  at  one  end  by  a  strap. 
The  diameter  of  the  hexagonal 
drums  b  so  r^pilated  that  the 
coal  which  falls  on  the  web 
from  the  dischaiging-lip  will  at 
one  revolution  have  passed  the 
entire  length  of  the  retort  Fif- 
teen minutes  is  sufficient  time 
to  convert  the  coal  so  distrib- 
uted into  gas.  Each  link  of 
the  web  is  14  inches  long  and  24  inches  broad,  having  a  surface  of  886  square  inches,  upon  which 
the  contents  of  one  partition  of  the  disk  will  be  discharged,  viz.,  a  little  more  than  124  cubic  indies 
of  coal  in  a  stratum  less  than  three-eighths  of  an  inch  thick.  Each  successive  link  receives  the  same 
quantity,  so  that,  in  one  entire  revolution  of  the  disk  and  drum,  745  cubic  inches  of  coal  (equal  to 
21  lbs.)  are  distributed  over  a  heated  surface  of  2,016  square  inches,  and  converted  into  gas.  By 
this  process  84  lbs.  of  coal  will  make  450  cubic  feet  of  gas  of  the  specific  gravity  .490.    It  therefore 
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follows  that  in  24  hours  18  cwt.  of  coal  will  be  discharged  bj  each  retort,  making  10,800  cubic  feet 
of  gas,  equal  to  12,000  cubic  feet  per  ton.  The  quantity  of  gas  produced  by  five  D  retorts,  such  as 
are  shown  in  fig.  1926,  will  be  about  14,000  cubic  feet  in  24  hours,  of  specific  gravity  .890  or  .400 ; 
and  the  quantity  produced  by  four  of  the  revolving-web  retorts  will  be  43,200  cubic  feet  in  24  hours, 
of  the  specific  gravity  .470  or  .490. 


M<nUh-Pieee$  and  Lid  of  Retorts, — ^The  old  methods  adopted  for  securing  the  lid  in  ordinary  retorts 
are  represented  in  Figs.  1956,  1957,  and  1958.  These  figures  are  views  of  a  mouth-piece  on  a  scale 
of  half  an  inch  to  a  foot.  The  mouth-piece  was  three-quarters  of  an  inch  thick,  secured  to  the  retort 
by  bolts  and  a  cement  joint  made  between  their  flanges. 

The  mouth-piece  is  always  made  of  cast-iron,  even  in  the  fire-clay  retorts,  and  is  fastened  in  the 
ordinary  way  by  means  of  iron  bolts  and  cement  A  gas-tight  joint  is  obtained  by  using  a  mixture 
of  iron  filings  and  gypsum,  which  is  made  into  a  paste  with  an  aqueous  solution  of  sal  ammoniac. 
Fitted  to  the  mouth-piece  is  a  short  tube  in  which  the  ascension-pipe  sets,  for  carr3ring  off  the  gases 
and  vapors  evolved  during  distillation.  In  front  of  the  mouth-piece  is  fitted  a  lid  of  wrought  or  cast 
iron.  In  the  ordinary  mouth-piece  a  gas-tight  joint  is  obtained  by  means  of  luting,  the  lid  being 
pressed  down  tight  by  means  of  a  screw  and  cross-bar  into  the  mouth  of  the  retort    One  of  the 


1956. 


19BT. 


1958. 


most  important  improvements  made  of  late  is  a  method  by  which  luting  is  rendered  unnecessary  wher- 
ever the  exhauster  is  in  use.  The  lid  of  the  mouth-piece  is  made  so  true  (as  also  the  mouth-piece 
itself)  that  the  pressure  of  a  lever  insures  a  perfectly  gas-tight  union.  This  device,  Imown  as  the 
Morton  mouth-piece,  is  shown  in  Figs.  1959  and  1960.  The  door  is  closed  by  turning  the  handle  B, 
which,  acting  as  an  eccentric,  presses  with  sufficient  force  to  produce  a  gas-tight  joint. 

Scoops  or  Shovels. — ^To  introduce  the  coal  into  the  retorts,  when  a  mechanical  retort-stoker  is  not 
used,  a  "scoop"  is  employed,  in  preference  to  a  shovel.  The  scoop  is  a  semi-cylinder  made  of 
thin  plate-iron,  6  feet  6  inches  long  and  12  inches  in  diameter,  with  a  cross-handle  at  one  end, 
represented  in  Fig.  1961.  The  charge  for  the  retort  is  placed  in  this;  one  man  takes  the  cross- 
handle,  and  two  others  at  the  opposite  end  lift  it  with  its  contents  up  to  the  retort;  it  is  then 
pushed  forward,  quite  to  the  bottom,  turned  round,  and  withdrawn  immediately,  and  the  coal  left  in 


1959. 


1960. 


1961. 


the  retort  raked  into  an  even  stratum.  The  lid,  previously  luted,  is  now  quickly  jointed  on  to  the 
retort-mouth.  It  must  be  obvious  that  the  loss  of  gas  by  this  simple  method  is  very  trifiing,  the 
whole  operation  not  occupjdng  more  than  40  seconds ;  whereas,  when  the  shovel  is  used,  the  coal  is 
thrown  in  so  much  by  degrees  that  more  gas  is  lost,  owing  to  the  greater  length  of  the  operation,  and 
the  heat  producing  some  efFect  on  each  separate  shovelful ;  in  either  case  the  loss  is  considerable. 
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Prerions  to  drawing  the  charge,  the  lids  of  the  retorts  are  loosened,  and  a  light  applied  to  the  issuing 
gas,  beginning  at  the  upper  retorts.    This  precaution  is  necessary  to  prevent  explosions. 

JiowUmd's  Rdwri-Stokina  MaeMntry, — ^Rowland's  retort-stoker,  or  **  power  retort-worker,**  is  lep- 
resented  by  Fig.  1962.  The  following  description  is  from  a  report  of  the  engineer  of  the  New  York 
Gas-Li^t  Company :  ^  It  is  capable  of  being,  and  often  is,  worked  at  the  rate  of  drawing  and  charg- 
ing 20  retorts  in  as  many  minutes,  cleaning  them  perfectly  and  depositing  the  coial  evenly  therein. 
If  loaded  with  the  aggregate  coal  for  say  20  retorts,  the  receptacle  will  be  emptied  when  the  last  re- 
tort is  charged,  and  each  individual  retort  will  have  received  its  proper  quota,  and  this  without  any 
attention  from  the  operator  whatever.  The  ability  to  unequally  divide  the  charges  is  such  that  one 
retort  may  receive  say  800  lbs.  of  coal,  and  the  next  one  160  lbs.,  or  any  number  of  pounds  inter- 
mediate  to  the  two  sums,  by  simply  turning  an  index-wheel,  which  can  be  accomplished  in  20  seconds. 
The  apparatus  is  briefly  a  locomotive  carriage  traveling  by  preference  upon  an  elevated  rail,  although 
it  would  be  equally  as  effective  on  a  surface  rail,  the  former  being  adopted  in  order  to  keep  a  floor 
space  for  the  coke-trollies.  Its  functions  are  to  travel  the  length  of  the  retort-house,  automatically 
divide  the  coal  into  spedfled  quantities,  put  the  same  into  the  retorts,  and  deliver  the  coke  into  the 
wagons.  The  power  to  perform  the  various  functions  is  conveyed  by  means  of  compressed  air,  which 
performs  the  triple  duty  of  working  the  machine,  creating  ventilation  by  the  exhaust,  and  tending  to 
keep  the  operators  cool,  and  lastly  of  affording  a  means  of  preventing  die  rake  and  handle  of  the 
drawing  portion  of  the  apparatus  from  becoming  hot  and  melting,  which  end  is  obtained  by  causmg 
the  air  to  pass  through  the  handle  and  hoe,  thus  carrying  off  the  beat  and  obviating  the  constant  and 
rapid  destruction  of  the  rake  or  hoe,  and  the  handle  to  which  it  is  attached.  The  drawing  part,  of 
which  the  rake  dd  ia  the  chief  implement,  is  fixed  to  a  traveler,  and  can  be  advanced  into  and  re- 
turned from  the  retort  by  the  chain  ec,  being  in  gear  with  pulleys,  the  motion  of  which  can  be  roadily 
reversed.  The  first  effect  of  the  inward  pull  of  the  chain  is  to  lift  that  part  of  the  traveler  to  which 
the  rake  is  adjusted  and  fixed  (to  suit  the  height  of  the  retorts  to  be  drawn),  and  the  continuation  of 
the  pull  takes  the  rake  so  lifted  in  over  the  charge,  as  far  as  the  operator  thinks  fit ;  he  then  reverses 
the  gear,  the  action  of  which  not  only  brings  the  hoe  down  through  the  coke  to  the  floor  of  the  re 
tort,  but  brings  it  out  with  as  much  of  the  charge  as  had  been  overreached.  There  is  a  very  simple 
moTement  by  which  the  operator  can  swerve  the  &id  of  the  rake  to  the  right  or  left  as  it  recedes 
from  the  retort,  by  merely  revolving  the  wheel  e  to  the  right  or  left,  as  the  case  requires.  Notwith- 
stancUng  this  deviation  from  the  centre  line  of  the  retort  being  induced  by  the  operator,  when  the 
take  is  re4nserted  in  order  to  remove  every  vestige  of  the  charge,  it  takes  automatically  as  to  height 
and  bearing  the  same  path  that  it  was  set  to  for  the  first  stroke ;  therefore  the  fouling  of  the  mouth- 
piece is  rendered  impossible,  without  any  trouble  on  the  part  of  the  attendant  In  f£ci  he  has  noth- 
ing to  do  but  to  cause  the  rake  to  advance,  and  set  the  *  monkey's  tail '  (as  the  men  call  it)  so  as  to 
determine  whether  it  shall  return  in  a  line  coinciding  with  the  centre  line  of  the  floor  of  the  retort 
or  to  the  right  or  left  of  the  same. 

**  The  charger  Sibb.  case  or  box  the  shape  and  length  of  the  retort,  but  as  much  smaller  as  neces- 
sary for  clearance.  It  has  a  slidmg  bottom,  and  when  loaded  with  a  maximum  charge  is  really  full. 
If  the  retort  is  not  in  a  condition  to  work  off  so  much  coal,  the  measuring  cylinder  within  the  case 
jIT  is  set  in  a  few  seconds  so  as  to  take  from  the  hopper  H  the  quantity  uiat  the  man  in  charge  of 
the  retorts  considers  to  be  enough.  The  dropping  of  the  coal  into  the  scoop  after  it  is  measured  is 
carried  out  in  this  manner :  The  shoot  iTcan  be  i^ justed  in  the  same  way  as  the  scoop  to  the  height 
of  any  retort  in  the  range.  It  also  automatically  moves  a  few  inches  upward  every  time  the  scoop 
is  sent  in,  to  allow  the  heel  to  pass  under  its  edge,  and  just  before  the  meter  is  about  to  deliver  a 
charge  into  the  scoop  (just  withdrawn  from  the  retort)  it  is  lowered  a  few  inches  by  the  motion  of 
the  same  cam  that  raised  it.  By  this  time  the  slot  or  opening  in  the  measuring  cylinder  throueh 
which  it  received  the  coal  from  the  hopper  H  is  downwaitl,  and  the  charge  pours  down  the  shoot  li 
into  the  scoop,  which  has  a  slotted  opening  along  its  arched  top  into  which  the  shoot  fits  dust-tight 
A  few  seconds  after  this,  the  measuring  cylinder  still  revolving,  the  cam  on  the  shaft  that  carries 
this  cylinder  lifts  the  shoot  N  (as  before  mentioned)  above  the  scoop.  The  advance-gear  is  now 
thrown  in  and  the  loaded  scoop  inserted.  Immediately  this  is  accomplished,  a  pinion  gearing  in  a 
rack  underneath  the  sliding  bottom  is  by  a  self-acting  arrangement  set  in  motion,  and  runs  the  bot- 
tom back  from  under  the  coal,  leaving  it  deposited  evenly  on  the  floor  of  the  retort.  The  body  or 
case  is  now  by  the  reverse  action  of  the  gear  returned  to  the  bottom,  and  being  in  situ  is  ready  for 
another  charge,  which  by  this  time  is  nearly  measured  out  by  the  meter  if.  The  hose-reel  Ji  gives 
freedom  of  motion  without  having  to  reconnect  The  hose  is  wound  on  by  a  counterweight,  and  off 
by  the  pull  of  the  machine ;  but  to  prevent  any  strain  on  the  hose,  a  line  that  winds  on  and  off  with 
it  is  made  fast  to  the  machine.  The  air,  which  is  compressed  to  about  40  lbs.  to  the  square  inch, 
comes  to  the  hose  through  the  hollow  shaft  of  the  reel.  When  the  coal  is  deposited  in  front  of  the 
retorts,  as  is  generally  the  case  in  large  works  in  this  country,  the  large  hopper  H  is  not  required,  the 
coals  being  lifted  to  the  meter  if  by  a  chain  of  buckets,  or  an  equivalent,  as  the  machine  aidvances.** 

Bdort'Notue. — Figs.  1968  and  1064  represent  a  retort-house  built  of  brick,  for  coal-pis,  upon  the 
most  simple  construction,  and  well  adapted  for  a  town  requiring  70,000  cubic  feet  of  gas  for  the 
supply  of  each  night  in  the  winter  season.  Being  without  coke-cellar,  the  charges  must  be  drawn 
into  wrought-iron  barrows,  the  contents  wheeled  into  the  open  air,  and  spread  abroad  to  cool.  The 
outside  walls  are  calculated  to  give  the  greatest  security  with  the  least  possible  material.  The  piers 
a  a  are  18  inches  thick  at  the  base,  projecting  4^  inches  (on  the  outside)  from  the  brickwork  filling 
Uie  space  between  them.  Half  way  up  the  walls  there  is  a  4f>inch  offset,  which  leaves  the  thidc- 
neBS  of  the  panels  14  inches  below  and  9  mches  above  the  offset  The  roof  is  of  wrought-iron ;  the 
Tentilfftor  is  of  wood.  The  retorts  are  set  S  in  one  oven,  making  40  retorts,  whidi  will  allow  two 
extra  benches  for  repairs.  In  24  hours,  80  working  retorts  will  carbonize  240  bushels  or  180  cwt.  of 
ooal,  and  produce  78,000  cubic  feet  of  gas.  In  some  places,  where  little  gas  is  required  in  the 
68 
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gammer  seasoD,  one-half  or  even  the  entire  number  of  retorts  may  be  set  three  to  one  oren  with 
economy. 

In  the  example,  Fig.  1964,  advantage  was  taken  of  sloping  ground  to  form  a  coke-shed,  whidi 
saved  a  considerable  quantity  of  brickwork.  The  charge,  as  it  was  drawn,  fell  throu^  the  space  in 
front  of  the  retorts,  and  was  carried  by  an  inclined  plane  into  the  shed  behind.  This  house  is  con- 
siderably  larger  than  that  described  in  the  last  example,  and  is  furnished  with  a  coal-store.    It  may 
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perhaps  be  as  well  to  state  here  that  coal  from  which  gas  has  to  be  distilled  should  if  posable  be 
always  kept  under  cover,'  because,  when  moisture  is  present,  the  hydrogen  arising  from  the  decompo- 
sition of  water  will  deteriorate  the  quality  of  the  gas.  It  is,  therefore,  a  matter  of  economy  to  con- 
struct a  sufficient  shed  to  preserve  the  coal  in  a  diy  state.  The  house  contained  55  retorts,  allow- 
ing two  benches  of  5  retorts  each  for  repairs.  The  coal  carbonized  by  the  remaining  45  retorts  was 
860  bushels  or  270  cwt  in  24  hours,  produdng  117,000  cubic  feet  of  gas. 

CminnETS. — ^It  is  necessary  to  have  a  good  draught,  as  the  coke  of  the  furnace  has  to  be  intensdj 
heated.  It  is  therefore  necessary  not  only  to  confine  the  fuel  within  proper  limits,  but  constantly  to 
supply  it  with  the  requisite  amount  of  oxygen,  to  be  derived  from  the  atmospheric  air  presented  to 
the  fueL  It  is  absolutely  essential,  then,  that  the  chimney  be  so  constructed  as  to  accomplish  the 
object  in  view.  The  utility  of  the  chimney  consists  not  only  in  its  height,  but  in  its  area  bdng  cod- 
structed  in  like  proportion,  so  that  the  heated  air  and  products  of  combustion  may  pass  off  with  free- 
dom. Dampers  should  be  placed  in  the  settings,  and  not  in  the  main  flue ;  as  the  object  is  to  have 
a  good  draught  throughout  the  whole  of  the  settings,  and  to  check  each  bed  carefully  by  its  damper. 
The  height  to  which  chimneys  are  built  depends  on  the  amount  of  gas  to  be  made.  For  small  works, 
producing  from  three  to  four  million  feet  per  annum,  a  chimney  35  feet  high,  with  an  opening  16 
inches  square,  is  sufficient  The  height  of  the  chimney  increases  according  to  the  capadty  of  the 
works,  until  it  attains  a  height  of  120  feet,  with  an  area  of  20  or  25  square  feet,  which  is  aboat  as 
high  as  chimneys  for  gas-works  are  ever  built.    (See  Chimnets.) 

Htdraulio  Main  and  Ascension-Pipes. — ^By  the  *'  hydraulic  main  "  is  understood  a  vessel  with 
which  are  connected  the  ascension-tubes  leading  from  the  retorts,  and  it  is  the  firet  element  of  the  ooo- 
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densing  apparatus  as  already  described.  The  hydraulic  main  is  more  commonly  made  of  wTOUght4roD, 
as  cast-iron  breaks  too  easily.  The  thickness  of  the  wrought-iron  is  one-fourth  or  three-ei^ths  of 
an  inch,  depending  somewhat  on  its  diameter.  The  diameter  of  the  ascension-pipes  is  on  an  aTcrage 
from  4  to  7  inches.  The  hydraulic  main  is  placed  on  the  top  of  the  furnace,  and  is  supported  on 
oast-iron  stands  or  crutches,  which  are  mounted  on  cast-iron  piers  placed  over  itke  piers  of  the  orenst 
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80  that  the  main  may  be  distant  from  the  front  of  the  settings,  and  from  the  excessive  heat  there 
present. 

Fig.  1965  shows  the  mode  of  connection  between  the  retorts  and  the  hydraulic  main.  A  is  the 
ascending  or  stand-pipe ;  C,  the  dip-tube  carried  downward  into  the  hydraulic  main ;  2>,  the  main, 
and  m,  the  liquid — viz.,  tar,  or,  at  the  first  starting  of  a  gas-works,  water. 

Ck)NDENSEB. — ^The  object  of  the  condenser  has  already  been  stated.  The  form  of  the  most  common 
air-condenser  is  represented  by  Fig.  1966.  The  inlet-pipe  is  in  connection  with  the  hydraulic  main, 
the  outlet-pipe  beizig  connected  with  the  exhauster.  The  stand-pipes  are  connected  with  each  other 
at  the  top,  and  rest  in  a  large  cast-iron  tank,  which,  by  means  of  partitions,  is  divided  into  compart- 
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ments  not  communicating  with  each  other,  being  hydraulically  locked ;  each  compartment  being  fitted 
with  an  inlet  m  and  outlet  n. 

fforizofUal  etmdenaers  have  lately  grown  into  use,  and  are  considered,  when  of  considerable  length, 
to  be  the  best  means  for  reducing  the  temperature  of  the  gas  and  absorbing  its  impurities.  Fig. 
1967  represents  a  horizontal  condenser  invented  by  Mr.  D.  A.  Graham,  who  claims  that  by  his  appa- 
ratus he  removes  about  16  lbs.  of  sulphuretted  hydrogen  and  6  lbs.  of  carbonic  acid  for  every  ton  of 
coal  carbonized.  The  condenser  represented  is  66  feet  long,  and  consists  of  650  feet  of  16-inch  pipe, 
which,  with  the  inlet  and  outlet  pip€«,  makes 

the  combined  condensing  surface  equal  to  1^68. 

4,000  superficial  feet  At  the  Beckton  works, 
London,  each  condenser  consists  of  2,600 
feet  of  12-inch  pipe  for  a  maximum  make 
of  2,500,000  feet  of  gas,  or  about  8  feet 
surface  per  1,000  feet,  per  diem. 

Maclaemie's  Surface  Condenser  is  repre- 
sented in  Fig.  1968.  This  condenser  has 
for  its  object  the  gradual  cooling  of  the  gas. 
Cold  water  is  admitted  at  a  number  of  places 
at  the  bottom  of  the  condenser,  and  sur- 
rounds the  tubes.  The  gas,  being  admitted 
at  the  top,  comes  in  contact  with  a  surface 
of  nearly  equal  temperature,  and  moves 
slowly  downward;  the  surface  constantly 
growing  colder  as  it'  descends,  until  the  de- 
sired condensation  is  effected.  The  current 
of  gas  is  always  downward  with  the  gravi- 
tation of  the  heavy  particles,  causing  the 
accumulations  to  be  deposited  in  the  tar- 
well  below. 

Peloute  and  AttdcuMa  Mechameal  Con- 
denser. — A  novel  process  of  condensation 
has  been  devised  by  MM.  Pelouze  and  Au- 
douin,  which  consists  in  forcing  the  gas  at 
great  velocity  through  numerous  small  ori- 
fices. The  jets  so  formed  are  brought  in 
contact  with  a  surface  placed  near  to  the 
perforations,  and  against  this  the  globules 
held  in  suspension  break  and  unite,  acquir- 
ing thus  a  weight  sufficient  to  cause  their 
precipitation  in  the  form  of  liquid  against 
the  sides  of  the  apparatus.  The  essential  portion  of  the  device  which  forms  the  condenser  proper 
consists  of  a  chamber  of  polygonal  section  formed  of  two  vertical  concentric  portions.  These  parts 
are  similar,  each  being  composed  of  two  metallic  plates  placed  a  short  distance  apart  The  interior 
plate  is  pierced  with  a  large  number  of  small  holes  disposed  symmetrically  with  relation  to  the  ver- 
tical axis  of  the  chamber.  In  the  external  plate  aro  made  several  much  larger  rectangular  orifices, 
so  arranged  as  to  come  opposite  the  non-perforated  parts  of  the  Inner  plate.  It  will  be  obvious  that 
when  the  vesicles  entrained  by  the  gaseous  jets  strike  the  solid  portions  of  the  external  plate,  they 
are  broken  up  and  run  together  in  liquid  form  down  the  surface  of  that  plate,  the  gas  meanwhile 
escaping  by  the  rectangular  orifices.  In  the  other  side  of  the  chamber  a  similar  action  occurs,  and 
this  completes  the  operation.    The  action  of  the  apparatus  depends  on  the  shock  of  the  gaseous 
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molecules  on  the  plates.  The  gas  passes  up  into  and  through  a  cylindrical  chamber,  which  is  sus- 
pended and  balanced  by  a  counterweight.  After  traversing  the  sides  of  the  chamber,  the  gas  finally 
escapes  by  a  pipe. 

Ths  Exhauster  is  usually  placed  between  the  condenser  and  the  scrubber,  and  combmed  with  it 
there  is  a  pressure-gauge  in  direct  communication  with  the  hydraulic  main.    Mr.  Joseph  A.  Sahba- 


1960. 


ton,  the  engineer  of  the  Manhattan  Qos-Works,  has  shown  how  great  is  the  advantage  of  an  ex- 
hauster with  clay  retorts.    The  following  is  a  trial  reported  by  him : 

**  Owing  to  the  engine  being  idle  for  repairs  to  the  boiler,  the  exhauster  was  not  in  operation  dar- 
ing 8^  days.  The  amount  of  gas  manufactured  was  by  this  reduced  115,000  cubic  feet  per  day,  the 
average  make  before  the  exhauster  was  stopped  being  1,618,000  cubic  feet  per  day.  This  would 
show  a  difiTercnce  in  favor  of  the  exhauster  of  about  7.6  per  cent.,  or  772  cubic  feet  per  ton.  After 
the  exhauster  was  again  started,  the  average  daily  make  (during  a  period  of  five  days)  was  1,666,000 
cubic  feet  per  day.  This  would  show  a  difference  in  favor  of  the  exhauster  of  about  162,000  cubic 
feet,  or  10.7  per  cent.,  equal  to  1,016  cubic  feet  to  the  ton  of  coal.  Taking  the  mean  of  two  trials, 
the  difference  in  the  yield  of  gas,  when  clay  retorts  are  used,  may  be  taken  at  9  per  cent.  The 
daily  amount  of  coal  used  in  each  of  the  three  periods  varied  but  a  few  pounds,  and  the  inlet-gauge 
to  the  exhauster  showed  equal  vacua  during  the  first  and  last  of  the  trial.*' 
Mackenzie^ 8  Steam-Jet  Exhaueter  is  represented  in  Fig.  1969.    In  constructing  an  instrument  of  tfiis 

kind  the  object  is  to  get  the  hurgest 
l»70.  result  with  the  least  expenditure  of 

steam.    Baking  or  cooking  the  tar 
must  be  avoided.    Actual  test  has 
proved  that  the  gas  can  be  success- 
fully handled  by  this  instrument  up 
to  12  inches  pressure  with  a  min- 
imum of  steam.    The  steam,  being 
thoroughly  incorporated  with  the 
gas,  takes  up  a  large  portion  of  sul- 
phur and  anunonia,  and  if  properly 
condensed  will  thoroughly  wash  the 
gas  without  additionaJ  water.    If  a 
surface  condenser  is  used,  neariy  all 
the  ammonia  now  deposited  in  the 
purifiers,  with  that  taken  out  by 
washing,  will  be  contained  in  about 
one-tenth   the    amount   of   water, 
which  is  important  when  the  am- 
monia is  saved.  The  steam  passes  through  the  jet-pipe  with  a  velocity  due  to  its  pressure,  and  creates 
a  current  from  the  retorts  in  the  same  direction.    The  steam,  and  such  impurities  as  have  combined 
with  it,  are  taken  out  by  condensation.  The  amount  of  steam  is  r^;ulated  by  the  make  of  gas  (grating 
a  governor,  attached  directly  to  the  steam-valve.    A  self-acting  by-pass,  to  allow  free  passage  of  the 
gas  in  case  the  exhauster  is  not  in  use,  is  provided,  and  valves  to  admit  of  ready  access  to  all  parts. 
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RooC^  Imprfnted  Rotary  Exhautter  is  shown  in  Fig.  1970.  It  is  in  nse  at  several  of  the  large  gas- 
works in  this  country.  The  blower  operates  by  a  r^;alar  displacement  of  air,  measuring  and  f ordng 
forward  a  definite  quantity  at  each  revolution.  The  power  applied  is  all.  used  either  in  driving  the 
machine  or  fordng  forward  the  air.    (For  construction,  see  Blowers.) 

The  horse-power  required  to  drive  different  sizes  of  these  exhausters  is  as  follows,  the  weight  of 
the  exhauster  being  given  without  engine  or  bed-plate :  875  lbs.,  i  h.  p. ;  526  lbs.,  i  h.  p. ;  1,650  lbs., 
1  h.p. ;  8,500  lbs.,  2f  h.  p. ;  5,575  lbs.,  4  fe.  p. ;  7,950  lbs.,  5^  h.  p. ;  10,800  lbs.,  8^  h.  p. 

^gs.  1971  and  1972  represent  a  gas-exhauster  designed  by  Mr.  Methven  for  the  Commercial  Gas 
Company's  Works,  London.  This  machine  consists  of  three  vertical  wrought-iron  cylinders,  which 
are  made  to  rise  and  fall  in  a  tank  containing  water,  by  the  revolution  of  a  treble  crank-shaft  with 
connecting-rods  and  guides.  Each  of  these  cylinders  is  inverted  over  a  chamber  of  cast-iron,  the 
interior  of  which  Communicates  with  the  hydraulic  main.  The  top  of  each  chamber  is  provided  with 
a  flap-valve,  which  allows  the  gas  to  escape  into  the  movable  cylinders  during  the  ascent  of  the  latter 
by  the  action  of  the  crank.  The  cylinders  have  valves  on  the  top,  sUnilar  to  those  in  the  cast-iron 
chambers,  which  during  the  descending  stroke  allow  of  the  discharge  of  the  gas  into  the  upper  part 
of  the  external  cistern.  From  the  cistern  a  main  leads  through  the  purifiers  to  the  gas-holder,  and 
the  gas  is  thus  pumped  out  of  the  retorts  and  discharged  into  the  gas-holder,  independent  of  any 
amount  of  pressure  required  to  be  overcome  in  its  passage. 

The  velocity  of  this  machine  is  regulated  by  the  use  of  conical  strap  riggers  to  suit  as  nearly  as 
posdble  the  amount  of  gas  being  generated ;  but  in  order  to  avoid  the  possibility  of  the  pressure 
upon  the  hydraulic  main  becomi^  less  than  that  of  the  surrounding  atmosphere,  and  the  gas  thereby 
becoming  impoverished  by  the  admixture  of  atmospheric  air,  a  regulating  machine  is  attached  to  the 
ezhanster,  which  by  self-action  maintains  that  pressure  perfectly  uniform.    The  regulator  consists  of 


a  chamber  which  communicates  alike  with  the  inlet  and  outlet  passages  of  the  exhauster,  and  which 
is  divided  by  a  valve  or  conical  plug  acted  upon  by  a  float  sustained  in  water,  under  the  immediate 
influence  of  the  exhausting  power  of  the  machine.  The  action  of  the  float  is  communicated  to  the 
Yalve  with  the  smallest  amount  of  friction  by  a  lever  and  connecting-rod  with  the  usual  adaptation 
of  a  water- joint ;  and  the  effect  is  that,  when  the  machine  from  any  cause  is  reducing  the  pressure 
of  gas  upon  the  hydraulic  main  below  that  of  the  atmosphere,  and  thereby  causing  a  partial  vacuum 
in  the  retorts,  the  float  of  the  regulator  is  by  the  same  means  depressed,  and  the  communication  be- 
tween the  inlet  and  outlet  of  the  exhauster  thereby  opened  to  a  sufficient  extent  to  restore  the  equi- 
librium. Equilibrium  is  maintained  between  the  Interior  of  the  hydraulic  main  and  the  atmosphere 
daring  the  various  velocities.  The  pressure  has  been  increased  to  48  inches  of  water  without  any 
sensible  variations  in  the  effect  upon  the  gauge  indicating  the  pressure  upon  the  hydraulic  main.  The 
highest  speed  of  this  machine  is  calculated  to  discharge  60,000  cubic  feet  of  gas  per  hour  at  a  pres- 
sure of  SO  inches. 

Washer. — ^The  washer  used  by  the  Manhattan  Qas  Company  consists  of  a  series  of  86  cells,  8 
feet  square  and  10  feet  high,  each  supplied  with  two  jets  of  water,  which  enter  at  the  side  and  are 
thrown  into  spray  by  impinging  against  an  iron  plate ;  the  gas  passes  through  the  entire  series.  A 
system  of  washer  has  bc^n  mvented  by  Mr.  Cattrels,  wherein  the  gas  is  caused  to  pass  through  long 
narrow  channels  situated  just  beneath  the  surface  of  the  water;  consequently  fresh  surfaces  of 
each  globule  of  the  gas  in  its  transit  are  brought  into  contact  with  the  water,  by  which  means  the 
ammonia  is  eliminated.    Washers  are  not  so  generally  used  to  eliminate  ammonia  as  are  scrubbers. 

ScBUBDESs. — Fig.  1978  represents  one  of  Mann's  scrubbers,  constructed  by  Messrs.  Walker  of 
London.  The  size  is  usually  so  proportioned  as  to  be  about  one-third  its  height.  For  large  works 
the  dimensions  are  60  feet  in  height  by  18  feet  m  diameter.  The  figure  represents  two  of  a  set  of 
five  scrubbers  used  at  the  London  Gas- Works.  The  penthouse  on  top  of  the  tower  contains  the 
gearing,  the  reservoir,  and  means  of  controlling  the  supply  of  water. 
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"  Within  the  scrubber  is  a  series  of  trays  which  support  layers  of  coke,  while  at  the  extreme  top 
is  the  oontrivance  for  distributing  the  water  or  weak  liquor,  by  means  of  reyolving  arms  perforated 

with  small  holes,  the  motive  power  be- 
ing imparted  by  means  of  a  oog-wheel 
and  shaft  connecting  with  an  engine. 
In  order  to  occasion  a  still  farther  dis- 
tribution of  the  liqiiid,  the  water  or 
weak  liquor  distributed  by  the  perfo- 
rated arms  falls  into  a  layer  of  bmsh- 
wood,  which  is  also  some^es  made  to 
revolve,  and  thus  the  liquor  finds  its 
way  on  to  the  first  \dyer  of  coke  in  the 
form  of  fine  drops.  The  Uquor  then 
falls  slowly  through  from  tier  to  tier, 
becoming  stronger  and  stronger  as  it 
descends." 

The  SL  John  and  Boehca  Apf»- 
ratuB,  illustrated  in  Fig.  1974,  takes  the 
place  of  condenser,  washer,  and  icnib- 
ber,  and  avoids  the  use  of  any  water 
save  that  condensed  from  the  gas.  The 
gas  enters  the  first  box,  which  is  made 
absolutely  tight,  except  at  the  dip- 
tubes;  it  is  then  foroed  down  tubes 
submerged  in  the  liquid  products  of 
the  coal,  which  are  brought  fonrard 
by  a  separate  pipe  from  the  hydraulic 
mauL  to  a  given  depth.  The  tubes 
have  at  their  lower  ends  a  fine  medi- 
work,  so  that  the  volume  of  the  gas  is 
divided  many  hundred  times,  insoriog 
the  requisite  action.  After  passing 
this  series  of  seals,  the  gas  is  then  con- 
ducted to  another  of  Uie  same  char- 
acter, and  so  on,  until  it  has  passed 
throueh  the  four  boxes.  It  then  en- 
ters the  first  of  the  series  of  upright 
pipes,  which  are  provided  with  a  lattic^ 
work  and  corrugated  plates  (as  shown 
by  the  open  pipe  in  the  figure),  and, 
after  proceeding  through  the  whole 
series,  makes  its  exit  to  Uie  purifier. 
The  tar  is  removed  by  cohesira;  the 
ammonia  and  naphthaline  by  solution. 
Prof.  Charles  F.  Chandler  tested  this  apparatus  at  the  works  of  the  Harlem  Company  for  a  week, 
using  169,120  lbs.  of  Pennsylvania  and  470,446  lbs.  of  Murphy  Run  coaL    The  yield  avenged 
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10,897  feet  of  17.09  candle  gas,  which  contahied,  after  being  purified  with  oxide  of  iron,  only  2.65 
grains  of  ammonia  and  23.68  grains  of  sulphur  in  100  cubic  feet. 

PuRiFiEBS. — Malam's  improvement  of  Phillips's  apparatus  is  generally  employed  for  either  oxide 
of  iron,  lime,  sulphate  of  iron,  or  other  solid  compounds  used  as  purifying  agents.  His  arrange- 
ment, as  generally  applied,  consists  of  four  purifiers  in  connection  with  each  other,  and  with  a  cen- 


1970. 


tral  valve  by  which  they  are  controlled  in  such  a  manner  that,  three  of  them  being  in  operation,  the 
f onrth  is  shut  ofE,  thus  affording  every  facility  for  discharging  the  foul  material  and  recharging 
the  apparatus  for  purifying. 

fig.  1975  represents  two  of  a  set  of  four  purifiers  in  connection  with  a  central  valve,  that  marked 
B  in  elevation,  the  other,  C,  in  section.    The  centre  valve  is  also  shown  in  section,  and  consists  of 


19T6. 


a  closed  cylindrical  vessel  E,  supported  by  nine  vertical  T-pipes,  open  at  the  lower  ends  and  stand- 
ing on  the  tank  T^  ^hich  is  filled  with  liquor,  and  receives  any  condensation,  thus  serving  as  a 
siphon  for  all  the  connections. 

Although,  as  has  been  said,  lime-purifiers  have  almost  entirely  gone  out  of  use,  still,  as  there 
remain  a  few,  a  description  of  the  old  apparatus  employed  will  be  of  interest. 

In  figs.  1976  and  1977  are  represented  an  elevation  and  plan  in  section  of  one  of  a  series  of 

1977. 


three  "  dry-lime "  purifiers,  through  which  the  gas  passes  successively ;  in  other  words,  they  are 
"  worked  together,"  and,  though  separate,  may  be  considered  as  one  machine.  A  is  the  inlet-pipe 
from  the  wash-vessel,  entering  at  the  bottom  of  the  first  purifier.  ^  is  a  plate  of  sheet-iron,  about  2 
feet  square,  placed  over  the  mouth  of  the  inlet-pipe,  to  separate  the  stream  of  gas  in  some  degree,  as 
well  as  to  prevent  any  lime  from  falling  into  the  pipe.  (7  C  C  are  the  layers  of  hydrate  of  lime, 
spread  upon  screens  formed  of  an  outside  frame,  and  a  number  of  round  rods  or  wires  about  five- 
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sixteenths  of  an  inch  in  diameter,  stretched  across  them  in  one  direction,  to  afford  greater  facilitj 
for  clearing,  with  a  small  interstice  between  each.  These  screens  are  placed  one  o?er  another,  in 
three  tiers,  from  6  to  8  inches  asunder ;  each  tier  may  consist  of  four  screens  for  the  convenienoe  of 
lifting  them  out  and  replacing  them.  D  is  the  outlet-pipe  leading  to  the  second  purifier.  Thii 
arch-pipe  is  made  of  thin  plate-iron,  sealed  at  each  end  by  a  water-joint ;  because,  when  the  lid  his 
to  be  lifted,  this  arch-pipe  must  be  removed,  and  any  other  kind  of  joint  would  be  troublesome.  E 
is  the  lid  of  the  purifier,  also  sealed  by  a  water-joint ;  e  e  are  round  five-eighths  rods,  keyed  at  one 
end  into  the  keep-ring  A;,  and  riveted  to  each  comer  of  the  lid  at  the  other ;  a  chain  is  hooked  on  to 
the  ring  A;,  and  passed  over  a  pulley  to  a  balance-weight,  by  which,  and  the  rods  just  mentioned,  the 
lid  is  lifted.  FF  are  blank  flanges  or  bonnets,  through  which,  when  removed,  the  pipes  are  deared 
from  any  deposited  impurity.     G^  G  axe  clamps,  to  keep  the  lid  of  the  purifier  in  its  place. 

Figs.  1978  and  1979  represent  the  hydraulic  valve  just  mentioned.  A  Aiah  cast,  or  sheetlron 
tank,  8  feet  in  diameter  and  2  feet  6  inches  deep,  generally  filled  with  tar  to  within  6  indies  of  the 
top.  ^  is  a  light  sheet-iron  or  tin  gasometer-shap^  vessel  of  less  diameter,  divided  into  three  par- 
titions by  the  plates  C7,  D,  and  F,  of  less  depth  than  the  rim.  F  is  the  pipe  from  the  wash-vessel 
or  condenser.  G  is  the  pipe  leading  to  the  first  set  of  purifiers,  ^is  the  outlet  or  return  pipe  from 
them,  /is  the  pipe  leading  to  the  meter  and  gasometers.  These  pipes,  in  the  present  position  of 
the  valve,  are  all  in  action.  F  and  Gy  being  in  the  same  partition,  conmiunicate  with  each  other,  as 
do  ^and  /,  for  the  same  reason.  When  the  purifiers  have  to  be  changed,  the  vessel  B  b  lifted  up, 
until  the  bottom  of  the  partition,  at  C  in  the  elevation,  Fig.  1978,  clears  the  pipes,  the  outside  rim 
remaining  immersed  in  the  tar  (the  stops  S  on  the  guide-rods  prevent  it  from  being  lifted  too  hi^), 
and  turned  partly  round  until  it  occupies  the  position  shown  by  the  dotted  lines  in  the  plan,  Fig. 
1979.    The  guide-rods  M  pass  through  openings  N,    K  and  L  are  the  pipes  connected  with  the 

second  set  of  purifiers  thrown  into  action  and  into  com- 
1978.  munication  witii  F  and  /,  when  the  vessel  B  is  shifted  to 

the  position  shown  by  the  dotted  lines  in  the  plan.  PP 
is  a  wooden  frame  supporting  the  pulleys  and  balan<)e' 
weight  Q  to  assist  in  lifting  the  vessel  B^  which  while 
in  Motion  is  kept  from  rising  with  the  pressure  of  the  gss 
by  a  bolt. 

In  preparing  the  lime  for  the  purifiers,  it  ought  to  he 
beaten,  well  sifted,  and  water  added  until,  by  compression 
in  the  hand,  the  Ume  will  just  adhere ;  if  any  lumps  re* 

1979 


main,  their  outside  only  will  be  acted  upon ;  when  broken,  they  will  be  found  untouched  in  the  inside; 
and  although  such  lumps  may  be  used  again,  it  is  always  better  to  systematize  the  process  in  the 
first  instance,  and  prevent  even  the  smallest  waste. 

Lime-Water  Purifier, — ^Fig.  1980  is  an  elevational  section  of  a  lime-machine,  and  Fig.  1981  a  plan 
through  a  6  in  Fig.  1980.  A  is  the  inlet-pipe  through  which  the  gas  passes  into  the  cham^r  R, 
which  is  4  feet  in  diameter,  jointed  to  the  lid  of  the  purifier,  and  supported  upon  two  cast-iron  beams 
C,  On  to  the  bottom  flange  of  this  chamber  a  ciroular  ring  of  thin  wrought-iron  plate  is  riveted, 
of  such  diameter  that  its  outside  rim  will  be  within  6  inches  of  the  tank  of  the  purifier.  D  ia  a 
hoop  supported  from  the  tank  by  bolts  d  d,  etc.,  having  its  upper  edge  level  with  the  before-named 
plate,  and  its  lower  edge  4  or  6  inches  below  it.  The  space  left  between  this  hoop  and  the  ring  is 
three-eighths  of  an  inch,  through  which  the  gas  (after  having  overcome  the  pressure  of  the  column 
of  water  contained  in  the  tank,  plus  the  pressure  in  the  gasometers)  will  pass,  and  bubble  up 
through  the  lime-water.  ^  is  an  arm  made  to  revolve  on  the  spindle  S:  the  parts  e  e  of  this  arm 
continue  through  the  aperture  and  over  the  ring,  serving  to  keep  the  lime  from  settling  or  obstruct- 
ing the  passage  of  the  gas.  F  is  the  outlet  for  the  purified  gas.  G\&k  stuffing-boz,  through  whidi 
the  spindle  8  passes.  Zf  is  a  mitre-wheel,  connected  to  a  water-wheel  or  steam-engine  for  turning 
the  spindle.  /  is  a  pipe  through  which  the  lime-water  is  drawn  off  when  it  has  Income  saturated 
with  the  impurities  of  the  gas.  It  will  be  observed  that  by  this  contrivance  the  water  can  be 
completely  drained  off,  by  opening  a  slide-valve  bolted  to  the  fiange  of  the  pipe  K^  without  suffering 
the  gas  to  escape  along  with  it,  because  a  column  of  water  will  remain  in  the  tube  /equal  to  the 
height  of  the  bottom  of  the  tank,  measured  from  the  inner  radius  of  the  curve  of  the  tubes,  viz., 
12  inches,  which  is  always  more  than  suffident  to  overcome  the  pressure  of  the  gas  in  the  purifier 
when  the  valve  on  the  inlet-pipe  A  is  closed,  which  should  be  done  before  that  at  JT  is  opened.  ^  L 
is  a  cylindrical  vessel,  open  at  the  top,  for  filling  the  purifier ;  it  also  serves  to  show  the  quantity 
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of  water  required ;  when  the  machine  is  at  work  the  column  contained  in  the  yessel  will  be  higher 
than  that  in  the  tank,  in  proportion  to  the  pressure  of  gas  in  the  gasometers,  usually  about  8  indiea. 
The  lime-water  may  be  mixed  in  a  cistern,  and  drawn  off  by  a  hose  into  any  of  the  machines, 
care  being  takei^  to  keep  the  mixture  well  agitated  while  passing.  The  proportions  are  one  measure 
of  paste-lime  to  three  of  water ;  that  is,  to  every  5  bushels  of  paste-lime  about  120  gallons  of  water 
must  be  added.  The  size  of  the  lime-machines  ought  to  be  so  regulated  that  they  will  contain  suffi- 
cient lime-water  to  purify  the  quantity  of  gas  made  in  24  hours,  without  having  occasion  to  fill  them 
higher  than  the  water-line  shown  in  the  engraving.  Four  lime-machines  are  necessary,  two  being 
in  action  and  two  out,  alternately.  When  that  ma<£ine  is  spent  through  which  the  gas  first  passes,  it 
is  shut  off,  and  a  third  opened,  the  ^^^ 

second^  being  left  to  perform  the  ""*"'* 

duties  of  the  first,  and  so  on. 

The  quantity  of  lime  required  for 
the  complete  purification  of  coal- 
gas  varies  very  much  with  the  qual- 
ity of  the  lime  and  the  gas;  that 
coal  which  produces  the  greatest 
Yolume  of  sulphuretted  hydrogen 
from  the  presence  of  iron  pyrites 
will  require  the  most  lime.  As  the 
best  means  for  arriving  at  a  proper 
practical  conclusion,  we  annex  the 
quantities  used  at  different  gas- 
works in  various  places. 

At  the  Imperial  Gas-Works,  Lon- 
don, one  bushel  of  quicklime  puri- 
fies on  an  average  10,000  cubic  feet 
of  gas,  the  price  of  lime  being  Id, 
per  bushel.  The  lime  is  used  both 
as  a  hydrate  and  in  the  fiuid  state, 

in  the  following  proportions :  For  the  purification  of  1,000,000  cubic  feet,  the  produce  in  the  winter 
season  of  24  hours,  80  bushels  mixed  as  **  dry  lime,"  and  20  bushels  mixed  into  a  fiuid :  this  quan- 
tity performs  its  part  thoroughly.  At  Cheltenham,  1-^  bushel  of  quicklime,  reduced  to  the  state  of 
a  hydrate,  will  purify  10,000  cubic  feet  of  gas  perfectly ;  cost  per  bushel,  from  bd,  to  6</.  At  Bir- 
mingham, the  purification  of  1,000  feet  costs,  in  Ume  and  labor,  from  1^.  to  1^.,  but  in  reality  not 
nearly  so  much,  as  the  refuse  is  sold  for  two-thirds  the  original  cost  of  the  lime.  Lias  lime  is  used, 
and  "dry  purifiers.'*  With  the  dry-lime  purifiers  at  Chester,  1  cwt.  2  qrs.  is  required  to  purify  10,000 
cubic  feet  of  gas.  The  Welsh  lime  is  used,  its  price  being  IZs,  4d,  per  ton ;  therefore  the  purification 
of  10,000  feet  will  cost  U,  without  labor,  which  is  about  the  average  cost. 
In  making  the  dry-lime  purifiers,  that  they  may  present  a  sufficient  surface  to  the  gas  which  passes 

through  them,  an  excess,  rather  than 
1*^»  a  smaller  area,  should  be  given.    A 

bushel  of  lime,  when  reduced  to  the 
state  of  a  hydrate,  contains  very 
nearly  4,600  cubic  inches:  allow- 
ing that  this  quantity  will  purify 
6,000  cubic  feet,  it  follows  that  12.6 
square  feet  of  screen  surface  is  re- 
quired, the  depth  of  the  lime  being 
2.6  inches.  For  retorts  calculated 
to  produce  800,000  cubic  feet  of 
gas  in  24  hours,  the  purifiers  should 
present  a  surface  of  at  least  160 
square  feet.  If  three  machines  are 
worked  together,  each  contahung 
five  screens,  their  dimensions  may 
be  8  feet  by  6  feet,  and  8  feet  deep, 
4  bushels  of  hydrate  of  lime  being 
spread  on  each  screen.  The  sur- 
face presented  by  three  machines 
like  Fig.  1976,  is  324  square  feet ; 
they  were  erected  for  an  establish- 
ment producing  180,000  cubic  feet 
of  gas  in  24  hours. 

The  work  performed  by  a  lime-water  purifier  is  generally  computed  by  its  contents  in  gallons,  and 
the  head  of  water  or  pressure  opposed  to  the  passage  of  Uie  gas  through  it  Taking  the  latter  at  a 
constant  quantity  of  8  inches,  the  computation  is  easy:  4,600  cubic  inches  of  hydrate  of  lime 
(which,  as  before  stated,  is  the  quantity  produced  by  reducing  one  bushel  or  2,160  cubic  inches  of 
quicklime),  mixed  with  48  gallons  of  water,  will  purify  10,000  cubic  feet  of  gas,  if  properly  applied. 
In  the  example  at  Fig.  1981,  the  lime  machine  contains  816  gallons,  which  will  hold  in  solution  18 
bu^els  of  hydrate  of  lime,  and  purify  66,000  cubic  feet  of  gas.  Two  of  these  machines  will  there- 
fore do  the  same  work  as  the  three  dry-lime  purifiers  before  mentioned,  viz.,  180,000  cubic  feet. 
Notwithstanding,  however,  that  the  quantity  of  lime  required  may  be  well  known,  it  is  necessary 
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to  test  the  gas  in  its  progress  through  the  yarioos  purifiers.  A  saturated  solution  of  the  acetate  of 
lead  in  distilled  water  is  an  excellent  test,  detecting  the  presence  of  the  minutest  quantity  of  sol. 
phuretted  hydrogen,  and  more  convenient  than  the  carbonate,  from  its  complete  solubility.  Test- 
papers  may  be  printed  ui  the  following  form :  « 


Staium  and  Date. 


Ckudb  Gas.  Fiut  Pubitueb.  Bboomd  Pubifisb.  Thibd  Pctbiuzb. 

lime-machine  havlnf  been  charged  —  hoora  with  •»  hoahela  of  —  Ume. 

Fill  a  bladder,  furnished  with  a  stop^xKsk,  full  of  gas  from  the  main,  before  it  enters  the  purifien, 
and  also  one  from  each  separate  purifier,  and  let  the  bladders  be  labeled ;  with  a  camePs  hair  pen- 
cil paint  the  square  marked  Grade  Oas  with  the  test  solution,  and  force  the  gas  from  the  proper 
bladder  upon  it  while  wet ;  the  paper  will  inmiediately  be  turned  black ;  then  paint  the  square 
marked  ilrst  Purifier,  and  force  the  gas  into  it,  and  proceed  in  like  manner  with  the  two  others; 
the  paper  in  the  fourth  square  ought  not  to  be  discolored.  The  squares  must  not  be  moistened  at 
once,  because  the  first  impure  gas  would  in  that  case  blacken  them  alL 

Lime  for  the  purpose  of  purifying  coal-gas  should  be  free  from  foreign  matter.  That  which 
slackens  the  quickest,  and  produces  the  greatest  heat  during  the  operation,  is  the  best.  When  dts- 
solved  in  diluted  muriatic  acid  it  should  not  effervesce,  and  when  perfectly  pure  should  leave  no 
insoluble  residue. 

The  Station-Mktib. — ^The  gas,  after  passing  through  the  purifier,  next  enters  the  station-meter, 
the  object  of  which  is  to  measure  the  quantity  of  gas  made  per  ton.  The  difference  between  the 
indications  of  the  consumer's  meter  and  the  station-meter  will  indicate  the  loss  of  gas  by  leakage. 
The  difference  between  the  station-meter  and  the  (wet)  meter  of  the  consumer  is  more  of  size  than 
anything  else,  so  that  a  description  of  one  or  the  odier  will  apply  in  both  cases. 

Fig.  1982  is  a  front  elevation  in  section,  and  fig.  1988  is  a  side  elevation,  also  in  section,  of  a  star 
tion-meter  of  the  capacity  of  200  cubic  feet,  by  which  800,000  cubic  feet  of  gas  may  be  measured 
and  restored  in  24  hours.    The  principal  part  of  the  machine  consists  of  a  hollow  drum  of  thin 
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sheet-iron  A  Ay  revolving  upon  an  axis  a,  and  divided  into  compartments,  so  arranged  that,  as  the 
gas  enters,  it  shall  in  revolving  successively  fill  all  the  chambers,  pass  through  them,  and  be  dis- 
charged measured.  The  part  of  the  dram  which  contidns  the  gas  is  in  the  form  of  a  concentric  ring 
1  foot  6  inches  broad,  6  feet  deep,  and  7  feet  6  inches  in  extreme  diameter,  which  will  be  understood 
by  reference  to  the  engraving.  The  plates  which  form  the  sides  are  of  the  same  outer  diameter  as 
the  dram,  viz.,  7  feet  6  inches,  but  are  2  feet  9  inches  broad ;  they  will  therefore  project  within 
the  smaller  diameter,  leaving  the  centre  circle  (through  which  the  inlet-pipe  K  passes)  2  feet  in 
diameter.  The  surface  of  the  water  contuned  in  the  dram  and  outside  tank  of  the  meter  is  4 
inches  above  the  upper  circumference  of  this  centre  circle,  when  the  dram  is  in  its  place ;  so  that 
the  communication  between  the  outside  and  inside  of  the  drum  is  cut  off  by  a  head  of  water  of  that 
height,  and  continues  to  be  so  in  every  part  of  the  revolution.  It  is  evident,  therefore,  that  the  gas 
must  enter  any  chamber  having  its  inner  hood  above  the  surface  of  the  water.  B  C  D  E  represent 
the  inner  hoods,  and  the  direction  of  the  gas  from  the  inlet-pipe  is  shown  by  the  small  arrow  at  B. 
As  the  chamber  fills  with  gas,  it  displaces  the  water,  and  causes  the  drum  to  revolve.  Before  B 
dips  into  the  water,  the  hoc^  C  rises  above  the  surface,  and  opens  a  communication  for  the  gas  Into 
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its  chamber ;  and  so  on  with  D  E^  when  it  will  have  completed  one  revolution  and  measured  200 
cubic  feet.  The  same  action  that  allows  the  free  passage  of  the  gas  into  the  chambers  causes  it  to 
be  expelled  fnmi  them  throu|^  the  outer  hoods  F  O  H I^  in  the  direction  of  the  arrow  at  F: 
each  of  these  buter  hoods  is  sealed  alternately  in  the  same  manner  as  the  inxMsr  hoods,  and 
opened  for  the  passage  of  the  gas  from  them,  by  one  constantly  being  abore  the  water-line.  The 
direction  in  which  the  drum  rcYolves  is  marked  by  the  arrow  over  the  top  of  the  case.  The 
bevels  of  the  division-plates  dd  wre  arranged  so  that  they  will  enter  'the  water  without  effort 
The  axis  a  a  on  which  the  drum  revolves  is  supported  on  friction-rollers;  on  the  front  end 
of  this  axis  a  spur-wheel  8  is  fixed,  working  into  another  wheel  T^  having  half  the  number  of 
teeth ;  at  every  half  revolution  of  the  drum  it  will  therefore  make  an  entire  revolution ;  its  spindle 
passes  through  a  stuffing-box,  and  is  furnished  at  the  opposite  end  fdth  another  wheel  F,  which 
marks  100  feet  on  the  index.  From  a  pinion  on  the  spindle  of  this  last  wheel  another  wheel  is 
worked,  having  ten  times  the  number  of  teeth  on  the  pinion,  which  will  therefore  mark  thousands. 
This  last  wheel  is  again  furnished  with  a  pinion  and  works  into  a  third  wheel,  which  will  mark  tens 
of  thousands,  and  so  on ;  the  quantities  marked  on  the  dliJs  in- 
creasing  in  a  tenfold  ratio  up  to  hundreds  of  millions,  or  higher  ^J^* 

if  thou^t  necessary. 

The  entire  train  of  wheel-work  is  shown  in  Fig.  1984,  where 
a  is  the  first  spur-wheel,  working  upon  the  mun  aids ;  d,  the  sec- 
ond wheel,  l>oUi  being  inside  the  meter-case ;  e,  the  wheel  on  the 
opposite  end  of  the  shaft  of  6,  which  projects  tiirough  a  stuffing- 
box  on  the  case,  in  order  to  communicate  motion  to  the  train  of 
wheel-work,  which  must  of  course  be  on  the  outside  of  the  meter- 
case  ;  dj  the  wheel  driving  the  hand  which  marks  hundreds  on  the 
index,  and  having  100  teeth  (c  has  likewise  the  same  number  of 
teeth) ;  tf,  the  pinion  on  the  wheel  dj  having  10  teeth ;  /,  the  wheel 
driving  the  hand  which  marks  thousands  on  the  index,  havins  100 
teeth,  and  driven  by  the  pinion  e;  ^,  the  pinion  of  the  wheel/ driving  hy  which  marks  tens  of  thou- 
sands on  the  index ;  and  in  like  manner  any  quantity  may  be  registered.  If  it  be  required  to  register 
units  (and  ui  smaller  meters  It  is  useful),  the  first  whed  d  Is  made  to  drive  a  pinion  /),  havij^  10 
teeth,  to  the  sphidle  of  which  the  hand  marking  units  is  attached. 

Tee  Holder,  or  Oasomrbr,  serves  not  only  for  the  storage  of  the  gas,  but  to  cause  sufficient  pressure 
for  its  distribution  through  the  mains.  Oas-holders  are  of  two  kinds :  the  single  lift,  and  the  double 
lift,  or  telescopic  The  Utter  require  counterpoises,  which  the  simpler  form  do  not,  and  are  more 
expensive,  but  are  very  extensively  used  by  all  large  works,  especially  where  ground  is  valuable.  The 
simple  gasometer  consists  of  an  iron  vessel,  open  at  the  bottom  and  inverted  into  a  tank  of  water 
below  the  surface  of  the  ground,  having  perfect  freedom  to  rise  and  fall,  and  guided  by  upright  rods 
fixed  at  several  points  in  the  circumference.  The  holder  is  so  counterbalanced  as  not  to  exert  a  pres- 
sure on  the  gas  more  than  equivalent  to  a  column  of  water  6  inches  high,  this  pressure  being  suffi- 
cient to  force  the  gas  through  the  mains  to  the  consumers.  The  diameter  and  number  of  the  vessels 
will  vary  according  to  the  magnitude  of  the  works  to  which  they  are  attached  and  the  space  to  be 
occupied  by  them. 

fig.  1985  represents  the  half  section  of  a  simple  gasometer,  capable  of  containing  160,000  cubic 
feet,  the  diameter  being  87  feet  6  inches,  and  the  height  26  feet.  The  sides  ^  ^  are  made  of  No.  19 
iron  plate  (Birmingham  wire-gaugeX  weighing  2^  lbs.  to  the  square  foot,  riveted  together ;  the  top 
B  of  plate  weighing  about  8  lbs.  to  the  square  foot,  or  No.  14  gauge.  C  C?,  etc.,  are  rings  of  8-incn 
T-iron,  placed  5  feet  asunder,  and  riveted  strongly  to  the  sides ;  the  rivets  ought  not  to  be  more  than 
8  inches  apart  The  top  and  sides  are  secured  together  by  8-inch  angle-iron,  rolled  to  fit  the  curve. 
dd  are  rings  of  bar-iron,  about  half  an  inch  thick  and  8  inches  deep,  fastened  to  the  top  by  dips, 
which  are  riveted ;  these  rings  are  placed  about  6  feet  apart,  and  strengthened  further  by  diagonal 
bars,  from  one  to  another,  breaking  joint  E  are  stays  formed  of  wrought-iron  pipe,  about  1^  hich 
diameter,  fixed  in  the  situations  represented,  their  ends  being  bolted  to  the  T-iron  at  the  sides,  and 
the  rings  on  the  top.  O  are  vertical  rods,  fixed  at  the  upper  and  lower  ends  to  the  brickwork  of  the 
tank,  and  passed  through  eyes  fast  to  the  bottom  of  the  side  of  the  gasometer,  serving  to  guide  the 
vessel  in  its  rise ;  their  positions  are  between  the  standards  ^S^  on  which  are  also  guide-rods  acting  in 
like  manner.  The  eyes  serve  as  stops  to  prevent  the  vessel  rising  out  of  the  water.  The  standards 
^  8  hi  number,  are  each  formed  of  8  cast-iron  frames  6  feet  broad  at  their  bases,  of  the  same  hei^t 
as  the  gasometer,  and  jointed  together  hi  the  form  of  a  T  on  the  plan ;  they  are  secured  to  the  stone 
plinth  by  dovetailed  lock-nuts,  keyed  and  leaded.  H  is  the  wooden  curb,  which  ought  always  to  be 
attached  to  a  gasometer;  its  use  is  to  regulate  the  flow  of  gas  from  one  gasometer  to  another. 
While  hnmersed  hi  the  water  of  the  tank  it  acts  as  a  float,  and  to  some  extent  buoys  up  the  vessel ; 
when  the  gasometer  has  risen  to  its  full  height,  it  acts  as  a  weight,  being  partly  out  of  the  water, 
thus  causmg  the  gas  to  flow  into  another  gasometer  not  yet  full,  and  which,  having  its  curb  complete- 
ly immersed,  is  under  less  pressure,  /is  the  inlet-pipe,  of  the  same  diameter  as  that  leading  from 
the  retorts,  viz.,  8  inches.  Its  mouth  above  the  water-line  should  be  rather  higher  than  the  edge  of 
the  tank.  K  is  the  outlet-pipe,  12  inches  in  diameter,  entering  the  gasometer  under  the  same  drcum- 
stances  as  the  inlet-pipe.  L  are  receivers  in  which  the  tar  or  water  collects  from  the  mains,  being 
pumped  out  by  a  small  hand-pump,  of  which  a  and  b  represent  the  suction-pipes.  P,  masonry  or 
brickwork. 

A  gasometer  100  feet  in  diameter  and  89  feet  high  at  the  sides,  containing  800,000  cubic  feet, 
weighs  about  116  tons  14  cwt  86  lbs.  A  gasometer  36  feet  in  diameter  and  12  feet  deep  contains 
12,200  cubic  feet,  and  weighs  about  6  tons  2  cwt.  49  lbs. 

fig.  1986  represents  an  improved  gasometer.    The  largest  holder  in  the  worid  is  in  London ;  it  is 
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230  feet  in  diameter,  and  holds  8,000,000  cubic  feet  of  gas.  The  largest  holder  in  this  coontry  be- 
longs to  the  New  York  Gas-Light  Ck>mpany ;  it  is  168  feet  in  diameter,  is  supported  by  16  oolumns 
12  feet  high,  and  stands  70  feet  high  when  full    Its  capacity  is  1,600,000  cubic  feet 


TmE  GoYERNOB,  OR  Prissurk  Regulator,  causes  the  delivery  of  the  gas  through  the  mains  at  a  ooo^ 
stant  pressure.    An  improYcd  governor  has  been  devised  by  Messrs.  Braddock,  of  Oldham,  England, 

which  for  safety  has  two  counterbal- 
19^-  ance  weights,  and  reverses  the  positioa 

of  the  inlet,  which  delivers  the  gas  on 
the  top  of  instead  of  beneath  the  cone, 
as  in  other  governors.  The  cone  is  sus- 
pended to  a  bell  by  the  same  rod  whidi 
passes  through  the  central  pipe ;  there 
is  also  another  small  pipe  m  connection 
with  the  outer  part  of  the  bell  The 
chamber  within  the  bell  having  the 
same  area  as  the  cone,  the  pressure^  is 
.  always  counterbalanced,  and  osdllatioQ 
f    is  prevented. 

Fig.  1987  is  an  elevation,  in  section, 
and  Fig.  1988  a  plan,  of  a  governor  capable  of  equalizing  the  flow  of  800,000  cubic  feet  of  gas  in  24 
hours.    ^  ^  is  a  cast-iron  tank  containing  water,  5  feet  4  inches  in  dianieter  and  4  feet  6  indiefl 
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deep,  in  wluch  the  regulating  veBsel  J9^  floats.  C  is  a  cone  of  cast-iron,  turned  true  in  the  lathe, 
and  suspended  by  an  eje-bolt  to  the  top  of  the  floating  vessel.  D  is  the  inlet-pipe,  having  a  plate 
d  on  the  top,  furnished  with  an  aperture,  bored  out  to  fit  the  diameter  of  the  cone  at  the  base,  and 
which,  if  raised  to  that  height,  will  completely  shut  oft  the  gas  from  entering  the  vessel.  ^  is  the 
outlet-pipe,  its  diameter  being  regulated  by  the  distance  to  which  it  has  to  convey  the  gas  to  the 
equiUbrium-cylinder  of  the  street-mains. 

The  floating  vessel  if,  when  immersed  in  water,  of  course  loses  a  portion  of  its  weight  equal  to 
that  of  the  water  which  it  displaces ;  and  the  dexisity  of  gas  contained  in  it  will  vary  as  the  immer- 
sion. By  making  the  chain  ^'of  a  proper  weight,  it  may  l>e  made  to  answer  the  purpose  of  a  regu- 
lator of  the  pressure.  Let  it  be  supposed,  for  example,  that  the  vessel  weighs  1,000  lbs.,  and  loses 
100  lbs.  of  that  weight  when  immersed  in  the  water,  and  that  a  portion  of  tibe  chain  equal  in  length 
to  the  height  which  the  vessel  rises  weighs  50  lbs.,  and  the  counterbalance  960  lbs.  Then,  when 
the  vessel  is  immersed,  its  effective  weight  is  900  lbs.,  to  which  must  be  added  the  portion  of 
chain  now  acting,  as  increasing  the  weight  of  the  vessel,  60  lbs.  The  sum  corresponds  with  the 
actual  weight  of  the  counterbalance,  960  lbs.  Again,  let  the  vessel  be  elevated  out  of  the  water ;  its 
actual  and  effective  weight  then  is  1,000  lbs. ;  to  £ilance  which  are  opposed  the  counterpoise,  960  lbs., 
and  the  portion  of  the  chain  now  removed  to  the  other  side  of  the  pulley  to  counterpoise,  and  acting 
with  it,  60  lbs.  The  sum  corresponds  with  the  actual  weight  of  the  vessel,  1,000  lbs.  The  effects 
of  the  vessel  and  counterpoise  being  thus  opposed  to  each  other,  the  pressure  of  the  gas  contained 
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therein  is  equalized.  By  adding  or  removing  the  weight  of  the  counterbalance,  an  increase  or  de- 
crease of  pressure  may  be  effected. 

The  action  of  the  governor  is  as  follows :  The  ontlet-pipe  is  connected  with  the  mains,  and  the 
inlet-pipe  with  the  gasometer  supplying  gas  hito  the  machine.  It  will  be  evident  that,  if  the  density 
of  the  gas  in  the  inlet-pipe  becomes  by  any  means  increased,  a  greater  quantity  of  gas  must  pass  b^ 
tween  the  sides  of  the  adjusting  cone  and  the  aperture  in  the  plate  <f,  the  consequence  of  which  will 
be  that  the  floating  vessel  will  rise,  and  therefore  contract  the  area  of  the  opening  in  d  ;  and  if,  on 
the  contrary,  the  gas  in  the  inlet-pipe  decreases  m  density,  the  vessel  will  descend ;  so  that,  whatever 
density  the  gas  may  at  any  time  assume  in  the  gasometers  or  mains,  its  pressure  in  the  floating  ves- 
sel will  remam  uniform,  and  consequently  the  velocity  of  the  gas  passing  into  the  mains  will  be  reg- 
ular :  for  when  the  aperture  of  the  plate  d  would  admit  more  gas  than  necessary  for  the  supply  to 
the  mains,  the  floating  vessel  rises  and  diminishes  the  area  of  the  inlet-pipe ;  and  when,  on  the  con- 
trary, the  inlet  does  not  allow  a  sufficient  quantity  of  gas  to  come  from  the  gasometers,  the  gas  passes 
out  of  the  governor. 

Pre89ure  Indicator. — If  a  governor  be  not  used,  it  is  advisable  to  have  a  pressure  indieaior  attached 
to  the  main  or  mains  that  leave  the  works,  to  serve  as  a  chedc  upon  the  conduct  of  the  workmen 
whose  duty  it  is  to  regulate  the  pressure  of  gas  in  them  according  to  the  demand  at  certain  hours  of 
the  night.  It  is  thus  oonstructeid :  A  small  gasometer  about  12  inches  in  diameter  is  made  to  move 
in  a  tank  of  water  in  such  a  manner  that  it  shall  rise  or  fall  according  to  the  pressure  in  the  mains, 
with  which  it  is  connected  by  a  small  pipe ;  a  guide-rod,  furnished  on  the  top  with  a  pencil,  marks 
the  exact  amount  of  pressure  upon  a  sheet  of  paper  coiled  round  a  cylinder.    This  cylinder  is  moved 
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round  once  in  12  boon  by  a  timepiece.  It  is  evident,  tberefore,  tbat  if  the  paper  be  divided  by 
horizontal  lines  corresponding  to  the  rise  or  fall  of  the  gasometer  by  eyeiy  tenth  of  an  indi  increase 
or  decrease  of  the  pressure,  and  if  it  be  divided  by  vertical  lines  corresponding  to  the  revolutions  of 
the  timepiece  in  12  hours,  it  will  effect  the  object  required.  The  gasometer  must  be  formed  with  an 
air-vessel  inside,  so  that  when  it  is  totally  immersed  it  shall  be  in  exact  equilibrium  with  the  external 
atmosphere,  and  when  risen  to  its  full  height  it  shall  have  a  pressure  equal  to  that  required  to  force 
the  gas  through  the  mains.  Say  the  height  to  which  the  gasometer  rises  is  equal  to  10  inches,  and 
the  pressure  required  is  8  inches ;  then  if  the  paper  be  divided  into  30  parts  by  horizontal  lines,  eadi 
division  will  indicate  one-tenth  of  an  inch. 

Pressure-gauges,  as  the  name  implies,  are  instruments  by  which  the  velodty  with  which  the  gas 
flows  into  the  main  is  ascertained.  They  are  made  of  glass  tubes  partially  filled  with  colored  water, 
and  furnished  with  graduated  scales  divided  into  inches  and  tenths  from  a  point  in  the  centre  of  the 
scale  marked  zero.  When  no  gas  is  passing  into  the  main  to  which  one  of  these  instruments  is 
attached,  the  columns  of  water  contained  in  the  tubes  are  in  equilibrium  with  the  external  air,  and 
stand  at  0.  When  the  gas  is  admitted,  the  equilibrium  is  destroyed ;  the  gas  depresses  one  cohmm 
and  raises  the  other,  the  total  variation  being  ihe  amount  of  pressure. 

fig.  1989  shows  a  section  of  a  water-valve.  It  is  formed  of  an  air-tight  cylinder  A  A,  containing 
a  portion  of  tar  or  water.  B  is  the  inlet-pipe,  which  communicates  with  the  gasometer.  C  is  the 
outlet-pipe,  which  conveys  the  gas  to  the  main.  D  i)  is  an  inverted  cup,  10  inches  deep,  furnished 
with  a  rod  passing  through  a  stuflSng-box,  by  which  it  is  raised  or  lowered.  When  the  cup  is  in  the 
situation  shown  in  the  figure,  it  is  evident  that  the  communication  between  the  outlet  and  inlet  pipes 
is  shut  off  by  the  pressure  of  a  column  of  water  10  inches  high.  When  the  cup  is  raised  above  the 
mouth  of  the  outlet-pipe  by  the  rack  and  pinion,  a  free  passage  is  left  for  the  gas.  This  description 
of  valve  may  be  fixed  with  advanta^  between  the  gas-holders  and  the  mains,  or  between  any  system 
of  lime-water  purifiers. 

IsabeWs  AtUomatie  Oovemor,  for  regulating  the  pressure  of  gas  in  street  mains,  is  shown  in  Fig. 
1990.  The  distinguishing  feature  of  this  governor  consists  in  automatically  changing  the  position  of 
the  weights  to  operate  the  valve  and  make  the  desired  variations  in  pressure,  as  opposed  to  putting 
on  and  taking  off  weights  by  hand  of  an  attendant  The  operation  of  this  governor  is  as  follows: 
At  the  inner  end  of  tiie  lever  A  is  suspended  a  rod  which  carries  a  perfectly  balanced  valve,  whidi 
works  easily  in  a  proper  chamber,  located  in  the  outlet-pipe  holder.  At  the  outer  end  of  the  lever 
A  is  pivoted  an  adjustable  bar  or*  track  B^  on  which  are  placed  the  rolling  weights  C.    These 
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weights  are  connected  by  a  cord  to  a  sliding  bar  D,  working  between  friction-roUers,  and  driven  by  a 
cam  E  on  the  main  spindle  of  a  powerful  clock,  contained  in  the  case  G,  As  the  weights  are  moved 
in  at  the  proper  time  by  the  action  of  the  clock  and  cam,  the  valve  below  is  opened  and  the  pres- 
sure gradually  increased  to  the  desired  point,  and  held  there  until  the  tinke  set  for  it  to  be  dimm- 
ished  by  the  rolling  back  of  the  weights  and  the  consequent  gradual  closing  of  the  valve.  The  cam 
E  is  easily  and  quickly  secured  in  any  position  on  the  spindle,  and  has  stamped  upon  it  the  hours  of 
the  day,  as  shown  by  Uie  index.  It  will  be  at  once  apparent  how  any  desired  effect  can  be  obtained 
by  changing  the  position  of  the  cam,  or  by  putting  on  cams  of  different  proportions. 

Ww^  for  Reference, — "Treatise  on  the  Manufacture  of  Coal-Gas,"  Richards,  London,  18t7; 
*' A  Treatise  on  the  Science  and  Practice,  on  the  Manufacture  and  Distribution  of  Ck)al-Gas,"  Kns- 

gratt's  "  Chemistry ;»'  Muspratt's  "  Handbuch  der  Technlsche  Chemie,"  8d  ed.,  1876 ;  BoUey's  "Hand- 
uch  der  chem.  Technologic,"  1862 ;  Wurtz*8  "  Dictionnaire  de  Chimle,"  and  "  Neues  Handwo^te^ 
buch  der  Chemie;"  "Le  Gaz;"  Knapp's  "Lehrbuch  der  chem.  Technologie,"  8d  ed.,  1866;  Wag- 
ner's "Jahresbericht  der  chemischen  Technologie ; "  Schilling, "  Traits  d'Eclairage  par  le  Gaz;" 
Matthews's  "History  of  Gas-Ligbting,"  2d  ed.,  1832;  Schilling,  "Handbuch  fOr  Stcinkohlengas ; ** 
Blochmann's  "Beitrige  zur  Geschicbte  der  Chisbeleuchtung,"  1871;  Wilkins,  "How  to  Manage 
Gas ; "  Sugg,  "  Gas  Manipulations,  with  a  Description  of  the  various  Instruments  and  Apparatus  em- 
ployed in  the  Analysis  of  Coal  and  Coal-Gas ; "  English  "  Abridgments  of  Specifications  of  Patents 
relating  to  the  Production  and  Applications  of  Gas,"  1860;  Richards,  "Gas-Consumer's  Guide;" 
Accum's  "Practical  Treatise  on  Gaslight,"  4th  ed.,  1818,  and  "Description  of  the  Process  of  Manu- 
facturing Coal-Gas,"  1819 ;  D'Huroourt,  "  De  PEclairage  du  Guz ; "  Bowditch,  "  The  Analysis,  Tedi- 
nioal  Valuation,  Purification,  and  Use  of  Coal-Gas;"  Thomas  Kewbigging,  "The  Gas-Manager's 


Digitized  by 


Google 


GAS,  ILLUMINATING,  BURNERS  FOR. 


927 


Hand-Book ; "  Mason,  "  Ga8-Fitter*B  Guide ; "  Bower,  "  Gas  Engineer's  Book  of  Reference ; "  Hughes, 
'^Gas-Works  and  Manufacturing  Coal-Gas;"  Glegg,  **0n  the  Manufacture  of  Coal-Gas;"  Colbum, 
**  The  Gas-Works  of  London,"  and  "Gas-Consumer's  Guide."  H.  A.  M.,  Jr. 

GAS,  ILLUMINATING,  BURNERS  FOR.  There  are  three  conditions  necessary  for  the  produc- 
tion of  a  perfect  burner — that  is,  one  that  is  "  perfectly  adapted  to  the  quality  of  the  gas  which  it  is 
destined  to  consume,  and  which  will  develop,  when  burning  a  regulated  quantity,  the  maximum  of 
light  possible:  1.  The  gas  should  issue  from  the  burner  at  as  low  a  pressure  as  is  possible  consist- 
ent with  the  proper  flow  of  gas.  2.  The  air-supply  should  be  suitably  regulated,  the  amount  of 
atmospheric  oxygen  supplied  to  the  flame  being  exactly  proportioned  to  the  richness  of  the  gas.  8. 
The  burner  should  be  so  constructed  that  the  gas  is  kept  as  cool  as  possible  up  to  the  point  of  its 
being  consumed." 

^ce  Uie  experiments  of  Christison  and  Turner  in  1825,  it  has  been  frequently  maintained  that 
gas  gives  a  larger  proportion  of  light  when  it  is  burned  in  large  quantities  than  in  small ;  in  other 
words,  that  the  larger  the  quantity  of  gas  consumed  in  any  kind  of  burner,  the  larger  will  be  the 
proportion  of  light  obtained  from  the  gas.  Properly  conducted  investigations  made  by  the  Referees 
of  the  London  Gas  Companies  have  demonstrated  the  fallacy  of  the  above  doctrine,  and  have  proved 
that  the  observed  variations  in  the  illuminating  power  of  gas  upon  which  the  conclusion  was  based 
are  entirely  due  to  the  burners.  The  correct  statement  of  the  matter  is,  that  with  every  burner  there 
is  a  certain  point  of  gas  consumption  at  which  the  burner  gives  Um  maximum  of  light,  and  that,  if 
the  consumption  be  either  increased  or  diminished  from  that  point,  the  proportion  of  light  obtained 
from  the  gas  will  be  reduced.  At  the  same 
time,  even  taking  each  kind  of  gas-burner  at 
its  best,  the  difference  in  the  quality  of  the 
gas-burners  in  general  use  is  so  great,  that 
some  of  them  yield  only  one-f ourSi  or  one- 
fifth  the  light  obtainable  from  burners  of 
the  best  construction.  The  chief  point  to  be 
observed,  alike  in  the  construction  and  in 
the  employment  of  burners,  is  the  due  Tega- 
lation  of  the  air-supply  to  the  flame.  This 
depends  partly  on  Uie  size  and  shape  of  the 
gas-flame — fcr,  of  course,  the  larger  the  sur- 
face of  the  flame,  the  more  is  it  brought  in 
contact  with  the  air — but  still  more  upon  the  draught,  whereby  the  same  extent  of  surface  will  be 
more  or  less  exposed  to  the  action  of  the  air. 

There  are  three  kinds  of  burners  in  use :  the  bat-wing  burner,  with  a  slit ;  the  fish-tail  burner, 
with  two  oblique  holes  in  the  end  facing  each  other ;  the  argand  burner,  a  circular  burner  with  a  ring 
of  small  holes,  and  provided  with  a  gas-chimney  and  interior  supply  of  air.  Burners  are  made  of 
brass,  iron,  or  lava  (soapstone) ;  the  last  is  far  preferable,  from  the  fact  that  the  holes  or  slits  are 
not  liable  to  be  stopped  up  by  rust. 

The  bai-winq  bumery  represented  at  2,  4,  and  5,  fig.  1991,  is  so  called  on  account  of  the  fiame 
taking  the  form  of  the  wing  of  a  bat.    The  burner  consists  of  a  metal,  lava,  or  adamas  nib,  with 


1991. 


1992. 


a  hole  pierced  therein  within  a  short  distance  of  the  top,  across  which  is  a  slit  from  which  the  gas 
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issues  In  a  thin  fiame.  The  bat-wing  burner  is  best  adapted  for  all  out-door  lights.  The  slit  may 
be  freed  from  any  obstruction  by  passing  a  thin  card  through  the  same.  The  fiame  is  too  broad 
to  be  used  in  globes  or  shades.  * 

The  JizhrtaU  burner  received  its  name  from  the  shape  of  the  fiame.    It  is  formed  of  the  same 
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materials  as  the  bat-wing  burner,  but  differs  frohi  the  latter  by  the  hole,  which  is  bored  nearly  to 
the  top,  receiving  two  orifices  or  small  holes,  drilled  at  such  an  angle  that  each  jet  of  gas,  in  issuing, 
impinges  against  the  other,  forming  when  lighted  a  sheet  of  flame  at  right  angles  with  the  holes. 
Figs.  1992  and  1998  represent  such  a  burner. 

The  argand  burner  is  represented  by  Figs.  1994  and  1995,  and  has  been  already  described. 

The  argand  burner  is  best  adapted  for  ordinary  gas ;  it  gives  a  very  steady  flame,  and  consumes 
the  gas  to  the  best  advantage.  It  is  provided  with  a  cut-off  or  check  of  very  simple  construction. 
The  best  burner  yet  constructed  is  Sugg's  London  burner,  shown  in  fig.  1996  without  its  chimney. 
For  general  use  6-  or  6-foot  lava-tipped  check  bat-wings  are  the  most  economical. 

The  pressure  of  the  gas  is  one  of  the  most  important  considerations.  Argands  give  most  light 
under  a  pressure  of  one-tenth  of  an  inch,  bat-wings  and  fish-tails  under  a  pressure  of  three-tenths  or 
four-tenths  of  an  inch.  As  gas  is  supplied  to  consumers  under  pressures  varying  from  3  or  4  inches 
down  to  one-tenth  of  an  inch,  it  is  very  desirable  to  check  the  flow  of  gas  when  it  is  excessive.  Hence 
regulating  burners  and  re^lators  for  checking  the  flow  of  gas  have  been  invented.  A  Tery  aunple 
method  for  checking  the  flow  of  gas  is  to  screw  a  5-  or  6-foot  burner  over  a  8-  or  4-foot  burner. 

The  Floss  Eeonomie  Chis-goveming  Burner^  Figs.  1996  and  1997,  may  be  described  as  follows:  It 
consists  of  a  case  or  shell  constructed  usually  in  two  parts,  a  and  6,  with  a  flexible  automatic  disk- 
valve  e.  An  increase  of  pressure,  whether  it  occurs  in  the  gas-mains  or  service-pipes,  is  instantly 
communicated  to  the  valve  c,  which  rests  upon  and  contracts  the  aperture  d  through  which  the  gas 
enters  from  the  inlet  e  into  the  chamber/,  and,  in  consequence  of  the  relation  which  pressure  beirs 
to  volume  or  quantity,  the  quantity  of  gas  now  admitted  in  a  given  time  is  exactly  equal  to  that 
which  passed  when  the  pressure  was  less  and  the  opening  greater.  From  the  chamber /*  the  gas 
passes  through  the  outlets  at  the  lava  tip  ^  in  the  upper  shell  a,  resulting  in  a  rich,  dear  flame. 


1996. 


When  the  pressure  in  the  mains  or  house  diminishes,  the  valve  e  slightly  rises ;  and  the  aperture  d 
to  the  chamber/  is  again  enlarged,  admitting  of  a  suflScient  volume  of  gas  to  correspond  with  the 
now  reduced  pressure. 

The  Plass  gas-governor,  shown  in  Fig.  1998,  is  constructed  on  the  same  principle  as  the  burner 
just  described.    Fig.  1999  shows  the  governor  properly  connected  with  the  meter. 


1998. 


The  Champion  Gas-saving  Regulator  is  shown  in  Pig.  2000.  The  following  is  a  description  of  the 
same :  A,  outer  case  of  cast-iron ;  J9,  large  inverted  cup ;  C7,  cast-iron  cap ;  J9,  brass  valve-rod ;  E^ 
discharge-chamber ;  F^  inlet-chamber ;  (?,  valve-seat ;  H^  brass  coupling  connecting  regulator  with 
house-pipe ;  /,  brass  coupling  connecting  regulator  with  meter ;  /,  brass  valve ;  L^  small  inverted 
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cup ;  Pj  opening  for  valve-rod  through  which  the  gas  flows  into  and  under  cup  X  ;  Q,  passage  for 
0U  to  large  inverted  cup  B;  F,  valve-seat  to  automatic  discharge;  H^,hrass  valve;  JC^  valve-rod; 
Y,  passage  from  regulator  to  inlet-chamber.  The  gas  flows  from  the  meter  into  the  inlet  /  through 
the  opening  F  up  and  under  the  small  inverted  cup  L,  which  cup  is  sealed  and  made  to  float  in 
quicluilver,  and  is  attached  to  the  valve-rod  D,  This  cup  is  made  to  rise  and  fall  according  to  the 
hicrease  or  decrease  of  the  gas-pressure.    When  the  gas-pressure  is  greatest,  the  aperture  controlled 
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bj  the  valve  J  is  made  less  by  the  upward  movement  of  the  valve.  The  regulated  gas  then  flows 
into  the  discharge-chamber  E,  and  a  portion  of  it  ascends  into  and  under  the  large  inverted  cup  B^ 
which  is  also  sealed  and  made  to  float  in  quicksilver,  and  is  also  attad&ed  to  the  valve-rod  J).  This 
large  cup  gives  a  larger  area  to  the  buoyant  power,  and  prevents  irregularity  in  the  movement  of  the 
yalVe.  The  cups  are  weighted  and  adjusted  according  to  the  light  that  may  be  required.  If  any 
condensation  should  ever  be  collected  in  the  regulator,  it  is  automatically  discharged  by  means  of  the 
valve  IF  through  the  passage  F  to  the  meter. 

For  economy's  sake,  if  for  no  other  reason,  there  should  bo  a  governor  attached  to  every  meter. 

A  good  street-lamp  is  shown  in  Fig.  2001,  every  practical  device  being  employed  to  get  the  full 
benefit  of  the  light.  It  may  be  described  as  follows :  The  glass  shade  is  oval  in  shape,  with  the 
lower  part  open ;  the  glass  itself  is  very  thick  and  strong,  but  the  prindpal  improvement  is  the  use 
of  two  porcelain  reflectors,  the  one  on  the  lower  part  of  the  chimney,  the  other  at  the  centre  of  the 
glass  shade  or  bell,  which  succeed  in  throwing  down  on  the  pavement  considerably  more  light  than 
do  the  street-lamps  ordinarily  used.  Both  these  reflectors  are  outside  the  shade,  and  thus  escape 
being  blackened  by  the  smoke.  The  upper  one  radiates  light  to  a  distance,  but  always  downward ; 
the  lower  one  sends  the  rays  down  near  the  lamp  all  round,  and  prevents  any  shadow  being  cast.  In 
a  band  round  the  upper  part  of  the  lamp,  above  the  lower  reflector,  the  names  of  the  streets  are. 
lettered  on  ground  glass.  H.  A.  M.,  Jr. 

GAS,  ILLUMINATING,  DISTRIBUTION  OF.  i/atfw.— The  term  "mam"  is  applied  to  all  cast- 
iron  conduit-pipes  that  serve  to  convey  gas  from  the  works  to  the  place  or  district  to  be  lighted,  and 
especially  applied  to  those  pipes  from  which  smaller  ramiflcations  branch.  The  diameters  of  the 
mains  vary  from  1|  ii^^h  to  16  or  18  inches,  according  to  the  quantity  of  gas  required  to  be  supplied, 
and  the  distance  it  has  to  flow. 

The  1-^inch  mains  arc  cast  4  feet  6  inches  long,  the  2-  and  8-inch  mains  about  6  feet  long,  and  all 
the  other  sizes  9  feet,  with  a  socket  at  one  end  and  a  plain  bead  at  the  other. 

Sockets, — Figs.  2002,  2008,  and  2004  represent  the  sections  of  sockets  of  different-sized  pipes,  to  a 
scale  of  \^  inch  to  the  foot.  i>1g.  2004  is  that  of  mains  from  9  to  15  and  18  inches  in  diameter. 
The  usual  thickness  of  metal  is  shown  by  the  hatched  lines,  and  is  proved  to  be  sufficient  The 
depth  of  these  sockets  is  4|  inches. 

Fig.  2008  is  a  section  of  the  sockets  of  mains  from  4  to  8  inches  in  diameter ;  their  depth  4  inches. 

Fig.  2002  is  the  thickness  of  those  of  a  smaller  diameter,  8  inches  deep. 

The  thickness  of  the  main  pipes  ought  to  be  as  follows : 


1|  inch  diameter ^  inch  thick. 


2  inches 
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9  inches  diameter. ^  inch  thick. 

"         *    "    full. 
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The  annular  space  left  between  the  bead  end  of  one  and  socket  of  the  next  pipe  should  be  about 
half  an  inch  in  the  large  mains,  and  not  less  than  three-eighths  in  the  small. 

JoinU, — ^To  make  the  joints,  spun  yam  is  driven  before  the  pipes  to  within  2^  inches  of  the  lip  of 
the  socket,  and  a  good  fltting  of  the  two  pipes  being  effected,  melted  lead  is  poured  into  the  remain- 
ing cavity,  which  when  set  is  calked  or  hammered  in  with  a  blunt  square-pomted  chisel. 
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lu  order  to  guard  against  the  danger  of  water  remaining  that  enters  from  the  external  suifaee  into 
the  pipes,  and  the  deposition  of  other  ooodensed  matter,  a  reservoir  should  always  be  placed  at  the 
lowest  point)  where  two  or  more  descending  mains  meet  and  form  an  anc^le,  to  receive  the  water,  eta, 
that  may  happen  to  collect  at  this  angular  pointy  an  aocnmulatioD  of  whi<£  would  obstruct  the  passagv 
of  the  gas  through  the  mains.  These  receivers  ought  to  be  at  least  twice  the  diameter  of  the  maiiu 
between  which  viey  are  interposed,  and  four  times  that  diameter  in  depth.  These  receivers  afford  the 
best  indication  of  the  sound  or  leaky  state  of  the  system  of  mains.  In  all  instances  where  the  [Hpes 
are  perfectly  sound,  observation  has  shown  that  half  a  mile  of  gas-mains,  three  inches  in  diameter,  wes 
not  deposit  more  than  a  quart  of  condensed  vapor  or  water  in  the  year ;  on  the  other  hand,  when  the 
mains  are  leaky,  the  water  of  the  reservoir  requires  to  be  pumped  out,  particularly  in  wet  weather,  as 
frequently  as  once  a  fortnight  The  loss  of  gas  by  such  leakage  is  much  greater  than  is  generally 
imagined.  In  order  to  keep  the  common  air  out  of  the  faulty  mains,  a  constant  influx  of  gas  is  often 
necessary ;  this  is  of  course  so  much  gas  loet  to  the  economy  of  the  establishment 

Diitribution  of  ^<u  through  maint, — ^The  velocities  of  different  gases  under  the  same  pressure  will 
b3  to  one  another,  mversely,  as  the  square  roots  of  their  specific  gravities ;  therefore  a  heavy  gas  inll 
be  discharged  through  the  same  opening  with  a  less  velocity  than  that  due  to  a  lighter  gas.  For  ex- 
ample, if  oobX  gas  of  the  specific  gjavitj  *420,  and  with  a  pressure  of  five-tenths  of  an  inch,  nows  throngfa 
a  circular  orifice  one-fourtn  of  an  inch  m  diameter,  at  the  rate  of  eighty  cubic  feet  per  hour,  gas  having 
the  specific  gravity  *400  will  flow  through  the  same  opening  at  the  rate  of  81*9  per  hour,  pressure  re- 
mainmg  the  same.    For  by  inverse  proportion, 

As  VioOss  20-000 

Is  to  80,  the  quantity  discharged  of  the  heavy  gas. 

So  is  \/420*s=  20-493 

To  81*9,  tne  quantity  of  lighter  gas  discharged. 

The  discharges  of  the  same  gas  through  different  open- 
ings and  under  the  same  pressure,  are  proportional  to 
the  areas  of  the  orifices  m  circular  inches,  or  to  the 
squares  oi  their  diameters.  Allowing  an  excess  in  the 
larger  openings  for  the  difference  of  the  friction,  the 
results  of  the  annexed  experiments  will  agree  very 
nearly  with  this  law. 

To  obtain  the  velocities  of  the  same  gas  from  any 
other  opening,  say. 

As  the  square  of  given  opening. 
Is  to  the  given  quantity  discharged, 
So  is  the  recjuired  opening 
To  the  required  quantity  disdiarged. 

The  quantities  of  the  same  gas  discharged  in  equal 
times  by  a  horizontal  pipe  under  the  same  pressure  and 
for  different  lengths,  are  to  one  another  in  the  inverse 
ratio  of  the  square  roots  of  the  lengths.  Hence,  when  we  know  the  quantity  of  gas  disdiaiged  from  a 
given  length  of  pipe,  we  may  find  the  quantity  dischaiged  by  any  other  length  with  any  pressnre,  and 
of  gas  of  any  specific  gravity. 

Example  of  the  foregoing  rule. — It  is  required  to  find  the  number  of  cubic  feet  that  will  be  discfaaiged 
from  a  horizontal  pipe  six  inches  diameter  and  1760  yards  long,  the  specific  gravity-  of  the  gas  being 
^20,  and  the  pressure  equal  to  five-tenths  of  an  inch  perpendicular  head  of  water.  We  know  by 
experiment  that  44,280  cuoic  feet  will  be  discharged  by  a  six-inch  pipe  8*46  yards  long ;  therefore,  by 
inverse  proportion,  say, 

As  v' 1760  =  41-962,  the  required  length. 
Is  to  44,280,  the  known  quantity  dischai^ed. 
So  is  \/8^=  1-860,  the  known  length. 
To  1968-2,  the  required  quantity  discharged. 
We  therefore  find  that  the  loss  by  friction  in  a  pipe  a  mile  long  is  44,116*8,  the  initial  velocity  being 
equal  to  46,080  by  calculation. 

A  horizontal  main,  16  inches  diameter  and  1760  yards  long,  is  laid  from  the  works  to  the  eqiiihlvniin 
cvlinder :  it  is  required  to  know  how  many  cubic  feet  of  gas  of  the  specific  gravity  '890  will  be  (ii»* 
doaiged  with  a  pressiu-e  equal  to  a  head  of  water  of  6-1 0&8  of  an  inch. 

We  have  found  by  the  last  example  that  a  six-inch  pipe,  one  mile  long,  with  a  pressure  of  5-10tfa3  ot 
an  inch,  will  deliver  1968  cubic  feet  of  gas  having  the  specific  gravity  -420,  in  one  hour.  Then  say,  as 
86,  the  square  of  the  diameter  of  the  six-inch  pipe,  is  to  1968,  the  quantity  of  gas  delivered,  so  is  356, 
the  square  of  the  diameter  of  the  sixteen-inch  pipe,  to  18,959,  the  required  quantity  delivered  by  a 
sixteen-inch,  one  mile  long.     For  the  difference  of  specific  gravity,  say. 

As  ^'890  ^*197,  the  specific  gravity  of  the  lighter  gas,  is  to  13,959,  the  quantity  delivered  of  tbe 
specific  gravity  "420,  so  is  ^'420  =  *204,  the  specific  gravity  of  the  heavy  gas,  to  14,456  =  the  quantity 
delivered  of  the  specific  gravity  *890. 

And  for  the  difference  of  pressure,  say. 

As  ^-60  =  -707,  the  first  pressure,  is  to  14,465,  the  quantity  disdiarged  through  a  sixteen-inch  pips 
by  that  pressure,  so  is  ^-60  ^  *774,  the  required  pressure,  to  15,824,  the  required  quantity,  of  speone 
gravity  *890  discharged  from  a  sixteen-inch  pipe,  with  a  pressure  equal  to  6-lOths  of  an  mdi  bead  of 
water.    The  actual  quantity  discharged  is  about  16,500  cubic  feet 


Diameter 

oforiOcein 

feet  per  hour.    Pressure  =  5-10Ua 

inches  and 

parts. 

By  experiment.    '     By  caknhitloa. 

•25 

80 

•50 

821 

820 

•75 

728 

720' 

100 

1287 

1280 

1126 

1626 

1620 

1*25 

2010 

2000 

1*50 

2886 

2880 

6*00 

46160 

46080 
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An  Bocarate  experiment  was  made  hy  Mr.  Clegg,  at  the  Pancras  Station,  on  the  quantity  of  gas  dis- 
charged through  a  four-inch  main,  six  miles  in  l^igth,  with  a  pressure  of  three  inches  perpendicular 
head  of  water.  The  specific  gravitrf  of  the  gas  was  not  taken  until  some  hours  after  the  ezperimenti 
when  it  was  found  to  be  *898. 

A  new  four-mch  main  had  to  be  laid  for  the  purpose  of  supplying  parts  of  the  parish  of  St.  Marylo- 
bone  with  gas ;  after  completing  a  circle  of  nearly  six  miles  in  circumference,  it  terminated  within  the 
distance  of  a  short  street  from  the  point  at  which  it  left  the  works.  By  completing  this  distance,  the 
two  ends  of  the  pipe  were  brought  together  on  exactly  the  same  lereL  There  were  no  short  beu<k| 
and  all  the  services  and  branches  were  clos<^  Hie  pipe  measured  exactly  six  miles  in  length.  The 
leakage  was  ascertained  in  the  first  place  by  shutting  the  yaWe  adapted  to  the  retmned  end,  and  ob- 
serving the  gasometer ;  it  was  found  to  be  thirty-thriee  cubic  feet  at  the  end  of  one  hour,  and  was 
allowed  for.  At  the  commencement  of  another  hour  the  valve  was  opened  and  free  passage  given  to 
the  gas,  which  was  allowed  to  escape :  by  observing  the  gasometer  at  the  end  of  this  hour,  it  was  found 
that  886  cubic  feet  had  been  expended ;  deducting  thirty-three  cubic  feet  from  this  for  the  leakage, 
852  will  remain  for  the  actual  quantity  dischargea  at  the  end  of  six  miles.  This  experiment  is  valua- 
ble to  tiie  practical  man,  both  for  the  unquestionable  data  it  supplies,  and  for  its  dose  approximation 
to  the  rules  here  laid  down. 

The  quantity  discharged  by  calculation  is 878  cubic  feet 

•    By  experiment 852        ** 

DiflSerence 21 

Tabus  of  the  Afferent  quantities  of  coal  ga*  of  the  epeeific  gravity  "420,  delivered  in  one  hour,  fhm 
horixonttU  pipes  of  different  didonetert  and  lengths,  and  under  different  pressures 

QUANTITIES  DELIVERED  BY  A  TWO-INCH  MAIN  IN  CUBIC  FEET. 


Length  of 

PreflBore  In  inches  and  parts. 

Perpeodiciilar  head 

of  water. 

pipe  In 
yards. 

0-50 

0^5 

1-00 

1-50 

2-00 

8-00 

10 

2896 

3558 

4186 

4928 

5792 

6950 

15 

2864 

2904 

8381 

4089 

4728 

5768 

20 

2047 

2507 

2886 

8541 

4094 

4994 

25 

1880 

2241 

2580 

8165 

8660 

4466 

80 

1678 

2049 

2868 

2894 

8846 

4082 

40 

1445 

1770 

2087 

2490 

2890 

8526 

50 

1294 

1685 

1824 

2238 

2588 

8157 

100 

915 

1121 

1290 

1582 

1830 

2282 

150 

748 

916 

1054 

1804 

1496 

1825 

200 

647 

792 

912 

1119 

1294 

1578 

250 

579 

709 

816 

1010 

1158 

1412 

300 

522 

689 

736 

908 

1044 

1278 

400 

467 

559 

644 

790 

914 

1115 

500 

409 

500 

576 

707 

818 

997 

QUANTITIES  DELIVERED  BT  A  SIX-INCH  MAIN  IN  CUBIC  FEET. 


Prearare  in  hichea  and  parts.    | 

Length  of 
pipe  in  yards. 

0-50 

0-75 

1-00 

1-50 

2^0 

8-00 

100 

8242 

10095 

11657 

14276 

16484 

20190 

150 

6780 

8242 

9617 

11667 

18460 

16484 

200 

5828 

7138 

8242 

10096 

11657 

14276 

800 

4769 

6828 

6730 

8242 

9617 

11667 

440 

8929 

4818 

6557 

6806 

7868 

9626 

600 

8686 

4515 

6218 

6384 

7872 

9080 

600 

8866 

4121 

4769 

5828 

6730 

8242 

700 

8115 

8816 

4406 

6396 

6230 

7682 

880 

2778 

8408 

8929 

4818 

6657 

6807 

900 

2747 

8865 

8886 

4759 

6494 

6780 

1000 

2606 

8192 

8686 

4516 

6218 

6884 

1760 

1966 

2406 

2778 

8408 

8929 

4818 

2640 

1604 

1966 

2269 

2778 

8208 

8929 

8620 

1389 

1702 

1966 

2406 

2778 

8408 

6280 

1184 

1889 

1604 

1966 

2269 

2778 

7040 

982 

1149 

1889 

1702 

1966 

2298 

8800 

879 

1076 

1287 

1621 

1758 

2162 

10000 

824 

1010 

1166 

1428 

1648 

2019 
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QITAKTrnBS  DELIVERBD  BT  A  TWELVB-OtCH  HABT  IN  CUBIC  FEET. 


PraMore  in  inohet  and  parts.     | 

Perpendicular  head  of  water. 

Length  Of 
pipe  In  yards. 

0-60 

0-76 

1-00 

1-60 

200 

8-00 

100 

82968 

40880 

46628 

67104 

66986 

80760 

150 

26920 

82968 

88068 

46628 

63840 

66936 

200 

28812 

28662 

82968 

40880 

46628 

67104 

800 

19086 

28812 

26920 

82968 

88068 

46628 

440 

16716 

19262 

22228 

27224 

81482 

88504 

600 

14744 

18060 

20848 

26686 

29488 

86120 

600 

18460 

16484 

19086 

28812 

26920 

82968 

700 

12460 

16264 

17624 

21684 

24920 

80628 

880 

11112 

18612 

16716 

19252 

22228 

27224 

WO 

10908 

18460 

16644 

19086 

21816 

26920 

1000 

10424 

12768 

14744 

18060 

20848 

25636 

1760 

7860 

9624 

11112 

18612 

16716 

19252* 

2640 

6416 

7860 

9076 

11112 

12882 

16716 

8620 

.6666 

6808 

7860 

9624 

11112 

18612 

6280 

4636 

6666 

.  6416 

7860 

9076 

11112 

7040 

8928 

4696 

6556 

6808 

7860 

9624 

8800 

8616 

4804 

6148 

6084 

7082 

8608 

10000 

8297 

4088 

4663 

6710 

6694 

8076 

In  the  foregoing  Tables  we  have  coDsidered  the  nuuns  as  horizontoL 

In  mains  rising  above  the  horizontal  line  the  quantity  of  gas  delivered  by  them  will  be  greater,  and 
in  mains  fiJling  below  that  line  it  will  be  les&  In  the  first  instance,  the  resistance  ofiered  to  the  flow 
of  gas  by  the  atmospheric  pressure  will  be  lessened,  isuid  in  the  latter  it  wUl  be  increased,  and  will 
cause  a  difference  in  the  necessary  pressure  for  the  discharge  of  the  gas  of  one-tenth  of  an  indi  head  of 
water  for  every  ten  feet  rise  or  lalL 

The  effect  of  bends  and  angles  in  the  main,  upon  the  quantity  of  gas  delivered,  is  essentially  a  matter 
of  experiment :  they  may  be  considered  as  so  many  mechanical  obstructions.  The  results  of  the  fol- 
lowing experiments  will  show,  in  some  measure,  what  allowance  to  make  for  quadrant,  semicircular, 
and  nffh^angle  bends.  A  two-inch  pipe  thirty  feet  long,  perfectly  horizontal  and  free  from  obstruc- 
tions, delivei^  2898  cubic  feet  of  gas  in  one  hour,  wi£  a  pressure  of  five-tenths  of  an  inch  head  of 
water.  The  same  pipe,  disconnected  in  the  middle  of  its  length,  and  returned  by  a  semicircukr  bend 
to  the  point  at  which  it  left  the  gasometer,  delivered  2764  cubic  feet  in  the  same  time,  beioz  a  differ- 
ence of  nearly  one-twentieth  in  we  whole  quantity.  The  semicircular  bend  was  removed  ana  a  quad- 
rant bend  substituted,  making  the  two  fifteen-foot  lengths  of  pipe  form  a  right  angle  with  one  another; 
the  quantity  delivered  was  2834  cubic  feet  in  the  hour,  a  difference  of  about  l-46th  of  the  fiist  dis- 
charge. Again,  the  pipes  were  disconnected,  and  a  right-angle  bend  substituted  for  the  quadrant;  the 
quantity  delivered  in  the  hour  was  2824,  a  difference  of  l-39th  of  the  first  discharge. 

Services  are  wrought-iron  tubes,  for  the  purpose  of  supplying  the  interior  of  houses  with  gas  from 
the  mains ;  every  small  tube  on  to  which  a  burner  is  fixed,  whether  for  public  or  private  use,  is 
called  a  service. 

In  order  that  the  pipes  for  conveying  the  gas  from  the  mains  and  distributing  it  through  the  houses 
or  other  buildings  to  be  lighted,  may  in  the  first  place  be  neither  unnecessarily  large  or  too  small,  the 
following  rule  is  given : 

One  gas-lamp  consuming  four  cubic  feet  in  an  hour,  if  situated  forty  feet  from  the  main,  requires  a 
service  not  less  than  a  quarter  of  an  inch  in  the  bore. 

2  lamps, 40  feet  from  the  main,  require  a  three-eighth  service. 

8  "      30  «  «  a  three-eighth  tube. 

4  **       40  ••  **  a  half-inch  service. 

6  •*      60  **  **  a  five-eighth  service. 

10  "      100  **  •*  a  three-quarter  service. 

16  "      180  **  "  an  inch  service. 

20  **      150  •«  •*  a  service  li  in  diameter. 

26  "      180  "  "  a  If  service. 

SO  "      200  "  **  a  service  H  in  diameter. 

It  is  desirable  that  all  bends  should  be  circular.    No  branch  ought  to  proceed  from  a  service  of  a 

Quarter  of  an  inch  in  the  bore,  and  no  more  than  two  from  a  three-eighth  service.  All  pipes,  before 
ley  are  fixed,  mtist  be  proved  by  condensing  air  into  them  by  means  of  a  hand-syringe  while  under 
water ;  the  leak  will  be  easily  detected  by  the  air-bubbles  which  rise  through  the  water.  For  con- 
ducting the  gas  frova.  the  street-mains  into  the  interior  of  a  house,  or  any  buildbg  to  be  lighted,  a 
wrought-iron  pipe  of  sufficient  diameter  is  tapped  into  the  main,  and  carried  m  a  straight  line  to  the 
nearest  wall  of  that  building,  through  which  it  must  pass ;  and  on  the  inside  be  furnished  with  a  good 
stop-cock.  If  all  the  fittings  rise  from  the  main  no  siphon  is  necessary,  but  if  any  part  of  them  M 
below  the  main  a  small  receiver  must  be  attached  to  the  lowest  point,  fitted  with  a  screw-plug  at  the 
bottom,  so  that  any  moisture  may  be  drawn  off.    The  pipes  which  convey  the  gas  to  the  burners 
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must  be  in  as  direct  a  line  as  possible,  to  avoid  unnecessary  expense  and  obstructions.    The  union 
joints  used  to  connect  two  services  together  must  be  of  the  same  diameter  as  the  pipes,  and  soldered 
firmly  on  to  them. 
Ck^s-fittings  ought  to  be  made  of  the  best  materials ;  they  should  be  judiciously  arranged,  and  fixed 

by  skillful  workmen.  The  choice  of  a  situ- 
2006.  ation  for  the  main  cock  is  of  importance ; 

it  should  be  placed  as  near  as  possible  to 
the  inside  of  the  wall  through  which  the 
gas  is  admitted  from  the  street-main,  and 
where  it  will  at  all  times  be  accessible  to 
the  inmates  of  the  house.  The  key  or 
spanner  by  which  it  is  turned  should  always 
be  attached,  and  the  nick  which  indicates 
whether  it  is  open  or  shut  should  be  di^ 
tinctly  marked.  The  cock  should  be  lit- 
erally a  <fop-cock. 

Throughout  their  various  ramifications 
the  pipes  should  have  a  slight  inclination 
towfurd  the  point  where  the  main  oock  is 
fixed,  and  thence  to  the  street-main ;  this 
is  to  allow  the  water,  which  is  occasionally 
deposited  in  them,  to  drain  off  without  in- 


9007 


200«. 


terrupting  the  passage  of  the  gas.  In  fit- 
tings which  are  not  thus  arranged  the  water 
accumulates  in  some  curvature  of  the  pipes, 
and  occasions  an  oedUation,  or,  as  it  is  very 
commonly  called,  jumping  of  the  lights. 

Congumer'M  Meter, — ^The  consumer's  me- 
ter is  constructed  upon  precisely  the  same 
principle  as  that  shown  in  Fig.  1982,  but 
the  partitions  of  the  drum  are  differently 
arranged,  and  placed  in  such  a  manner 
that,  as  they  reach  the  water,  the  surface 
presented  shall  be  as  small  as  possible, 
or  the  resistance  offered  shall  be  so  grad- 
ual that  the  stream  of  gas  fiowing  through 
the  machine  is  uniform  and  constant.  This 
is  necessary  in  a  meter  from  which  any 
number  of  lamps  are  immediately  sup- 
plied; because  the  most  minute  diminu- 
tion or  increase  of  the  volume  of  gas  fiowing  to  them  would  cause  a  variation  in  the  light,  and  pro- 
duce an  oscillation.  In  a  station-meter  the  intervention  of  the  gasometer  will  remedy  this  defect 
A  variation  in  the  arrangement  of  the  drum,  therefore,  is  a  matter  of  necessity. 

As  in  the  former  case,  the  outer  circumference  or  rim  of  the  drum  is  divided  into  four  partitions, 
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separated  from  each  other  by  partition-plates,  not  fanning  across  directly  at  right  angles  with  the 
face,  but  beyeling  from  the  plane  of  the  water,  meeting  the  wrap  of  the  opposite  hood.  The  sides 
of  these  partitions  are  also  beveled ;  the  space  left  between  eadi  plate  forming  on  one  ride  of  the 
drum  the  inlet,  and  on  the  other  side  the  outlet  for  the  gas ;  the  area  of  the  latter  being  greater  than 
the  inlet,  to  insure  perfect  freedom  of  action.  The  dotted  lines  show  the  wrap  of  the  hoods.  Fig. 
2006  is  a  view  of  the  front  or  inlet  side  of  the  drum,  with  the  convex  cover  removed.  The  oatlets 
will  present  the  same  appearance,  but  of  course  reversed.  By  referring  to  Figs.  2006  and  2007,  the 
remaining  parts  will  be  understood.  The  direction  of  the  gas  is  marked  by  arrows.  The  box  a,  in 
which  the  inlet-valve  is  contained,  is  soldered  tight,  having  no  conmaunication  with  the  rest  of  the 
case,  except  through  the  valve,  the  position  of  which  is  shown  by  the  arrows ;  6  is  the  inlet-pipe  pro- 
jecting above  the  water-line,  conveying  the  gas  into  the  meter  by  the  bent  arm  c,  rising  above  the 
water  between  the  convex  cover  and  the  inlet-hoods ;  cf  is  a  float  attached  to  the  inlet-valve,  adjusted 
BO  that  when  the  water  falls  below  the  centre  opening  the  valve  will  dose,  and  the  gas  cease  to  enter 
the  meter. 

Motion  is  communicated  to  the  train  of  wheel-work  behind  the  index  from  a  spiral  worm  «,  fixed 
on  to  the  axis  of  the  drum,  working  into  a  wheel,  the  spindle  of  which  passes  through  the  tobe  i^ 
Bcaled  by  dipping  under  the  water  contained  in  the  case. 

The  following  are  the  principal  dimensions  of  consumers'  meters: 


Knmtorof 

DtaBMitfof 

Dqithof 

DiuMterof 

CmtraOpeo- 

HoUowOoT- 

Depth  of 

D-plhof 

Cfe|»dl7lDCd4e 

UghU. 

DnuD*. 

Dmiw. 

Water  Circk. 

iBg. 

^V^^imAB- 

loiMrHooda. 

OnUrt. 

FMt. 

locbo. 

iDdMi. 

iBchfll. 

IncbM. 

lacbflt. 

iBdlM. 

iBdMI. 

5 

12* 

6 

H 

U 

i 

1 

.85 

10 

14* 

« 

Ji 

8 

.60 

80 

lit 

9. 

21 

1'  • 

1.00 

80 

10 

6 

8 

!■  ■ 

1.50 

60 

iU 

11 

6 

H 

1 

8.00 

80 

85 

12 

n 

4 

8.00 

100 

271 

18 
20 

6 

1' 

4.00 

160 

88 

9 

6 

8i 

8.00 

SOO 

88 

84 

10 

T 

n 

10.00 

400 

44 

80 
40} 

15 

10 

8 

4 

SO.OO 

800 

60 

81 

15 

4i 

6* 

60.00 

Dry  Oas-Meten, — ^The  ordinary  wet  gas-meter  described  is  unexceptionable  where  fraudulent 
means  are  not  employed  for  underestimating  the  amount  of  gas  consumed,  but  its  construction  admits 
of  great  deception  being  practised  by  dishonest  consumers.  If,  for  instance,  the  water-level  in  the 
meter  be  lowered,  more  gas  will  pass  through  than  is  registered  by  the  instrument ;  if  the  case  of 
the  meter  be  tilted  forward  to  an  angle  of  from  6°  to  18*",  according  to  its  construction,  and  a  pro- 
portion of  the  water  drawn  off,  so  as  to  expose  the  outlet  of  the  measuring  chamber,  the  gas  will 
pass  through  it  without  affecting  the  index,  and  without  being  registered  at  alL  This  is  constantly 
done,  and  Sie  large  amoimt  of  gas  which  is  unaccounted  for  in  the  oUculations  kept  at  the  gas-works, 
i^d  which  is  frequently  attributed  to  leakage,  is  no  doubt  traceable  to  this  nefarious  practice.  In 
cold  weather  the  water  in  the  meter  is  liable  to  freeze,  and  the  passage  of  the  gas  is  then  completely 
stopped.    The  use  of  a  solution  of  caustic  potash  or  soda  has  been  proposed,  which  is  not  so  easilj 


8006. 
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affected  by  frost,  to  replace  the  water  in  the  meter,  which  will  also  tend  to  render  the  gas  more  pure, 
should  either  carbonic  acid  or  sulphuretted  hydrogen  have  escaped  the  general  purifiers.  The  objec- 
tions to  the  use  of  the  wet  meter  stated  above  have  given  rise  to  great  ingenui^  in  the  construction 
of  a  variety  of  measuring  instruments,  in  which  the  use  of  water  or  any  liquid  is  dispensed  with,  and 
in  which  the  gas  is  measured  by  the  number  of  times  that  a  certain  bulk  will  fill  a  chamber  capable 
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of  undergoing  contraction  and  expansion  by  the  passage  of  the  gas.  These  alternate  contractions 
and  expansions  of  the  chamber  set  certain  valves  and  simply  constructed  arms  in  motion,  which,  by 
the  aid  of  a  few  wheels,  can  be  made  to  turn  the  hand  of  a  dial,  as  in  the  ordinary  wet  meter. 

Messrs.  Croll  &  Richards's  meter  consists  of  a  cylinder  or  case  A  Ay  Fig.  2008,  divided  by  a  plate 
B  in  the  centre  into  two  separate  compartments,  which  are  closed  at  the  opposite  ends  by  metal 
disks  C  C.  These  metal  disks  serve  the  purpose  of  pistons,  and  are  kept  in  their  places  by  a  kind 
of  universal  joint  attached  to  each.  The  space  through  which  the  disks  move  by  the  action  of  the 
gas,  which  affords  the  means  of  measurement  in  this  meter,  is  governed  by  metal  arms  and  rods, 
shown  in  Fig.  2009,  which  space,  when  once  adjusted,  cannot  vary.  To  avoid  the  friction  attending 
a  piston  working  in  a  cylinder,  a  band  of  leather  D  D\b  attached,  which  acts  as  a  hinge,  and  folds 
with  the  motion  of  the  disk ;  this  band  is  not  instrumental  in  measuring  the  gas,  so  that  its  contrac- 
tion or  expansion  would  only  decrease  or  increase  the  capacity  of  the  hinge,  the  disk  bdng  still  at 
liberty  to  move  through  the  required  space  only.  The  leather  is  also  attached  in  such  a  manner  that 
it  can  only  bend  in  one  direction,  and  this  renders  it  much  more  durable. 
The  gas  enters  the  cylinder  at  the  top,  from  the  space  occupied  by  the  arms,  valves,  etc.  Fig.  2010, 

and  forces  the  disks  bodily  forward  through  a 
certain  space;  the  motion  communicated  by  the 
disks  to  the  arms  and  rods  causes  the  supply 
of  gas  to  be  cut  off,  and  admits  of  its  escape  by 
another  valve;  at  the  same  moment  the  gas 
is  admitted  to  the  other  side  of  the  disk,  and 
this  is  forced  to  return  to  its  original  position, 
traversing,  of  course,  the  same  space  as  before. 
Each  backward  and  forward  motion  consequent- 
ly indicates  the  passage  of  a  constant  quantity 
of  gas,  and  the  same  apparatus  which  admits 
and  shuts  off  the  supply  by  means  of  valves  is 
connected  with  clock-work ;  and  thus  the  motion 
of  the  disk,  or  the  quantity  of  gas  which  has 
passed  through  the  meter,  can  be  indicated  upon 
a  dial-plate,  as  in  the  ordinary  wet  meter. 

Comparative  Advantage  of  Wet  and  Dry  Me- 
ter*,— Wet  meters  are  simpler  in  construction 
than  dry  meters,  having  no  valves  except  the 
float,  but  they  are  liable  to  freeze  and  stop  on 
account  of  too  much  or  too  little  water.  Dry 
meters  are  therefore  more  generally  used,  al- 
though they  are  more  liable  to  get  out  of  order, 
as  the  wear  and  tear  is  greater ;  but  the  inac- 
curacies from  wear  or  corrosion  are  generally 
in  favor  of  ^e  consumer.  The  water  in  wet 
meters  is  sometimes  replaced  by  glycerine  or 
water  in  which  chloride  of  calcium  is  dissolved, 
to  prevent  evaporation,  thereby  keeping  the 
liquid  all  the  time  at  the  same  level 

SOU. 
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The  index  of  the  meter.  Fig.  2011,  is  very  simple.  Each  figure  or  division  on  the  faces  indi- 
cates as  follows :  On  the  right-hand  face,  100,  200,  800  cubic  feet,  etc. ;  on  the  middle  face,  1,000, 
2,000,  8,000,  etc  ;  on  the  left-hand  face,  10,000,  20,000,  80,000,  etc  ;  and,  in  this  way,  multiplying 
by  10  for  every  additional  face.  The  face  in  the  centre  or  top  indicates  the  fractions,  as  1  foot, 
2  feet,  and  so  on,  and  it  is  used  in  testing  the  governor.  When  there  are  10  or  more  burners 
lit,  the  hand  may  be  seen  to  move ;  the  more  burners  lit,  the  faster  it  will  move.  Look  at  the 
left-hand  face  of  the  index  and  set  down  the  figure  the  pointer  has  passed,  which  on  the  above 
diagram  is  8  ;  next  look  at  the  middle  face,  and  set  down  the  next,  which  in  the  diagram  is  9 ;  next 
upon  the  right-hand  face,  and  take  the  same  relative  figure,  which  is  2 ;  and  you  have  the  number 
892,  to  which  add  two  ciphers  to  represent  hundreds,  and  the  sum  of  89,200  is  shown  as  the  present 
state  of  the  meter.  H.  A.  M.,  Jr. 

GAS,  ILLUMINATING,  MACHINES  FOR  PRODUCING.  When  buUdings  are  situated  beyond 
the  reach  of  the  gas-mains  of  cities,  it  becomes  necessary  to  find  a  substitute  for  coal-gas.  One  of 
the  best  is  the  gas  produced  by  bringing  a  current  of  air  in  contact  with  gasoline.  This  fluid,  being 
of  a  volatile  character,  readily  throws  off  carbonaceous  vapors,  which,  combining  with  the  air,  pro- 
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duoe  a  gas  that  bums,  when  properly  regulated,  without  smoke  or  odor,  and  furnishes  an  agreeable 
light. 

The  SpringUdd  Oat  Machine  is  shown  in  ilg.  2012.    An  air-pun^)  operated  by  a  weight  is  used 


to  produce  the  air-current.  The  gas-generator  is  a  cylinder  containing  evaporating  pans  or  cham- 
bers, in  which  the  gasoline  is  kept.  The  generator  is  always  plac^  in  a  vault  under  ground, 
removed  from  the  biulding  a  safe  distance ;  or  it  may  be  buried  in  the  earth.    The  air-pump  is  sta- 


S018. 


tioned  in  the  cellar  of  the  building  to  be  lighted.  Supposing  a  machine  to  be  set  up  and  connected 
by  pipes,  as  shown  in  Fig.  2012,  the  generator  to  be  filled  with  gasoline,  and  the  wei^t  of  the 
pump  wound  up,  the  process  of  gas-ms£ing  is  as  follows :  The  action  of  the  pump  draws  a  supply 


2014. 


of  air  through  the  induction-pipe  leading  to  the  gas-generator;  in  its  passage  through  the  generator 
it  becomes  carburetted,  thus  forming  an  illuminating  gas  that  is  returned  by  the  gas-pipe  to  the 
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burners  within  the  building.  The  machine  is  automatic  in  its  operations,  gas  being  made  only  as  fast 
as  consumed.  When  the  burners  are  shut  off,  the  pump  stops  and  the  manufacture  of  gas  ceases,  but 
immediately  oonmiences  when  they  are  opened  again.  The  gas-generator  is  recharged  whenever 
exhausted,  usually  once  in  from  three  to  six  months,  varying  according  to  the  rapidity  of  the  con- 
sumption of  the  gas.  Gauges  on  the  generator  show  at  any  time  the  amount  of  fluid  it  contains, 
and  when  it  needs  to  be  replenished.  A  double-way  cock  connecting  with  both  the  filling  and  vent 
pipes  in  the  vault  is  used,  so  that  of  necessity  a  free  vent  is  given  while  filling,  thus  preventing  any 
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backward  pressure  of  the  gas  upon  the  pump  or  strain  on  the  generator.  The  weight  of  the  pump 
does  not  commonly  require  winding  oftener  than  once  or  twice  a  week,  and  this  takes  but  a 
moment's  time.  There  is  a  retaining  power  spring  within  the  pump  that  drives  it  while  the  weight 
is  being  wound,  operating  on  the  same  principle  as  that  of  a  watdi,  which  enables  it  to  be  wound 
without  stopping  its  movement. 

fig.  2018  is  a  sectional  view  of  the  gas-generator,  showing  its  series  of  evaporating  chambers. 
The  gasoline,  as  it  enters  the  generator,  fills  the  uppermost  chamber  first,  to  the  top  of  the  overflow 
tube  C ;  this  tube  allows  of  its  passage  to  the  next  cham- 
ber below ;  this  in  turn  filling  afterward  the  one  below  this, 
and  so  on  successively  until  all  are  filled,  and  the  fluid 
appears  in  the  lowest  chamber  at  say  two-thirds  the  height 
of  the  lowest  gauge  G,  The  filling-cock  then  being  shut, 
the  apparatus  is  ready  for  use.  Air  forced  by  the  pump  or 
hydraulic  blower  enters  the  generator  at  B^  passes  over  the 
fluid  and  through  the  meshes  of  fibrous  capillary  material, 
now  thoroughly  saturated  with  gasoline,  back  and  forth 
through  the  subdivisions  of  this  chamber,  then  up  through 
the  tube  C  to  the  next  chamber  above,  windmg  through  tiiis 
in  a  similar  manner,  afterward  through  the  chamber  still 
above  this,  and  so  on;  until  finally,  becoming  thoroughly 
impregnated  with  the  vapor  arising  from  the  gasoline,  it  is 
delivered  a  rich  carburetted  air-gas,  through  the  gas-tube  Kr 
to  the  burners  of  the  building  to  be  light^. 

In  Fig.  2014  is  shown  a  **  flat  *'  gas-generator.  The  modi 
fication  consists  in  making  the  evaporating  chambers  of 
greater  diameter  and  fewer  but  larger,  and  so  arranging  the 
connections  for  the  air,  gas,  and  filling  pipes  that  they  may 
be  substantially  buried  in  the  earth,  only  an  arc  of  a  circle 
projecting  into  a  little  brick  pit. 

Kg.  2016  is  a  perspective  sectional  view  of  the  "flat" 
generator,  showing  the  wooden  division-frames  and  the  capil- 
lary webbing  stretched  upon  them ;  also,  by  the  arrows,  the 
direction  taken  by  the  air  in  passing  thrcragh.    fig.  2016  is  also  a  sectional  view,  as  it  appears 
when  charged  with  gasoline. 

Fig.  2017  shows  an  ingenious  improvement  in  the  apparatus,  whereby  the  air-pump  is  operated 
by  water  and  a  water-wheel.  Where  a  fall  of  water  is  available,  it  is  made  use  of  to  operate  a 
**  hydraulic  blower,"  which  is  substituted  for  the  air-pump  driven  by  weight.  The  hydraulic  blower 
is  shown  in  section  in  Fig.  2018,  and  consists  of  two  copper  vessels,  one  inverted  in  the  other, 
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to  which  are  attached  pipes  as  shown.  The  injection-pipe  A  brings  water  from  the  flume  or 
other  source  of  supply.  Tins  pipe  is  fitted  with  the  nozzle  B^  through  which  the  water  rushes,  fall- 
ing through  the  larger  pipe  C7;  in  so  doing,  air  is  drawn  in  at  the  suction-pipe  2),  and  both  water 
and  air  fall  together  into  the  inverted  vessel  Ey  where  the  air  is  confined.  The  water  passes  off 
through  the  discharge-pipe  F,  Through  the  pipe  G  air  is  conveyed  to  the  gas-generator.  Where  a 
head  of  water  of  4  feet  or  more  can  be  obtained,  it  can  be  used  with  perfect  satisfaction.  The 
cost  of  gas  made  by  this  process  is  from  $1  to  $1.60  per  thousand  feet,  6  gEillons  of  gasoline  makiDg, 
it  is  claimed,  a  light  fully  equal  to  1,000  feet  of  coal-gas. 

TTie  Solar  Oas-Qeneraior  is  represented  by  fig.  2019.  ^  is  an  air-pump  propelled  by  the 
weight  B.  F  i&  the  air-pipe,  through  which  air  is  forced  into  the  carburetter  C,  where  it  unites 
with  the  vapor  of  gasoline,  thus  producing  the  gas,  which  is  carried  through  the  pipe  &  to  the  bom- 

2019. 


ers.  i>  is  an  iron  reservoir  for  containing  a  large  supply  of  gasoline.  E  is  the  automatic  filler, 
which  regulates  the  supply  of  gasoline  to  the  carburetter.  H  is  the  filling-pipe,  through  wfaicfa 
the  gasoline  is  poured  into  the  reservoir.  /  is  a  vent-pipe  to  allow  the  escape  of  gas  while 
filling.  (/(/''  are  globe  valves  for  the  purpose  of  confining  the  gasoline  to  the  reservoir  and  carbu- 
retter, whenever  alterations  may  be  required,  if  is  a  draw-off  cock,  which  can  be  opened  with  an 
ordinary  wrench.  Z  is  a  vacuum-pipe  for  the  purpose  of  preventing  a  vacuum,  which  would  other- 
wise occur  in  the  reservoir  and  automatic  filler.  Jlf  is  a  plug  for  drawing  off  the  water  from  the  air- 
pump.  N  and  0  are  gas-oocks  for  shutting  off  the  pressure  from  the  air-pump  and  generator.  P 
is  the  induction-pipe,  which  supplies  air  to  the  air-pump.  The  reservoir  is  intended  to  contain  a 
supply  of  gasoline  for  six  months,  more  or  less,  according  to  dimensions  selected  by  the  purdiaser. 
The  gasoline  is  transported  in  barrels,  and  poured  directly  into  the  reservoir  by  means  of  a  rubber 
hose,  one  end  of  which  is  attached  to  the  barrel  by  a  fauoet,  and  the  other  to  the  filling-tube,  tf 
shown  at  the  surface  of  the  ground.  The  automatic  filler  performs  the  important  function  of  supply- 
ing gasoline  to  the  carburetter  in  exact  proportion  to  the  consumption  of  gas ;  by  which  means  a 
most  desirable  result  is  secured,  not  otherwise  attainable,  viz.,  uniformity  of  light.     H.  A.  M.,  Jr. 

GAS,  ILLUMINATING,  PROCESSES  OF  MANUFACTURE  OF.  The  principal  processes  ol 
manufacture  of  illuminating  gas  are  given  in  some  detail  in  the  following  article,  beginning  with  the 
various  systems  in  use  by  the  large  gas  companies  which  supply  the  city  of  New  York. 

Manhattan  Oas-Light  Compantfs  Process. — The  gas  is  manufactured  directly  from  coal,  three 
kinds  of  which  are  used,  viz.,  Westmoreland,  Nova  Scotia,  and  cannel.  These  varieties  are  mixed 
together,  the  mixture  containing  about  10  per  oent  of  cannel  coal,  which  is  the  enriching  material, 
furnishing  those  hydrocarbons  desirable  for  illumination.  The  mingled  coals  are  introduced  into  the 
retorts,  which  are  1,000  in  number,  mostly  arranged  in  benches  of  five  or  six.  The  charges  wei^ 
from  200  to  260  lbs.  The  retorts  previous  to  the  introduction  of  the  coal  are  heated  to  from  2100' 
to  2300''  F.,  which  raises  the  temperature  of  the  coal  to  from  ISOO"*  to  1600°  F.  The  distinatMD 
takes  from  4  to  4^  hours,  when  the  retorts  are  opened,  the  residue  of  the  coal  (coke)  is  withdrawn, 
and  new  charges  of  coal  are  inserted.  During  the  process  of  distillation,  the  gas  passes  up  the 
stand-pipe,  then  down  the  dip-pipe  into  the  hydraulic  main.  Thence  it  goes  to  the  large  candensers, 
which  are  two  in  number,  and  afterward  enters  the  dry  scrubbers.  Here  it  passes  over  a  large  nnm* 
ber  of  surfaces,  and  deposits  thereon  any  tar  which  it  may  contain.  The  gas  next  proceeds  to  the 
scrubber  proper,  where  it  meets  with  an  immense  number  of  moist  surfaces  which  remove  the  ammo* 
nia.    Only  from  1  to  1^  gallon  of  water  is  used  for  1,000  feet  of  gas. 

The  scrubbers  are  two  in  number,  85  feet  high,  the  gas-way  being  60  feet  Being  exposed  to  the 
air  and  consequently  to  fiuctuations  of  temperature  in  winter  and  summer,  the  scrubbers  are  sur- 
rounded with  an  iron  jacket,  near  the  bottom  of  which  are  steam-pipes  for  heating  the  air  in  the 
jacket,  which  is  kept  in  circulation  by  suitable  openings  at  top  and  bottom.  Steam  is  used  only  m 
winter,  to  keep  the  water  in  the  scrubbers  from  freezing,  as  generally  the  colder  the  water  is  the  bet- 
ter is  its  absorbent  power. 

From  the  scrubbers  the  gas  is  forced  through  the  purifiers,  which  are  1^2  in  number,  containing 
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from  500  to  600  bushels  of  lime  eadi.  The  tops  or  covers  are  removed  by  machinery  and  trans- 
ported on  a  tramway.  The  gas  is  passed  through  sets  of  4  purifiers,  whence  it  is  forced  into  the 
meters,  which  are  16  feet  in  diameter  and  12  feet  deep.  Finally  it  passes  to  the  holder  ready  for 
consumption. 

About  1,000,000,000  cubic  feet  of  gas  is  made  in  a  year  by  this  company,  the  amount  daily  pro- 
duced being  from  1,000,000  to  6,000,000  cubic  feet.  The  candle-power  averages  (with  the  city 
burner)  Hi  candles.  About  1,700  lbs.  of  coke  is  produced  from  2,240  lbs.  of  coal.  The  exhauster 
is  situated  in  these  works  between  the  condenser  and  scrubbers.  The  water  used  at  the  works  is 
from  a  driven  well.  About  176  tons  of  coal  is  used  per  day.  The  lime  from  the  purifiers  is  sold 
as  a  fertilizer  at  half  a  cent  per  bushel. 

The  New  York  Oas-Liffht  Campany^t  Process. — ^Penn,  Rock,  and  cannel  coals  are  used  at  the 
works  of  this  company.  The  mixture  of  these  three  varieties  is  introduced  into  the  retorts  in 
charges  of  about  240  to  280  lbs.  The  retorts  are  charged  5  times  in  24  hours,  and  are  arranged  in 
benches  of  6,  there  being  12  day  retorts  with  lead  lids.  The  gas  after  leaving  the  retorts  passes  up 
the  stand-pipe,  then  down  the  dip-pipe  into  the  hydraulic  main,  whence  it  is  forced  through  two  large 
multitubuhir  condensers.  It  then  enters  a  large  revolving  scrubber  40  feet  high,  every  other  tray  of 
which  revolves.  The  gas  is  next  forced  through  one  lime-purifier  containing  600  bushels  of  lime, 
passes  through  a  80-inch  leader  to  the  iron-punfiers,  but  branches  off  in  two  20-inch  pipes  on  one 
side  of  the  purifier,  uniting  on  the  other  side  again  in  a  80-inch  leader.  The  gas  passes  through  a 
set  of  three  iron-purifiers,  then  to  the  meter,  and  finally  to  the  holder  ready  for  consumption.  The 
exhauster  is  situated  in  front  of  the  oondenser.  The  average  amount  of  gas  made  per  day  is  over 
8,000,000  cubic  feet.  There  are  a  number  of  holders  at  the  works,  two  of  which  have  a  capacity  of 
1,500,000  cubic  feet  each.  The  greatest  pressure  of  gas  at  the  works  is  6.8  to  6  inches,  being  1.6 
inch  at  the  office.  The  works  are  situated  at  21st  Street  and  East  River,  and  the  gas  is  not  distrib- 
uted untU  it  reaches  Grand  Street  (about  2  miles  distant) ;  hence  the  cause  of  high  pressure.  The 
candle-power  of  the  gas,  with  the  city  burner,  is  16.6  candles. 

The  Harlem  Company's  iVoc€M. —Virginia  coal,  at  $6.26  per  ton,  is  used  alone  at  the  works  of 
this  company.  There  are  62  benches  contamins  sets  of  5  retorts.  The  charge  per  retort  is  on  an 
average  200  lbs.,  requiring  4  hours  for  the  distillation,  6  charges  being  introduced  in  24  hours.  The 
gas  is  drawn  from  the  retorts  and  ascends  the  stand-pipe,  then  descends  the  dip-pipe  into  the 
hydraulic  main,  whence  it  passes  into  a  St.  John  k  Rockwell  scrubber.  It  is  then  foroed  through  a 
Urge  scrubber  about  40  feet  high.  It  next  traverses  three  purifiers  containing  oxide  of  iron,  and 
thence  passes  to  the  meter,  and  to  the  holder  ready  for  consumption.  About  2  gallons  of  water  is 
used  in  the  scrubber  to  about  1,000  cubic  feet  of  gas,  the  wash-water  from  which  contains  6^  ounces 
of  ammonia  to  the  gallon.  About  1,550  lbs.  of  coke  is  produced  from  a  ton  (2,240  lbs.)  of  coal. 
The  pressure  of  the  gas  at  the  works  is  8  inches.  It  is  claimed  that  11,000  cubic  feet  of  gas  is 
obtained  from  a  ton  of  coal.  The  candle-power  of  the  gas,  with  the  company's  burner,  is  17i 
candles. 

The  Metropolitan  Oas  Company's  Pro€ess.^lTi  the  works  of  this  company  naphtha  is  substituted 
for  cannel  coal  to  produce  the  necessary  hydrocarbon.  Virginia  coal  is  used  in  summer  and 
Penn  or  New  Castle  in  winter.  There  are  660  clay  retorts,  arranged  in  benches  of  6  each.  The 
charge  is  about  240  to  250  lbs.  The  gas  from  the  retorts  passes  up  the  stand-pipe,  then  down  the 
dip-pipe  into  the  hydraulic  main.  It  is  then  drawn  into  a  large  multitubular  condenser,  after  pass- 
ing through  which  it  is  forced  through  two  large  scrubbers,  one  containing  ammonia  liquor  and  the 
other  water.  It  then  goes  through  a  set  of  three  purifiers,  which  are  filled  with  a  layer  of  sawdust 
moistened  with  acid,  then  a  layer  of  oxide  of  iron,  and  then  four  layers  of  lime.  From  the  purifiers 
the  gas  passes  to  the  meter  and  then  to  the  holder.  This  gas,  which  has  a  candle-power  of  from  12 
to  15  candles,  is  afterward  enriched  with  naphtha  gas,  which  is  prepared  in  12  "  through  retorts," 
which  oonUdn  iron  tubes  extending  half  the  depSi  of  the  retort.  The  naphtha  is  made  to  pass 
back  and  forth  through  the  tubes  until  it  is  thoroughly  vaporized,  when  it  escapes  out  of  the  pipe 
through  to  the  other  end  of  the  retort,  and  is  render^  by  the  intense  heat  a  more  or  less  permanent 
gas.  It  is  sometimes  mixed  with  the  coal-gas  just  before  the  latter  enters  the  condenser,  and  then 
passes  with  the  coal-gas  through  the  condenser,  scrubber,  etc.,  to  the  holder ;  or  the  naphtha  gas  is 
itself  passed  through  a  separate  condenser,  scrubber,  and  meter,  and  mixed  while  more  or  less  hot 
in  the  pipes  in  its  passage  to  the  holder.  It  is  claimed  at  these  works  that  73  cubic  feet  of  naphtha 
gas  (of  60-candlo  power)  is  obtained  f com  1  gallon  of  naphtha,  and  that  from  1  ton  (2,240  lbs.)  of 
coal  from  11,000  to  12,000  cubic  feet  of  gas  is  produced.  The  largest  amount  of  gas  manufactured 
per  day  is  8,200,000  cubic  feet  in  winter  and  800,000  cubic  feet  in  summer.  The  candle-power,  with 
the  company's  burner,  is  from  18  to  19  candles.  The  McKenzie  exhauster  is  used  after  ^e  oonden- 
ser and  scrubber. 

The  New  York  Mutual  Oas-IAght  Company's  Process, — This  company  claims  to  obtain  from  1 
ton  of  coal  from  16,000  to  18,000  cubic  feet  of  a  gas  of  only  1  to  4  candles  luminosity.  This,  after 
proper  purification,  is  enriched  by  naphtha  up  to  any  candle-power,  generally  about  that  of  20  can- 
dles. The  process  is  as  follows :  After  leaving  the  retorts  the  gas  passes  through  the  stand-pipe, 
the  dip-pipe,  and  the  hydraulic  main,  and  then  through  a  16-inch  pipe  to  8  large  coolers  (condensers), 
which  it  successively  traverses,  and  finally  enters  two  large  scrubbers,  whence  it  proceeds  to  the 
purifiers.  The  coolers  and  scrubbers  contain  scrap-tin,  which  gives  innumerable  surfaces  for  the  gas 
to  meet.  The  first  purifier  contains  oxide  of  iron,  which  robs  the  gas  of  its  sulphur  compounds. 
The  gas  then  passes  through  purifiers  containing  lime,  which  takes  up  the  carbonic  acid,  and  then 
goes  to  the  temporary  holders  in  the  form  of  purified  light  carburetted  hydrogen,  heavy  carbu- 
retted  hydrogen,  and  hydrogen.  From  the  holder  the  gas  passes  to  the  carburetter,  where  it  is 
enriched  with  the  vapor  of  naphtha.  It  then  passes  through  a  long  distributing  reservoir  (hydraulic 
main)  to  the  through  retorts.    On  leaving  these  it  traverses  the  stand-pipe,  dip-pipe,  and  hydrau- 


Digitized  by 


Google 


940     GAS,  nXUMINATING,  PROCESSES  OF  MANUFACTURE. 

lie  miun,  and  lastly  is  forced  throagh  five  coolers  (condensers)  containing  as  before  scrap-tin.  The 
candle-power,  with  the  company's  burner,  is  20  candles. 

The  Municipal  Gas-IAgJU  Companifa  Process. — ^This  company  uses  a  new  process  inTcnted  bj 
Tessi6  du  Motay.  Water  instead  of  coal  is  used  as  the  element  for  producing  the  foundation  of 
the  gas,  which  is  afterward  enriched  by  naphtha  vapor.  The  light  is  remarkable  for  its  whiteness. 
The  process  is  as  follows :  In  a  large  boiler  water  is  converted  into  steam,  and  passes  into  a  large 
iron  cylinder,  known  as  the  **  gasogene  generator,*'  which  is  filled  to  three-fourths  of  its  height  with 
coal  The  coal  is  first  heated  white-hot  by  means  of  a  blast,  and  when  in  this  condition  me  blast 
is  turned  off  and  the  steam  is  admitted.  Decomposition  of  the  steam  at  once  takes  place ;  hydrogen 
gas  and  carbonous  oxide  gas  are  formed,  which  take  up  of  course  the  impure  gas  given  off  from 
the  coal.  The  gas  then  passes  up  a  stand-pipe  and  down  a  dip-pipe  into  a  large  rectangular  iron 
vessel  containing  water,  through  which  it  proceeds  to  a  temporary  holder  of  125,003  cubic  feet 
capacity.  From  the  holder  the  gas  goes  to  the  carburetters,  where  it  is  enriched  with  naphtha 
vapor  volatilized  in  the  carburetter  by  means  of  a  steam-jacket.  It  then  passes  to  the  through 
retorts,  which  are  highly  heated,  and  on  passing  through  the  naphtha  is  decomposed  into  higher 
hydrocarbons,  which  tend  to  make  a  more  stable  gas.  From  the  retorts  the  gas  passes  up  a  stand- 
pipe  and  down  a  dip-pipe  into  the  hydraulic  main,  whence  it  passes  to  the  condensers,  then  through 
the  scrubbers  to  the  purifiers,  then  through  the  meter,  and  finaUy  to  the  holder  ready  for  con- 
sumption. The  exhauster  is  situated  after  the  condenser  and  scrubber.  The  pressure  of  gas  at 
the  works  is  2.7  inches;  at  1^  mile  distant,  14  inches.  From  1,000,000  to  8,000,000  cubic  feet  of 
gas  is  made  per  day,  having  with  the  company's  burner  an  illuminating  power  of  22  candles.  Six 
gas-holders  are  used,  capable  of  holding  18,000,000  cubic  feet  of  gas. 

77ie  Amcriean  Ifydrocarbon  Process, — The  method  formerly  known  as  the  Gwynne-Harris  process, 

2080. 


but  now  as  the  Allen-Harris  or  American  hydrocarbon  process,  was  successfully  introduced  into  the 
dty  of  Poughkeepsie  in  1876.  Three  double  retorts  of  fire-clay  are  employed;  each  retort  has  a 
horizontal  diaphrajipn  extending  from  front  to  rear,  dividing  it  hito  an  upper  and  lower  retort,  with 
small  holes  through  the  rear  half  of  the  diaphragm.  The  three  are  set  in  a  bench  like  retorts  for 
coal-gas,  as  shown  in  Fig.  2020.  In  the  bottom  of  the  lower  retort  chambered  tiles  are  laid,  closely 
joined  and  cemented,  forming  a  false  bottom.  The  rear  half  of  the  upper  surface  is  perforated  witii 
small  holes.  Two  fire-clay  superheaters,  ^  by  9^  inches  in  size,  and  6  feet  in  length,  having  a  hole 
H  to  2  inches  in  diameter,  extending  from  the  front  to  near  the  rear,  and  returning  again  to  the 
front,  are  laid  upon  or  at  the  side  of  each  retort  in  the  bench.  Near  the  foot  of  the  bench  wall,  in 
a  small  chamber  about  4  inches  square,  is  placed  a  drier,  consisting  of  a  metal  pipe  about  6  feet 
long,  with  a  smaller  one  within  it,  to  prevent  the  possibility  of  any  water  or  condensed  steam  from 
reaching  the  red-hot  clay  superheaters  or  retorts.  The  steam  is  generated  by  a  boiler  of  suitable 
size ;  and  where  a  rapid  production  of  gas  is  required,  an  independent  superheater  is  built  alongside 
of  the  boiler,  consisting  of  an  oven  in  which  are  iron  pipes,  6  to  6  inches  in  diameter,  filled  with 
coiled  steel  wires  or  shavings,  and  passing  back  and  forth  in  the  oven.  The  steam,  by  a  connecting- 
pipe,  is  sent  from  the  boiler  into  this  superheater,  where  it  is  raised  to  about  700°  or  800°,  or  even 
to  900° ;  from  here  it  passes  through  the  drier,  and  thence  into  and  through  the  fire-clay  superheat- 
ers, which  lie  in  the  hottest  part  of  the  bench,  and  by  which  it  is  raised  to  about  2500°.  In  this 
state  the  steam  enters  the  chambered  tiles,  and  is  carried  back,  and  passes  up  through  the  small  per- 
forations, by  which  it  is  distributed  in  finely-divided  jets,  under  and  through  the  incandescent  anthra- 
cite coal  in  the  lower  retort,  and  ui  like  manner  through  the  perforations  in  the  diaphragm  and  the 
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incandescent  anthracite  coal  In  the  upper  retort.  The  steam  is  thus  perfectly  decomposed,  with 
great  rapidity  and  at  a  small  cost.  As  each  particle  of  steam  comes  in  contact  with  the  incandescent 
coal,  the  oxygen  in  it  unites  with  an  atom  of  carbon,  forming  carbonic  oxide,  and  its  hydrogen  is 
set  free ;  the  result  being  hydrogen  and  carbonic  oxide,  which  are  the  most  incondensable  of  all 
gases.  To  give  illuminatmg  power  to  this  gas,  where  the  daily  production  is  laige,  a  separate  bench 
is  set  with  like  retorts,  but  without  any  of  the  above-mentioned  fixtures,  and  without  containing  any 
coal,  coke,  or  other  materials.  This  bench  is  also  kept  at  a  high  heat,  and  into  these  retorts  the 
water-gas  is  sent  from  two  adjoining  hydrogen  benches ;  and  at  the  same  time  an  exceedingly  small 
stream  of  naphtha  is  constantly  flowing  in,  and,  being  converted  into  gas,  this  unites  with  the  water- 
gas,  and  gives  it  its  illuminating  power.  The  gas,  thus  perfected,  passes  up  the  stand-pipe  into  the 
hydraulic  main,  and  thence  through  the  condensers,  purifying  boxes,  and  station-meters,  to  the  hold- 
er, ready  for  use. 

One  bench  in  which  the  oil-  and  water-gases  are  thus  united  is  sufficient  to  carburet  all  the  water- 
gas  from  two  hydrogen  benches ;  and  the  three  benches  will  readily  make  100,000  cubic  feet  of  gas 
per  day.  The  labor  of  making  this  gas  is  very  light.  The  hydrogen  retorts  are  drawn  and  recharged 
once  a  week  with  anthracite  coal,  and  every  morning  the  fire  is  raked  back,  a  few  pounds  of  coal  are 
thrown  in  front,  and  the  lid  is  closed  for  24  hours.  The  steam  and  oil  are  admitted  into  the  retorts 
by  cocks,  and  require  no  attention  so  long  as  the  daily  make  of  gas  does  not  greatly  vary ;  and  even 
then  it  is  only  a  trifling  matter  to  regulate  the  same,  increasing  or  lessening  the  quantity  of  either, 
as  occasion  requires. 

In  decomposing  the  steam  17  lbs.  of  anthracite  coal,  and  in  adding  the  illuminants  from  8|  to  4 
gallons  of  naphtha,  to  each  1,000  feet  of  gas,  are  used.  Over  1,500,000  feet  of  gas  has  been  puri- 
fied with  24  bushels  of  shell-lime,  averaging  over  65,000  feet  per  bushel  When  the  use  of  rich  gas 
coals  is  for  any  reasons  perferred  to  that  of  oil,  the  same  are  carbonized  in  the  retorts  in  the  oil- 
bench,  and  the  water-gas  is  introduced  in  the  same  manner  as  when  oil  is  used,  and  the  results  are 
simiUr.  The  following  is  a  statement  from  the  Citizens*  Gas  Company  of  Poughkeepsie  for  Uie 
month  of  September,  1877 : 

Total  gas  manufactured,  1,692,400  feet.  Average  daily  consumption,  52,970  feet.  Average  can- 
dle-power, 16.73.    Materials,  etc. : 

18.70  tons  stove  coal,  at  $8.90 $70  20 

11.1144  tons  grate  coal,  at  $3.54 40  71 

13.1880  tons  chestnut  coal,  at  $3.74 61  62 

647  bushels  of  coke,  at  $0.09 62  28 

96  bushels  of  tar,  at  $0.98 89  28 

6,480  gallons  of  naphtha  (average  4.06),  at  $0.07f 602  20 

4  men  in  works 166  00 

Total  cost $971  24 

Cost  per  1,000  feet,  61|  cents  delivered  in  holder. 

One  change  of  purifier,  from  July  28  to  September  6.  Gas  made,  1,680,200  feet.  Lime  used,  24 
bushels.    Average  gas  purified  per  bushel  of  lime,  66,800  feet  (shell-lime  used). 

The  cost  of  1,000  feet  of  gas,  as  shown  by  this  statement,  is  only  61^  cents ;  but  this  is  higher 
than  it  would  be  if  the  works  were  running  their  full  capacity.  With  an  average  daily  consumption 
of  80,000  feet,  the  cost  would  not  be  over  50  cents  per  1,000  feet,  delivered  in  the  holder. 

The  Lowe  Gas  Process^  Fig.  2021.— This  process  had  a  nine  months*  trial  in  the  dty  of  Utica 
under  the  direction  of  Prof.  Henry  Wurtz,  and  gave  excellent  results,  when,  unfortunately,  the 
works  were  destroyed  by  fire.  *'  fig.  2021  represents  a  section  of  one  of  the  sets  of  apparatus,  of 
which  four  are  erected  at  Utica,  although  only  two  are,  at  the  present  season,  kept  at  work ;  these 
being  more  than  sufficient  to  supply  the  consumption  of  the  town,  which,  during  the  month  of  Octo- 
ber, 1875,  was  close  upon  120,000  feet  per  day.  On  the  left  of  the  engraving  is  represented  the 
gas-generator,  9  feet  high  and  28  inches  in  internal  diameter,  half  filled  with  clean  anthracite,  broken 
to  rather  large  *  ^  size.'  p  indicates  the  man-hole  for  feeding  the  ooal,  almost  fiush  with  the  second 
floor  of  the  building,  on  which  the  attendant  stands.  The  apparatus  next  on  the  right  is  called  by 
the  mventor  the  *  superheater  * — a  name  used  provisionally,  Uiough  its  functions  are  but  imperfectly 
expressed  thereby,  being  rather  those  of  a  regenerator.  The  dimensions  of  the  superheater  are  16 
feet  in  height  by  28  inches  internal  diameter.  The  first  step  in  the  process  consists  in  blowing  up 
the  anthracite  in  the  generator  to  intense  ignition,  by  means  of  a  blast  of  air  entering  under  the 
grate  ^,  at  the  point  marked  by  the  arrow.  The  highly-heated  gaseous  products,  consisting  of  car- 
bonic oxide  and  nitrogen,  pass  down  through  the  pipe  /,  and,  meeting  in  a  another  blast  of  air 
from  the  right,  kindle  again  and  blaze  up  through  the  mass  of  loose  fire-bricks  in  the  superheater, 
heating  the  latter  to  an  intense  temperature.  During  the  first  stage  of  blowing  up  the  generator, 
the  valve  h  at  the  top  of  the  superheater  is  open,  and  the  blast  passes  on  to  the  boiler  to  help  make 
steam.  The  second  stage  is  to  shut  off  the  air-blast,  to  close  the  valve  A,  and  to  introduce  steam 
into  the  side  of  the  generator,  through  the  small  pipe  marked  *  Steam '  passing  down  its  right-hand 
side.  Water-gas  is  now  formed,  and  there  is  simultaneously  fed  into  the  top  of  the  generator,  trick- 
ling slowly  in  through  the  small  siphon-tubes  m,  a  certain  amount  of  crude  petroleum,  of  ordinary 
density,  which,  vaporized  by  the  heat  as  it  enters,  is  swept  on  to  and  through  the  superheater,  in 
which  it  undergoes  gasification ;  and  the  whole  mixture  passes  on  through  fi,  down  to  the  wa^er  v, 
and  on  to  the  other  arrangements  provided  for  condensation.  The  amount  of  gas  obtained  at  each 
heat  is  8,000  cubic  feet  or  more,  according  to  the  degree  of  heat  attained,  and  the  average  time  of 
each  such  heat,  including  both  ^oges  of  blowing  up  the  fire  and  generating  the  gas,  is  one  hour;  so 
that  24  heats,  or  over  70,000  cubic  feet  of  gaa,  can  be  obtained  daily  from  each  apparatus." 
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During  the  tests  at  Utica  it  was  found  that  the  cost  of  purification  per  thousand  for  labor  and 
lime  together  was  but  2.788  cents.  Prof.  Wurtz  states  that  there  appears  no  reason,  so  far  as  he 
can  ascertain,  why  this  low  cost  of  purification  should  not  be  maintained.  The  candle-power  of 
this  gas,  during  the  period  of  the  analyses,  was  I9|  candles  for  6  cubic  feet  per  hour.  The  density 
was  found  to  be,  mean  of  three  determinations,  .571. 

After  the  burning  of  the  Utica  works,  arrangements  were  made  for  another  demonstration  of  this 
system  with  the  Philadelphia  Gas  Trust,  at  their  Manayunk  station.    The  process,  as  reoently  **  blown 


in"  there,  showed  a  decided  advance  in  some  particulars  oyer  the  results  obtained  at  Utica,  owing  to 
some  alterations.  The  generators,  of  which  there  were  three,  were  40  inches  in  diameter,  instead  of 
80  inches  as  before.  To  each  of  t&ese  there  were  two— instead  of  one  as  formerly — of  the  stacks 
called  superheaters,  filled  with  loose  fire-bridL    The  products  of  combustion  were  divided  between 


these,  and  when  heated  up  sufficiently  one  served,  as  formerly,  for  the 
thorough  fixing  of  the  gases,  the  other  to  superheat  the  steam  before 
its  entrance  to  the  base  of  the  coal-chamber.  The  temperature 
attained  by  a  jet  of  steam  passing  down  through  a  column  of  fire- 
bricks 16  feet  high  and  80  inches  in  diameter,  standing  at  a  white 
heat,  is  enormous,  and  produced  surprising  results.  The  increased  facility  of  generation  was  imme- 
diately noticed ;  the  delivery  of  gas,  instead  of  8,000  feet,  which  was  considered  a  good  result  at 
Utica,  at  once  attained  8,000  feet  to  a  run  of  80  minutes  in  one  generator.  Two  days  later,  over 
10,000  feet  was  run,  and  subsequently  18,400. 

The  Wren  Oa»  Process. — ^The  common  objection  to  oil-gas  is  that  It  does  not  come  to  the  consumer 
in  the  shape  of  a  permanent  gas.    That  is,  the  hydrocarbon  is  not  fully  gasified,  but  is  rather  in  a 
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semi-vaporous  state ;  oonseqnently  the  gas  leares  a  deposit  in  the  pipes,  and  smokes  when  burned. 
In  the  Wren  system  this  difficulty  is  claimed  to  be  obviated  by  the  construction  of  the  retort  used, 
wliich  is  divided  by  longitudinal  partitions  into  chambers.  The  oil,  entering  one  of  these,  is  vapor- 
ized, and  the  vapor  then  passes  through  the  retort  from  end  to  end  four  times  in  traversing  the  com- 
partments. As  a  large-sized  retort  enters  6  feet  into  the  fire,  it  will  be  seen  that  the  gas  traverses 
24  feet  of  heating  surface,  and  in  doing  so  it  changes  from  a  vapor  to  a  permanent  gas.  Fig.  2022 
exhibits  the  construction  of  the  works.  The  crude  petroleum  from  the  receptacle  i^^  passes  into  an 
inverted  siphon,  which  communicates  with  one  of  the  chambers  of  the  retort  B^  which  is  imbedded 
in  the  furnace  A,  It  will  be  noticed  that  this  construction  prevents  any  duiger  of  explosion  of  the 
retort,  because,  as  soon  as  the  stand-pipe  chokes,  the  pressure  in  the  retort  meets  the  oil  and  stops 
the  inflow,  the  oil  running  over  the  funnel  of  the  siphon ;  consequently  no  more  oil  can  get  in  and 
no  more  gas  can  be  made  until  the  excessive  pressure  is  relieved.  The  stand-pipe  conducts  the  gas 
to  a  washing-vat  (7,  and  thence  it  passes  to  a  receiver  D, 

The  inventor  states  that  the  portable  form  of  this  apparatus,  the  retort  of  which  is  6  feet  in  the 
fire,  18  inches  high,  and  17  inches  wide  outside,  will  produce  as  much  as  10  large  9-foot  gas  re'torts, 
or  40,000  cubic  feet  of  gas  per  day  of  24  hours.  To  produce  petroleum-gas,  the  equivalent  in  illumi- 
nating power  of  25,000  feet  of  coal-gas,  using  the  single  retort,  it  is  further  stated  that  800  lbs.  of 
coal  will  be  consumed  in  24  hours*  continuous  run.  The  cost  of  making  the  gas  is  estimated  as  fol- 
lows, prices  being  those  obtaining  in  1878 :  60  gallons  of  petroleum,  at  6  cents,  $8 ;  one-fourth  ton 
of  coal,  at  $8  per  ton,  |2 ;  labor,  $4 ;  total,  |9,  or  86  cents  per  1,000  feet  of  80-candle  gas.  Gas 
made  by  this  process  is  unaffected  by  temperature,  and  retains  all  its  properties  over  an  indefinite 
period.  It  has  been  stored  in  a  cylinder  for  four  years,  and  then  found  to  have  left  no  deposit  and 
not  to  be  impaired  in  its  Illuminating  properties.  It  is  well  adapted  for  enriching  coal-gas  of  11- 
candle  or  other  low  power.  One  part  of  petroleum-gas  to  5  parts  of  coal-gas  makes  a  17-candle 
light;  to  4  parts,  a  21|-candle  light ;  and  to  8  parts,  a  80-candle  light.  It  is  also  suitable  for  heat- 
ingpurposes,  and  especially  so  for  iron-  and  steel-working,  owing  to  its  freedom  from  sulphur. 

Tke  Adams  Oiu  Process. — ^Each  bench  contains  four  full-sized  clay  retorts.  These  are  connected 
in  pairs,  each  pair  being  a  unit,  so  to  speak,  for  the  purposes  of  the  process,  the  rationale  of  which 
is  as  follows :  Retort  No.  1  is  charged  with  gas  coal  in  the  ordinary  way  and  heated.  Two  hours 
afterward  retort  No.  2  of  the  pair  is  also  charged,  and  the  products  of  the  fresh  chaise,  tar,  aqueous 
vapor,  etc.,  which  are  given  off  before  the  temperature  reaches  the  point  when  good  illuminating  gas 
is  evolved,  are  led  directly  into  the  now  highly-heated  first  retort  On  the  way  they  are  mixed  with 
superheated  steam  and  petroleum  vapor.  The  mingled  gases  combine  with  those  in  retort  No.  1  for 
two  hours.  Then  the  charge  in  that  retort  is  drawn,  a  fresh  charge  put  in,  and  the  first  products  of 
distillation  are  led  into  retort  No.  2,  reversing  the  former  operation.  In  this  way  the  alternation 
continues.    The  inventor.  Prof.  H.  A.  Adams,  of  New  York,  claims  that  the  gas  thus  made  reaches 
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over  three  times  the  amount  which  coal  alone  is  capable  of  producing  in  the  same  number  of  retorts 
of  similar  size ;  and  he  further  asserts  that  the  three  gases,  namely,  from  petroleum,  from  water, 
and  from  coal,  unite  in  the  retort  to  form  a  fixed  gas  of  excellent  quality  and  fine  illuminating  prop- 
ertiea.  From  the  sectional  views.  Figs.  2028  and  2024,  the  construction  of  his  apparatus  will  readily 
be  understood.  Beferring  to  Fig.  2028,  A  and  £  constitute  the  upper  pair  and  C  and  2)  the  lower 
pair  of  retorts.  As  the  process  is  the  same  in  each  couple,  we  shall  refer,  for  convenience,  chiefly 
to  the  upper  pair.  These  in  front  of  the  bench  are  connected  by  the  horizontal  pipe  By  in  which  the 
mixing  of  gases  is  effected.  At  ^are  the  steam  nozzles,  which,  as  shown  in  Fig.  2024,  connect  by 
suitable  pipes  with  the. superheater  (?:  These  are  simply  clay  retorts  or  pipes  placed  in  the  lower 
flues  of  the  furnace,  and  into  which  the  saturated  steam  from  a  boiler  is  discharged.  It  will  be  seen 
from  Hg.  2028  that  the  products  of  distiUation  from  retort  A,  freshly  charged,  are  passing  over  into 
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retort  B,  which  hafl  been  in  operation  for  two  hours.  The  steam-jet  is  seen  in  operation  on  the  left, 
and  it  will  also  be  noticed  that  the  valve  H^  which  shuts  off  communication  in  Uie  pipe  E^  between 
the  retorts,  is  open.  In  the  pipe  between  the  lower  retorts  it  is  represented  closed.  The  object  of 
this  valve  ZT  is  to  shut  off  connection  between  the  retorts  when  charging  one  so  as  not  to  low  tbe 
gas  from  the  other.  At  /,  Fig.  2024,  is  the  reservoir  for  oil,  which  escapes  in  a  fine  stream,  eaalj 
regulated,  at  the  nozzle  </',  falling  into  the  retort  and  upon  an  inclined  apron  or  gutter  K.  This  last 
is  placed  in  the  mouth  of  each  retort,  when  the  latter  is  charged  with  coal,  for  the  purpose  of  csns- 
ing  the  liquid  to  flow  back  into  the  hotter  portion  of  the  retort,  and  so  conducted  to  the  hottest  part 
of  the  coal  therein.  At  Z  are  the  four  stand-pipes  which  are  coimected  to  the  rear  ends  of  the 
retorts.  The  object  of  this  arrangement  is  to  compel  the  gas-tar  and  aqueous  vapors  formed  in  the 
front  ends  of  the  charges  to  pass  through  the  red4iot  ends  of  the  retorts  and  escape  from  red-hot 
stand-pipes,  being  converted  into  gas  during  their  progress.  In  order  to  prevent  aoeumulttions  of 
carbon  in  the  mouths  of  the  pipes,  a  tubular  cutter  shown  at  Jlf  is  employed.  At  N  are  the  saddle- 
pipes,  provided  with  steam-pipes  0  for  conducting  steam  through  them  to  cleanse  them.  In  order 
to  reiAove  the  fine  particles  of  carbon  which  the  gas  contains,  it  is  caused  to  bubble  tbroogh  the 
liquid  which  seals  the  dip-pipes  P  in  the  hjrdraulic  main.  To  this  end  a  ring  of  holes  Lb  made  near 
tiie  end  of  the  dip-pipe,  and  the  main  is  filled  with  water  and  gelatine  or  other  gummy  sobstanoe 
until  the  fluid  level  is  above  the  holes.  The  gas  forces  its  way  down  through  this  liquid  and  escapes 
in  jets  from  the  orifioes.  By  means  of  buckets  arranged  under  the  ends  of  the  pipes,  as  shown  at  Q, 
fig.  2024,  the  holes  may  be  closed,  and  the  gas  generated  in  one  retort  may  be  turned  into  another. 
OU-OoB, — ^An  apparatus  for  obtaining  gas  by  the  distillation  of  oil  is  represented  in  Fig.  2026. 
To  accelerate  the  evolution  of  gas,  and  shorten  the  time  which  the  gas  already  produced  has  to  re- 
main in  the  red-hot  vesseL  the  retort  a  is  filled  with  bricks,  or  lumps  of  coke, 

r.  The  second  cylmder  6  serrca 
le  time,  and,  widi  this  object  in 
i  g.    Oil  flows  from  a  large  ds- 
through  the  tube  e  to  6,  and  6 
6  the  oil  descends  through  t  to 
ough  d  to  6.    The  tube  d  makes 
a  short  bend,  and  just  enters 
below  the  fluid-level  in  6,  ao 
that  the  vapors  of  the  decom- 
posed oil  must  constantly  pass 
through  the  reservoir  of  oil, 
and  deposit  their  tar.    The 
retort  a  is,  therefore,  con- 
stantly  supplied,  not  only  with 
oil,  but  wiUi  a  mixture  of  oil 
and  tar,  in  such  a  manner  that 
all  the  condensed  products  re- 
turn to  the  retort  together 
with  a  fresh  quantity  of  oil, 
until  they  are  completely  con- 
verted into  gas.    If  the  ex- 
periment is  made  m  a  long 
tube,  inclined  at  the  bhuler 
part,  while  the  front  is  kept 
cool,  hardly  any  tar  will  be 
produced.  The  gas  which  col- 
lects above  the  oil  in  6  passes 
on  through  the  tube  ^.  As  the 
objections  raised  in  the  case 
of  coal-gas  do  not  here  occur, 
cast-iron   retorts  are  solely 
used  in  oil-gas  works,  with  the 
same  firing  in  other  respects, 
r  being  the  grate.    According  to  trustworthy  statements,  1  cubic  foot  (=  about  4  gallons)  of  oil  pro- 
duces  600  to  700  cubic  feet  of  gas,  which  is  equivalent  to  from  90  to  96  per  cent  by  weight;  the 
remainder  is  carbon,  whidi  is  deposited  between  the  coke  or  bricks,  and  some  unavoidable  loss.    The 
production  of  oil-gas  is  a  continuous  process,  and  thus  differs  from  the  distillation  of  coaL    The 
retorts  only  require  opening  now  and  then,  for  the  removal  of  the  deposit  of  graphite.    Tapors  of 
the  same  composition  and  properties  are  found  in  oil-gas  as  in  coal-gas. 

Table  tihowing  Products  of  DiatUlation  of  Oils, 


SUBSTANCES 
DISTILLED. 

TXUmATimK  OP  THX  DIS- 
TILLATION, 

Si*cttcGT»Tity 
ofthaOM. 

Ch\otbi».       JT^ 
Hydrogo. 

Cu1»Bie 
QzVk. 

Hjdrcfn. 

1 

In  100  pwta  of  niamtuitfaig  Gm. 

Bright  red  heat 

0.4M 
0.&90 

cms 

0.906 

6 

19 
22.5 

88 

28.2 
82.4 
60.8 
46.6 

14.1 
12-2 
15.6 
9.5 

45.1 
82.4 

7.T 

8 

6.6 

4 
4 
8 

Oil 

Traln-oU 

Lowest  possible  temperature.. 
Low  red  heat 
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EotirtrOat. — If  rosin  (colophony)  were  usually  fluid,  instead  of  being  solid,  there  would  be  no 
difference  between  the  mode  of  obtaining  gas  from  it  and  that  practised  in  the  oil-gas  manufacture. 
As  this,  however,  is  not  the  case,  it  becomes  necessary  to  render  the  rosin  fluid  by  some  suitable 
means,  that  it  may  be  easily  supplied  to  the  retort.  The  volatile  oil  from  tar  is  frequently  used  for 
this  purpose. 

The  flame  from  the  retort  fire,  before  escaping  by  the  chimney,  is  caused  to  heat  up  a  vessel  con- 
taining rosin.  As  this  melts,  it  trickles  through  a  sieve  into  the  second  division  of  the  vessel,  leav- 
ing  the  impurities  and  the  solid  portion  behind,  where  it  is  mixed  with  an  equal  part  of  the  oil  of 
rosin  (tar).  Thus  a  solution  which  will  no  longer  solidify  is  obtained,  and  with  it  the  retort  is  sup- 
plied,  as  with  oil  in  the  former  case.  When  the  gas  has  parted  with  its  condensible  vapors  in  the 
coolers,  it  is  in  a  fit  state  for  consumption,  no  further  purification  being  required,  as  is  lUcewise  the 
case  with  oil-gas. 

One  of  the  best  arrangements  for  rosin-gas,  and  which  has  stood  the  test  of  practice,  is  that  which 
has  been  extensively  carried  out  by  Chaussenot,  and  is  shown  in  Fig.  2026 ;  the  rosin  is  here  melted 
by  itself,  and  the  oU  of  tar  collected  and  disposed  of  as  a  secondary  product 


Gas  from  Soap-  Water.— Few  cases  are  adapted  to  give  so  favorable  an  idea  of  the  practical  value 
of  gas  illumination  as  the  process  carried  out  at  the  works  of  Houzeau  Muiron,  at  Rheims,  where 
very  good  gas  is  obtained  ^m  refuse  which  previously  cost  something  to  throw  away,  and  which 
now  is  a  source  of  profit  to  the  manufacturer.  This  refuse  is  the  soap-water  in  which  woolen  stuffs 
have  been  freed  from  fat.  Besides  the  unchanged  fat  with  which  those  goods  are  charged  as  they 
come  from  the  loom,  the  soap-water  contains  a  solution  of  oleate  and  stearate  of  soda,  and  com- 
pounds of  the  same  acid  with  lime  in  suspended  flakes,  and,  lastly,  animal  matters  extracted  from 
the  wool.  From  all  parts  of  the  town  the  soap-water  is  collected,  and  brought  to  the  reservoirs  of 
the  works,  where  300  cwts.  at  a  time  are  treated  with  2  per  cent,  of  sulphuric  acid  (or  twice  as  much 
hydrochloric),  mixed  with  equal  parts  of  water.  After  the  lapse  of  12  to  18  hours,  complete  coagu- 
lation is  effected.  The  water  contains  Glauber's  salt  (sulphate  of  soda)  in  solution ;  a  little  gypsum 
is  formed  at  the  same  time,  and  an  impure  gray  fatty  matter  rises  to  the  surface.  This  consists  of 
the  fatty  acids,  oil,  and  animal  matter,  with  much  water ;  the  greater  part  of  the  latter  has  already 
been  mechanically  separated,  and  the  remainder  is  removed  by  melting  in  copper  vessels ;  the  contents 
are  then  drawn  off  into  a  second  boiler  containing  some  sulphuric  acid,  to  effect  clarification.  The 
filtration  which  follows  affords  a  clear  oil,  and  this  gives  with  crude  soda  (containing  sulphuret  of 
sodium)  a  very  tolerable  soap,  while  sulphuret  of  iron  separates,  together  with  a  black  solid  residue, 
containing  much  fat  for  distillation  in  the  gas-retorts.  The  process  of  distillation  is  like  that  prac- 
tised with  rosin :  the  tar  produced  the  first  day  is  used  on  the  morrow  to  dissolve  and  render  fiuid 
the  solid  residue,  and  so  on. 

Oas  from  Animal  Matter, — ^In  the  distillation  of  animal  matters,  bones,  fiesh,  etc,  as  it  has  long 
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been  practised  for  the  production  of  bone-charoo&l  and  bone-black,  tar  (stinking  oil,  DippePs  i 
oil)  and  gases  are  generated.  The  illuminating  power  of  the  latter  has  attracted  the  attentioD  of 
manufacturers.  S^uin,  in  particular,  has  carried  on  the  process  on  a  large  scale,  making  use  of  tbe 
gases.  The  material— for  instance,  the  flesh  of  dead  animals— contains  60  per  cent  of  water,  which 
must  be  removed  by  diTing  before  being  placed  in  the  retorts,  and  the  latter  should  be  kept  it  a 
dierry-red  heat  The  sulphur  (a  constituent  of  albumen,  fibrine,  etc)  is  chiefly  fouud  in  the  gas  as 
sulphuret  of  carbon,  the  nitrogen  of  the  flesh  as  carbonate  of  ammonia.    After  being  properly 

oooled,  the  gas  is  first  passed  through  a  solution  of  chloride 
of  calcium,  where  carbonate  of  lime  and  sal  ammoniac  are 
formed,  and  thence  through  tubes  containing  lumps  of  sul- 
phur, which  condense  the  sulphuret  of  carbon  to  the  flidd 
state,  and  dissolve  in  it.  The  latter  would  be  converted  in 
the  flame  into  sulphurous  acid  and  carbonic  oxide. 

A  process  is  employed  to  convert  the  gases  arising  from 
rendering-tanks  into  a  good  illuminating  gas,  as  follows: 
The  gas  proceeding  from  the  tank  is  made  to  pass  throogh 
a  coil  wMch  is  kept  cool  by  means  of  a  flow  of  water;  ti^ 
vapor  of  water  is  condensed  and  runs  off,  while  the  gas 
passes  on  through  pipes  to  the  bottom  of  a  large  tank  con- 
taining gasoline,  through  which  it  bubbles,  enriching  itself 
with  the  hydrocarbon,  and  then  passes  on  to  the  holder, 
ready  for  use.  H.  k.  M.,  Jr. 

GAB-ENGINE.    See  Engines,  Gas  and  Binary  Vapob. 
GAS-FURNACE.  See  Furnaces,  Glass-makimo,  and  Ixoi- 
MAKiNG  Processes. 
GAS-LIGHTER,  ELECTRIC.  See  Electric  Gas-Liohteb. 
GASOMETER.    See  Gas,  iLLniONATiNO,  Afpabatcs  fob 
Manufacture  of. 
GAS-STOVR     See  Stotes  and  HEATnia  Furnaces. 
GATLING  GUN.    See  Ordnance  (Machine  Guks). 
GAUGE,  GUNPOWDER.    See  Explosives. 
GAUGE,  WIRE.    The  American  standard  wire-gange  is 
a  production  of  Messrs.  J.  R.  Brown  &  Sharpe,  the  object 
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being  to  introduce  greater  ui^formity  in  the  progression  of 

the  sizes.    This  will  be  clearly  understood  by  reference  to 

the  diagram  shown  in  fig.  2027,  in  which  the  two  lines  A  Q 

and  B  C,  meeting  at  (7,  represent  the  opening  of  an  angular 

wire-gauge.    The  divisions  on  the  line  A  C  show  the  sizes  of 

wire  by  the  conmion  gauge ;  those  on  the  line  B  C,  tiie  nsef 

by  the  new  American  standard.    Wire  to  be  measured  b^ 

such  a  gauge  is  passed  into  the  angular  opening  until  it 

touches  on  both  sides,  the  line  of  division  at  the  point  of  contact  denoting  the  size  by  wire-gange 

number.    Thus  No.  13  by  the  old  gauge  is  No.  15  by  the  new.    The  standard  gauge,  as  adopted  by 

the  sheet-brass  manufacturers  in  the  United  States,  is  shown  in  Fig.  2028. 

In  Fig.  2029  is  shown  a  jeweler's  wire-gauge.    One  edge  of  the  angular  slot  is  graduated  into  250 
parts,  and  figured  to  give  the  size  in  thousandths  of  an  inch.    For  example,  a  size  of  wire  wludi, 
pa-ssed  down  half  way  in  the  slot,  will  stop  opposite  126,  is  Vu%  o^  aQ  inch  in  diameter.    The  ango- 
lar  slot  has  no  sharp  edge  to  injure  the  stock  gauged. 
Fig.  2030  represents  a  twist-drill  and  steel-wire  gauge  by  the  same  makers. 
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The  difference  between  the  two  gaages,  known  respectively  as  the  Binningham  or  English  and  the 
American,  is  shown  in  the  table  below. 

Table  of  Birmingham  and  American  Wire-Oauges, 


AMEBIOAN  OB  MKW 

BIBMINOHAM  OB  OLD 

^ 

AMEBICAW  OB  VMW 

BIBMIMOHAM  OB  OLD 

g 

BTANDABD. 

BTAMDABD. 

g 

STAMOABD. 

STAMDABD. 

DIflbmiM  bt- 

SlMofMdi 
Numbtrlii 

DMimal 

Parts  of  aa 

Inob. 

DlflkNiiM  ba- 

DUteanceba- 

Slaeofeacb 
Nombaria 

Decimal 

Parti  of  aa 

lodi. 

DUhfoiceba- 

B 

SlMofMeh 

twMu  conMcn- 

□ 

Size  of  each 

twaao  oooMoa. 

tweea  CDoaaoa- 

^ 

Number  In 

Uto  Nombtn 

tlve  Namban 

^ 

Number  in 

tireNomban 

s 

DaddMl  Fftrta 

InDwIoMl 

tn  Decimal 

s 

D«:imalParta 

faiDacimal 

InDadmal 

of  an  Inch. 

Furu  of  aa 

Parte  of  an 

of  aa  Inch. 

Parte  of  aa 

Parts  of  aa 

i 

Inch. 

looh. 

i 

Inch. 

lack. 

0000 

0.460 

0.454 

19 

0.03589 

0.00441 

0.042 

0.007 

000 

0.409M 

0.05086 

0.425 

0.029 

20 

0.08196 

0.00898 

0.085 

0.007 

00 

0.864S0 

0.044S4 

0.890 

0.045 

21 

0.02846 

0.00850 

0.082 

0.008 

0.82495 

0.08994 

0.840 

0.040 

82 

0.02585 

0.00811 

0.028 

0.004 

0.28980 

0.08556 

0.800 

0.040 

28 

0.02257 

0.00278 

0.025 

0.008 

0.25768 

0.08167 

0.284 

0.016 

24 

0.0201 

0.00247 

0.082 

0.008 

0.22942 

0.02821 

0.259 

0.025 

85 

0.0179 

0.00220 

0.080 

0.008 

0.20481 

0.02511 

0.238 

0.021 

26 

0.01504 

0.00196 

0.018 

0.008 

0.18194 

0.02287 

0.220 

0.018 

27 

0.01419 

0.00174 

0.016 

0.002 

0.16202 

0.01992 

0.208 

0.017 

28 

0.01264 

0.00165 

0.014 

0.008 

0.14428 

0.01774 

0.180 

0.028 

29 

0.01126 

0.00188 

0.018 

0.001 

0. 12849 

0.01579 

0.165 

0.015 

80 

O.OIOO8 

0.00128 

0.012 

0.001 

0.11448 

0.01406 

0.148 

0.017 

81 

0.00898 

0.00110 

0.010 

0.008 

0.1Q189 

0.01254 

0.184 

0.014 

82 

0.00796 

0.00098 

0.009 

0.001 

0.09074 

0.01105 

0.120 

0.014 

88 

0.00708 

0.00087 

0.008 

0.001 

0.08081 

0.00998 

0.109 

0.011 

84 

0.0068 

0.00078 

0.007 

0.001 

0.07196 

0.00885 

0.095 

0.014 

85 

0.00561 

0.00069 

0.005 

0.008 

0.06408 

0.00783 

0.088 

0.012 

86 

0.005 

0.00061 

0.004 

0.001 

0.05707 

0.00702 

0.072 

0.011 

87 

0.00446 

0.00056 

0.06082 

0.00625 

0.065 

0.007 

88 

0.00896 

0.00049 

0.04526 

0.00556 

0.068 

0.007 

89 

0.00858 

0.00048 

18 

0.0408 

0.00495 

0.049 

0.009 

40 

0.00814 

0.00089 

Dimennons  of  Sizes 

of  Gauge, 

in  Decimal  Parti 

of  an 

Inch, 

Slaeof 

I 

Sbaof 

Sliaof 

Sin  of 

Slioof 

Sbaof 

NO. 

Nombo'ta 

NO. 

Namberln 

NO. 

Nombaria 

NO. 

NambarlB 

NO. 

Nmnbarln 

NO. 

Nmnbertn 

Dadmab. 

Dedmali. 

Dadmah. 

Dadmals. 

DMdmala. 

Dedmali. 

1 

.227 

11 

.188      1 

21 

.157 

81 

.120 

41 

.096 

61 

.066 

2 

.219 

12 

185 

22 

.1.56 

82 

.116 

4fi 

.092 

62 

.068 

8 

.212 

18 

182 

28 

.l.-^ 

88 

.112 

48 

.083 

58 

.058 

4 

.207 

1     14 

ISO 

24 

.161 

84 

.110 

44 

.035 

M 

.065 

5 

.204 

15 

17S 

25 

.148 

85 

.108 

46 

.081 

66 

.060 

6 

.2^)1 

16 

175 

26 

.146 

86 

.106 

46 

.079 

66 

.016 

7 

.199 

17 

172 

27 

.148 

87 

.108 

47 

.077 

67 

.043 

8 

.197 

18 

163 

28 

.189 

88 

.101 

48 

.075 

68 

.041 

9 

.194 

19 

IM 

29 

.184 

.    89 

.099 

49 

.072 

69 

.040 

10 

.191 

20 

161 

80 

.127 

'    40 

.097 

60 

.069 

60 

.089 
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GAUGE,  WIRE. 


Solid  cylindrical  tools  arc  often  made  of  steel  wire,  drawn  to  gauge  and  to  great  accuracy  of  ^ 
metrical  size.  There  is,  however,  a  slight  degree  of  variation  due  to  the  wear  of  drawing-dies,  h 
the  table  below  will  be  found  the  gauge  numbers  and  the  sizes  in  decimal  parts  of  an  inch  of  the 
Stubs  wire.  The  first  column  is  the  size  according  to  the  Stubs  wire-gauge ;  the  second  is  the  size 
in  decimal  parts  of  an  inch,  as  given  by  Mr.  Stubs ;  and  the  third  column  represents  the  average  sizes 
obtained  from  actual  measurements  of  the  wire,  taken  during  a  period  of  several  years  by  the  Hone 
Twist-Drill  and  Machine  Company. 


Ti^le  showing  Diameter  of  Stubs^s  Sted  Wire^  in  Fraetumal  Farts  of  an  Inek 

NO.  OP 

NO.  OP 

NO.  OF 

M„„„.„„ 

8TUB89 

Stabt't 

byMoiMTwfat- 

STUBS'S 

Stabs'i 

byMoneTwlit- 

STUBS'S 

StaW* 

IjMmTMiA- 

WIRE- 

DllMlukMU. 

DriU«ad 

WIRE- 

Dimciulau. 

DrUland      1 

WIRE- 

DfanaMioBft. 

Drill  nd 

GAUGE. 

MachiMOo. 

GAUGE. 

MMfalaeCo.  1 

GAUGE. 

UMdOmtCit. 

1 

.227 

.228 

28 

.168 

.164 

46 

.081 

.061 

2 

.219 

.221 

24 

.161 

.152 

46 

.079 

.080 

8 

.212 

.218 

26 

.148 

.160 

47 

.077 

.079 

4 

.207 

.209 

26 

.146 

.148 

48 

.076 

.076 

5 

.204 

.206 

27 

.148 

.145 

49 

.072 

.078 

6 

.201 

.204 

28 

.189 

.141 

60 

.069 

.070 

7 

.199 

.201 

29 

.184 

.186 

61 

.066 

.OCT 

8 

.19T 

.199 

80 

.127 

.129 

62 

.068 

.064 

9 

.194 

.196 

81 

.120 

.120 

68 

.068 

.060 

10 

.191 

.194 

82 

.115 

.116 

64 

.056 

.057 

11 

.183 

.191 

88 

.112 

.118 

66 

.060 

.052 

12 

.185 

.188 

84 

.110 

.111 

66 

.046 

.017 

18 

.182 

.186 

85 

.108 

.110 

67 

.042 

.044 

U 

.180 

.182 

86 

.106 

.106 

68 

.041 

.(Hi 

16 

.ITS 

.180 

87 

.108 

.104 

69 

.040 

.Oti 

16 

.175 

.177 
.178 

88 

.101 

.101 

60 

.089 

.040 

17 

.172. 

89 

.099 

.100 

61 

.088 

.009 

18 

.168 

.170 

40 

.097 

.098 

62 

.087 

.088 

19 

.164 

.166 

41 

.096 

.096 

68 

.086 

.087 

20 

.161 

.161 

42 

.092 

.094 

64 

.086 

.086 

21 

.157 

.159 

48 

.068 

.0S9 

65 

.088 

.085 

22 

.155 

.156 

44 

.085 

.0S6 

Table  showing  Letter  Sues 

ofStubi^s  Wire, 

A.... 
B.... 

C 

D.... 
E.... 

...  .284 
...   .288 

..  .242 
...   .246 

..   .250 

F 

G.... 
H.... 

I 

J 

...  .257 
...   .261 
...   .266 
...   .272 

...  .2n 

K 281 

L. 290 

M 295 

N 802 

0. 
P. 

§: 

816 

828 

882 

8 

T.... 
U.... 

v.... 

...   .848 
..   .858 
..   .868 
..   .877 

W.... 
X.... 
T.... 
Z 

...  .8S« 

... .»: 

...  .404 
...  .418 

889 

Table  shovoing  Whittoorth^s  Standard  Wire- Gauge,  compared  with  corresponding  Numbers  ofvaricmt 

other  Wire- Gauges. 


k 

J-X 

VUliBESS  CORKHPONDIHO 

TO  WHIT-        1 

1^11  1 

II 

WOETH'b  eAUOB 

WOKTO'e  OAUGB. 

1^ 

ill 

1    ^               ^ 

1 

SB 

II 

P 

jl 

11 
li 

>• 

,5 

ill 

c 
"   1 

i 

^1 

JJ 

Ij 

.001 

.060 

60 

18 

64 

IT* 

1    .. 

.002 

,. 

.055 

65 

, 

62^ 

18 

.008 

.060 

60 

17» 

61 

19 

.004 

86 

1 

19 

.066 

66 

16 

49* 

21* 

.005 

85 

, 

2 

18 

.070 

70 

16» 

AT 

22* 

.006 

.076 

75 

45 

f4* 

.007 

84 

.. 

17 

.080 

80 

4S* 

.. 

..    1    •• 

.008 

88 

16 

.0&6 

66 

14* 

4i* 

.009 

82 

16 

.090 

90 

41 

26 

.010 

81 

14 

.096 

96 

18 

88 

26« 

.011 

.. 

.100 

100 

. , 

84 

27^ 

..!..! 

.012 

80 

w 

.110 

110 

12 

81^ 

28           ..         ..    1 

.018 

29 

r9 

,, 

12 

.120 

120 

11 

29 

81^ 

.014 

28 

•8 

11 

.186 

185 

10 

28** 

84* 

.016 

' 

n 

,. 

.150 

160 

$♦ 

19 

86^ 

..    1    •• 

.016 

27 

,, 

.165 

165 

8 

18** 

., 

..    1    .. 

.017 

' 

'6 

.180 

180 

7 

6^ 

..    1    .. 

.018 

26 

9 

.200 

200 

6** 

2 

.. 

.019 

:5 

,, 

8 

.220 

220 

6 

C* 

, , 

.020 

20 

26 

'4 

7 

8 

.240 

240 

4^ 

G 

. 

..    1    •. 

.022 

22 

24 

^2 

10 

6 

.260 

260 

8 

K 

..       1     .....    1 

.024 

24 

28* 

1 

12 

.280 

260 

2* 

N* 

.. 

.026 

26 

,                ' 

0* 

11 

6 

.800 

800 

1 

P* 

.028 

28 

22 

» 

.826 

826 

.. 

S* 

, , 

.080 

80 

.. 

M 

4 

.860 

850 

V* 

.082 

82 

21 

M 

12 

.876 

876 

00« 

x^ 

,, 

.084 

84 

.. 

(2 

18 

8 

.400 

400 

., 

, . 

.086 

86 

20 

» 

.426 

426 

000^ 

., 

.088 

88 

.. 

^ 

14 

2* 

.460 

460 

oooo** 

,. 

.040 

40 

19^ 

M 

15* 

1 

20* 

.476 

476 

. , 

, . 

,. 

.045 

45 

.. 

H 

16 

•• 

.600 

600 

•• 

•• 

.. 
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yioie. — ^The  numbers  of  the  Binmngham  and  other  gauges  correspond  exactly,  or  withm  .001  of 
an  inch,  to  the  numbers  on  the  Whitworth  wire-gauge,  except  those  marked  *,  which  are  within  .002, 
and  those  marked  **,  which  are  beyond  .002  of  an  inch.  Below  .001,  one  thousand  means  .002,  two 
thousand  parts  of  an  inch. 

French  Wire- Gauge, — 

Tabh  showing  the  French  lAmoges  Gauge  (Jauge  de  lAtnoges), 


NUM- 
BER. 

DIutMtar. 

NUM- 
BER. 

DkiMtar. 

NUM- 

RRR. 

I>Iametar. 

MUlhiMtre. 

Inch. 

MlUImetra. 

loefa. 

Indu 

0 

.89 

.0154 

9 

1.85 

.0582 

17 

.2.84 

.112 

1 

.45 

.0177 

10 

1.46 

.0576 

18 

8.40 

.184 

2 

.66 

.0221 

11 

1.68 

.0661 

19 

8.95 

.156 

8 

.67 

.0264 

12 

1.80 

.0706 

20 

4.60 

.177 

4 

.79 

.0811 

18 

1.91 

.0752 

21 

6.10 

.201 

5 

.90 

.0854 

14 

2.02 

.0796 

22 

5.66 

.222 

6 

1.01 

.0898 

16 

2.14 

.0848 

28 

6.20 

.244 

7 

1.18 

.0441 

16 

2.25 

.0886 

24 

6.60 

.268 

8 

1.24 

.0483 

1 

J.  R.  (in  part). 

GAUGES,  MECHANICAL.  Standard  gauging  implements  were  introduced  about  the  year  1840, 
by  the  celebrated  Swiss  engineer,  John  G.  Bodmer.  He  not  only  employed  gauges  in  his  works  to 
secure  duplicate  dimensions,  but  also  inyented  and  put  in  use  many  other  reforms  in  manipulation ; 
among  these  may  be  mentioned  the  decimal  or  metrical  dirision  of  measures,  a  system  of  detul 
drawings  classificKl  by  symbols,  the  mode  of  calculating  wheels  by  diametric  pitch,  with  many  other 
things  which  characterize  the  best  modem  practice. 

The  importance  of  standard  dimensions,  and  the  effect  which  a  system  of  gauging  may  have  in 
the  construction  of  machines,  will  be  a  matter  of  some  difiSoulty  for  a  learner  to  understand.  The 
interchangeability  of  parts,  which  is  the  immediate  object  in  employing  gauges,  is  plain  enough,  and 
some  of  the  advantages  are  at  once  apparent ;  yet  the  ultimate  effects  of  such  a  system  extend 
much  farther  than  will  at  first  be  supposed.  The  division  of  labor,  that  system  upon  which  we 
may  say  our  great  industrial  interests  are  founded,  is  in  machine-fitting  promoted  in  a  wonderful 
degree  by  the  use  of  gauging  implements.  If  standard  dimensions  can  1^  maintained,  it  is  easy  to 
Bee  that  the  pai-ts  of  a  machine  can  be  constracted  by  different  workmen,  or  in  different  shops,  and 
these  parts  when  assembled  all  fit  together,  without  that  tedious  and  uncertain  plan  of  try-fitting 
which  was  once  generally  practised. 

The  gauging  system  has  been  no  little  retarded  by  a  selfish  and  mistaken  opinion  that  an  en^neer- 
ing  establishment  may  maintain  peculiar  standards  of  its  own ;  in  fact,  relics  of  this  spirit  are  yet 
to  be  met  with  in  old  machines,  where  the  pitch  of  screw-threads  has  been  made  to  fractional  parts 
of  an  inch,  so  that  engineers  other  than  the  original  makers  could  not  well  perform  repairing  or 
replace  broken  parts.  One  of  the  effects  of  employing  gauges  in  machine-fitting  is  to  inspire  con- 
fidence  in  workmen.  Instead  of  a  fit  being  regarded  as  a  mysterious  result,  more  the  work  of 
chance  than  design,  men  accustomed  to  gauges  come  to  regard  precision  as  something  both  attain- 
able and  indispensable.  A  learner,  after  examining  a  set  of  well-fitted  cylindrical  gauges,  will  form 
a  new  conception  of  what  a  fit  is,  and  will  afterward  have  a  new  standard  fixed  in  his  mind. 

The  variation  of  dimensions  which  is  sensible  to  the  touch  at  one  ten-thousandth  part  of  an  inch 
furnishes  an  example  of  how  important  the  human  senses  are  even  after  the  utmost  precision 
attainable  by  machine  action.  Pieces  may  pass  beneath  the  cutters  of  a  milling-machine  under  con- 
ditions which,  so  far  as  machinery  avails,  will  produce  uniform  sizes,  yet  there  is  no  assurance  of 
the  result  until  the  work  is  felt  by  gauges.  The  eye  fails  to  detect  variations  in  size,  even  by  com- 
parison, long  before  we  reach  the  necessary  precision  in  common  fitting.  Even  by  comparison  with 
figured  scales  or  measuring  with  rales,  the  difference  between  a  proper  and  a  spoiled  fit  is  not  dis- 
cernible by  sight.  Many  of  the  most  accurate  measurements  are,  however,  performed  by  sight,  with 
yemier  calipers  for  example,  the  variation  being  multiplied  hundreds  or  lliousands  of  times  by 
mechanism,  until  the  least  differences  can  be  readily  seen.  (See  Calipers.)  In  multiplying  the 
variations  of  a  measuring  implement  by  mechanism,  it  is  obvious  that  movable  joints  must  be 
employed ;  it  is  also  obvious  that  no  positive  joint,  whether  cylindrical  or  flat,  could  be  so  accu- 
rately fitted  as  to  transmit  such  slight  movement  as  occurs  in  gauging  or  measuring.  This  diffi- 
culty is  in  most  measuring  instruments  overcome  by  employing  a  principle  not  before  alluded  to, 
but  common  in  many  machines,  that  of  elastic  compensation.  A  pair  of  spring  calipers  will  illus- 
trate this  principle.  The  points  are  always  steady,  because  the  spring  acting  continually  in  one 
direction  compensates  the  loose  play  that  may  be  in  the  screw.  In  a  train  of  tooth-wheels  there 
is  always  more  or  less  play  between  the  teeth ;  and  unless  the  wheels  always  revolve  in  one  direc- 
tion, and  have  some  constant  resistance  offered  to  their  motion,  "  backlash  "  or  irregular  movement 
will  take  place ;  but  if  there  is  some  constant  and  uniform  resistance,  such  as  a  spring  would 
impart,  a  train  of  wheels  will  transmit  the  slightest  motion  throughout. 

The  extreme  nicety  with  which  gauging  implements  are  fitted  seems  at  first  thought  to  be 
unnecessary;  but  it  must  be  remembered  that  a  cylindrical  joint  in  ordinary  machine-fitting  involves 
a  precision  almost  beyond  the  sense  of  feeling,  and  that  any  sensible  variation  in  turning  gauges 
is  enough  to  spoil  a  fit.  Opposed  to  the  maintenance  of  standard  dimensions  are  the  variations  hi 
size  due  to  temperature,  liis  difficulty  applies  alike  to  gauging  implements  and  to  parts  that  are 
to  be  tested ;  yet  in  this,  as  in  nearly  every  phenomenon  connected  with  matter,  we  have  succeeded 
in  turning  it  to  some  useful  purpose.    Bands  of  iron,  such  as  the  tires  of  wheels  when  heated,  can 
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be  Bhniiik  on,  and  a  compressive  force  and  security  attained  which  would  be  impossible  by  forcing 
the  parts  together  both  at  the  same  temperature.  Shrinking  has,  however,  been  almost  entirely 
abandoned  for  such  joints  as  can  be  accurately  fitted. 

The  foregoing  remarks  are  taken  from  Kichards's  "  Workshop  Manipulation."  The  reader  will 
find  examples  Ulustrating  their  practical  application  under  Fire-Arms,  Makufactubk  of,  Sewikg- 
Machinks,  and  in  the  various  articles  describing  the  construction  of  machine-tools.  Sir  Joseph 
Whitworth,  in  an  address  delivered  before  the  Institution  of  Mechanical  Engineers,  Manchester,  in 
1867,  referring  to  the  subject  of  accurate  gauging,  says» 

'*  As  an  illustration  of  the  importance  of  very  small  differences  of  size,  I  have  brought  an  internal 
gauge  having  a  cylindrical  aperture  .6770  inch  diameter,  and  two  external  gauges  or  solid  cylinders, 
one  being  .6769  inch  and  the  other  .6770  inch  diameter.  The  latter  is  ruhim  of  an  inch  larger  than 
the  former,  and  fits  tightly  in  the  internal  gauge  when  both  are  clean  and  dry ;  while  the  smaller 
.6769  inch  gauge  is  so  loose  in  it  as  to  appear  not  to  fit  at  all  These  gauges  are  finished  with  great 
care,  and  are  made  true  after  being  case-hardened.  They  are  so  hard  that  nothing  but  the  diamond 
will  cut  them,  except  the  grinding  process  to  which  they  have  been  subjected.  The  effect  of  apply- 
ing a  drop  of  fine  oil  to  the  surfaces  of  these  gauges  is  very  remarkable.  It  will  be  observed  that 
the  fit  of  the  larger  cylinder  becomes  more  easy,  while  that  of  the  smaller  becomes  more  tight 
These  results  show  the  necessity  of  proper  lubrication.  In  the  case  of  the  external  gauge  .6770  indi 
diameter,  the  external  and  internal  gauges  are  so  near  in  size  that  the  one  does  not  go  through  the 
other  when  dry,  and  if  pressed  in  there  would  be  danger  of  the  surface  particfes  of  the  one  becoming 
imbedded  in  or  among  those  of  the  other,  which  I  have  seen  happen,  and  then  no  amount  of  force 
will  separate  them ;  but  with  a  small  quantity  of  oil  on  their  surfaces  they  move  easily  and  smoothly. 
In  the  case  of  the  external  gauge  .6769  inch  diameter,  which  is  ruhiru  of  ^^^  ix^ch  smaller  in  diameter 
than  the  internal  gauge,  a  space  of  half  that  quantity  is  left  between  the  surfaces ;  this  becomes 
filled  with  the  oil,  and  hence  the  tighter  fitting  which  is  experienced.  It  is  therefore  obvious  both  to 
the  eye  and  the  touch,  that  the  difference  between  these  two  cylinders  of  -rniiou  of  an  inch  is  an 
appreciable  and  important  quantity ;  and  what  is  now  required  is  a  method  which  shall  express 
systematically  and  without  confusion  a  scale  applicable  to  such  minute  differences  and  measure- 
ments :  it  should  be  based  on  a  uniform  principle  which  will  accustom  the  workman  to  speak  of  his 
measures  as  aggregates  of  very  small  differences ;  and  when  a  good  workman  becomes  familiar  with 
such  sizes  as  -nAru  and  rr.f  do  of  an  inch,  he  will  not  rest  satisfied  until  he  can  work  with  correspond- 
ing accuracy.  He  will  also  be  able  to  judge  of  their  effect  under  different  circumstances,  and  know 
how  much  to  allow  in  the  fitting  parts  of  a  machine,  according  to  their  relative  importance  and  the 
treatment  they  are  likely  to  receive  at  the  hands  of  the  attendant.  For  instance,  the  cylinder  of  the 
moving  headstock  of  a  lathe  requires  as  good  a  fit  as  possible ;  but  in  practice  it  is  found  that  the 
cylinder  must  be  .0006  inch  or  jVim  of  an  inch  too  small,  because  it  frequently  happens  that  madii- 
nery  is  not  kept  in  a  proper  state  of  cleanh'ness,  or  from  motives  of  false  economy  is  lubricated  with 
bad  oil.  These  are  two  evils  which  are  productive  of  great  mischief.  The  abrasion  caused  by  ac- 
cumulated dust  and  grit  produces  increased  wear  and  tear,  and  soon  injures  the  surfaces  in  contact ; 
while  bad  oil  becomes  sticky  and  rancid,  and  spoils  the  working  of  a  good  fit.  And  here  let  me  state 
what  I  think  is  the  proper  definition  of  a  good  fit.  A  tight  fit  is  not  necessarily  a  good  one ;  but 
when  the  surfaces  are  true,  and  a  proper  allowance  is  made  in  the  size  of  the  parts  working  together, 
then  a  good  fit  is  obtained.  What  constitutes  a  proper  allowance  or  difference  in  size  depends  on 
the  nature  of  the  case,  and  the  treatment  which  the  machinery  will  meet  with.  In  machinery  sup- 
plied to  establishments  using  rape  oil  there  must  be  greater  allowance  and  looseness  in  the  fits  than 
would  be  requisite  if  better  oil,  as  sperm  oil,  were  used.  I  need  scarcely  say  how  much  more  ad- 
visable it  is  to  have  the  more  accurate  fit  and  use  the  best  oil,  than  to  have  a  loose  fit  and  use  the 
inferior  oil  which,  causing  more  friction,  consumes  greater,  power.  The  deterioration  of  templets  or 
patterns  of  size,  from  their  becoming  worn  or  altered  in  process  of  time,  is  productive  of  great  in- 
convenience, as  many  of  us  perhaps  have  experienced.  For  when  an  original  standard  was  thus 
altered,  it  was  irretrievably  lost,  because  there  was  no  means  of  ascertaining  and  recording  the  exact 
measure.    It  is  of  great  importance  to  the  manufacturer  who  makes  parts  of  machines  in  large  qaan- 
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titles  to  have  the  means  of  referring  to  an  accurate  fixed  measure ;  it  will  enable  him  to  reproduce 
at  any  time  a  facsimile  of  what  he  has  once  made,  and  so  preserve  a  system  of  sizes  of  the  fitting 
parts  unaltered.  The  greatest  care  should  be  taken  to  make  standards  of  size  correctly  at  first,  and 
to  preserve  them  unaltered.    Errors  in  the  standards  are  not  only  propagated  in  the  copies,  but  are 
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superadded  to  the  errors  in  the  workmanship  which  will  occur  in  the  course  of  manufacture ;  and 
this  is  especially  likely  to  occur  in  cases  where  one  manufacturer  supplies  parts  of  machines  for  the 
use  of  another." 

Forms  of  Gauges. — Standard  Gauges, — The  gauges  used  as  standards  for  male  and  female  cylin- 
drical forms  are  usually  after  the  pattern  shown  in  Figs.  2031  and  2032.  They  are  made  of  steel, 
hardened  and  ground  to  size,  the  grinding  process  being  so  delicately  performed  as  to  leave  a  polish. 
In  testing  such  gauges,  the  heat  imparted  to  them  by  holding  them  for  any  length  of  time  in  the 
hand  will  cause  a  perceptible  difference  in  the  size;  hence,  to  insure  the  greatest  practical  accu- 
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racy,  it  is  necessary  to  test  the  whole  set  at  an  equal  temperature.  As  a  test  of  accuracy,  we  may 
take  a  female  gauge  and  place  therein  two  or  three  male  gauges,  whose  diameters  added  together 
will  equal  that  of  the  female.  Thus,  in  Fig.  2033,  the  size  of  the  female  gauge  A  being  1^  inch,  that 
of  the  male  B  may  be  1  inch,  and  that  of  C  half  an  inch,  and  the  two  together  should  just  fit  the 
female.  On  the  other  hand,  were  we  to  use,  instead  of  B  and  C,  two  males  seven-eighths  and  five- 
eighths  inch  respectively,  they  should  fit  the  female ;  or  a  half  inch,  a  five-eighths  inch,  and  a  three- 
eighths  inch  male  gauge  t(^ether  should  fit  the  female.  By  a  series  of  tests  of  this  description,  the 
accuracy  of  the  whole  set  may  be  tested ;  and  by  judicious  combinations  a  defect  in  the  size  of  any 
gauge  in  the  set  may  be  detected.  A  notable  fact  with  reference  to  these  gauges  is  that,  if  we 
take  a  male  and  female  of 
corresponding  sizes,  and 
slide  the  one  continuously 
through  the  other,  it  will 
pass  through  at  a  proper 
fit;  but  if  we  arrest  the 
progress  of  the  male  and 
allow  it  to  rest  a  few  mo- 
ments, it  will  become  fast  in 
the  female,  and  require  con- 
siderable force  to  remove  it 
again.  The  wear  of  these 
gauges  takes  place  most  rap- 
idly at  and  near  the  ends, 
i>ecause  it  is  difficult  in  using 
them  to  keep  them  in  lines 
true  with  the  bores  into 
which  they  are  tried;  and 
the  movement  due  to  the 
adjustment  to  line  causes 
abrasion.  It  is  indeed  an 
excellent  method  of  testing 
to  place  one  in  the  other  to  W" 
the  depth  of  about  one-six-  *lL 
teenth  of  an  inch,  as  shown 
in  Fig.  2034,  and,  holding 
the  female  firmly,  lightly 
press  the  male  first  in  the 
direction  of  A  and  then  of 
B.  There  are  few  gauges 
which  will  not,  under  such  a  test,  show  some  slight  movement,  denoting  defect. 

The  Whif worth  Meaguring  Ifaehine.^ln  Figs.  2036  to  2088  is  shown  Sir  Joseph  Whitworth's 
millionth-mcasuring  machine,  the  same  parts  being  indicated  by  the  same  letters  of  reference  in  each 
of  the  views.  A  standard  one-inch  bar,  D,  is  here  shown  in  position  for  being ,  measured.  A  rigid 
casting,  A^  forms  the  bed  of  the  machine,  and  is  carried  up  at  each  end,  forming  two  headstocks. 
Running  from  one  of  these  headstocks  to  the  other  is  a  Y-shaped  groove,  in  which  the  square  bars  B 
and  C  are  laid,  and  which  also  receives  the  other  bar,  2>,  of  which  the  length  is  to  be  tested.  The 
sides  of  the  groove  and  also  those  of  the  bars  (which  are  square  in  section)  are  worked  up  as  truly 
plane  as  possible,  and  are  kept  accurately  at  right  angles  to  each  other,  so  that,  upon  whi(^ever  side 
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the  bars  may  rest,  they  are  ca]>able  fd  sliding  smoothly  and  with  perfect  steadiness  in  the  groove. 
Their  ends  also  are  carefully  made  square  to  their  sides,  and  are  brought  to  two  planes,  oDe  extrem- 
ity of  each  in  the  case  of  B  and  C,  and  both  extremities  of  i>,  being  turned  down  so  as  to  presat 
circular  instead  of  square  faces.  Through  each  headstock  runs  an  accurately  pitched  micrometer 
screw,  by  which  £  and  C  can  be  driven  forward  along  the  groove,  as  may  be  seen  in  the  Ieft4uuid 
portion  of  the  plan,  in  which  the  saddle,  by  whidi  £  is  protected  and  partially  concealed  when  tiie 
machine  is  in  use,  has  been  removed.  The  screw  on  this  side,  whidi  has  exactly  20  threads  to  the 
inch,  is  driven  by  a  worm-wheel  F  of  200  teeth,  into  which  gears  a  tangent-screw  F,  having  fixed  opon 
its  stem  the  graduated  wheel  O.    The  circumference  of  this  wheel  bdng  also  divided  into  260  parta, 

a  movement  through  one  division  corresponds  to  a  traverse  of  —  x  — —  x  —  =:  one-millionth  of  an 
°  *^  20     200     260 

inch  on  the  part  of  the  bar  (7.  Fixed  pointers  enable  the  exact  distance  through  which  either  of  the 
wheels  F  or  G  is  moved  to  be  read  off,  so  that  we  have  thus  the  means  of  detecting  this  extreme- 
ly minute  difference  in  the  length  of  any  bars — if,  at  least,  we  can  fulfill  the  important  coDditlon 
of  causing  the  micrometer  screws  to  exert  a  perfectly  equal  pressure  in  every  case.  The  tmnge- 
ment  by  which  this  equality  of  pressure  is  secured  is  one  of  very  great  simplidty  and  beauty.  Be- 
tween one  extremity  of  the  bar  under  comparison  and  the  sliding  bar  a  small  steel  plate  with  tralj 
plane  and  parallel  sides  is  introduced.  This  plate  is  called  the  '*  feeler  "  or  '*  gravity  piece,**  and 
its  ends  BB&re  drawn  out  so  as  to  rest  upon  two  supports  fixed  upon  the  sides  of  the  bed.  When 
little  or  no  pressure  is  exerted  upon  the  bar  D,  the  feeler,  if  one  of  its  ends  be  momentarily  raised 
from  the  support,  falls  back  again  by  its  own  weight ;  when,  on  the  other  hand,  the  pressure  is  at  all 
considerable,  it  is  either  incapable  of  being  raised  without  violence,  or  when  lifted  does  not  retain; 
the  friction,  in  fact,  between  its  own  plane  surfaces  and  those  of  the  bars  between  which  it  is  pUiced 
forming  a  delicate  measure  of  the  pressure  to  which  they  are  subjected.  When  this  pressure  is  just 
sufiicient  to  keep  the  feeler  from  falling  by  its  own  weight,  without  interfering  with  its  perfectly  free 
motion  when  touched,  the  correct  adjustment  has  been  given  to  the  instrument. 

Suppose  now  that  a  proposed  duplicate  is  to  be  compared  with  a  standard  one-inch  bar.  The 
standard  D  and  the  feeler  E  Fnre  first  placed  in  the  positions  shown  in  the  figure,  contact  between 
them  and  the  sliding  bars  being  nearly  established  by  turning  the  wheel  F,  after  which  the  final 
adjustment  is  given  with  the  wh^  G,  As  soon  as  the  feeler  on  its  end,  being  lifted,  remains  sua* 
pended  instead  of  falling  badt  on  its  support,  the  adjustment  is  known  to  be  complete,  and  the  poo- 
tion  of  the  wheel  G  is  accurately  noted.  Since  the  new  bar  is  to  be  an  exact  copy  of  the  standard, 
the  coarse  adjustment-wheel  F  is  left  untouched,  the  standard  being  released  by  moving  the  wheel 
G  only,  which  is  again  adjusted  when  the  duplicate  of  which  the  length  is  to  be  test^  has  bea 
laid  in  the  groove.  If  the  position  of  the  wheel  then  be  the  same  as  before,  it  is  evident  that  the 
length  of  the  bars  is  identical ;  but  if  not,  the  exact  difference  between  them  is  given  in  millionth 
parts  of  an  inch  by  the  number  of  divisions  by  which  the  second  reading  differs  from  the  first;  a 
movement  through  one  of  these  divisions  being  sufficient  to  release  the  feeler,  or  again  to  arrest  its 
fall  when  the  adjustment  of  G  is  correct.  This  degree  of  delicacy  will  thus  be  seen  greatly  to  sur- 
pass that  of  the  measurements  which  have  been  obtained  by  reading  line  measures  with  the  aid  of 
powerful  microscopes.  As  an  instance  of  the  extreme  sensitiveness  of  machines  of  this  kmd,  it 
may  be  mentioned  that  the  one  showrn  is  capable  of  detecting  the  expansion  in  a  one-inch  bar  whidi 
is  produced  by  merely  touching  it  for  an  instant  with  the  finger ;  and  in  a  larger  machine,  if  due 
precautions  be  taken  to  protect  it  from  dust,  moisture,  and  currents  of  air,  momentary  contact  of  the 
finger-nail  will  suffice  to  produce  a  measurable  amount  of  expansion  in  an  iron  bar  86  mches  in 

length  ;  a  space  ooiresponding  to  half  a 
division  on  the  fine  adjustment  wheel, 
or  one  two-miUionths  of  an  inch,  having 
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been  rendered  distinctly  perceptible  by  it 
TheHexagtm  ^awye.— This  implement 
is  represented  In  Fig.  2089,  applied  to  a 
bolt-head,  the  edges  A  B  serving  to  tir 
the  hexagon  sides  of  the  head,  and  C  Z) 
to  act  as  square-edge  to  the  face.  The 
edge  F  is  used  as  a  straight-edge.  When 
this  gauge  is  not  available,  a  bevel-square 
may  be  set  in  the  foUowhig  noanner: 
Take  a  piece  of  sheet-iron,  true  on  one 
side  and  on  one  edge,  and  let  ul  ^  in  Fig. 
2040,  represent  the  true  edge,  from  which 
mark  with  the  gauge  the  line  C  D.  Then 
taking  any  point,  such  as  /,  in  the  Ime  C 
i>,  as  a  centre,  at  a  convenient  distance 
describe  with  a  pair  of  compasses  the  arc 
F  G.  Take  the  compasses,  and,  with- 
out shifting  their  points  at  all,  rest  one 
point  on  uie  intersection  of  the  lines 
C  D  and  F  (?,  and  then  mark  the  arc  ff.  If  then  a  line  be  drawn  from  the  intersedkm  of  the 
hTc  F  G  and  the  arc  II  to  the  centre  7,  upon  which  the  sltc  F  G  was  struck,  the  lines  H  I^IC  form 
the  angle  required ;  and  the  stock  of  the  bevel-equare  may  be  applied  to  the  planed  edge  ul  J^  and 
^he  blade  set  to  the  line  Iff^  as  denoted  by  the  dotted  lines. 
MachinitCs  Adjustable  Gauge,— -Axi  adjustable  gauge  is  shown  in   Fig.  2041,  in  whidi  AoAB 
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reprtflent  two  sliding  pieces  of  steel,  and  C  and  2)  screws  and  nuts.  It  is  obvious  that,  when  the 
screws  are  loosened  sufficiently  to  just  let  the  sliding  pieces  move  by  a  slight  tap,  the  gauge  may  be 
extended  by  striking  the  ends  ^  j^  or  either  of  them,  their  inside  edges  being  rounded  off  to  pre- 
vent them  from  burring.  It  is  better  to  set  them*at  first  a  little  below  the  required  size,  and  to  per- 
form the  adjustment  by  opening  them,  so  as  not  to  require  to  strike  the  points  at  all.  The  points 
should,  however,  in  any  event  be  tempered  to  a  blue.  It  is  an  excellent  plan  to  file  away  the  screw, 
heads  on  two  sides  a  little,  say  one  thirty-second  of  an  inch,  thus  forming  a  sliding  piece  under  each 
head  to  fit  into  the  slot  of  the  gauge,  which  will  prevent  the  screws  from  turning  when  screwed 
or  unscrewed,  and  in  the  end  save  mudi  annoyance. 

CarpenUn^i  Gauge, — ^The  most  convenient  form  of  this  tool  is  shown  in  Fig.  2042,  in  which  A 
represents  the  tightening  wedge,  standing  at  a  right  angle  to  the  rod  of  the  gauge.  The  advantage 
of  this  design  is  that  it  requires  only  one  hand  to  work  it,  inasmuch  as  the  wedge  may  be  loosened 
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or  tightened  by  striking  it,  as  if  it  were  a  hammer,  against  anything  that  may  happen  to  lie  on  the 
bench.  Thus  the  gauge  may  be  set  and  adjusted  with  one  hand,  while  the  other  is  holding  the 
work,  as  is  often  necessary  when  marking  small  work.  For  widths  above  10  or  11  inches  we  must 
have  recourse  to  the  gauge  shown  in  Fig.  2043,  called  the  panel  gauge.  Its  sliding  piece  may  be 
7  inches  long  and  the  stem  2  feet ;  the  rabbeting  at  A  forms  a  steadying  base,  the  part  of  the 
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rod  about  the  marking-point  being  raised  to  correspond  with  the  distance  from  the  rabbet  to  the 
stem  nut.  Next  we  have  the  cutting  gauge,  shown  in  Fig.  2044,  in  which  a  steel  cutter  takes  the 
place  of  the  marking-point,  being  wedged  in  position.  It  Is  employed  to  cut  strips  of  wood,  rubber, 
etc.,  of  thicknesses  up  to  about  a  quarter  of  an  inch.  The  cutter-point  should  be  tempered  to  a  dark 
straw  color. 

The  Trammd  Gauge  is  an  exceedingly  useful  implement,  of  which  but  little  appears  to  be  gener- 
ally  known.  It  is  shown,  together  with  its  method  of  application,  in  Fig.  2040.  It  enables  the 
operator  to  strike  a  true  circle  upon  a  round  or  uneven  surface.  It  is  composed  of  the  turned  bar 
or  rod  of  metal  A,  of  about  half  an  inch  diameter,  and  upon  it  slides  the  piece  of  brass  tube  B^ 
upon  which  is  contrived  a  support  for  the  sliding  arm  (7,  as  well  as  a  set-screw  for  fastening  the  arm 
C  in  any  desired  position.  At  the  end  of  the  arm  C  is  placed  an  arrangement  for  fastening  the 
scriber  2>,  so  that  the  scriber  may  be  set  at  any  requisite  distance  from  the  rod  A^  by  adjusting  and 
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fastening  the  arm  C7,  and  revolved  about  while  lifted  or  lowered  upon  the  rod  A,    If  the  Btaod  JS^ 
pierced  with  holes  for  screwing  down,  is  provided,  it  will  be  a  very  useful  addition. 

^^  Suppose  it  is  required 

■*"•  •  that  the   end   C  of  the 

cylindrical  branch-pipe  B, 
in  Fig.  2046,  shaU  be  fitted 
to  the  main  stem  A.  Take 
a  planed  board  and  gauge 
a  line  upon  it,  and  at  a 
point  on  this  line  describe 
a  circle  upon  it  of  the  size 
of  the  foot  of  the  instru- 
ment Then  make  tvo 
V-blocks,  G  O,  Fig.  2045, 
to  carry  the  branch,  pUce 
them  with  the  apex  of  the 
V  exactly  over  the  gauged 
line,  and  place  the  branch 
in  the  Vs.  Then  set  the 
point  of  the  scriber  at  a 
distance  from  the  rod  of 
the  trammel  equal  to  the 
diameter  of  the  branch, 
which  may  be  readily  done 
if  the  size  of  the  rod  be 
known.  Next  mark  upon 
the  top  of  the  branch,  as 
it  lies  in  the  Vs,  the  dis- 
tance it  requires  to  be  cut 
out  to  form  the  curve. 
Draw  the  branch  forward 
until  this  mark  falls  ex- 
actly under  the  scriber; 
and  this  adjustment  bdng 
made,  fix  temporarily  the 
branch  to  the  piece  of  board  whereon  it  and  the  Ys  rest.  Then  move  the  arm  C\  Fig.  2(>45,  a 
half  circle,  and,  letting  the  point  of  the  scriber  contact  with  the  branch,  draw  the  necessary  line. 
It  will  be  found,  however,  that  it  is  requisite  to  mark  the  lines  while  lifting  the  arm,  to  prevent 
the  scriber  from  digging  into  the  wood.  Thus  one  side  of  the  branch  will  be  maiked.  Then  turn 
it  upside  down  on  the  Ys,  set  the  joint  vertically  again,  adjust  the  mark  to  the  scriber-point,  and 
proceed  as  before  to  mark  the  other  side  of  the  branch  ;  and  the  lines  so  drawn  will  be  of  the  exact 
curvature  of  the  body  A  of  the  branch-pipe  in  Fig.  2046. 

JUitff  Oaug€9  are  used  for  testing  the  diameters  of  projectiles.  Two  sizes  are  used.  The  projec- 
tile must  pass  through  the  large  ring  in  every  direction,  and  not  at  all  through  the  small  one.  Ring 
gauges  2^  inches  wide  in  aperture  are  used  for  determining  the  size  of  broken  stone  in  road-making 
under  the  Macadam  system.  A  jeweler's  ring-gauge  is  a  tapering  piece  of  wood  or  slip  of  metal 
upon  which  are  marked  the  sizes  for  finger-rings. 

The  Star  Gauge  is  an  ingenious  device  for  obtaining  the  exact  dimensions  of  the  bore  of  cannon. 
It  is  composed  of  three  parts,  the  staff,  the  head,  and  the  handle.    The  staff  is  a  brass  tube  made 
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in  three  pieces,  connected  together  and  graduated  to  inches  and  quarters,  so  that  the  distance  of  the 
head  from  the  muzzle  of  the  gun  may  always  be  known.  The  inner  end  of  the  staff  expands  into 
the  head  ff^  Kg.  2047,  in  which  are  placed  four  steel  sockets  at  equal  distances  apart.  Two  of  these 
are  permanently  secured  and  two  are  movable.  A  wedge  or  tapering  plate  W,  the  sides  of  which 
are  cylindrical,  runs  through  a  slit  in  the  head,  and  when  it  is  tnoved  forward  or  backward  the  sockets 
are  projected  or  withdrawn.  The  tapering  of  the  wedge  has  a  certain  known  proportion  to  its  length, 
so  that  if  it  is  moved  in  either  direction  a  given  distance,  a  proportional  movement  is  imparted  to  the 
sockets.  There  are  four  steel  measuring  points  P  for  each  caliber  of  gun.  A  sliding  rod  is  con- 
nected with  the  wedge  and  moved  by  a  screw  in  the  handle.    The  amount  of  movement  of  the 
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measuring  points  in  yarious  places  in  the  bore  of  the  gun  is  thus  registered  on  an  exceedingly  fine 
scale  on  the  handle ;  and  any  deriations  of  the  inner  surface  of  the  bore  from  a  true  cylinder  of 
standard  dimension  is  indicated. 

Caliper-Oauge  Testing  Apparatus. — ^Flg.  2048  {^presents  a  dcTice  for  testing  and  correcting  fixed 
caliper  gauges,  and  also  as  a  reference  in  any  case  to  prove  dimensions  within  its  range.  The  diska  are 
separate,  ground  independently  to  standai^  size,  and  tested  by  the  measuring  machine.  They  are 
made  of -steel,  and  not  hardened.  The  usual  set,  as  shown,  is  made  to  embrace  51  sizes,  advancing 
by  sixteenths  from  one-eighth  of  an  inch  to  2^  inches,  and  by  eighths  to  4  inches.    J.  R.  (in  part). 

GEAR-CUTTING  MAOHINER  Machines  for  cutting  the  teeth  of  gear-wheels.  Figs.  2049  and 
2000  represent  Messrs.  William  Sellers  &  Go.^s  apparatus.    The  wheels  are  held  upon  a  stationary 


2(M9. 


mandrel,  and  a  revolving  cutter  traverses  across  the  wheel-face,  cutting  through  the  latter  a  groove 
whose  form  is  determined  by  that  of  the  cutter.  After  a  cut  is  taken,  the  cutter  is  traversed  rapidly 
back,  the  wheel  is  revolved  the  distance  required,  and  the  cutting  again  proceeds.  The  essential 
parts  of  such  a  machine  are :  a  mandrel  to  hold  the  work,  and  having  in  connection  with  it  a  me- 
chanical device  by  means  of  which  this  mandrel  may  be  moved  through  any  required  fraction  of  a 
revolution ;  mechanical  means  of  revolving  and  traversing  the  cutter ;  and  adjustability  of  the  part^ 
of  the  machine  to  suit  the  size  and  shape  of  the  work.  In  Figs.  2049  and  2060  is  shown  a  machine 
automatic  in  all  its  motions,  and  designed  for  cutting  either  spur-  or  bevel-wheels  of  any  size,  from  54 
inches  diameter  and  12  inches  face  downward.    A  is  the  revolving  spindle,  carrying  the  cutter.    The 
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head  B^  carrying  A^  slides  or  traverses  upon  C    D  is  the  mandrel,  upon  which  is  shown  a  gear- 
wheel in  Fig.  2049.    To  cut  bevel-wheels,  the  plane  of  the  slide  C  is  set  at  an  angle  to  the  plane  of 
the  mandrel  ^.    This  is  done  by  adjusting  the  position  of  the  standard,  which  turns  upon  the  bed 
on  which  it  rests,  and  is  adjustable  to  any  positfbn ;  the  cone-puUeys,  being  held  to  the  same  cast- 
ing, swing  with  it,  the  whole  being  firmly  locked  in  the  adjusted  position  of  the  bolts  at  the  base 
of  the  column  or  standard  8,    The  head  H  is  adjustable  to'  suit  the  diameter  of  the  wheel  to  be  cut 
by  sliding  along  the  part  of  the  frame  0,    The  number  of  divisions,  or  in  other  words  the  number 
of  teeth  cut  in  a  wheel,  will  depend  upon  the  part  of  a  revolution  through  which  the  mandrel  L  is 
revolved  at  the  end  of  each  i*etum  traverse  of  the  cutter ;  and  this  is  arranged  to  suit  the  require- 
ments by  means  of  a  tangent-wheel  and  worm-screw  very  carefully  and  accurately  oonstructed,  and 
by  the  additional  use  of  change  gear-wheels,  and  the  turning  of  the  handle  P  one,  two,  or  three 
times,  as  may  be  called  for  on  the  schedule  of  division.    This  turning  of  the  handle,  however,  and 
all  other  motions,  are  done  by  the  machi^e  itself.    Thus,  a  blank  wheel  being  put  in  place  and  the 
proper  cutter  adjusted  to  depth  of  teeth,  length  of  stroke  of  cutter-head,  etc.,  the  cutter  will  pass 
across  the  face  of  the  wheel-cutting  space  between  two  teeth,  and  will 
then  return  at  a  quick  [ 
blank  will  then  be  tumc 
the  cutter  will  start  its  pi 
the  machine  itself,  not 
work  done  it  is  stated  tl 
work,  to  do  once  and  a  \ 
gear-cutter  of  ^qual  pow 
one  man  can  advantageoi 
Corlisses  Bevel' Gear  C 
shown  a  machine  design 
Providence,  R.  I.,  for  th< 
large  bevel-gears  with  a 
It  was  designed  to  cut 
the  teeth  of  the  bevel- 
wheels     employed     in 
connection     with     the 
shafting  at  the  Centen- 
nial Exhibition  in  Phil- 
adelphia.  These  wheels 
were  remarkable  for  the 
quietness  and  smooth- 
ness  of    their   action. 
They  were  6  feet  8f 
inches  in  diameter,  had 
54  teeth  of  4  inches 
pitch,    and    ran    at    a 
speed  of  2,245  feet  per 
minute,  with  less  vibra- 
tion or  sound  than  was 
produced  by  the  leather 
belts    attached  to  the 
pulleys  at  the  opposite 
ends  of  the  short  sec- 
tions   of    intermediate 
shafting  driven  by  the 
bevel  -  wheels.       It    is 
worthy  of  note  that  the 
most  delicate  operations 
performed    in    watch- 
making were  carried  on 
in  close   proximity  to 
these  gears,  the  lathes 
and     other     machines 

standing  directly  upon  the  boarded  flooring.  The  essential  parts  of  the  machine  are  as  follows:  ^, 
Fig.  2051,  is  a  frame  carrying  and  affording  journal-bearing  to  the  arbor-shaft  or  mandrel  B,  which 
carries  the  wheel  ^  to  be  cut  by  the  tool  C,  D  is  a  dividing-wheel,  constructed  so  that  it  can  be 
moved  with  mechanical  precision  through  any  required  portion  of  a  revolution,  and  having  a  device 
to  lock  it  in  any  adjusted  position.  The  operation  is  to  cut  down  one  side  of  a  tooth  on  By  then 
move  the  index-wheel  through  that  part  of  a  revolution  which  is  necessary  to  revolve  B  to  the 
amount  of  its  pitch,  and  cut  down  the  same  relative  side  of  the  next  tooth,  and  so  on  all  round  the 
wheel.  The  upper  part  of  the  frame  A  forms  a  quadrant  of  a  circle,  and  serves  to  carry  the  devices 
which  govern  the  motion  of  the  radial  frame  8  at  that  end.  This  radial  frame  has  for  the  centre  of 
motion  of  all  its  movement  a  point  denoted  by  C,  Fig.  2053 ;  and  C  being  true  with  the  axial  line  of 
By  it  represei^ts  in  all  cases  the  centre  to  which  the  lines  of  the  sides  of  the  bevel-teeth  convei^. 
The  upper  end  of  the  radial  arm  8  is  adjustable  vertically,  and  is  permitted  a  slight  Lateral  motion, 
both  movements  operating  from  the  point  C  The  body  of  the  radial  frame  S  serves  as  a  slide- 
guide  whereon  traverses  the  carriage  to  which  is  attached  the  cutting  tool  C.  The  perimeter  of  the 
quadrant  frame  A  is  provided  with  a  slide  whereon  traverses  a  carriage  adjustable  to  any  required 
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position  on  the  quadrant.  This  carriage  carries  and  maintains  stationary  in  its  adjusted  position  a 
templet  of  the  shape  of  tooth  requiring  to  be  cut.  To  the  end  of  the  radial  frame  8  is  attached  a 
pin ;  hence,  by  lowering  8  while  the  pin  is  in  contact  with  the  cunres  of  the  templet-tooth,  the 
motion  of  8  at  that  end  will  exactly  conform  to  the  shape  of  the  templet-tooth,  while  its  motioii 
will  diminish  in  amount,  though  remaining  constant  in  direction,  as  the  point  C  is  approached.  From 
this  it  will  be  perceived  that  one  former  or  templet-tooth  may  be  employed  to  cut  wheels  of  Taiying 
diameters,  giving  to  the  teeth  of  each  its  proper  curves  and  depth  of  tooth,  all  that  is  necessary  to 
insure  exactitude  being  to  set  the  various  bevel-wheels  at  theur  proper  distances  from  the  point  C 
The  machine  is  provided  with  pivoted  rack-teeth,  to  give  to  the  radial  frame  8  the  lateral  motion 
necessary  to  allow  its  outer  end  to  conform  to  the  shape  or  curves  of  the  templet-tooth.  It  has  a 
quick  return  motion  for  the  cutting  tool  on  its  back  traverse — a  device  which  relieves  the  cutting  tool 
from  contact  with  the  surface  of  the  tooth  on  the  return  stroke,  while  at  the  same  time  it  relieves 
the  pin  from  contact  with  the  templet-tooth  during  the  elevation  of  the  outer  end  of  8;  and  it  has 
other  ingenious  devices,  which  will  be  presently  explained  in  detail.  The  machine  is  constructed 
with  every  refinement  of  fit  and  accuracy  of  measured  dimensions,  while  at  the  same  time  its  design 
eliminates  to  a  great  extent  those  minute  errors  which  are  inseparable  from  the  finest  of  mechanic 
manipulations.  Thus  the  dividing- wheel  D  is  16  feet  in  diameter,  so  that  if  the  bevel-gear  wheel 
operated  upon  is  5  feet  in  diameter,  whatever  error  might  exist  in  the  divisions  of  the  mdex-holes 
of  D  will  be  reduced  to  one-third  as  much  only  in  the  bevel-wheeL  The  former  or  templet-tooth  is 
9  inches  long  upon  its  operative  surface,  whereas  the  depth  of  tooth  on  a  6-foot  bevel-gear  wheel 
would  be  about  2^  inches  only,  reducing  any  possible  error  in  the  curves  of  the  templet  to  a  corre- 
sponding proportion  in  the  tooth  cut. 

The  machine  is  operated  as  follows :  The  radial  frame  8  is  raised  (at  its  outer  end)  out  of  the  way. 
and  the  mandrel  B  is  moved  back.  The  wheel  to  be  operated  upon  is  bolted  to  the  end  of  the  man- 
drel Bj  its  hub  fitting  into  a  true  bore  provided  in  the  mandrel    The  bevel-wheel  is  so  chucked  upon 

the  mandrel  that,  when  the  in- 
^^^^  dex-pin  is  in  place  in  one  of  the 

index-holes  of  the  wheel  2>,  the 
tool  will  be  allowed  its  proper 
amount  of  cut  upon  the  side  of 
the  tooth  standing  beneath  it 
The  bevel  face  of  the  wheel  to 
be  operated  upon  having  been 
turned  to  the  proper  angle,  the 
operator  lowers  the  radial  frame 
or  arm  8,  and  so  adjusts  it  and 
the  distance  of  the  mandrel^ 


(in  its  relation  to  the  point  C) 
that  the  guide  or  slide  surface 
of  8  stands  parallel  with  the 
bevel  surface  of  the  wheel,  and 
both  the  depth  and  the  shape  of 
^e  tooth  will  be  cut  automati- 
cally by  the  machine  to  correct 
form.  This  adjustment  is  easily 
made  by  traversing  the  cutting 
tool  over  the  turned  bevel  sur- 
face of  the  bevel-whccL  This 
adjustment  completed,  the  car- 
riage holding  the  templet-tooth  is  rigidly  fastened  to  the  quadrant,  and  the  guide-pin  on  the  end  of 
8  is  brought  into  contact  with  the  templet-tooth  at  its  pitch-line.  The  tool  is  then  adjusted  so  that 
its  cuttmg  point  stands  even  with  the  pitch-line  of  the  wheel  to  be  cut.  The  guide-pin  upon  and 
with  8  is  then  brought  to  the  top  of  the  templet-tooth,  and  the  machine  is  started.  The  pinion  P, 
operated  by  belt  power,  revolves,  moving  the  rack  i2,  which  in  turn  operates  the  sliding  carriage  to 
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which  the  cutting  tool  is  attached.  When  the  carriage,  or  what  is  the  same  thing,  when  the  catting 
tool  has  traversed  the  required  distance,  a  rod  attached  to  it  operates  a  belt-shipper,  the  direction 
of  rotation  of  P  is  reversed,  and  the  carriage  and  tool  travel  back,  the  feed  of  the  tool  taking  place 
at  the  end  of  the  back  traverse  and  proceeding  from  the  point  or  top  toward  the  flank  or  bottom  of 
the  tooth.  The  tool  cuts  while  traversing  toward  the  infinite  point  C,  so  that  the  resistance  offered  by 
the  cut  shall  operate  to  balance  the  weight  of  the  carriage,  the  cutting  tool  and  holder,  and  the  rack. 
Such  is  a  general  description  of  this  machine,  and  we  may  now  describe  its  construction  in  detail, 
reference  being  had  to  the  drawings,  of  which  Fig.  2051  is  a  sectional  side  elevation;  Fig.  2052,  a 
sectional  front  elevation ;  and  Fig.  2058,  a  plan  view  of  the  machine  as  a  whole ;  while  Pig.  2064 
is  a  back  view  of  the  device  for  rotating  the  dividing  or  index  wheel  D.    Fig.  2055  is  a  top 


2056. 


Tiew,  part  in  section,  and  Fig.  2056 
is  a  side  elevation,  of  the  feeding 
and  guiding  device  attached  to  the 
upper  end  of  8.  Fig.  2057  is  an  end 
and  ilg.  2058  a  back  view  of  the  de- 
yice  for  locking  the  dividing  or  index 
wheel  in  position  after  adjustment. 
Fig.  2059  is  a  top  and  Fig.  2060  a 
side  view  of  the  rack  Ji  and  pinion 
P;  and  Fig.  2061  is  a  sectional  view 
of  the  same.  Figs.  2062  and  2063 
are  two  views  of  the  slotted  link  for 
insuring  an  exact  recurrence  of  the 
divisions.  In  all  these  drawings  sim- 
ilar letters  of  reference  indicate  sim- 
ilar parts.  The  method  of  rotating 
the  index-wheel  D  is  shown  in  Fig.  2054.  The  rim  of  the  wheel  is  provided  with  cut  teeth  in  gear 
with  the  pinion  operated  by  the  hand-wheel  If',  The  circumference  of  D  is  provided  with  216 
equidistant  index-holes,  and  to  remove  that  wheel  through  any  definite  portion  of  its  revolution  it 
is  simply  necessary  to  withdraw  the  pin  Z,  Fig.  2058,  from  an  index-hole,  and  operate  the  handle  If" 
until  the  wheel  D  has  rotated  the  required  Sstance,  when  J  will  again  enter  an  index-hole.  Thus, 
if  the  gear  to  be  cut  is  to  contain  216  teeth,  the  wheel  D  will  be  required  to  move  so  that  the  pin 
J  falls  into  the  next  index-hole  at  each  adjustment ;  or  if  the  wheel  to  be  cut  is  to  contain  108  teeth, 
then  at  each  adjustment  J  will  fall  into  every  other  index-hole.  After  the  wheel  D  is  adjusted  and 
the  pin  /  is  in  position,  J  is  relieved  of  the  strain  due  to  holding  the  wheel  D  against  the  pressure 
of  the  cut,  and  also  from  any  lateral  vibration  by  the  adjustable  jib  Z,  ilgs.  2057  and  2058,  which 
is  caused  to  bear  upon  the  rim  of  Z),  dampmg  it  truly  in  its  adjusted  position.  To  avoid  the  neces- 
sity of  counting  the  number  of  index-holes  to  be  passed  by  the  pin  J  at  each  adjustment  of  D,  and  to 
eliminate  the  possibility  of  error  that  might  occur  if  the  operator  was  required  to  count  those  holes  at 
each  adjustment  of  D,  the  ingenious  arrangement  shown  in  Figs.  2058,  2062,  and  2068  is  provided. 

The  devices  for  feeding  8  to  the  cut  are  as  follows :  Figs.  2055  and  2056  are  views  of  the  parts 
at  the  outer  end  ot  8,  />  is  a  steel  pin  pivoted  by  the  stud  or  bolt  />'  round  upon  its  x>uter  end,  which 
contacts  on  the  down  feed  of  8  with  the  former  or  templet-tooth  ^,  and  of  wedge  form  at  its  inner 
end.  The  guide  ^  holding  the  templet-tooth  is  secured  in  its  adjusted  position  to  the  perimeter  of 
A.  The  templet-tooth  ^  being  curved  to  the  circle  of  the  perimeter  of  Ay  the  variation  in  the  form 
of  its  curve,  due  to  its  curvature,  is  allowed  for  in  its  construction ;  for  it  is  evident  that  the 
amount  of  lateral  motion  imparted  by  a  given  degree  of  curve  in  the  templet-tooth  to  the  end  pf  8 
will  be  less  at  the  point  of  attachment  of  the  tool  <^  in  proportion  as  the  point  of  contact  of  />  is 
radially  removed  from  the  infinite  point  C.  The  carriage  fixed  to  ^  ^,  and  holding  the  templet-tooth 
ff^  is  provided  with  the  rack  R.  A  casting  bolted  to  the  end  of  8  constitutes  a  frame  carrying  the 
stud  p\  the  lever  Jf,  the  pinion  shown  at  e',  and  the  gear-wheel  x.  The  rod  r  is  moved  laterally  at 
each  end  of  the  motion  of  the  carriage  8'^  and,  through  the  medium  of  JiT,  J^',  and  Jf'^  operates 
the  arm  carrying  the  ratchet-tooth  e ;  thus,  as  the  arm  r  moves  in  the  direction  denoted  by  the 
arrow  (Fig.  2056),  the  catch  c'  partly  rotates  the  pinion  at  e',  which  moves  the  gear  x  as  denoted  by 
the  arrow  and  the  pinion  x\  causing  8  to  descend  to  an  amount  proportionate  to  the  movement  of 
Jf",  the  latter  being  regulated  by  the  position  of  the  end  of  Af  in  the  slot  provided  in  M".  To 
relieve  the  gears  and  rack-teeth  of  the  weight  of  8  and  its  appurtenances,  the  cord  x'  is  provided ;  it 
passes  over  a  pulley  p"  (Fig.  2051),  and  supports  a  weight  beneath  the  fioor. 

The  method  of  giving  to  8  the  slight  lateral  movement  necessary  to  relieve  the  cuttmg  tool 
from  contact  with  the  work,  and  the  pin  p  from  contact  with  the  templet-tooth,  on  their  respective 
back  traverses,  is  as  follows :  Upon  each  side  of  the  pin  />  is  a  lever  ^,  and  to  one  or  the  other  of 
these  levers  (according  to  which  side  of  the  wheel-tooth  is  being  operated  upon)  is  attached  the  cord 
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X  passing  OTer  the  pulleys  p"  p'\  of  which  there  is  a  set  on  each  side  of  the  machine,  and  canying  a 
weight  beneath  the  floor.  It  is  obvious  that  the  templet-tooth  g  must  stand  with  its  curve  in  Sie 
same  plane  as  the  curve  of  the  tooth  being  cut ;  hence,  after  all  the  teeth  of  the  wheel  have  been 
cut  on  one  side,  the  templet-tooth  is  turned  over  and  the  other  sides  are  cut.  Now  the  cord  z  is 
attached  to  the  lever  H;  this  is  necessary  to  keep  the  pin  p  in  contact  with  the  curve  of  the  templet- 
tooth,  on  whatever  side  that  curve  may  stand,  unless  relieved  by  a  separate  device  which  operates 
on  the  return  traverse  of  the  cutting  tool,  and  which  is  arranged  as  follows :  The  body  of  /»  at  7  is 
wedge-shaped,  being  tapered  on  its  vertical  sides  from  /  toward  the  pivot  at/)',  and  it' operates  be- 
tween two  similarly  inclined  or  wedge-shaped  surfaces  stationary  at  /,  contacting  during  a  part  of 
its  movement  with  the  fixed  wedge  on  the  same  side  of  it  as  the  cord  to  it  is  fastened.  When  the 
tool  begins  its  up  and  return  traverse,  the  rod  r  moves  in  the  direction  of  the  arrow,  and  through 


the  medium  of  Af  and  3f  advances  p  ;  its  taper  part  at  /  contacts  with  the  fixed  wed^  and  causes 
p  to  swing  slightly  on  the  pivot-stud  /)',  and  remove  its  round  end  from  contact  with  g  ;  then,  as 
the  motion  of  r  is  reversed,  the  side  face  of  p'  at  /  is  removed  from  contact  with  the  fixed  wedge, 
and  the  rope  at  h  is  permitted  to  again  hold  the  pin  p  against  ^.  To  permit  of  the  lateral  motion  of 
S,  the  teeth  of  the  rack  i?  are  pivoted  at  their  centres  by  steel  pins,  as  in  Figs.  2059,  2060,  and  2061. 
Previous  to  the  introduction  of  this  class  of  gear-cutter  by  Mr.  Ck>rlis8,  it  was  not  attempted 
to  give  to  bevel  gear-wheel  teeth  the  true  form  of  curve,  the  practice  being  to  operate  upon  one 
side  of  the  space  at  a  time,  using  two  or  three  cutters,  giving  a  correct  form  at  one  or  two  points 
only,  and  trusting  to  the  wear  of  the  surfaces  to  give  better  contact.  The  bevel-wheels  referred  to 
a>  having  been  cut  by  this  machine  show  upon  examination,  after  their  six  months  of  duty,  that 
tLe  bearing  surface  on  the  driving  and  driven  sides  of  the  teeth  is  smooth  and  polished,  the  wear 
having  been  sufficient  merely  to  efface  the  tool-marks  made  in  cutting  the  teeth,  while  on  the  follow- 
ing or  follower  side  of  the  teeth  the  tool-marks  remain,  showing  no  abrasion  or  wear.  J.  R. 


END    OF    VOLUME    I. 
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